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GENERAL  REPORT. 


The  folIowiDg  report  of  the  State  Board  of  Health  comprises  the 
general  work  of  the  Board  during  the  year  ending  Sept.  30,  1899, 
and  of  the  special  work  relating  to  food  and  drug  inspection  during 
the  same  period,  also  of  that  which  relates  to  water  supply  and 
sewerage  for  the  calendar  year  1899. 

The  first  portion  of  the  volume,  paged  in  Roman  numerals,  con- 
tains a  condensed  account  of  the  work  done  under  the  provisions  of 
the  laws  defining  the  duties  of  the  Board. 

The  regular  work  of  the  Board  is  performed  mainly  under  the 
provisions  of  three  separate  acts  and  the  necessary  appropriations 
for  their  execution, — an  organic  act  of  1869,  establishing  the  Board ; 
an  act  for  the  inspection  of  food  and  drugs,  of  1882  ;  and  an  act  for 
the  protection  of  the  purity  of  inland  waters,  of  1886,  with  the 

amendments  to  these  acts. 

■ 

The  second  part  of  the  report,  paged  in  Arabic  figures,  contains 
the  fuller  details  of  the  work  of  the  Board,  under  the  acts  relating 
to  water  supply  and  sewerage,  food  and  drug  inspection  and  the 
general  acts  relating  to  the  work  of  the  Board. 

The  following  members  comprised  the  Board  in  1899 :  — 

Henby  p.  Waxcott,  Chairman, 


Frakk  W.  Drafer. 
HlHAM  F.  Miixs. 
James  W.  Hull. 


Gerabd  C.  Tobet. 
Charles  H.  Porter. 
Julian  A.  Mead. 


No  changes  have  taken  place  in  the  membership  of  the  Board 
during  the  year. 

Inteotious  Diseases. 

One  of  the  prominent  topics  of  general  interest  in  all  civilized 
countries  is  the  decline  in  the  mortality  from  infectious  diseases. 
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A-s  a  general  rule,  most  of  the  destmctive  infectious  diseases  — 
typhoid  fever,  small-pox,  dysentery,  scarlet  fever,  measles,  whoop- 
ing-cough, diphtheria,  puerperal  fever  and,  most  prominent  of  all, 
consumption  —  have  shown  a  diminishing  death-rate,  comparing  the 
past  ten  years  with  a  similar  period  fifty  years  ago.  To  this  rule 
the  population  of  Massachusetts  has  formed  no  exception. 

The  mortality  from  the  diseases  usually  known  as  local  diseases 
(diseases  of  the  brain,  heart,  lungs,  kidneys,  etc.)  has  generally 
increased  in  recent  years,  but  the  decline  in  the  mortality  from  in- 
fectious diseases  has  more  than  counterbalanced  this  increase,  so 
that  the  result  has  been  a  diminution  in  the  general  death-rate  of  the 
State.  This  death-rate  has  for  the  past  fifty  years  averaged  about 
19.5  per  1,000  of  the  living  population,  but  the  death-rate  of  the 
past  four  years  has  been  considerably  less  than  19.5. 

The  year  1898  was  remarkable  for  the  absence  of  serious  epi- 
demics throughout  the  State,  the  death-rate  having  been  lower  than 
that  of  any  previous  year,  with  one  or  two  exceptions,  for  a  half- 
century. 

The  year  1899  also,  so  far  as  can  be  learned  from  the  mortality 
returns  of  the  year,  was,  like  its  predecessor,  a  year  of  more  than 
average  healthfulness.  The  death-rat«  of  the  State  was  slightly 
less  than  that  of  the  previous  year,  allowing  for  an  average  growth 
of  population,  such  as  had  prevailed  between  the  two  census  enumer- 
ations of  1890  and  1895.  The  death-rate  from  the  principal  infectious 
diseases  was  slightly  but  not  very  much  greater  than  that  of  1898. 

The  following  figures  are  worthy  of  note  in  this  connection :  — 


Deaths  and  General  DecUh-raies,  MassachnseUs^  IdOl-OO- 


Tbai. 

Deaths. 

Death-rates. 

Ybar. 

Deaths. 

Death-ntM. 

1891,  . 

1892,  . 

1893,  . 
1894, 

1896,      .        . 

46,185 

48,762 
49,084 
46.791 
47,640 

19.7 
20.8 
20.6 
19.1 
19.0 

1896,  . 

1897,  . 

1898,  . 

1899,  . 

49381 
47,419 
46,761 
47.710 

19.8 
18.1 
17.6 

17.4 

The  following  figures  are  also  suggestive,  as  showing  the  mor- 
tality from  the  principal  infectious  diseases  during  the  two  years 
1898  and  1899  :  — 
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Deaths  from  Principal  Infectious  Diseases^  Massachusetts^  1898-99' 

1898. 

ISM. 

18M. 

189». 

Small-pox, 

Diphtheria  and  croup, 
Soarlet  fever,     . 
Typhoid  fever,  . 
Aleasles,     •        .        • 
Cholera  infantum,     . 
Consumption,    . 

706 

141 

663 

82 

2,320 

5,288 

14 

1,047 

235 

612 

241 

1,964 

5,221 

Dysentery, .... 

Whooping-cough, 

Pneumonia, 

Cancer,       .... 

Cerebro-spinal  meningitis, 

293 

837 

4,206 

1,907 

259 

268 

338 

4,993 

1,838 

240 

16,202 

17,011 

By  the  foregoing  table  it  appears  that  there  was  an  increase  in 
the  mortality  from  small-pox,  diphtheria,  scarlet  fever,  measles, 
whooping-cough  and  pneumonia,  amounting  to  1,396  deaths,  and  a 
decrease  of  587  deaths  in  the  mortality  from  typhoid  fever,  cholera 
infantum,  consumption,  dysentery,  cancer  and  cerebro-spinal  men- 
ingitis, comparing  the  figures  of  1899  with  those  of  1898. 


SmdlUpox. 

During  the  year  1899  small-pox  has  occurred  in  Massachusetts  to 
a  greater  extent  than  in  any  year  since  1894.  The  number  of  places 
in  which  outbreaks  have  occurred  was,  however,  quite  small,  and 
were  all  in  the  eastern  portion  of  the  State.  No  case  was  repoiled 
from  any  town  in  which  rags  were  used  for  the  manufacture  of 
paper. 

The  reported  cases  occurred  in  the  following  cities  and  towns : 
Fall  River,  37  ;  Boston,  29 ;  Everett,  6 ;  Chelsea,  27  ;  Swampscott, 
3 ;  Lowell,  2 ;  Melrose,  1 ;  total,  105  cases. 

Sex.  —  Of  the  whole  number,  53  were  males  and  52  were  females. 

Season,  —  Contrary  to  the  usual  history  of  small-pox  the  principal 
outbreaks  in  1899  occurred  in  the  latter  part  of  spring  and  in  sum- 
mer, 69  cases  having  been  reported  between  April  1  and  October  1. 

Of  the  foregoing  number  it  is  worthy  of  note  that  the  circum- 
stances in  certain  cases  revealed  a  gross  violation  of  certain  specific 
laws  relating  to  vaccination,  since  11  cases  occurred  among  unvac- 
cinated  mill  operatives  at  Fall  River,  in  violation  of  chapter  515 
of  the  Acts  of  1894,  while  there  were  also  4  cases  among  unvac- 
cinated  scholars  in  the  public  schools,  in  violation  of  chapter  496 
of  the  Acts  of  1898,  section  11. 
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Record  of  Casta  of  SmaU-pox  reported  to  the  State  Board  of  Health  during  the  Tear 
1899,  under  the  Provisions  of  Chapter  302  of  the  Acts  of  1893. 


i  Vaeeloated  In  tnfaney. 

*  Vaccinated  ten  ypara  ago. 

•  Vaccinated  one  year  affO. 

V  Tweoty>three  yeare  before  date. 
»  Kot  vaoelDated  tilllKay  27. 


*  One  year  fonr  montha. 

*  Vaccinated  two  yeara  before  date. 

*  Parenta  French  Canadiana. 

*  Vaednated  thirty  yeara  ago. 
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Nnmber  of 
Sea 

§ 

11 

April  11, 

Boeton, . 

Ireland,  . 

Laborer, 

42 

yeara. 

M. 

Yea. 

1 

- 

2 

April  11, 

Boaton, . 

United  Btatea, 

- 

..t 

F. 

No. 

- 

— 
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April  11, 

Boeton, . 

United  SUtea, 
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10 

yeara. 

M. 
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- 

4 

April  12, 

Boaton, . 

Ireland,  . 

Honaewife,    . 

82 

yeara. 

F. 
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61 

April  13, 
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Scotland, 

Mill  operative,      . 

42 
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F. 
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April  21, 
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01 

April  26, 

Boeton, . 

Ireland.  . 

Laborer, 

24 

yeara. 

M. 

Yea. 

1 

- 

101 

May   19, 

Bwarapacott, . 

United  Statee, 

Shoemaker,   . 

42 

years. 

M. 

Yes. 

- 

1 

It 

May  20, 

Fall  River,     . 

French    Cana- 
dian. 

Mill  operative. 

17 

years. 

M. 

No. 

- 

- 

12 

May   20. 

Fall  River,    . 

French    Cana- 
dian. 

—             ~ 

4 

yeara. 

F. 

No. 

** 

"■ 

18 

May   29, 

Fall  River,     . 

French    Cana- 
dian. 

Scholar, . 

0 

yean. 

F. 

No. 

" 

~ 

W 

May   20, 

Fall  River,     . 

French   Cana- 
dian. 

Mill  operative. 

10 

years. 

F. 

Yea. 

1 

^ 

16 

May   20, 

Fall  River,    . 

French    Cana- 
dian. 

Honaewlfe,    . 

88 

yean. 

F. 

No. 

•" 

~ 

W 

May  20, 

Fall  River,    . 

French    Cana- 
dian. 

Scholar, . 

11 

yean. 

M. 

Yea. 

1 

~ 

178 

May   20, 

Fall  River.    . 

French    Cana- 
dian. 

Scholar, . 

14 

yeara. 

F. 

Yea. 

1 

~ 

18 

May   20. 

Fall  River,    . 

French   Cana- 
dian. 

Scholar,  • 

7 

yeara. 

M. 

No. 

~ 

"■ 

lOB 

May  20. 

Fall  River.    . 

French    Cana- 
dian. 

Scholar, .       • 

12 

yeara. 

M. 

Yea. 

1 

" 

20 

May  20, 

Fall  River,    . 

French    Cana- 
dian. 

Mill  operative, 

18 

yeara. 

F. 

No. 

~ 

" 

21« 

May    20, 

Fall  River,    . 

United  Statea, 

- 

11 

moa. 

M. 

No. 

- 

• 

22 

May   20. 

Fall  River,    . 

French    Cana- 
dian. 

- 

n 

I  yeara. 

M. 

No. 

- 

- 

28 

May   20, 

Fall  River,    . 

French    Cana- 
dian. 

Scholar, . 

10 

yean. 

F. 

Yea. 

• 

^ 

24 

May   20, 

FUl  River,    . 

French    Cana- 
dian. 

Mill  operative,      . 

28 

yeara. 

M. 

No. 

" 

^ 

26 

May  20, 

Fall  River,    . 

French    Cana- 
dian. 

Mill  operaUve,      . 

23 

yeara. 

M. 

No. 

" 

" 

Ttfi 

May  20. 

Fall  River,     . 

United  Statea, 

^                         «• 

2 

yeara. 

F. 

No. 

— 

~ 

277 

May   20, 

Fall  River,    . 

French    Cana- 
dian. 

Mill  operaUve,      . 

84 

yeara. 

M. 

Yea. 

1 

- 

» 

May  20, 

Fall  River,    . 

French    Cana- 
dian. 

Honaewife,    . 

64 

yeara. 

F. 

Yea. 

2 

™ 

2»«» 

May  20. 

Fall  River,    . 

United  SUtea. 

—             - 

Si 

mos. 

F. 

No. 

- 

— 

80 

May  20. 

Fall  River,    . 

French    Cana- 
dian. 

Mill  operative,      . 

21 

yeara. 

F. 

No. 

mm 

- 

81 

May   20, 

Fall  River,    . 

French    Cana- 
dian. 

Laborer, 

20 

yean. 

M. 

No. 
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Record  of  Ccises  of  SmaU-pox  reported  to  the  Stale  Board  of  Health  during  the  Year 
1899,  under  the  Provisions  of  Chapter  302  of  the  Acts  ofl893'—CoTitin\xed. 


tf 

S 

^ 

. 

■2 

• 

S 

• 

m 

• 

B 

a 

FUce  of 
Oocurreni 

Nationality 
Patient. 

1 

i 

< 

1 

Previously 
Vaccinal 

Number  of 
Sea 

Number  of 
Deatl 

321 

May    20,    PaU  River,     . 

French    Cana- 

Mill operative, 

16 

years. 

M. 

Yes. 

1 

^ 

1 

dian. 

33      May   20,  >  Fall  Rl^er,    . 

French    Cana- 

Mill operative, 

22 

years. 

M. 

No. 

- 

- 

dian. 

84      May    29,  '>  Fall  River,     . 

French    Cana- 
dian. 

Mill  operative. 

24 

years. 

M. 

No. 

- 

- 

85 

May    20,  I  Fall  River,     . 

French    Cana- 

Mill operative,      . 

20 

years. 

M. 

- 

- 

- 

* 

dian. 

86      May   20,    Fall  River,     . 

French    Cana- 
dian. 

Mill  operative. 

24 

years. 

M. 

No. 

- 

- 

87      May   20,    Fait  River,    . 

French    Cana- 
dian. 

Mill  operative, 

10 

years. 

F. 

No. 

— 

- 

SS    }  May    29,    Fall  River,    . 

French    Cana- 
dian. 

Mill  operative, 

28 

years. 

M. 

No. 

- 

- 

39*    May   29,    Fall  River,    . 

French    Cana- 
dian. 

Mill  operative. 

28 

years. 

M. 

Yes. 

1 

- 

40      May    20,    Fall  River,     . 

United  States, 

- 

2 

years. 

F. 

No. 

- 

- 

41      May   20,  |  Fall  River,    . 

French    Cana- 

Laborer, 

40 

years. 

M. 

No. 

. 

. 

1 

dian. 

42» 

May   20,    Fall  River,    . 

French    Cana- 
dian. 

Mill  operative, 

18 

years. 

F. 

Yes. 

- 

- 

43> 

May    29,  1  Fall  River,    . 

French    Cana- 

Mill operative, 

22 

years. 

F. 

Yes. 

Slight. 

- 

1 

dian. 

44*  1  Jane    5,  i  Swampscott,. 

United  SUtes, 

Rail  road  employee. 

60 

years. 

M. 

Yes. 

8 

- 

4^  '  Jane    5,  •  Swampscott,. 

United  States, 

Scholar, . 

16 

years. 

F. 

Yes. 

Slight. 

- 

40      June     7,    Boat  on,  . 

1 

United  States, 

1 

10 

years. 

M. 

- 

1 

- 

47      June    7, 

Beaton,  . 

United  States, 

- 

4 

years. 

M. 

No. 

- 

1 

48«  1  Jane  10, 

Boaton,  . 

United  States, 

Houaewife,    . 

86 

years. 

F. 

Yes. 

1 

mm 

4tt      Juoe  17, 

Fall  River,    . 

United  States, 

Mill  operative, 

16 

years. 

F. 

No. 

- 

- 

to      June  19, 

Boeton, . 

United  States, 

- 

1 

year. 

F. 

No. 

- 

1 

61      jQoe  21, 

1 

Boeion, . 

Ireland,  . 

Domestic, 

30 

years. 

F. 

Yes. 

1 

«F 

Jane  23, 

Boaton, . 

Ireland,  . 

Laborer, 

60 

years. 

M. 

Yes. 

- 

- 

68^ 

Jane  27, 

Boaton, . 

Britiah     Prov- 
Incea. 

- 

64 

years. 

M. 

Yes. 

- 

1 

U 

Jane  28,    Fall  River.    . 

French    Cana- 

.            . 

16 

years. 

M. 

No. 

— 

. 

dian 

W 

June  80. 

Boaton, . 

United  SUtes, 

- 

32 

years. 

F. 

No. 

- 

- 

M> 

July    8, 

Boaton, . 

Ireland,  . 

Honsewife,    . 

64 

years. 

F. 

Yes. 

- 

- 

fti 

Jnly  11, 

Boaton, . 

Britiah    Prov- 
inoes. 

Carpenter,     . 

26 

years. 

M. 

No. 

- 

- 

68 

Aug.    4, 

Boaton, . 

United  Slates, 

Domestic, 

46 

years. 

F. 

- 

- 

M*     Aug.  12, 

Boaton, . 

Ireland,  . 

Insurance  agent,  . 

46 

years. 

M. 

Yes. 

1 

- 

ao« 

Aug.  18, 

Boaton, . 

Ireland,  . 

Car  Inspector, 

86 

years. 

M. 

Yes. 

1 

1 

61 

Aug.  21, 

Fall  River,    . 

French    Cana- 
dian. 

Laborer, 

28 

years. 

M. 

No. 

- 

- 

6i 

Aug.  27, 

Boeton,  • 

United  Suites, 

- 

6 

years 

M. 

No. 

- 

- 

ea* 

Aag.  27, 

Boaton, . 

Sngland, 

- 

81 

years. 

M. 

Yes. 

1 

- 

1  Vaednated  ten  years  ago. 

*  Several  years  before  date. 

*  Ten  yesre  ago  and  ten  days  ago. 

*  Vaednated  forty  years  ago. 


*  Thirteen  years  before  date. 

*  Vaednated  thirty-five  years  ago  and  ten  days  ago. 
tt  Vaccinated  thirty  years  ago. 

>  Vaccinated  In  Infancy. 
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Beoard  if  Cases  of  BmaU-pox  reporUd  to  the  8kUe  Board  of  Health  during  the  Tear 
1899t  under  the  Provisions  of  Chapter  302  of  the  Acta  of  1893  —  Continued. 


2 

a 


-I 


S 


{ 
I 


I 


M 

« 


J 

O 

I* 


2 


il 


7q* 

71 

73 

7y 

74 
7P 
7«» 
77» 
78 

n» 

81 

83 

88^ 

84> 

86 

88 

87» 

88> 

89 

90> 

91 

93 

98 

94> 

9510 


1. 

BcpcSS, 
B6pC.  96, 
8«pt.S6, 
Sept.  36, 
Sept.  30. 
Sept.  26, 
Oct.  6, 
Oct.  7, 
Oct.  7, 
Oet.  9, 
Oct.  10, 
Oet.  11, 
Oct.  11, 
Oet.  11, 
Oct.  10, 
Oct.  30, 
Oct.  26, 
Oct.  26, 
Oct.  37, 
Oet.  37, 
Oct.  37, 
Oet.  29, 
Nov.  6, 
Nov.  6, 
Nov.  18, 
Nov.  18, 
Nov.  18, 
Nov.  19, 
Dee.  1, 
Dec.  i| 
Dec.    8, 


fUlBlver, 

Bveiett, 

Bverettf 

ChelMft, 

Chelcee, 

Chelflee, 

Cheleee, 

Lowell, . 

Sverett, 

Everett, 

ChelaeA, 

Everett, 

ChelaeA, 

Chelsea, 

Chelflea, 

MelroM, 

Everett, 

Chelsea, 

Chelsea, 

Chelsea, 

Chelsea, 

Chelsea, 

Chelsea, 

Chelsea, 

Chelsea, 

Chelsea, 

Chelsea, 

Chelsea, 

Chelsea, 

Chelsea, 

Chelsea, 

Chelsea, 


French    Cans. 

diSD. 

UDlted  BUtes, 

Untted  States, 

United  SUtes, 

German, . 

United  SUtes, 

United  States, 

United  States, 

United  SUtes, 

United  SUtes, 

United  SUtes, 

United  SUtes, 

United  SUtos, 

United  States, 

United  SUtes, 

United  SUtes, 

UniUd  SUtes, 

United  SUtes, 

British    Prov- 
inces. 
United  States, 

United  SUtes, 

United  SUtes, 

United    SUUs 

(colored) . 
United  SUtes, 

United  SUtes, 

United    Sutes 

(colored). 
United    Sutes 

(colored). 
United    States 

(colored). 
United    Sutes 

(colored). 
United  States, 

United  SUUs, 

EnssU,    . 


Housewife,    • 
Barber,  . 
Watchmaker, 
Clerk,     . 
Blectridao,   . 
Mill  operative, 

Nurse,    >  •       • 

Housewife,  . 

Jonmallst,  .       . 
Clerk,     . 

Housewife,  . 

Boiler  inspeetor,  . 
Book-keeper, 
Housewife,    . 
Domestic, 
Housewife,    . 
Mill  operative, 
TeamsUr, 
Housewife,    . 
Housewife,    . 
Domestic, 

Housewife,    . 

Barber,  • 


4 

29 
36 


38 
38 
30 


years. 

years. 

years. 

years. 

years. 

years. 

years. 

years. 
38  years. 
66  years. 
68  years. 
81  years. 
38  years. 
68  years. 
6  years. 
80  years. 
46  years. 
19  years. 
23  years. 
40  years. 
36  years. 
80  years. 
36  years. 
68  years. 
38  years. 
1  year. 
86  years. 
3  years. 
36   years. 

6  years. 

7  years. 
6  years. 


F. 

No. 

- 

M. 

- 

- 

F. 

Yes. 

1 

M. 

No. 

- 

M. 

Yes. 

- 

M. 

Yes. 

1 

M. 

Yes. 

1 

M. 

No. 

- 

F. 

No. 

- 

F. 

Yes. 

3 

F. 

Yes. 

- 

M. 

Yes. 

- 

M. 

Yes. 

1 

F. 

Yes. 

1 

U. 

No. 

- 

M. 

Yes. 

6 

M. 

Yes. 

Slight. 

F. 

No. 

- 

F. 

No. 

- 

F. 

Yes. 

1 

M. 

Yes. 

- 

M. 

Yes. 

1 

F. 

No. 

- 

F. 

Yes. 

- 

F. 

Yes. 

1 

F. 

No. 

- 

F. 

Yes. 

1 

F. 

No. 

- 

M. 

No. 

- 

M. 

No. 

- 

F. 

Yes. 

1 

M. 

Yea. 

8 

1 
1 


1 
1 


1  Vaeoioated  in  August. 

«  Vaoelnated  fifteen  yean  ago. 

>  Twenty  years  ago. 

▼  Thirty-five  years  ago. 

•  Three  months  ago. 


*  Vaccinated  ten  years  ago. 

*  Vaccinated  forty  years  ago. 

•  Vacduated  four  years  before  p 

•  Thirty-eight  yean  ago. 
^*  Two  yean  ago. 


itdau. 
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Beoord  of  Ckues  of  8mall-pox  reported  to  the  State  Board  of  Health  during  the  Tear 
1899,  under  the  Provisions  of  Chapter  302  of  the  Ada  o/i^Pd  — Conoluded. 


a 

a 


I 


i 


^ 


! 


I 


"I 

1^^ 


o, 

u 

K 

a 


i 


96^ 

98 

99 
100> 
101 
102 
108« 
104> 
lOftS 


Dee. 

4. 

Dee. 

4> 

Dee. 

Tp 

Dee* 

w. 

Deo. 

10. 

Dee. 

18, 

Dee. 

M, 

Deo. 

1». 

Dee. 

», 

Dee. 

M. 

Chelaea, 
Cheleee, 
ClielMa, 
Boeton* . 
Boeton, . 
Lowell, . 
Boeton, . 
CbelMA, 
Boeton, . 
Boston, . 


UDlted  StaCee, 

United  States, 

United  StaCee, 

British    ProT- 

inees. 
Denmark, 

United  Sutes, 

United  sutes. 

United  Stetes, 

United  States, 

British    ProT- 
inees. 


Paper-hanger, 


Book-keeper, 


4  moB. 

M. 

Yes. 

1 

^ 

P. 

Yes. 

1 

8  yearn. 

K. 

No. 

- 

26  years. 

F. 

No. 

- 

89  years. 

F. 

Yes. 

1 

82  years. 

M. 

No. 

- 

4  years. 

F. 

No. 

- 

28  years. 

F. 

Yes. 

- 

60  years. 

F. 

Yes. 

1 

80  years. 

F. 

Yes. 

1 

1  Three  months  ago. 
*  Vaeeinated  in  Infancy. 


*  One  year  nine  months. 
^  Seventeen  years  ago. 


General  Summary, — The  following  general  summary  is  pie- 
sented  in  conseqaence  of  an  unusaal  prevalence  of  small-pox  in 
1899. 

Since  1883  records  have  been  kept  of  each  case  of  small-pox  re- 
ported in  the  State,  from  which  it  is  possible  to  gain  fairly  accurate 
information  as  to  the  protection  afforded  by  vaccination,  as  well  as 
the  effect  of  the  age  of  the  individual  upon  the  fatality  of  the  dis- 
ease in  the  vaccinated  and  the  unvaccinated. 

The  following  table  presents  the  numbers  of  cases  reported  to  the 
State  Board  of  Health,  together  with  the  number  of  deaths  in  each 
year  since  and  including  1883  :  — 

Cases  and  Deaths  from  Small-pox  reported  to  the  State  Board  of  Healthy 

1883-1899. 


Ybabs. 


Cases. 


Deaths. 


Tbaxb. 


Cases. 


Dsaths. 


1188, 
1884. 
1885, 
1886. 
1887, 


21 
9 

82 
2 

18 


6 

8 

19 


1888, 
1889, 
1890, 
1891, 
1892, 


82 

15 

0 

6 

19 
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Cases  and  Deaths  Jrom  Small^poz  reported  to  the  State  Board  of  Health, 

1883-1899  —  Concluded. 


Tbab«. 


Deatbe. 


1803, 
1804, 
1806, 
1808, 


46 

186 
1 
6 


0 
88 


Tbabs. 

1807, . 
1808, . 
1800,  . 
Total, 


Caeee. 


Deatba. 


18 

U 

106 


626 


14 


111 


From  1885  down  to  the  present  time  records  have  also  been  kept 
of  the  fact  of  vaccination  among  those  attacked  with  small-pox,  so 
far  as  it  was  possible  to  gather  this  information  from  the  official 
notices  received  at  the  office  of  the  Board.  From  these  records  the 
following  table  has  been  compiled :  — 

Smdll-pox  in  Massachusetts  (1885-99).    Comparative  Fatality  of  the  Vaccinated 

and  Unvaccinated. 


Totals. 

Yaocuiatbd. 

Umvaocihatbd. 

Umkiiowv. 

Tbajm. 

1 

• 

1 

■ 

s 

8 

1 

Per 

Cent 

i 

s 

1 

Per 
Cent. 

• 

• 

i 
1 

Per 
Cent 

1886,   . 

1886,  . 

1887,  , 

1888,  , 
1880, 

1800,  . 

1801,  . 

1802,  . 
1803, 
1804, 
1806, 
1806, 
1807,   . 
1808, 
1800, 

82 

8 

12 

82 

10 

6 

6 

10 

47 

186 

1 

6 

18 

12 

106 

11 
1 
8 
6 
4 
1 
1 
2 
0 

88 

3 
14 

- 

7 
1 
6 
16 
11 
2 
1 
7 

11 

84 

1 

4 

0 

11 

64 

1 

1 

6 

2 

7 

- 

18 

1 

6 

18 

8 

2 

8 

10 

20 

86 

3 

1 
46 

0 
1 
2 

8 

1 

1 

1 

8 

22 

1 
7 

- 

12 

1 
1 
4 
2 
2 
1 
2 
7 
16 

1 
6 

6 

2 

1 
1 
2 

1 

1 
1 
6 

- 

408 

87 

17.6 

224 

17 

7.6 

216 

66 

26.0 

50 

14 

28.7 

From  this  table  it  appears  that  the  fatality  of  small-pox  among 
the  vaccinated  was  7.6  per  cent.,  while  that  of  the  unvaccinated 
was  26.0  per  cent.,  or  more  than  three  times  as  great. 
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These  cases  reported  in  the  fifteen  years  ending  with  1899  oc- 
curred in  the  following  cities  and  towns  :  — 


Boston, 177 

Holyoke, 43 

Fall  River, 43 

Chelsea, 36 

Chicopee, 81 

Worcester, 24 

New  Bedford, 18 

Lowell, 14 

Springfield, 10 

Westfield, 10 

Huntington, 7 

Everett, 6 

Russell, 5 

Pepperell, 4 

Sherborn, 4 

Greenfield,       .....  4 

State  Almshouse,    ....  4 

Waltham, 3 

Somerville, 3 

Cambridge, 3 

Swampscott, 3 

Haverhill, 2 

Quiney, 2 

North  Adams, 2 

Brookline, 2 

Great  Barrington,  ....  2 

Lenox,     2 


Milton,    . 

Methuen, 

Dalton,    . 

Holden,    . 

Melrose,  . 

Adams,    . 

Andover, . 

Attleborough, 

Belchertown, 

Blackstone, 

Chester,  . 

Granville, 

Lanesborough, 

Lawrence, 

Lynn, 

Marlborough, 

Maynard, 

Medway, . 

Natick,     . 

North  borough, 

Pittsfield, 

Randolph, 

Spencer,  . 

Stoneham, 

West  Springfield, 

Williamstown, 

Gloucester, 


2 
2 
2 


Thirteen  of  these  cities  and  towns  were  places  in  which  pape 
mills  using  rags  are  located,  but  the  actual  number  of  paper  mil 
operatives  attacked  with  small-pox  was  only  20,  or  4  per  cent.,  a 
smaller  ratio  than  that  which  prevailed  in  earlier  epidemics.  Sev- 
eral other  persons  were  attacked  who  were  probably  indirectly  ex- 
posed to  infection  from  rags,  being  persons  of  other  occupations 
living  in  the  same  families  or  tenements  with  paper  mill  operatives. 
Outbreaks  in  Chicopee  have  occasionally  been  traced  to  the  neigh- 
boring city  of  Holyoke. 

Outbreaks  involving  one  or  more  cases  in  each  occurred  in  Bos- 
ton in  eleven  years  out  of  the  fifteen-year  period ;  in  Holyoke  in 
eight  years ;  in  Springfield  in  four  years ;  in  Lowell  in  four  years  ; 
in  Chelsea  in  four  years ;  in  Huntington  in  three  years ;  in  West- 
field  in  three  years ;  in  Pepperell  in  three  years ;  in  New  Bedford  in 
three  years. 
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Sex.  —  Of  the  cases,  wherein  the  sex  was  stated,  242  were  males 
and  207  were  females,  or  in  the  ratio  of  117  males  to  each  100 
females. 

NaiUmaUly .  —  The  nationality  of  the  reported  cases  was  as  fol- 
lows, BO  fiir  as  it  was  stated  in  the  returns :  — 


United  States,  .190 

BritiBb  Pnmnoet, ....  1S9* 

Ireland, 69 

England, 13 

Portagal, 13 

Italj 10 

Scotland, 10 


France, 7 

Germany, 6 

Sweden, 8 

Russia, 2 

Belgium, 1 

Finland, 1 

Denmark, 1 


OecapaiixyM.  —  The  occupation  of  the  persons  attacked  was  as 
follows,  so  far  as  was  stated  in  the  returns :  — 


Operatiyes  in  paper 

'  mills. 

.    20 

Cigar  makers, . 

.      4 

Operatiyes  in  other  mills, 

.    44 

Laundry  operatives. 

.      3 

Housewives,    •       .       .       , 

.    48 

Harness  makers,     . 

.      3 

Laborers, 

.    28 

Tramps,  .       •       « 

.      8 

House  servants. 

.    17 

Painters, .        .        .        , 

2 

School  children, 

.    25 

Weavers, 

.      2 

Carpenters,     . 

6 

Car  cleaners,  . 

2 

Clerks,    • 

.      7 

Night  watchmen,    • 

2 

Nurses,    . 

.      5 

Railroad  employes. 

8 

Physicians, 

8 

Bakers,    .        .        .        . 

2 

Seamen,  • 

6 

Shoemakers,   . 

2 

Waiters,  . 

6 

Engineers, 

2 

Barbers,  . 

4 

Mechanics, 

2 

Book-keepers, 

•   4 

Salesmen, 

2 

and  1  each  of  81  other  occupations,  including  a  disinfecter  of  a  local  board  of 
health. 


SmaU-pox  by  AgeSy  and  the  Influence  of  VaccincUion.  —  The  fol- 
lowing table  contains  the  statistics  by  ages  of  the  cases  and  deaths 
from  small-pox  in  the  vaccinated  and  the  unvaccinated,  and  among 
those  in  which  the  facts  as  to  vaccination  were  unknown  or  doubt- 
ful. These  relate  to  those  cases  and  deaths  which  occurred  in  the 
twelve  years  1888-9 J. 


*  IneladiDg  06  French  CadmUuib. 
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FatalUy  of  the  Vaccinated  and  Unvaccinated  in  MassachuseUs  (1888-99)  >  Twelve 

Years,    By  Ages, 


Yacoivatsd. 

UNVACOniATBD. 

DOUBTVCL. 

Total. 

A«ss. 

Caaee. 

DeatbB. 

Gates. 

Deaths. 

Cases. 

Deaths. 

Gases. 

Deaths. 

0  to  1  year, . 
Ito  6 yean, 
6  to  10  yean, 
10  to  16  yean, 
16  to  20  yean, 
90  to  80  yean, 
80  to  40  yean, 
40  to  60  yean. 
Over  60  yean, 
UnkoowD, 

1 

0 

0 

10 

23 

78 

81 

21 

17 

8 

- 

28 
47 
10 

7 
26 
61 
10 

8 

1 

11 
7 

0 

12 

0 

8 

16 

2 

4 
1 

1 

26 
67 
28 
98 
64 
148 
68 
81 
90 
8 

11 
7 

0 

91 

19 

0 

8 

209 

16 

106 

46 

48 

8 

447 

00 

This  table  contaiDs  very  valuable  iDformation  relative  to  the  pro- 
tective power  of  vaccination  at  different  age  periods.  Only  1  vacci- 
nated infant  under  one  year  of  age  was  attacked  with  small-pox,  and 
this  child  survived,  while  there  were  23  attacks  of  unvaccinated 
infants  under  one  year  of  age,  and  of  these,  11  died,  or  47.8  per 
cent.  Among  vaccinated  persons  under  fifteen  years  of  age  there 
were  35  attacks,  and  no  deaths.  Among  unvaccinated  persons  un- 
der fifteen  years  old  there  were  96  attacks  and  18  deaths,  or  18.7 
per  cent.  Among  vaccinated  adults  over  fifteen  years  of  age  there 
were  171  attacks  and  16  deaths,  or  9.4  per  cent.  Among  unvacci- 
nated adults  over  fifteen  years  old  there  were  98  attacks  and  27 
deaths,  or  27.5  per  cent. 

It  is  also  worthy  of  note  that  51  school  children  or  children  of 
school  ages  (five  to  fifteen  years)  were  attacked,  and  of  this  number 
26,  or  more  than  one-half,  were  unvaccinated.  Out  of  this  whole 
number  (51)  there  were  no  deaths,  this  being  the  age  period  in 
which  the  specific  intensity  of  life  is  greatest,  ».«.,  the  power  to  re- 
sist fatal  attacks  of  illness. 

Out  of  the  209  who  were  recorded  as  having  been  vaccinated  it 
was  stated  in  the  returns  that  115,  or  55  per  cent.,  had  been  vacci- 
nated in  infancy  only,  and  judging  from  the  carefully  recorded  sta- 
tistics of  other  countries,  it  is  safe  to  presume  that  the  16  deaths  of 
vaccinated  adults  occurred  among  this  class  exclusively. 
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The  occurreDce  of  small-pox  in  the  State  in  a  greater  degree  than 
usual  in  1899  was  due  primarily  to  a  corresponding  increased  in- 
cidence of  the  disease  in  other  States,  with  all  of  which  our  own 
State  has  unrestricted  freedom  of  intercourse  by  railway  lines  in 
many  directions.  The  serious  outbreak  in  Fall  River  was  confined 
almost  exclusively  to  persons  of  French  Canadian  origin.  Another 
cause  is  to  be  found  in  the  neglect  of  vaccination  and  re  vaccination, 
the  latter  being  almost  of  equal  importance  with  the  former. 

Outbreaks  in  Other  States.  —  Under  the  provisions  of  the  Inter- 
state and  Intercolonial  resolutions  which  were  drawn  up  at  a  meet- 
ing of  the  American  Public  Health  Association  at  Toronto,  in  1886, 
reports  of  outbreaks  of  small-pox  were  received  at  the  office  of  the 
Board  daring  1899  from  Connecticut,  Florida,  Illinois,  Indiana, 
Kansas,  Louisiana,  Maine,  Michigan,  Minnesota,  Missouri,  New 
Jersey,  North  Carolina,  Ohio,  Pennsylvania,  Rhode  Island,  South 
Carolina,  West  Virginia,  Wisconsin  and  the  provinces  of  Ontario 
and  Quebec.  The  greater  number  of  cases  were  reported  from 
Pennsylvania,  Ohio,  Louisiana  and  the  provinces  of  Ontario  and 
Quebec.  The  total  number  of  cases  reported  from  these  States  and 
provinces  was  2,399. 

On  account  of  the  increased  prevalence  of  small-pox  in  the  State 
in  1899  the  Board  issued  the  following  circular  in  June :  — 

Shall-fox  and  Yaooikation. 

[A  ClBOULAR  FBOM  TBB  StATB  BoABD  OP  HbALTR.  —  JUNB,  1899.] 

In  view  of  the  nnusnal  prevalence  of  small-pox  in  other  neighboring 
States  at  the  present  time  the  State  Board  of  Health  desires  to  urge  upon  the 
local  health  authorities  throughout  the  State  the  importance  of  general  vac- 
cination of  the  inhabitants  for  the  prevention  of  small-pox.  The  facilities 
for  intercourse  between  Massachusetts  and  other  States  make  the  intro- 
duction of  the  disease  an  easy  matter  among  populations  which  are  par- 
tiaUy  unprotected  by  vaccination. 

In  the  State  of  Ohio  there  have  been  1,757  reported  oases  since  April, 
1898,  and  828  have  been  reported  within  the  past  seven  weeks,  mostly  in 
the  larger  cities  of  Cincinnati,  Cleveland  and  Columbus.  The  existence 
of  this  unusual  number  of  cases  threatens  the  population  of  neighboring 
States  to  such  a  degree  that  special  vigilance  becomes  necessary  on  the 
part  of  all  local  health  authorities  to  provide  the  necessary  facilities  for  a 
general  vaccination  of  the  people. 

Five  limited  outbreaks  of  the  disease  have  occurred  in  Massachusetts 
within  the  past  month,  and  others  are  liable  to  occur  if  special  pains  are 
not  taken  to  prevent  them. 
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It  is  quite  certain  that  a  considerable  portion  of  the  population  is  still 
without  protection,  in  consequence  of  neglect  to  be  vaccinated  or  because 
vaccination  has  been  improperly  performed. 

Vaccination  gives  a  protection  which  is  more  complete  than  can  be  ob- 
tained by  any  other  means,  and  even  when  this  protection  is  not  absolute, 
it  has  been  thoroughly  demonstrated  that  vaccination  renders  the  individ- 
ual much  less  liable  to  an  attack  of  small-pox,  and  if  the  attack  does 
occur,  the  severity  of  the  disease  is  greatly  modified. 

The  objections  once  urged  against  the  use  of  humanized  lymph  are  now 
obviated  by  the  almost  universal  use  of  lymph  obtained  from  the  calf. 
The  Board  recommends  the  use  of  glycerinated  lymph  as  likely  to  produce 
the  most  uniformly  favorable  results. 

In  view,  therefore,  of  the  possible  appearance  of  small-poz,  it  is  ear- 
nestly recommended  that  a  general  vaccination  of  all  unprotected  persons 
be  made,  and  that  the  local  authorities  of  cities  and  towns  be  requested  to 
carry  out  this  recommendation. 

Examination  of  the  pupils  in  the  public  schools  should  be  made  before 
the  usual  summer  closing  of  the  schools  and  such  examination  should  be 
made  by  a  competent  physician. 

Tour  attention  is  called  to  the  following  extracts  from  the  existing 
statutes  relating  to  small-pox  and  vaccination :  — 

[P.  8.,  80,  {  78;  Aon  or  1884, 98,  $  1 ;  Acts  of  1890, 102] 
When  a  householder  knows  that  a  person  within  his  family  or  house  is  sick  of 
small-pox,  diphtheria,  scarlet  fever  or  any  other  infectious  or  contagious  disease 
dangerous  to  the  public  health,  he  shall  immediately  give  notice  thereof  to  the 
board  of  health  of  the  city  or  town  in  which  he  dwells,  and  upon  the  death,  re- 
covery or  removal  of  such  person,  such  of  the  rooms  of  said  house  and  such  of 
the  articles  therein  as,  in  the  opinion  of  the  board  of  health,  have  been  subjected 
to  infection  or  contagion  shall  be  disinfected  by  such  householder  to  the  satisfac- 
tion of  said  board  of  health.  Any  person  neglecting  or  refusing  to  comply  with 
either  of  the  above  provisions  shall  be  punished  by  a  fine  not  exceeding  one  hun- 
dred dollars. 

[P.  8.,  SO,  {  79;  AoT8  op  1884,  98,  $  2;  Acts  of  1891, 188.] 

When  a  physician  knows  that  a  person  whom  he  is  called  to  visit  is  infected 
with  small-pox,  diphtheria,  scarlet  fever  or  any  other  disease  dangerous  to  public 
health,  he  shall  immediately  give  notice  thereof  in  writing  over  his  own  signa- 
ture to  the  selectmen  or  board  of  health  of  the  town ;  and  if  he  refuses  or  neglects 
to  give  such  notice  he  shall  forfeit  for  each  offence  not  less  than  fifty  nor  more 

than  two  hundred  dollars. 

[Acts  of  1884,  98,  {  3.] 

The  boards  of  health  in  the  several  cities  and  towns  shall  cause  a  record  to  be 
kept  of  all  reports  received  in  pursuance  of  the  preceding  sections,  and  such  rec- 
ord shall  contain  the  names  of  all  persons  who  arc  sick,  the  localities  in  which 
they  live,  the  diseases  with  which  they  are  affected,  together  with  the  date  and 
the  names  of  the  persons  reporting  any  such  crises.  The  boards  of  health  shall 
give  the  school  committee  immediate  information  of  all  cases  of  contagious  dis- 
eases reported  to  them  according  to  the  provisions  of  this  act. 
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[ACTB  OF  1884,  98,  i  4.] 

The  secretary  of  the  Commonwealth  shall  furnish  the  boards  of  health  with 
blank  books  for  the  record  of  cases  of  contagious  diseases  as  aboye  provided. 

[Acts  of  1883, 138,  {  1 ;  Acts  of  1886, 101,  {  4.] 
When  the  board  of  health  of  any  city  or  town  has  had  notice  of  the  occurrence 
of  a  case  of  small-pox  in  such  city  or  town,  such  board  of  health  shall,  withia 
twenty-four  hours  after  the  receipt  of  such  notice,  notify  the  state  board  of  health 
of  the  same,  and  the  secretary  of  said  state  board  shall  forthwith  transmit  a  copy 
of  the  notice  so  received  to  the  state  board  of  lunacy  and  charity. 

[A0T8  of  1893,  302,  §  1.] 

When  the  board  of  health  of  any  city  or  town  has  had  notice  of  the  occurrence 
of  a  case  of  small-pox  or  of  any  other  disease  dangerous  to  the  public  health  in 
such  city  or  town,  such  board  of  health  shall,  within  twenty-four  hours  after  the 
receipt  of  such  notice,  notify  the  state  board  of  health  of  the  same. 

[Acts  of  1883, 138,  $  2;  Acts  of  1893,  302,  §  2.] 

If  the  board  of  health  of  the  city  or  town,  in  which  a  case  of  small-pox  or  of  any 
other  disease  dangerous  to  the  public  health  has  occurred,  refuses  or  neglects  to 
send  a  notice  as  required  in  section  one  [of  chapter  302  of  the  Acts  of  1893],  such 
city  or  town  shall  forfeit  its  claim  upon  the  Commonwealth  for  the  payment  of 
any  expenses  which  may  be  incurred,  as  provided  in  section  eighty-three  of  chap* 
ter  eighty  of  the  Public  Statutes. 

Vaccination. 

[Acts  of  1894,  516,  {  1.] 
Parents  and  guardians  shall  cause  their  children  and  wards  to  be  duly  vacci- 
nated before  they  attain  the  age  of  two  years,  except  as  provided  in  section  two 
of  this  act.    For  every  year's  neglect  the  party  offending  shall  forfeit  the  sum  of 

five  dollars. 

[Acts  of  1894, 615,  §  3.] 

The  board  of  health  in  any  city  or  town  shall  require  and  enforce  the  vaccina- 
tion and  re-vaccination  of  all  the  inhabitants  thereof  whenever  in  the  opinion  of 
said  board  the  public  health  or  safety  requires  such  action.  Every  person  over 
twenty-one  years  of  age,  not  under  guardianship,  who  neglects  to  comply  with 
such  requirement  shall  forfeit  the  sum  of  five  dollars. 

[Acts  of  1894,  515,  {  4] 

The  board  of  health  in  any  city  or  town  shall  furnish  the  means  of  free  vacci- 
nation or  re- vaccination  to  all  the  inhabitants  thereof  whenever  in  the  opinion  of 
said  board  the  public  safety  requires  it. 

[Acts  of  1894,  515,  {  6] 
Incorporated  manufacturing  companies,  superintendents  of  almshouses,  state 
reform  schools,  industrial  schools,  lunatic  hospitals,  and  other  places  where  the 
poor  or  sick  are  received,  masters  of  houses  of  correction,  jailers,  keepers  of 
prisons,  the  warden  of  the  state  prison,  and  superintendents  or  officers  of  all 
other  institutions  supported  or  aided  by  the  state,  shall,  at  the  expense  of  their 
respective  establishments  or  institutions,  cause  all  the  inmates  thereof  to  be  vac- 
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dnated  or  re-yaocmated  whenever  in  the  opinion  of  the  board  of  health,  in  the 
city  or  town  in  which  such  establishments  or  institutions  are  situated,  the  health 
of  the  inmates  thereof  or  the  public  safety  require  such  action. 

[P.  8.,  47,  }  9.] 

The  school  committee  shall  not  allow  a  child  who  has  not  been  duly  vaccinated 
to  be  admitted  to  or  connected  with  the  public  schools.  [But  see  1894, 616,  §  2, 
page  87,  and  1898,  chapter  496,  section  11.] 

[AOTB  OF  1894, 850.] 

.  All  vaccine  institutions  in  the  Commonwealth  shall  be  under  the  supervision  of 
the  state  board  of  health. 

[Acts  op  1898,  496,  {  11.] 

FBoymiMO  fob  the  Exclusion  of  Certain  Children  from  the  Public 

Schools. 

No  child  who  has  not  been  duly  vaccinated  shall  be  admitted  to  a  public  school 
except  upon  presentation  of  a  certificate  signed  by  a  regular  practising  physician 
that  such  child  is  an  unfit  subject  for  vaccination.  No  child  who  is  a  member  of 
a  household  in  which  a  person  is  sick  with  small-pox,  diphtheria,  scarlet  fever  or 
measles,  or  of  a  household  exposed  to  contagion  from  a  household  as  aforesaid, 
■hall  attend  any  public  school  during  such  sickness  or  until  the  teacher  of  the 
school  has  been  furnished  with  a  certificate  from  the  board  of  health  of  the  town 
or  city,  or  from  the  attending  physician  of  such  sick  person,  stating,  in  a  case  of 
small-pox,  diphtheria  or  scarlet  fever,  that  a  period  of  at  least  two  weeks,  and  in 
a  case  of  measles  a  period  of  at  least  three  days,  has  elapsed  since  the  recovery, 
removal  or  death  of  such  person,  and  that  danger  of  the  conveying  of  such 
disease  by  such  child  has  passed. 

By  the  provisions  of  section  84  of  chapter  496  of  the  Acts  of  1898,  the 
truant  oflScers  of  citiee  and  towns  are  required  to  *^  inquire  into  all  cases 
arising  under  section  11  of  the  same  chapter  and  are  authorized  to  make 
oomplaintB,  serve  legal  processes  and  carry  into  execution  judgments 
thereunder." 

Typhoid  Fever. 

The  death-rate  from  typhoid  fever  is  very  properly  taken  as  an 
index  of  the  sanitary  condition  of  any  community  for  a  series  of 
years,  special  reference  being  had  to  the  purity  of  the  public  water 
isupply  as  a  matter  of  the  highest  importance.  One  of  the  most 
notable  points  in  the  sanitary  history  of  the  State  is  the  almost 
uniform  decline  in  the  mortality  from  this  disease,  in  proportion  as 
measures  have  been  taken  to  introduce  better  water  supplies  and  to 
improve  those  which  already  exist. 

The  following  tables,  continued  from  those  which  have  been  pub- 
lished in  previous  reports,  present  the  deaths  and  death-rates  in  the 
cities  of  the  State  for  the  successive  five-year  periods  which  have 
elapsed  since   1870,  together  with  the  four-year  period    1896   to 
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1899.  For  all  of  these  years  except  1898  and  1899  the  figures  are 
taken  from  the  Eegistration  Reports.  For  1898  and  1899  the 
figures  are  from  the  official  returns  sent  by  local  boards  of  health  to 
the  State  Board,  under  the  provisions  of  chapter  218  of  the  Acts  of 
1894. 

The  figures  presented  in  these  tables  show  a  marked  improvement 
when  the  later  years  of  the  series  are  compared  with  the  former. 
In  the  first  five-year  period  (1871-75)  the  death-rate  from  typhoid 
fever  in  the  cities  as  well  as  in  the  State  at  large  was  8.2  per 
10,000  living,  and  thb  has  gradually  been  reduced  to  2.6,  or  less 
than  one-third,  in  the  four-year  period  1896-99.  There  has  also 
been  a  progressive  decrease  in  these  four  years  from  3.1  in  1896  to 
2.4  in  1899. 

While  in  the  period  1871-75  there  was  not  one  city  having  a 
lower  death-rate  from  typhoid  fever  than  2.7  per  10,000,  there  were 
in  the  period  1896-99  twenty-two  cities  having  a  lower  death-rate 
from  this  cause  than  2.7,  or  just  two-thirds  of  the  whole  number 
of  cities,  and  in  1899  there  were  twenty-four  such  cities. 

North  Adams  maintained  the  highest  typhoid  death*rate  during 
each  of  these  last  four  years,  except  in  1899.  Beverly,  Newbury- 
port,  Haverhill,  Chicopee,  Boston  and  Quincy  also  had  average 
typhoid  death-rates  of  more  than  3  per  10,000  for  the  four  years. 
Worcester,  Fitchburg,  Woburn  and  Marlborough  had  mean  death- 
rates  in  this  latter  period  of  less  than  1.5  per  10,000.  In  Woburn 
the  total  number  of  deaths  from  this  cause  was  only  2  in  each  of  the 
four  years,  and  in  Marlborough  there  were  no  deaths  from  typhoid 
fever  in  1898  and  1899. 

The  most  notable  improvement  was  that  of  Lawrence,  where  the 
typhoid  death-rate  fell  from  a  mean  of  11.2  per  10,000  in  1886-90, 
and  7.7  in  1891-95,  to  2.5  in  the  four  years  1896-99,  following  the 
introduction  of  filtration  of  the  city  water  supply  in  the  autumn  of 
1893.  The  coincidence  in  the  decline  of  the  typhoid  fever  death- 
rate  with  the  introduction  of  public  water  supplies  throughout  the 
State  was  shown  in  a  carefully  prepared  table  which  was  published 
in  the  twenty-eighth  annual  report  of  the  Board  (1896),  pages 
779-782. 

In  consequence  of  the  intimate  relation  of  this  disease  to  the 
sanitary  condition  of  communities,  local  boards  of  health  are 
brought  into   closer  contact  with   it  than  with   other   infectious 
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diseases.  Hence  the  State  Board  has  often  been  called  upon  to 
give  such  assistance  as  was  necessary  in  the  investigation  of  the 
causes  of  the  prevalence  of  typhoid  fever.  A  brief  statement  of 
the  results  of  such  investigations  may  be  found  in  that  portion  of 
the  report  which  is  entitled  **  Health  of  Towns." 


DecUhs  and  DealhrrcUes  per  lOfiOO  Inhabitants  from  Typhoid  Fever  in  Masses 

chusetts  Cities,  2871-99^ 


1  1971-1875. 

CiTIBS. 

lS7e-lM0. 

CITIKS.     ' 

IMl-lSM. 

CiTIXf. 

Deaths  fr^m 
Typhoid  Fever. 

Pi 

Deaths  from 
Typhoid  Fever. 

III 

Deaths  from  . 
TyphoM  Fever. 

pi 

Holyoke, 

167 

28.8 

Holyoke,    . 

77 

8.1 

Holyoke,     . 

160 

12.8 

BprlDgfleld, 

I      . 

214 

14.8 

Lawrence,  . 

122 

8.8 

Chlcopee,    . 

48 

Ohleope«»     . 

■      • 

88 

12.8 

Chloopee,    . 

86 

8.6 

Lowell, 

248 

Lawrence,    . 

100 

11.0 

Fall  River, . 

162 

8.4 

North  Adams,    . 

48 

Lowell, 

221 

0.8 

Maiden, 

81 

6.4 

Lawrence,  . 

144 

P»ll  River,    . 

176 

0.8 

Springfield, 

88 

6.8 

Fall  River,  . 

174 

•  w 

Plttsfield»     . 

68 

0.8 

Worcester, . 

181 

4.0 

Springfield, 

117 

Brockton 

48 

0.2 

Haverhill,   . 

40 

4.8 

Taunton,     • 

60 

Chelsea. 

88 

8.7 

Salem, 

61 

4.8 

Lynn,  . 

100 

48 

8.7 

Newbaryport,    . 

81 

4.8 

Haverhill,  . 

62 

New  Bedford,      . 

00 

8.4 

Plttsfleld,    . 

28 

4.6 

Boston, 

062 

Worcester,  . 

176 

7.8 

Lowell, 

lit 

4.8 

PltUfield,    . 

84 

Lynn,    .       • 

118 

7.8 

Qalncy, 

21 

4.8 

Brockton,   . 

41 

Boeton, 

1,146 

7.7 

Marlborough,     . 

20 

4.8 

Qalncy, 

27 

BomerrlUe,  . 

80 

7.6 

North  Adams,*  . 

16 

4.8 

Salem, 

68 

Salem,  ... 

87 

8.0 

Lyon,  .       . 

72 

1 

Northampton,    . 

20 

Tannton, 

66 

8.7 

Boeton, 

800 

8.0 

New  Bedford,    . 

62 

Haverhill,     . 

48 

6.8 

New  Bedford,    . 

60 

8.8 

Marlborough,     . 

20 

ICarlborongh, 

27 

8.4 

Glonceeter, 

84 

8.8 

Cambridge, 

108 

Olonceater,  . 

61 

8.8 

Chelsea, 

88 

8.4 

Oloncester, 

88 

Oambrldge,  . 

124 

6.7 

Medford,     . 

12 

8.4 

Everett, 

0 

Wobnni, 

28 

6.7 

Taunton,     . 

84 

8.8 

Newton, 

81 

Maiden,        .       . 

26 

6.6 

Northampton,    . 

10 

8.8 

Worcester, . 

106 

Fltchbnrg,    • 

82 

6.4 

Beverly, 

18 

8.8 

Somerville, 

46 

Beverly, 

18 

6.2 

Newton, 

26 

8.0 

Newbaryport,    . 

22 

Qnlnoy, 

10 

4.6 

Somerville, 

38 

2.8 

Chelsea,      . 

87 

Newbaryport,     . 

20 

4.6 

Fltchbnrg,  . 

17 

2.8 

Maiden, 

21 

8.0 

Sverett, 

8 

4.1 

Brockton,    . 

14 

2.8 

Waltbam,    . 

20 

8.0 

ICedford,      . 

11 

8.8 

Cambridge, 

66 

2.2 

Fltchbnrg,  . 

18 

2.8 

Newton 

20 

2.8 

Wobnm,     . 

10 

2.0 

Medford, 

11 

2.8 

Waltham,     • 

18 

2.7 

Waltbam,    . 

8 

1.6 

Wobnm,     . 

14 

2.6 

Everett, 

2 

1.0 

Beverly, 

10 

2.8 

Total,    . 

3,468 

2  008 

.    2,864 

Mease  for  the  oltlee 

8.2 
8.2 

■» 

4.2 
4.6 

6.1 

Tm  Statii.  t 

^ 

6.0 

•  North  Adama  not  Incorporated  till  1878. 
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Deaths  and  DeathrraUs  per  10,000  Inhabitanis  from  Typhoid  Fever  in  Mas$a- 

chuseUs  Cities,  i^7i-PP  —  Concluded. 


18M-1SM. 

Cims. 

1  1991.18M. 

ClTlBa. 

iwe-isM. 

Cinu. 

1 

IS 

Deaths  from 
Typhoid  Fever. 

Death-nte  from 
Typhoid  Fever 
per  10,000. 

Deaths  frtmi 
Typhoid  Fever. 

II 

IS 

Low«U, . 

806 

11.2 

North  Adama,    . 

74 

8.4 

North  Adama,    . 

87 

4.6 

Lawrenoe,    • 

288 

11.2 

Lawrence,  . 

187 

7.7 

Bererly, 

10 

8.0 

M 

8.0 

Lowell, 

204 

7.8 

Newbaryport,    . 

21 

8.6 

Chleopee,     • 

48 

0.7 

Cbtcopee,    . 

60 

0.0 

Haverhill,   . 

48 

8.4 

VaUBiTer,    . 

200 

0.4 

Wobum,    . 

88 

4.8 

Chtoopee,    • 

28 

8.8 

Holyoke, 

106 

0.0 

Newbnryport,    . 

29 

4.1 

Boeton, 

070 

8.2 

Marlborough, 

82 

6.2 

SprlDgfleld, 

07 

4.1 

Qalney, 

80 

8.2 

Qolney,        .       • 

8T 

6.1 

QoiDcy, 

87 

4.0 

New  Bedford,    . 

70 

S.0 

PHtefleld,     .       . 

40 

6.0 

Balem, 

08 

8.0 

Lynn,  .       ■       ■ 

76 

2.0 

HavvrhlU,     . 

M 

4.8 

FUl  Birer,  . 

164 

8.8 

Lowell, 

00 

2.7 

Taaatoa,      .       • 

68 

4.7 

Holyoke,     . 

72 

8.8 

Bomervllle, . 

04 

2.7 

BpriDgfleld,  . 

88 

4.8 

Haverhill,  .       . 

40 

8.4 

Springfield, 

60 

2.0 

Balem,  . 

69 

4.0 

Marlborough,     . 

24 

8.8 

Tannton,     . 

80 

2.0 

Newtoo,       • 

44 

4.0 

New  Bedford,    . 

77 

8.2 

Fall  River,  . 

00 

2.0 

Boaton, . 

818 

8.0 

Boeton, 

722 

8.1 

Lawrence,  . 

67 

2.6 

Kew  Bedford,      . 

71 

8.8 

BomerriUe, . 

06 

2.8 

Sverett,       • 

28 

2.4 

Brockton,     . 

40 

8.8 

Brockton,   . 

41 

2.7 

Plttefiekl,    .       . 

20 

2.8 

WobnrOf       •       • 

24 

8.8 

Maiden, 

80 

2.7 

Waltham,   . 

20 

2.8 

Cambridge,  . 

110 

8.6 

Medford,     .       . 

17 

2.7 

Cambridge, 

70 

2.2 

IfaldeD,        .       . 

88 

8.8 

Worcester, . 

120 

2.0 

Northampton,    . 

10 

2.2 

Fitehborg,    • 

81 

8.8 

Cambridge, 

01 

2.4 

Chelsea,      . 

28 

2.1 

Bverett, 

14 

8.8 

Chelsea, 

86 

2.4 

Melrose,*    .       . 

11 

2.0 

Northampton,      • 

22 

8.2 

Everett, 

18 

2.4 

Brockton,    . 

28 

1.0 

Worcester,  •       • 

100 

2.8 

Lynn,  .       • 

04 

2.2 

Holyoke,     • 

88 

1.0 

Bomerrillo,  . 

40 

2.8 

Taunton,     • 

20 

2.2 

Balem, 

28 

1.0 

Chelsea, 

86 

2.0 

Newton,      . 

28 

2.2 

Newton, 

22 

1.0 

Kewboryport, 

17 

2.6 

Northampton,    . 

17 

2.1 

Medford,     .       . 

12 

1.8 

Lynn,    . 

60 

2.2 

Beverly, 

11 

1.0 

Gloucester, 

21 

1.7 

OloQoeitor,  . 

26 

2.2 

Fltchbnrg,  . 

22 

1.8 

Maiden, 

21 

1.0 

Ifedford,      .       . 

11 

2.2 

Waltham,   . 

18 

1.8 

Worceeter, . 

08 

1.6 

Waliham,     . 

17 

2.0 

Olouceeter, 

18 

1.8 

Fltohbarg,  . 

17 

1.6 

Bererly, 

10 

2.0 

Pltufleld,    . 

26 

1.8 

Wobam,     . 
Marlboroagh,     . 

8 
8 

1.4 
0.6 

Totel.    •       .       . 

2,071 
1        " 

.    2,017 

1  804 

If  cans  for  ihedtlee 

4.0 
4.1 

8.4 
8.2 

S.O 

Thb  Stati*  •       • 

2.6 

*  Melrose  Incorporated  1898. 
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Consumption. 

The  decline  in  the  mortality  from  this  destructive  disease  has  con- 
tinued with  a  fairly  steady  and  uniform  rate  throughout  the  past  fifty 
years,  the  death-rate  by  five-year  periods  being  as  follows  since 

1850 :  — 

DeeUhs  from  Consumption  per  lOfiOO  living. 


1851-W, 41.1 

1856-60, 88.9 

1861-65, 36.5 

1866-70, 88.4 

1871-75, 84.8 


1876-80, 81.0 

1881-85, 81.4 

1886-90, 27.3 

1891-95, 23.1 


Estimated. 


1896,    •        •       •        •        •        .21.7 
1897, 20.8 


lotio,       •  .  •  •  •  tl9.4 

1899 18.7 


The  most  encouraging  feature  in  this  very  marked  diminution  of 
the  death-rate  from  consumption  is  the  fact  that  the  saving  of  life 
is  greatest  at  the  wage-earning  period  of  life  (15  to  60  years),  since 
it  is  at  this  age  that  consumption  is  most  fatal.  Out  of  1,000  deaths 
from  all  causes  in  Massachusetts  at  the  age  period  15  to  60  years  in 
1894  and  1895,  288  were  from  tuberculosis.  (In  Paris  for  the  same 
period  of  life  the  figures  were  still  higher — 400  —  and  in  Vienna, 
459,  or  nearly  one-half  of  all  the  deaths  at  that  age  of  life.) 

Keasonable  measures,  therefore,  intended  for  the  control  and  pre- 
vention of  a  disease  so  destructive  to  human  life  at  its  most  useful 
period,  are  commendable  and  should  be  generally  adopted.  Clean- 
liness, the  destruction  of  sputum  and  the  prevention  of  its  distribu- 
tion in  places  where  it  can  prove  harmful,  the  circulation  of  tracts 
and  literature  describing  the  disease  and  the  methods  of  its  preven- 
tion in  clear  and  simple  language,  the  establishment  of  hospitals  or 
sanitaria  where  the  sick  can  be  removed  from  places  where  the 
patient  is  likely  to  be  a  danger  to  his  friends,  —  all  these  measures 
tend  to  diminish  the  death-rate  from  this  cause. 

Diphtheria  and  Group, 

The  death-rate  from  these  combined  causes  in  Massachusetts  dur- 
ing the  past  forty  years  has  fluctuated  considerably,  reaching  a  high 
rate  of  18.2  per  10,000  in  1863,  then  dropping  to  a  minimum  of 
4.5  in  1867,  and  continuing  at  nearly  the  same  rate  for  about  ten 
years,  then  rising  to  a  maximum  of  19.6  per  10,000  in  1876  and 
continuing  at  a  high  rate  for  six  years,  in  none  of  which  it  fell 
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below  10  per  10,000.  From  1882  to  1895  it  continued  at  about  an 
sTerage  of  7  or  8  per  10,000,  with  a  slight  rise  to  10.2  in  1889. 
From  1895  to  1898  there  was  a  decided  fall  in  the  death-rate,  but 
so  fiu*  as  can  be  learned  from  the  returns  received  in  1899  there 
was  again  a  slight  rise  in  the  death-rate  for  that  year.  There  should, 
however,  be  a  distinction  made  between  the  death-rate  or  mortality 
of  this  disease  and  the  fatality  or  ratio  of  deaths  to  cases. 

In  the  following  table  both  of  these  facts  are  presented  for  the 
years  1891  to  1899  :  — 

DeaihrraU  and  Fatality  of  Diphtheria  and  Group  in  Ma»sachu$etts^  1891-99, 


Faullt7. 

Fatality. 

TSASf. 

DMlh-rate. 

Satlo  of  Deaths 

toCMM. 

TsAms. 

DMih-nta. 

Ratio  of  Deatbi 
to  Cases. 

1891,      . 

5.3 

23.5 

1896,    .        . 

6.6 

16.1 

1892,      . 

6.2 

29.2 

1897,    . 

6.5 

14.1 

1898,      . 

5.8 

81.7 

lc$«70,        *               •               • 

2.6 

13.2 

1894,      . 

7.4 

27.9 

lo99,        •               •               ■ 

8.7* 

11.5 

1896,      . 

7.1 

18.9 

*  Approximate. 

In  this  table  the  first  column  entitled  <<  death-rate"  shows  the 
fluctuation  of  the  disease  in  its  incidence  upon  the  population  dur- 
ing the  period  of  nine  years,  while  the  column  of  fatality  shows  the 
percentage  of  deaths  out  of  the  whole  number  of  reported  cases  and 
answers  the  question :  Out  of  a  certain  number  who  are  attacked, 
how  many  die  ?  The  most  notable  point  in  this  last  column  is  the 
steady  and  continuous  decline  since  1894,  a  fact  which  can  only  be  ex- 
plained by  the  liberal  provisions  made  for  the  general  use  of  antitoxin 
for  the  treatment  of  diphtheria  throughout  the  State.  For  further 
information  on  this  point  reference  may  be  made  to  the  later  portion 
of  the  report,  **  Statistical  Summaries  No.  2  "  and  **  Report  on  Anti- 
toxin," 

Isolation  Hospitals  for  Infectious  Diseases. 

Closely  related  to  the  foregoing  subject  of  infectious  diseases  and 
their  proper  management  and  control  is  the  question  of  providing 
means  for  their  separate  treatment  under  careful  medical  supervision 
in  hospitals  isolated  from  the  general  population.  In  the  tweuty-fifth 
annual  report  of  the  Board  (1893)  an  article  was  published  having 
reference  to  this  subject,  in  which  the  advantages  of  such  institu- 
tions were  shown,  together  with  some  of  the  measures  which  have 
been  taken  in  other  countries  for  their  establishment  and  mainten- 
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ance.  At  the  date  of  that  report  scarcely  any  city  or  town  in  the 
State  had  made  hospital  provision  for  the  separate  treatment  of  this 
class  of  diseases.  But  the  continaed  prevalence  of  infectious  dis- 
eases, together  with  the  rapid  increase  of  population,  and  of  its 
consequent  density  in  the  cities  and  large  towns  has  brought  the 
importance  of  the  subject  more  and  more  forcibly  to  the  local 
sanitary  authorities. 

In  order  to  ascertain  definitely  the  provision  already  existing  in 
the  State  for  hospital  treatment  of  this  class  of  diseases,  the  follow- 
ing circular  was  issued :  — 

OrFIOB  OF  THB  STATB  BoA&D  07  HbaLTH»  BO8TOIC,  Jnljy  1900. 

Hospital  Provision  fob  Those  who  akb  bick  with  Infectious  Diseases. 

The  State  Board  of  Health  is  desirous  of  obtaining  information  as  to 
the  use  which  is  now  being  made  in  the  cities  and  large  towns  of  Massa- 
chusetts of  hospitals  established  for  the  special  purpose  of  isolation  and 
treatment  of  persons  sick  with  certain  infectious  diseases.  For  this  pur- 
pose a  reply  is  requested  to  the  inquiries  which  follow. 

Please  to  return  this  blank,  the  replies  being  made  in  the  spaces  after 
the  questions. 

1.  Is  there  at  present,  or  in  course  oC  erection,  a  hospital  in  your  city 
or  town  for  the  isolation  and  treatment  of  infectious  diseases  ? 

2.  Is  such  hospital  maintained  by  means  of  public,  or  private  funds,  or 
both? 

8.  When  was  the  hospital  established? 

4.  What  diseases  have  been  treated  in  it? 

5.  What  number  of  cases  of  each  disease  were  treated  during  the  past 
year  in  the  isolation  hospital? 

6.  How  many  patients  will  the  hospital  accommodate  ? 

7.  Is  provision  made  for  the  treatment  of  different  infectious  diseases  in 
separate  wards? 

8.  What  was  the  (approximate)  cost  of  establishing  the  hospital? 
What  were  the  expenses  of  maintenance  in  1899  ? 

9.  How  is  the  hospital  situated  in  respect  to  the  population?  Is  it  in 
the  densely  settled  district,  or  in  a  more  remote  place,  apart  from  the 
bouses  of  the  population  ? 

10.  Have  you  a  separate  hospital,  house  or  establishment  for  the  isola- 
tion and  treatment  of  persons  sick  with  small-pox  ? 

S.  W.  Abbott,  Secretary. 

To  the  Board  of  ffeaUh^ ,  Mass. 

Replies  were  received  to  this  circular  from  the  33  cities  and  from 
the  town  of  Brookline  as  follows :  — 
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From  this  table  it  appears  that  in  the  33  cities  of  Massachusetts 
and  in  the  town  of  Brookline  there  is  at  present  provision  for  the 
reception  of  persons  sick  with  infectious  diseases  (except  small-pox) 
in  1 1  of  these  places,  or  about  one-third  of  the  whole  number.  Nine 
of  these  were  in  cities  having  a  population  of  over  30,000  in  each. 
Four  of  these  hospitals  are  supported  by  public  funds,  three  by 
private  funds  and  three  by  both  sources. 

All  of  these  institutions  have  been  established  since  1890.  The 
principal  diseases  treated  in  them  are  diphtheria  and  scarlet  fever. 
In  a  few  instances  patients  ill  with  measles  and  other  infectio.us 
diseases  are  admitted. 

The  entire  number  of  patients  treated  in  them  in  1899  was  3,618, 
of  which  2,206  were  cases  of  diphtheria,  860  of  scarlet  fever,  329 
mixed  infections,  211  of  measles  and  12  of  other  diseases  (erysip- 
elas, whooping-cough  and  typhus  fever). 

There  is  provision  in  these  hospitals  for  404  beds.  All  have 
provision  for  the  treatment  of  different  diseases  in  separate  wards, 
and  in  five  cities  in  separate  buildings. 

The  cost  of  building  these  hospitals  was  $588,099.24,  and  the 
cost  of  maintenance  in  1899  was  $89,420.64. 

In  two  instances  the  hospitals  are  situated  in  densely  settled  dis- 
tricts, and  in  the  remainder  in  isolated,  or  comparatively  isolated, 
locations. 

In  22  cities,  or  two-thirds  of  the  whole  number,  provision  is 
made  in  some  sort  of  separate  structure  for  the  reception  of  persons 
suffering  with  small-pox. 

Thus  it  appears  that  twice  as  many  cities  have  provision  for  small- 
pox as  for  other  infectious  diseases,  and  yet  in  several  of  these  cities 
there  has  not  been  a  case  of  small-pox  for  more  than  twenty  years, 
while  cases  of  diphtheria  and  scarlet  fever  occur  every  year  in 
greater  or  less  numbers. 

The  occurrence  of  a  case  of  infectious  disease  often  brings  hard- 
ship and  expense  upon  the  family,  and  the  patient  becomes  a  menace 
to  those  around  him.  The  rigid  rules  of  quarantine  often  entail  se- 
rious loss  to  the  family,  both  of  wages  and  of  the  education  of  the 
children.  For  these  evils  the  isolation  hospital  provides  a  remedy, 
in  the  isolation  of  the  patient  where  he  will  have  better  care  and 
will  not  endanger  the  lives  of  dthers.  The  pecuniary  saving  to  the 
community  in  the  wages  and  education  fully  offset  the  cost  of  main- 
tenance. 
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Each  city  in  the  State,  or  at  least  those  which  have  a  population 
of  more  than  20,000  in  each,  should  make  some  adequate  provision 
for  this  class  of  patients. 

In  three  of  the  larger  cities  of  the  State  in  which  no  public  pro- 
vision has  yet  been  made  for  this  class  of  diseases,  the  Board  of 
Health  has  officially  addressed  the  mayors  under  the  provisions  of 
chapter  511  of  the  Acts  of  1894,  stating  the  opinion  of  the  Board 
that  such  provision  is  necessary  for  the  safety  of  the  inhabitants ; 
but  thus  far  the  city  government  has  neglected  to  order  the  erection 
of  such  hospitals.  The  act  to  which  reference  is  here  made  reads 
as  follows:  — 

[Acts  or  1894,  Chaptbr  511.] 

Skotion  1.  In  any  city  in  which  no  suitable  hospital  accommodations 
have  been  provided  for  the  care  and  treatment  of  persons  sufferiDg  from 
contagious  diseases  dangerous  to  the  public  health,  the  board  of  health 
of  such  city  may  address  a  communication  to  the  mayor  thereof,  stating 
that  in  the  opinion  of  said  board  the  safety  of  the  inhabitants  of  the  city 
demands  that  suitable  hospitable  accommodations  should  be  provided  for 
the  reception  and  treatment  of  persons  suffering  from  such  diseases,  other 
than  small-pox  and  those  of  a  venereal  nature.  The  mayor  shall  forthwith 
transmit  such  oommnnication  to  the  city  council,  and  the  city  council  shall 
forthwith  order  snch  hospital  accommodations  to  be  provided,  and  shall 
make  the  necessary  appropriations  therefor. 

Section  2.  Eyery  city  in  which  hospital  accommodations  have  been 
provided  in  accordance  with  the  provisions  of  this  act  shall  make  an  annual 
appropriation  for  the  maintenance  of  such  hospital  accommodations,  and 
said  appropriation  shall  be  expended  under  the  direction  of  the  board  of 
health,  unless  otherwise  ordered  by  the  city  government. 

Lead  Poisoning. 

The  subject  of  lead  poisoning  has  attracted  special  attention  in 
Massachusetts  during  the  past  few  years  in  consequence  of  the  oc- 
currence of  an  unusual  number  of  cases  from  this  cause  in  different 
cities  and  towns.  It  was  therefore  deemed  proper  to  test  the  effect 
of  the  public  water  supplies  of  different  cities  and  towns  upon  lead 
pipes,  and  in  cases  where  it  had  a  decided  solvent  action,  to  visit 
such  places  and  ascertain  whether  cases  of  lead  poisoning  had  oc- 
curred in  them. 

With  this  subject  in  view  Dr.  Morse,  inspector  of  the  Board, 
visited  snch  cities  and  towns  in  1899  and  has  presented  the  follow- 
ing report.  The  majority  of  the  cases,  including  two  deaths,  oc- 
curred in  1898  and  1899. 
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Daring  the  eariy  part  of  1899  it  became  apparent  to  the  Board  that  cases 
of  lead  poisoning  might  exist  in  certain  cities  and  towns  in  the  State  where 
experimentally  it  was  shown  that  the  public  water,  supplied  to  the  people^ 
had  a  solvent  effect  upon  lead  in  its  passage  through  lead  or  lead-lined 
pipes.  With  this  Indication  at  hand,  a  list  of  cities  and  towns  was  ob- 
tained from  the  chemist  of  the  Board  where  such  conditions  existed,  and 
visits  were  made  to  19  of  them  and  many  of  the  practising  physicians  inter* 
viewed  relating  to  the  presence  of  such  cases,  with  the  following  results :  — 

Chicopee. 

At  Chicopee  Centre  four  physicians  were  interviewed,  three  of  whom  had 
seen  no  cases  of  the  disease  present.  The  fourth  had  three  cases  in  one 
family  twelve  years  ago,  but  a  private  water  supply  was  used  and  the  water 
brought  to  the  house  through  a  lead  pipe  for  a  long  distance. 

At  Chicopee  Falls  three  physicians  were  interviewed,  two  of  whom  had 
had* no  cases.  The  third  reported  one  case  five  years  ago  in  a  female 
aged  fifty,  which  was  a  well-marked  case,  and  was  undoubtedly  contracted 
from  the  water  supplied  by  the  corporation  to  their  houses  through  lead 
pipes.  Since  the  new  supply  has  been  introduced  no  cases  have  been  ob- 
served. 

Palmer. 

At  this  town  two  physicians  were  interviewed,  one  of  whom  had  no  cases. 
The  other  one  had  two  cases  three  years  ago,  in  which  the  water  supply  for 
the  house  was  obtained  from  a  spring  some  distance  away  and  brought  to 
the  house  through  a  lead  pipe. 

Springfield. 

Eleven  physicians  were  interviewed,  two  of  whom  had  cases  of  lead 
poisoning  to  report,  but  both  of  the  cases  were  from  a  private  spring 
water  supply,  which  was  brought  to  the  houses  through  a  lead  pipe.  No 
cases  were  traced  to  the  use  of  the  public  water  supply. 

MUlbury. 

Two  physicians  were  interviewed,  one  of  whom  had  two  cases  of  the  dis- 
ease.   One  was  a  painter  and  the  other  came  to  Millbury  ill  with  the  disease. 

Milford, 

Nine  physicians  were  visited,  five  of  whom  reported  sixteen  cases  of  the 
disease  present  in  Milford  and  Hopedale,  both  towns  receiving  the  same 
water  supply.  In  addition,  six  other  cases  were  reported,  three  of  whom 
used  a  private  supply  coming  from  Bear's  Hill  through  a  lead  pipe.  A 
sample  of  this  water  taken  at  the  house  and  analyzed  for  lead  showed  .2210 
grain  per  gallon  present,  an  amount  considered  to  be  six  times  greater  than 
what  has  been  known  to  produce  serious  symptoms  of  lead  poisoning.     An- 
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other  case,  also  using  well  water  which  was  pumped  to  the  house,  was  re- 
ported and  the  analysis  of  the  water  showed  .1700  grain  per  gallon.  A 
third  under  the  same  conditions  showed  .0238  grain  per  gallon,  but  in  this 
case  the  lead  pipe  had  been  removed  six  months  previously  by  the  advice  of 
the  doctor  and  only  a  short  piece  of  lead  pipe  remained  in  the  house.  An- 
other case  at  Spindleville,  a  suburb  of  Hopedale,  was  not  investigated. 
Samples  of  water  were  also  taken  at  eleven  houses  where  cases  were  reported 
as  using  the  public  supply,  with  the  following  results :  — 


Grain  per  gallon. 

.     .0306 

Grain  per  gallon. 

.        •        * 

.1020 

Grain  per  gallon, 

.     .0136 

Grain  per  gallon, 

•        •        • 

.1530 

Grain  per  gallon, 

.     .0860 

Grain  per  gallon. 

•        •        • 

.0680 

Grain  per  galloo, 

.     .1190 

Grain  per  gallon. 

•        .        1 

.1190 

Grain  per  galloo, 

.     .0171 

Lead  pipe  removed 

by  advice  of 

Grain  per  gallon, 

.     .0255 

physician  one  year  ago. 

.0102 

The  samples  taken  were  obtained  from  the  faucets  in  the  houses,  as  the 
water  was  in  ordinary  daily  use.  Most  of  the  cases  were  rather  of  a  milder 
character  than  w^e  present  in  other  places,  which  fact  was  undoubtedly  due 
to  the  warning  which  this  Board  gave  the  Milford  board  of  health  in  Janu- 
ary, 1897,  when  cases  of  lead  poisoning  were  found  there,  and  as  a  result 
of  which  both  physicians  and  inhabitants  were  on  the  lookout  for  the  disease, 
and  once  it  appeared,  suitable  treatment  was  commenced  to  control  it. 

New  Bedford. 

Fourteen  physicians  were  interviewed  in  this  city  and  no  evidence  of  any 
case  of  lead  poisoning  could  be  obtained. 

West  Brookfield. 
No  cases  present. 

North  Brookfield. 

One  physician  reported  two  cases  appearing  in  the  past  two  years  in  which 
the  water  supply  was  obtained  from  a  well  and  brought  to  the  house  through 
a  lead  pipe.     Three  others  had  seen  no  cases  whatsoever. 


No  cases  present. 
No  oases  present. 


East  Brookfield  and  Brookfield* 


Lawrence. 


Aehbumham. 

Three  physicians  reported  thirteen  cases  among  the  inhabitants  of  the 
town,  but  in  all  of  the  oases  a  private  water  supply  was  used  and  the  water 
brought  to  the  houses  through  lead  pipes.  No  cases  appeared  among  those 
using  the  public  supply. 
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South  Hadley  FaUa. 
No  cases  were  reported  in  this  town. 

StougJUon. 

One  case  was  reported  in  this  town,  bat  the  patient  used  a  well  water 
which  was  brought  to  the  house  through  a  lead  pipe. 

North  Boston, 
Two  cases  were  reported,  both  using  well  water. 

Kingston, 

On  account  of  the  existence  of  cases  here  in  previous  years  a  visit  was 
made  to  learn  of  any  new  cases.  It  was  found  that  none  had  appeared 
during  the  past  year  and  all  of  the  old  ones  had  shown  improvement  under 
treatment.  In  addition,  about  200  feet  of  a  lead  pipe  main  had  been  re- 
moved and  replaced  by  an  iron  pipe  in  order  to  further  protect  the  inhabi- 
tants from  the  disease. 

Fairhaven. 

A  number  of  cases  of  the  disease  had  formerly  appeared  here,  and  in 
May,  1897,  this  Board  notified  the  board  of  heidth  of  Fairhaven  of  the 
danger  in  using  their  public  water  supply  after  having  passed  through  lead 
pipes.  It  was  found  upon  investigation  that  no  new  cases  had  developed 
during  the  past  year  and  many  of  the  old  ones  had  recovered.  It  was  the 
custom  of  the  people  to  let  the  water  run  for  some  time  before  using  it  and 
therefore  lessen  the  danger  of  contracting  the  disease. 

Bockland. 

No  cases  reported. 

Norwood, 

No  cases  reported. 

LoioeU. 

By  far  the  greater  amount  of  work  was  performed  at  Lowell,  where  it 
was  evident  that  many  cases  of  the  disease  existed.  During  May,  1899, 
a  visit  was  made  to  twenty-five  of  the  practising  physicians  of  the  city, 
seven  of  whom  reported  forty  cases  of  the  disease  present,  occurring  in 
their  practice.  Twelve  of  these  cases  were  considered  of  a  very  serious 
nature,  and  visits  were  made  at  their  homes,  their  conditions  investigated, 
and  a  more  detailed  report  of  each  case  is  appended.  The  situation  ap- 
parently becoming  serious,  a  communication  was  sent  to  the  mayor  of  the 
city  of  Lowell  on  June  29,  advising  him  of  the  existing  danger  and  recom- 
mending that  measures  be  taken  to  prevent  the  farther  development  of  the 
disease.  It  was  stated  in  the  communication  that  the  investigation  was 
not  yet  complete,  and  during  September,  as  the  local  authorities  had  done 
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little  or  nothiDg  to  remedy  the  existing  condition,  a  second  canvass  was 
made,  at  which  time  about  one-fourth  of  the  total  number  of  physicians 
were  interviewed,  twelve  of  whom  reported  the  disease  present  in  their 
practice.  From  these  physicians  thirty-three  new  cases  were  obtained, 
and  most  of  them  were  visited  at  their  homes,  and  a  detailed  description 
of  the  cases  follows.  In  addition  to  these  cases,  which  are  considered  as 
the  severer  type  of  the  disease,  many  others,  somewhat  milder  in  char- 
acter, were  reported,  which  were  successfully  treated  with  appropriate 
remedies,  and  also  by  discontinuing  the  use  of  the  city  water. 

Case  No.  1.  Female  adult.  Married.  Case  one  year  standing.  Symp- 
toms :  wrist  drop ;  multiple  neuritis ;  lead  line  on  gums ;  lead  present  in 
urine.    Analysis  of  drinking  water  shows  .0850  grain  of  lead  per  gallon. 

Case  No.  2.  Female  adult.  Married.  Symptoms  for  past  two  and  one- 
half  years.  Symptoms:  abdominal  colic;  loss  of  power  in  hands  and 
arms  and  did  not  dare  to  drive  a  horse  on  account  of  weakness.  Under 
treatment,  improvement  in  symptoms ;  and  upon  leaving  home  at  various 
times  complete  recovery,  followed  by  a  recurrence  on  her  return.  Lead 
present  in  urine.  Analysis  of  drinking  water  shows  .2883  grain  of  lead 
per  gallon. 

Case  No.  3.  Male  adult.  Married.  Policeman.  Symptoms :  abdomi- 
nal colic;  lassitude;  headache;  constipation,  and  loss  of  strength.  Under 
treatment,  and  with  a  change  in  drinking  water,  marked  improvement  in 
condition.  Lead  present  in  urine.  Analysis  of  drinking  water  at  home 
shows  .1580  grain  per  gallon.  At  police  station  .1445  grain  per  gallon 
when  water  remained  in  pipes  five  hours  and  .0425  grain  per  gallon  after 
being  drawn  off. 

Case  No.  4.    Another  policeman,  with  same  symptoms. 

Case  No.  5.  Female  adult.  Married.  Symptoms  of  constipation  and 
abdominal  colic ;  also  considerable  neuralgia  all  over  body.  Lead  in  urine. 
Analysis  of  drinking  water  shows  .0083  grain  of  lead  per  gallon. 

Case  No.  6.  Male  adult.  Unable  to  work  at  present  time.  Marked 
debility,  with  considerable  loss  of  weight  and  strength,  and  is  only  able  to 
get  about  by  the  use  of  a  cane.  Lead  in  urine.  Analysis  of  drinking  water 
shows  .7653  grain  of  lead  per  gallon. 

Case  No.  7.  Female  adult.  Married.  Symptoms  of  colic  and  constipa- 
tion. Lead  present  in  urine.  Analysis  of  drinking  water  shows  .1530 
grain  of  lead  per  gallon. 

Case  No.  8.  Male  adult.  Worked  in  cotton  mill  until  necessary  to  give 
up  work  on  account  of  ill  health.  Loss  of  weight  and  strength,  particularly 
in  upper  extremities,  with  wrist  drop.  Lead  in  urine.  Analysis  of  drink- 
ing water  shows  .0153  grain  of  lead  per  gallon. 

Case  No.  9.  Male  adult.  Pattern  maker.  Marked  abdominal  colic, 
with  loss  of  weight  and  strength.  Went  away  from  home  for  one  week, 
with  some  improvement  in  health,  and  upon  returning  to  Lowell  had  an 


xxxvi  STATE  BOARD   OF  HEALTH.  [Jan. 

attack  of  colio  in  two  days.  Previous  to  treatment  had  an  attack  almost 
every  night.  Lead  in  urine.  Analysis  of  drinking  water  shows  .0267 
grain  per  gallon. 

Case  No.  10.  Male  adult.  Symptoms  date  back  two  years,  appearing 
three  weeks  after  moving  into  present  house,  which  had  just  been  built 
and  was  plumbed  with  lead  pipe.  Patient  helpless  in  bed  and  is  unable  to 
get  up  without  assistance.  Marked  emaciation  of  body  and  loss  of  strength 
in  hands  and  arms.  Suspicious  lead  line  on  left  side  of  lower  jaw.  Con- 
stipation ;  colic ;  headache,  and  a  sweetish  metallic  taste  in  mouth,  espe- 
cially in  the  morning.  Analysis  of  drinking  water  shows  .1067  grain  of 
lead  per  gallon.  Analysis  of  urine  shows  no  lead  present,  but  after  taking 
ten  grains  of  potassium  iodide  three  times  a  day  for  ten  days  it  contained 
.0183  grain  of  lead  per  gallon. 

Cases  No.  11  and  12.  Both  adult  females.  First,  with  symptoms  of 
debility,  colio  and  constipation,  and  helplessness  in  bed.  Lead  pipes  in- 
troduced into  houses  two  years  ago,  since  which  time  symptoms  have  de- 
veloped. Second  case  was  the  nurse  who  came  to  take  care  of  first  patient. 
Shortly  after  coming  to  the  house  she  had  several  attacks  of  intestinal  colic, 
each  one  increasing  in  severity.  At  the  end  of  five  weeks  she  stopped 
drinking  city  water  and  has  had  only  one  attack  since.  Both  have  improved 
since  then  and  first  case  is  able  to  be  up  and  around.  Analysis  of  drinking 
water  shows  .2166  grain  of  lead  per  gallon  after  standing  in  pipes  eleven 
hours  and  .0600  grain  in  ordinary  daily  use. 

Case  No.  13.  Female  adult.  Symptoms  for  past  four  years  of  pains 
all  over  the  body,  with  constipation,  pain  in  the  back  and  complete  loss  of 
power  in  both  legs.  Patient  cannot  walk  and  gets  about  with  a  wheel 
chair.  Lead  in  urine.  Analysis  of  drinking  water  shows  .0067  grain  of 
lead  per  gallon. 

Case  No.  14.  Female  adult.  Patient  is  a  marked  invalid.  Fingers 
contracted  on  hands  and  hands  on  arms.  Great  headache,  constipation 
and  abdominal  colic,  and  is  unable  to  get  about  except  with  assistance. 
Patient  died  suddenly  in  June  from  a  cerebral  hemorrhage.  Analysis  of 
drinking  water  shows  .2891  grain  of  lead  per  gallon. 

Case  No.  15.  Male  adult.  Symptoms  of  loss  of  weight  and  strength 
and  marked  wrist  drop  present.  Lead  in  urine.  Analysis  of  drinking 
water  shows  .2210  grain  of  lead  per  gallon. 

Case  No.  16.  Female  adult.  Symptoms  appeared  about  one  year  ago, 
with  wrist  drop,  blue  line  on  gums,  constipation  and  headache.  Analysis 
of  drinking  water  shows  .2721  grain  of  lead  per  gallon. 

Case  No.  17.  Female  adult.  Symptoms  for  past  two  years,  with  wrist 
drop,  loss  of  power  in  arms  and  legs ;  colic,  constipation  and  headache. 
Died  soon  after  being  seen.  Analysis  of  drinking  water  shows  1.1903 
grains  of  lead  per  gallon. 

Case  No.  18.    Boy,  two  years  of  age.    Symptoms  of  paralysis  of  lower 
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extremities  ;  wrist  drop  and  general  debility.  Recovered  ander  treatment 
and  change  of  residence.  Analysis  of  drinking  water  shows  .0806  grain  of 
lead  per  gallon. 

Case  No.  19.  Female  adnlt.  Symptoms  of  multiple  neuritis,  with 
marked  lead  line  on  gums  and  wrist  drop.  Upon  the  advice  of  her  physi- 
cian the  patient  left  Lowell,  went  to  a  suburban  town,  and  has  completely 
recovered  from  the  disease.  Analysis  of  drinking  water  shows  .1162  grain 
of  lead  per  gallon. 

Case  No.  20.  Female  adult.  Symptoms  of  loss  of  strength  in  upper 
extremities,  with  suspicion  of  a  wrist  drop.  Analysis  of  drinking  water 
shows  .0083  grain  of  lead  per  gallon. 

Case  No.  21.  Male  adult.  Symptoms  of  loss  of  strength,  headache  and 
constipation ;  marked  lead  line  on  gums  and  wrist  drop.  Under  treatment 
and  with  a  change  of  drinking  water  there  was  marked  improvement. 
Other  members  of  the  family  were  mildly  affected.  The  house  was  a  new 
one  and  plumbed  with  lead  pipe. 

Cases  Nos.  22  and  23.  Female  adults.  Symptoms  of  constipation, 
headache  and  pains  all  over  the  body.  Under  treatment  and  discontinuing 
the  city  water  complete  recovery  occurred.  Analysis  of  drinking  water 
shows  .0467  grain  of  lead  per  gallon. 

Case  No.  24.  Female  adult.  Symptoms  for  past  four  years,  when  pains 
appeared  in  left  side  and  gradually  extended  over  whole  body.  Marked 
emaciation,  joiats  thickened,  and  on  account  of  trouble  in  left  hip  she  is 
anable  to  come  down  stairs  only  one  step  at  a  time.  Has  been  a  confirmed 
invalid  for  past  two  years.  Analysis  of  drinking  water  shows  .1851  grain 
of  lead  per  gallon. 

Case  No.  25.  Female  adult.  Symptoms  similar  to  rheumatism  in  hands 
and  knees,  and  at  one  time  could  not  walk  about  the  house  on  account  of 
trouble  in  knees.  Better  under  treatment.  Analysis  of  drinking  water 
shows  .2588  grain  of  lead  per  gallon. 

Case  No.  26.  Male  adult.  Symptoms  of  colic,  constipation  and  head- 
ache ;  marked  lead  line  on  gums.  Had  lead  pipe  removed  from  house,  and 
nnder  treatment  has  improved.  Analysis  of  drinking  water  through  lead 
pipe  shows  .2700  grain  of  lead  per  gallon. 

Case  No.  27.  Male  adult.  Symptoms  of  intestinal  colic,  with  consti- 
pation. Marked  improvement  under  treatment.  Analysis  of  drinking 
water  shows  .1950  grain  of  lead  per  gallon. 

Case  No.  28.  Female  adult.  Symptoms  of  constipation  and  colic,  with 
marked  improvement  with  iodide  of  potash.  Analysis  of  drinking  water 
shows  .0309  grain  of  lead  per  gallon.     Lead  also  present  in  urine. 

Cases  Nos.  28  and  29.  Female  adult.  Symptoms  of  headache,  consti- 
pation and  colic ;  marked  wrist  drop,  with  loss  of  power  in  legs,  and  typical 
blue  line  on  gums.  Was  in  bed  three  months,  but  is  better  now  under  suit- 
able treatment. 
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Father  also  had  intestinal  colic  and  constipation.  Both  stopped  using 
city  water,  with  marked  improvement.  Analysis  of  drinking  water  shows 
•2667  grain  of  lead  per  gallon. 

Case  No.  30.  Female  adult..  Abdominal  symptoms  for  six  months, 
with  colic  and  constipation.  Under  proper  treatment  immediate  improve- 
ment resulted.  Analysis  of  drinking  water  shows  .0833  grain]of  lead  per 
gallon. 

Case  No.  31.  Female  adult.  Characteristic  case,  with  a  typical  wrist 
drop.  Moved  from  Lowell  to  North  Billerica,  with  complete  recovery  fol- 
lowing. 

Case  No.  32.  Female  adult.  Marked  abdominal  colic,  with  typical  wrist 
drop.    Analysis  of  drinking  water  shows  .1866  grain  of  lead  per  gallon. 

Cases  Nos.  33  to  37.  Five  cases  in  one  family,  with  marked  intestinal 
colic.    Analysis  of  drinking  water  shows  .0133  grain  of  lead  per  gallon. 

Case  No.  38.  School  girl,  with  symptoms  of  abdominal  colic.  Analysis 
of  drinking  water  shows  .0075  grain  of  lead  per  gallon. 

Case  No.  39.  Female  adult.  Marked  intestinal  colic.  Analysis  of 
drinking  water  shows  .0856  grain  of  lead  per  gallon. 

Case  No.  40.  Female  adult.  Symptoms  for  past  two  years  of  marked 
neuritis,  involving  arms  and  chest;  some  headache  and  constipation. 
Analysis  of  drinking  water  shows  .0417  grain  of  lead  per  gallon. 

Case  No.  41.  Male  adult.  Symptoms  of  past  three  years  becoming 
aggravated  in  the  last  two  years,  referable  to  loss  of  power  in  lower  ex- 
tremities. Improves  upon  leaving  Lowell  for  a  time,  followed  by  a  reap- 
pearance of  symptoms  upon  his  return.  Analysis  of  drinking  water  shows 
.0075  grain  of  lead  per  gallon. 

Case  No.  42.  Male  adult.  Almost  complete  paralysis  of  legs.  Is  un- 
able to  get  around  except  by  crutches.  Analysis  of  drinking  water  shows 
.0019  grain  of  lead  per  gallon. 

Case  No.  43.  Male  adult.  Loss  of  strength  and  weight  in  past  year, 
and  legs  partially  paralyzed.  Analysis  of  drinking  water  shows  .0136 
grain  of  lead  per  gallon. 

Case  No.  44.  Female  adult.  Marked  abdominal  colic,  constipation, 
loss  of  strength  and  cephalalgia.  Analysis  of  drinking  water  shows  .0039 
grain  of  lead  per  gallon. 

Case  No.  45.  Female  adult.  Symptoms  of  marked  loss  of  strength  in 
legs.  Lead  pipes  have  been  removed  from  house  and  iron  ones  substituted. 
Analysis  of  water  shows  no  lead  present. 

Case  No.  46.  Female  adult.  Symptoms  of  weakness  of  wrists  and  legs, 
with  pains  all  over  the  body ;  headache  and  constipation  present.  Lead  in 
urine.    Analysis  of  drinking  water  shows  .0019  grain  of  lead  per  gallon. 

Case  No.  47.  Male  adult.  Marked  cephalalgia  and  general  loss  of 
strength.  Lead  present  in  urine.  Analysis  of  drinking  water  shows  .0156 
grain  of  lead  per  gallon. 
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Case  No.  48.  Male  adalt.  CoDtinuoQB  loss  of  weight  and  strength  for 
past  year,  with  constipation  and  oolic.  Analysis  of  drinking  water  shows 
.0078  grain  of  lead  per  gallon. 

Case  No.  49.  Male  adult.  Symptoms  of  constipation  and  colic  in  past 
nine  months,  with  some  loss  of  weight  and  strength.  Analysis  of  drinking 
water  shows  .0029  grain  of  lead  per  gallon. 

Case  No.  50.  Marked  symptoms  of  colic  and  constipation,  with  some 
headache.  Moved  from  house,  with  considerable  improvement  in  symp- 
toms.    Analysis  of  drinking  water  shows  .0097  grain  of  lead  per  gallon. 

The  last  few  cases  are  included  in  this  report  in  order  to  complete  it  to 
Jane  1,  1900,  when  the  last  work  was  accomplished.  It  will  be  noticed 
that  the  results  of  the  analyses  of  the  water  for  lead  show  a  decided  dimi- 
nation  in  these  cases  and  the  symptoms  present  were  also  less  severe  in 
charaoter.    This  can  be  accounted  for  by  the  following  explanation :  — 

The  water  supply  for  the  city  of  Lowell  is  obtained  from  two  systems  of 
driven  wells,  —  the  Boulevard  system,  located  to  the  west-of  the  city  and 
adjacent  to  the  Merrimac  River,  and  the  Cook  system,  located  to  the 
soath  of  the  city  and  adjoining  River  Meadow  Brook,  a  tributary  of  the 
Concord  River.  From  the  chemical  analyses  of  the  two  waters  it  is  ap- 
parent that  the  solvent  properties  of  the  water  drawn  from  the  Cook  system 
are  much  in  excess  of  the  water  obtained  from  the  Boulevard  supply,  when 
they  come  in  contact  with  lead  pipe.  With  this  knowledge  the  water  board 
of  the  city  were  advised  to  use  the  Boulevard  supply  to  its  full  capacity 
and  the  Cook  system  as  little  as  possible,  with  the  result  that  probably 
four-fifths  of  the  entire  population  of  the  city  were  supplied  with  Boulevard 
•  water,  and  with  this  arrangement  the  health  of  the  city  has  considerably 
improved  in  this  particular  respect.  In  addition,  the  water  board  are  also 
having  driven  another  set  of  wells  in  the  Boulevard  district,  which  will  be 
connected  to  the  general  supply  as  soon  as  completed,  which  supply,  it  is 

expected  will  be  sufficient  for  the  whole  city. 

F.  L.  MoBSB,  M.D., 

Medical  Inspector, 

The  Increase  of  Cancer. 

In  the  twenty-seventh  annual  report  of  the  Board  for  1896  it  was 
shown  that  the  number  of  deaths  registered  as  from  cancer  had  very 
largely  increased  since  the  beginning  of  registration.*  The  death- 
rate  from  this  cause  for  the  five-year  period,  1856-60,  was  2.3  per 
10,000  living,  and  that  of  the  five-year  period,  1891-95,  was  6;4 
per  10,000,  or  nearly  three  times  as  great. 

It  was  further  stated  in  the  report  of  1896  that,  if  the  deaths  from 
cancer  in  which  the  location  of  the  disease  is  not  specified  be  con- 
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sidered  separately,  the  increase  in  the  death-rate  of  this  class  is  not 
very  great.     The  report  further  states :  — 

It  is  plain  that  the  increase  in  the  death-rate  from  cancer  is  partially  due 
to  more  accurate  methods  of  diagnosis.  For  example,  the  deaths  from  can- 
cer in  1876  were  659,  of  which  565  were  from  cancer  (part  not  stated), 
92  from  cancer  of  the  stomach  and  2  from  epithelioma ;  while  in  1895  the 
deaths  from  cancer  were  1,749,  which  were  specified  as  903  from  cancer 
(part  not  stated) ,  201  from  cancer  of  the  liver,  1  from  cancer  of  the  pan- 
creas, 305  from  cancer  of  the  stomach,  193  of  the  uterus,  108  of  the  breast, 
19  of  the  kidneys,  2  of  the  bowels,  2  of  the  spleen  and  14  from  epithelioma. 

The  increase  in  the  deaths  registered  as  cancer  simply,  without  stating 
its  location,  during  the  twenty  years,  1876-95,  was  only  from  3.4  to  3.6 
per  10,000  of  the  population,  while  the  increase  in  the  deaths  from  cancer 
in  which  the  part  or  organ  affected  was  statedTwas  nearly  six-fold,  or  from 
•56  to  3.4  per  10,000  living.  It  is  needless  to  add  that  the  changes  due  to 
improved  diagnosis  would  naturally  become  manifest  mainly  in  this  latter 
class,  although  a  transfer  of  some  deaths  from  the  indefinite  to  the  definite 
class  might  also  occur. 

8ex.  — The  following  table  shows  the  death-rates  of  the  two  sexes  from 
cancer  for  the  two  twenty-year  periods. 

The  deaths  of  males  in  the  first  period  were  2,627  and  of  females  5,592, 
and  the  death-rates  2.02  and  4.00  per  10,000 ;  and  in  the  latter  period  the 
deaths  were  respectively  7,256  and  15,665,  and  the  death-rates  3.70  and 
7.47. 

DecUh-rates  Jrom  Cancer  per  10,000  Living,  MctssachuseUs,  1856-95, 
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In  view  of  these  facts,  the  Board  has  deemed  it  advisable  that  an 
investigation  should  be  made  with  reference  to  the  causes  and  con- 
ditions prevailing  throughout  the  State  in  connection  with  the  ex- 


1900.]  PUBLIC  DOCUMENT  — No.  34.  xli 

istence  of  cancer  among  the  population,  and  has  entrusted  the  matter 

to  competent  physicians,  who  will  report  upon  it  in  a  future  report 

of  the  Board. 

Food  and  Drug  Inspection. 

The  details  of  this  important  part  of  the  work  of  the  Board  may 
be  found  in  the  special  report  upon  the  subject.  With  the  excep- 
tion of  a  small  portion  of  the  work  conducted  at  Amherst  and  at 
Lowell,  the  examination  of  articles  of  food  and  of  drugs  is  carried 
on  at  the  laboratory  of  the  Board  at  Room  501,  State  House. 
This  laboratory  is  open  each  week  day  for  the  reception  of  samples 
which  are  brought  in  by  the  inspectors  or  which  may  be  deposited 
with  the  secretary  for  examination. 

The  total  number  of  samples  examined  during  the  year  ended 
Sept.  30,  1899,  was  9,802,  and  the  total  number  examined  since 
the  beginning  of  work  in  1883  was  107,392. 

The  expense  of  collection  and  analysis  has  been  reduced  from 
$2.26  per  sample  in  1883  to  $1.15  in  1899. 

The  number  of  prosecutions  of  offenders  in  1899  was  47,  of 
which  number  45  resulted  in  conviction. 

The  present  report  contains  a  comparative  statement  with  refer- 
ence to  the  percentage  of  adulteration  found  in  different  classes  of 
food  in  the  early  and  the  later  periods  of  the  work  of  the  Board  in 
this  direction.  In  nearly  every  instance  it  appears  that  marked 
improvement  has  taken  place  since  the  food  and  drug  laws  were 
first  enacted  and  have  been  regularly  and  systematically  enforced. 

The  statement  made  in  previous  reports,  to  the  effect  that  the 
amount  expended  in  the  enforcement  of  the  food  and  drug  statutes 
is  counterbalanced  many  times  over  by  the  gain  to  the  consumer, 
is  fully  substantiated  by  the  figures  shown  in  the  table  on  page  581. 

Considerable  new  matter  relative  to  methods  of  analysis  of  special 
articles  of  food  appears  in  the  analyst's  report. 

The  Paris  Exposition  of  1900. 

Early  in  the  year  the  Board  was  invited  to  contribute  an  exhibit 
to  the  Exposition  to  be  held  at  Paris  in  1900.  Later  in  the  season 
the  secretary  was  requested  by  the  director  of  the  Department  of 
Social  Economy,  Education  and  Hygiene  of  the  United  States  Com- 
mission to  undertake  the  following  projects  :  — 

1.  To  prepare  a  monograph  representing  the  progress  of  public 
hygiene  in  the  United  States. 
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2.  To  collect  an  exhibit  of  subjects  pertaining  to  pablic  health  in 
Massachusetts. 

3.  To  collect  a  similar  exhibit  for  the  United  States. 

The  amount  of  space  assigned  for  this  purpose  was  extremely 
limited,  being  much  less  than  that  which  was  assigned  to  Massachu- 
setts alone  at  the  Columbian  .Exposition  of  1893.  On  this  account, 
with  slight  exceptions,  only  flat  material  and  books  could  be  ex- 
hibited, and  nearly  the  entire  space  was  devoted  to  the  display  of 
maps,  charts,  diagrams,  plans,  photographs  and  books.  In  the 
centre  of  the  exhibit  was  a  small  case  containing  a  display  of  the 
means  adopted  by  States  and  cities  for  affording  opportunity  for  the 
examination  of  material  suspected  of  containing  the  germs  of  differ- 
ent infectious  diseases,  especially  diphtheria,  typhoid  and  malarial 
fever  and  tuberculosis. 

There  were  also  exhibits  of  antitoxin  and  vaccine  lymph  from  dif- 
ferent producers. 

The  exhibit  of  the  State  Board  of  Health  of  Massachusetts  con- 
sisted of  the  following  articles  :  — 

Catalogue  of  Massachusetts  Exhibit^  State  Board  of  Health. 

1  full  set  of  reports,  30  volumes. 
10  or  more  special  documents. 
40  wing  frame  cards  (vital  statistics). 

1  chlorine  map. 

1  map  illustrating  antitoxin  distribution. 

1  map  illustrating  distribution  of  appliances  for  diagnosis. 

8  maps  illustrating  disease  distribution. 
20  photographs  (sewage  disposal). 

5  photographs  (experiment  station  at  Lawrence  and  laboratories  at  State 
HoQse). 

5  photographs  (other  laboratories). 

7  photographs  (food  laboratory  at  State  House). 

5  small  photographs  of  fraudulent  labels. 
82  small  photographs  of  spices  and  adulterants. 

1  set  of  appliances  for  diagnosis. 

1  set  antitoxin  samples. 
A  few  copies  of  Dr.  Councilman's  report  on  cerebro-spinal  meningitis 
and  other  pamphlets  were  sent  for  distribution. 

The  following  sanitary  and  other  authorities  in  Massachusetts  also 
contributed  to  the  exhibit :  — 
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City  of  Boston:  Board  of  Health,  17  annaal  reports,  23  photographs,  a 
set  of  appliances  for  diagnosis,  1  set  of  circalars  of  Board ;  Street  Depart- 
ment, 13  photographs ;  Bath  Department,  40  photographs ;  trustees  of  City 
Hospital,  hospital  for  infections  diseases,  2  photographs. 

City  of  Worcester:  Board  of  Health,  10  photographs,  set  of  annual 
reports. 

Trustees  of  Cambridge  Hospital:  1  photograph  of  hospital  for  infec- 
tious diseases ;  Board  of  Health,  annual  reports. 

Town  of  Brookline :  Bath  House  Committee,  11  photographs ;  Board  of 
Health,  2  photographs ;  set  of  appliances  for  diagnosis. 

Board  of  Registration  of  Physicians,  5  reports. 

Trustees  of  Massachusetts  Hospital  for  Consumptives,  6  photographs. 

Sharon  Sanitarium,  11  photographs. 

Consumptives'  Home,  Dorchester,  2  photographs. 

Free  Home  for  Consumptives,  Quincy  Street,  Boston,  1  photograph. 

Massachusetts  Crematory,  Boston,  2  photographs. 

Journal  of  Massachusetts  Association  of  Boards  of  Health,  4  bound 
volumes. 

Five  bound  volumes  American  Kitchen  Magazine. 

The  foregoing  exhibit  was  prepared  and  forwarded  to  Paris,  Feb. 
16,  1900.  A  letter  has  been  received  by  the  secretary,  dated  at 
Paris,  Aug.  4,  1900,  from  Mr.  H.  J.  Rogers,  Director  of  the  De- 
partment of  Education  and  Social  Economy,  in  which  the  exhibit  of 
hygiene  was  placed,  saying:  **Your  exhibit  is  attracting  a  great 
deal  of  favorable  comment.  It  will  please  you  to  know  that  the 
exhibit  as  a  whole  has  received  a  *  Grand  Prix.'" 

The  contribution  from  the  State  Board  of  Health  of  Massachusetts 
formed  an  important  and  instructive  part  of  this  exhibit. 

In  addition  to  the  foregoing  exhibit,  the  engineering  department 
of  the  Board  contributed,  to  a  separate  exhibit  in  the  Engineering 
Building,  60  photographs  illustrating  the  difTerent  sewage-dipsosal 
plants  in  operation  in  Massachusetts  where  intermittent  filtration 
of  sewage  has  been  adopted. 

These  excellent  views  showed  the  general  features  of  the  filtration 
beds,  pumping  stations  and  other  essentials  of  the  plants  now  in  opera- 
tion, together  with  views  of  the  experiment  station  at  Lawrence. 

The  Pathological  Department  of  the  Board. 

A  most  notable  feature  in  the  progress  of  sanitary  work  during 
the  past  ten  years  has  been  the  growth  of  the  laboratory.  At  the 
present  time  many  of  the  State  boards  of  health,  as  well  as  the  local 
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boards  of  nearly  all  of  the  large  cities,  have  established  laboratories 
not  only  for  chemical  analysis  but  also  for  bacteriological  investiga- 
tion, experiment  and  observation  with  reference  to  the  natural  his- 
tory of  infectious  diseases.  The  laboratory  of  the  Board  for  such 
bacteriological  work  was  established  in  1894  at  the  Bussey  Institute 
at  Forest  Hills,  and  was  soon  afterward  placed  under  the  charge  of 
Dr.  Theobald  Smith,  who  has  directed  the  work  of  the  Board  in 
this  direction  since  that  time. 

The  different  lines  of  work  conducted  in  this  department  during 
the  year  1899  have  been  the  following :  — 

1.  The  production  of  antitoxin,  which  has  comprised  the  prepara- 
tion of  44,298  vials  of  antitoxin  during  the  year  ended  March  31, 
1900.* 

2.  The  examination  of  3,258  cultures  of  matter  suspected  of  con- 
taining the  germs  of  diphtheria. 

3.  The  examination  of  571  specimens  of  material  suspected  of 
containing  germs  of  tuberculosis. 

4.  The  examination  of  specimens  of  blood  of  persons  living  in 
malarial  districts. 

5.  Examination  of  the  blood  of  typhoid  patients. 

The  production  of  tetanud  antitoxin  was  discontinued  during  the 
year,  in  consequence  of  the  very  small  and  irregular  demand  for 
this  serum,  as  well  as  the  fact  that  its  administration  has  usually 
been  delayed  until  the  patient  was  past  recovery. 

The  following  brief  table  shows  the  number  of  specimens  ex- 
amined for  the  presence  of  the  germs  of  diphtheria  and  tuberculosis 
since  the  organization  of  the  department :  — 


DIphtberia. 


TabereulMlt. 


1896,  . 

1897,  . 

1898,  . 

1899,  . 

Totals, 


124 
236 
4U 
671 


1,845 


*  Since  the  rials  or  packages  issaed  by  the  Board  have  been  of  rariable  size  and  strength, 
the  standard  of  1,000  units  in  a  6  cnbic  centimeter  yial  has  been  employed  in  making  up  the 
foregoing  statement.  Two  sizes  of  rials  are  now  employed,  one  containing  5  cnbic  centimeters 
and  another  20  cnbic  centimeters. 
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Water  Supply  and  Sewerage. 

During  the  year  1899  seventy-nine  applications  were  oflScially 
made  to  the  Board  for  its  advice,  under  the  provisions  of  chapter 
375  of  the  Acts  of  1888,  entitled  **  An  Act  to  protect  the  purity 
of  inland  waters  and  require  consultation  with  the  State  Board  of 
Health  regarding  the  establishment  of  systems  of  water  supply, 
drainage  and  sewerage." 

The  work  done  by  the  Board  under  the  provisions  of  this  act  and 
other  acts  of  the  Legislature  requiring  special  action  of  the  Board 
relative  to  the  approval  of  plans  for  systems  of  water  supply,  drain- 
age and  sewerage,  together  with  the  acts  of  the  Board  under  the 
provisions  of  the  general  law  of  1890,  chapter  124,  upon  petitions 
for  the  taking  of  land  for  the  purification  and  disposal  of  sewage, 
have  been  reported  to  the  Legislature  in  Senate  Document  No.  4, 
and  abstract^  of  the  replies  of  the  Board  are  given  on  pages  1  to 
121.  Public  hearings  have  been  given  by  the  Board  in  connection 
with  several  of  these  matters. 

Chemical  and  microscopical  examinations  of  the  various  water 
supplies  of  the  State  have  been  continued  as  in  previous  years,  and 
samples  of  water  from  212  different  sources  of  water  supply  in  use 
in  the  various  cities  and  towns  having  public  water  supplies  have 
been  examined  from  time  to  time  by  the  Board.  At  the  end  of  the 
year  all  of  the  cities  and  132  out  of  a  total  of  321  towns  were  pro- 
vided with  public  water  supplies.  The  total  population  in  the  cities 
and  towns  supplied,  according  to  the  census  of  1895,  is  about  90.5 
per  cent,  of  the  total  population  of  the  State.  Only  2  towns  having 
a  population  in  excess  of  3,500,  by  the  census  of  1895,  are  now  un- 
provided with  public  water  supplies. 

There  are  in  the  State  many  small  systems  of  water  works,  owned 
by  corporations  or  individuals,  which  supply  water  to  villages  or 
small  sections  in  the  larger  cities  and  towns,  and  in  many  factories 
and  mills  water  from  some  readily  available  source  is  supplied  for 
various  purposes  and  is  often  used  to  a  large  extent  by  the  operatives 
for  drinking.  While  in  most  such  cases  care  is  probably  taken  to 
ascertain  whether  the  water  supplied  is  suitable  for  drinking  before 
furnishing  it  for  use,  it  sometimes  happens  that  little  or  no  care  is 
exercised  in  selecting  the  source  of  water  supply  or  protecting  it 
from  pollution.     The  use  of  a  private  source,  subject  to  direct  pol- 
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lution  by  sewage,  for  the  supply  of  a  factory  village  in  Dracat,  was 
the  cause  of  a  very  serious  epidemic  of  typhoid  fever  in  that  village 
early  in  the  year,  a  brief  statement  of  which  will  be  found  in  a  sub- 
sequent portion  of  this  report. 

Under  the  provisions  of  chapter  510  of  the  Acts  of  1897,  entitled 
«« An  act  relative  to  the  pollution  of  sources  of  water  supply,"  the 
Board  is  given  authority  to  make  rules,  regulations  and  orders  for 
the  purpose  of  preventing  the  pollution  and  securing  the  sanitary 
protection  of  all  streams  and  ponds  used  by  a  city,  town  or  water 
or  ice  company  in  this  Commonwealth  as  sources  of  water  supply, 
together  with  all  springs,  streams  and  water  courses  tributary 
thereto ;  and  in  response  to  a  petition  from  the  city  of  Cambridge 
this  Board  has  provided  such  rules  and  regulations  as  appear  to  be 
required  to  protect  the  waters  of  Stony  Brook  and  its  tributaries 
used  for  supplying  the  inhabitants  of  the  city  of  Cambridge.  A 
copy  of  these  rules  will  be  found  on  pages  116-121  in  this  report. 
Bequests  for  the  establishment  of  rules  and  regulations  for  the  pro- 
tection of  water  supplies  in  other  places  have  been  presented  to  the 
Board.  The  act  referred  to  also  provides  that  the  Board  shall 
appoint  agents  to  enforce  the  provisions  of  this  act,  and  that  their 
compensation  shall  be  paid  by  the  city  or  town,  water  or  ice 
company  making  the  application  to  the  Board  in  the  manner  fol- 
lowing :  — 

Such  compensation  shall  in  the  first  instance  be  paid  by  the  treasurer  of 
the  Commonwealth,  upon  written  requisition  signed  by  said  board  of  health, 
and  approved  by  the  governor  and  council ;  but  at  the  end  of  each  calendar 
year  the  amount  so  paid  shall  be  apportioned  by  said  board,  in  such  man- 
ner as  it  may  deem  just  and  equitable,  among  such  cities,  towns,  water  or 
ice  companies,  as  shall  have  made  application  as  aforesaid  during  such 
year ;  and  if  any  such  applicant  shall  fail,  upon  demand  by  the  treasurer 
of  the  Commonwealth,  to  pay  its  proportional  part  so  ascertained,  as  afore- 
said, the  treasurer  may  recover  the  amount  thereof  from  such  applicant, 
with  interest  from  the  date  of  the  demand,  in  an  action  of  contract  in  the 
superior  court  for  the  county  of  Suffolk. 

Since  it  appears  that  the  auditor  has  no  authority  to  approve  the 
payment  by  the  treasurer  of  the  Commonwealth  of  bills  incurred 
under  the  provisions-  of  this  act,  in  the  absence  of  a  definite  appro- 
priation made  for  this  purpose  by  the  Legislature,  there  seems  to 
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be  no  practicable  way  by  which  the  Board  can  enforce  rules  and 
regulations  under  the  authority  of  the  present  statute. 

At  the  present  time  a  very  large  proportion  of  the  water  fur- 
nished by  public  supplies  throughout  the  State  is  drawn  from  surface 
sources,  such  as  ponds  and  reservoirs,  and  used  without  filtration. 
To  describe  the  cases  in  which  polluted  water  supplies  have  been 
proved  to  be  the  medium  through  which  typhoid  fever  has  been 
communicated  to  large  numbers  of  people  would  be  to  repeat  what 
is  already  well  known.  Wherever  water  drawn  directly  from  sur- 
face sources  is  used  for  drinking,  it  is  in  the  highest  degree  impor- 
tant for  the  protection  of  the  public  health  that  the  pollution  of  the 
sources  by  sewage  or  other  filth  be  prevented. 

By  the  provisions  of  chapter  488  of  the  Acts  of  1895  the  State 
Board  of  Health  is  authorized  and  required  to  make  rules  and  regu- 
lations for  the  sanitary  protection  of  all  waters  used  by  the  Metro- 
politan Water  Board  for  the  water  supply  of  any  city,  town  or  water 
company ;  and  in  response  to  an  application  from  the  Metropolitan 
Water  Board  this  Board  has  provided  such  rules  and  regulations  as 
appeared  to  be  required  for  the  protection  of  the  waters  described 
in  the  act,  a  copy  of  which  will  be  found  on  pages  110-116. 

The  average  rain&U  in  Massachusetts  for  the  year  1899  was  nearly 
six  inches  less  than  the  normal,  a  considerable  excess  occurring  in 
the  months  of  January,  February  and  March,  and  a  great  deficiency 
in  the  aggregate  during  the  remainder  of  the  year.  The  effect  of 
the  low  rainfall  and  its  unequal  distribution  was  to  produce  a  stream 
flow  much  in  excess  of  the  normal  during  the  first  four  months  of 
the  year  and  much  less  than  the  normal  during  the  remainder  of  the 
year.  Judging  from  the  measured  flow  of  the  Sudbury  River,  the 
flow  of  streams  was  less  in  1899  than  it  has  been  for  a  number  of 
years,  though  it  was  probably  higher  in  some  portions  of  the  State 
than  in  the  region  of  the  Sudbury  River.  The  effect  of  this  low 
flow  was  to  make  the  pollution  of  streams  more  evident  than  for 
several  years,  and  special  attention  was  given  to  an  examination  of 
the  various  rivers,  and  numerous  samples  of  water  from  various 
points  on  the  more  important  streams  have  been  analyzed,  the  re- 
sults of  which  may  be  found  in  the  chapter  on  the  examination  of 
rivers. 

The  water  of  the  Blackstone  River  has  been  examined  since  June, 
1887,  by  means  of  samples  of  water  collected  monthly  at  four  places 
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along  the  stream.     The  points  selected  for  examination  were  as  fol- 
lows :  (1)  the  river  between  the  outlet  of  Mill  Brook  channel  and 
the  sewage  precipitation  works  of  the  city  of  Worcester ;  (2)  a  point 
at  a  sufficient  distance  below  the  Worcester  sewage  precipitation 
works  to  allow  the  effluent  from  these  works  to  become  thoroughly 
mixed  with  the  river  water ;   (3)  a  point  in  the  village  of  Uxbridge 
about  seventeen  miles  below  the  precipitation  works ;   (4)  a  point 
in  the  village  oT  Millville  about  five  miles  below  Uxbridge.     Pre- 
vious to  1890  nearly  all  of  the  sewage  of  the  city  of  Worcester  was 
discharged  without  treatment  into  the  channel  of  Mill  Brook,  through 
which  it  flowed  to  the  Blackstone  River  at  Quinsigamond  Village. 
On  June  25, 1890,  a  portion  of  the  sewage  was  diverted  tx>  chemical 
precipitation  works  located  near  the  river  about  one  mile  south  of 
Quinsigamond  Village.     These  works  were  designed  to  treat  about 
4,500,000  gallons  per  day.     Works  of  much  larger  capacity  were 
completed  and  put  in  operation  on  July  15,  1893.     These  works 
have  a  nominal  capacity  of  15,000,000  gallons  per  day  and  have 
apparently  been  capable  of  treating  a  somewhat  larger  quantity,  but 
the  works  are  not  of  sufficient  capacity  to  take  the  whole  flow  of  the 
brook  in  all  ordinary  conditions. 

Comparing  the  average  of  the  analyses  of  all  of  the  samples  col- 
lected during  1899  from  the  river  between  the  Mill  Brook  channel 
and  the  sewage  precipitation  works  of  the  city  of  Worcester  with 
the  averages  of  analyses  of  samples  collected  at  this  place  in  pre- 
vious years,  it  is  seen  that  the  stream  in  this  portion  of  its  course, 
as  indicated  by  these  analyses,  was  in  worse  condition  during  1899 
than  it  has  been  in  any  previous  year  since  1892.  Below  the  pre- 
cipitation works  the  average  quantity  of  free  ammonia  shown  by  the 
analyses  of  samples  collected  during  189£l  was  greater  than  in  any 
year  since  the  examinations  were  begun,  with  the  exception  of  the 
years  1891  and  1894,  and  the  quantity  of  albuminoid  ammonia  pres- 
ent in  1899  was  exceeded  only  in  the  years  1892  and  1893. 

At  Uxbridge  the  average  quantity  of  both  the  free  ammonia  and 
albuminoid  ammonia  found  in  the  river  water  in  1899  was  greater 
than  was  found  in  any  previous  year  since  the  investigations  were 
begun ;  and  at  Millville  the  evidences  of  pollution,  taken  as  a  whole, 
were  also  greater  than  in  any  previous  year,  though  the  albuminoid 
ammonia  was  slightly  less  than  in  two  of  the  earlier  years. 
Averages  of  the  analyses  of  samples  collected  during  the  drier 
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six  months  of  the  year  1899,  from  June  to  November  inclosiye, 
when  compared  with  averages  for  similar  montiis  in  previous  years, 
show  practically  the  same  result  as  the  averages  for  the  whole  year ; 
and  the  results  of  these  examinations  indicate  that  the  condition  of 
the  Blackstone  River  during  1899  was  worse  than  it  has  been  for 
many  years,  and  probably  in  the  lower  portion  of  its  course  worse 
than  it  has  ever  been  before. 

The  Neponset  River,  the  pollution  of  which  is  largely  caused  by 
manufiuituring  waste,  was  also  much  worse  than  in  previous  years, 
and  during  the  summer  and  fall  was  exceedingly  foul  throughout  its 
entire  length  below  East  Walpole,  giving  off  a  very  offensive  odor, 
noticeable  for  a  long  distance  from  its  banks.  The  condition  of  this 
river  and  the  extensive  meadows  through  which  it  flows  in  the  middle 
portion  of  its  course  was  investigated  by  the  Board  under  the  direc- 
tion of  the  Legislature  of  1895,  and  a  report  made  in  1897,  present- 
ing a  plan  for  the  improvement  of  the  stream,  but  thus  far  no  action 
in  the  matter  has  been  taken. 

The  provisions  of  the  Pittsfield  sewerage  act  and  of  the  approval 
of  the  plans  of  sewerage  by  the  Board  under  that  act  require  the 
removal  of  the  sewage  of  Pittsfield  from  the  Housatonic  River  in 
June  of  next  year  (1900),  The  diversion  of  the  sewage  of  Pitts- 
field from  the  Housatonic  River  will  remove  the  chief  source  of 
pollution  of  that  stream  and  very  greatly  improve  its  condition. 

The  condition  of  the  Hoosac  River  at  North  Adams  and  of  the 
North  Branch  of  the  Nashua  River  below  Fitchburg  has  been  notice- 
ably foul,  and  measures  for  the  purification  of  these  streams  are 
necessary. 

Plans  for  the  purification  of  the  sewage  of  Middleborough  were 
approved  by  the  Board  during  the  year,  and  when  carried  out  will 
provide  a  remedy  for  the  filthy  and  unhealthful  conditions  existing 
in  the  Nemasket  River  at  that  place. 

The  usual  tables  of  water  supply  statistics  are  given,  showing  the 
number  of  towns  supplied  with  water,  the  quantity  of  water  used 
and  a  summary  of  the  records  of  rainfall  and  flow  of  streams,  to 
which  reference  has  already  been  made. 

Experiments  upon  the  purification  of  sewage  and  water  have  been 
carried  on  at  the  Lawrence  Experiment  Station  as  in  previous  years, 
and  the  results  are  presented  by  the  chemist  in  charge.     Several  of 
the  large  experimental  filters  for  the  purification  of  sewage  have  now 


1  STATE  BOARD  OF  HEALTH.  [Jan. 

been  in  operation  for  a  period  of  twelve  years,  and  the  information 
obtained  from  these  filters  has  been  of  the  greatest  value  in  furnish- 
ing reliable  data  with  regard  to  the  means  of  purifying  sewage  and 
preventing  the  pollution  of  streams.  Much  attention  has  been  given 
to  the  purification  of  sewage  by  rapid  methods,  especially  by  the 
method  of  subjecting  the  sewage  to  decomposition  and  putrefaction 
in  a  tank  before  applying  it  to  filters,  thereby  causing  a  large  por- 
tion of  the  organic  matter  in  suspension  to  be  broken  up,  so  that  it 
is  either  dissolved  in  the  sewage  or  escapes  in  the  form  of  gas. 
Much  of  the  remainder  becomes  very  finely  divided,  and  the  sewage 
can  be  purified  subsequently  by  filtration  at  much  greater  rates  than 
in  cases  where  fresh  sewage  is  applied  to  filters.  This  process, 
known  as  the  septic  tank  process,  has  furnished  very  interesting 
results,  and,  taken  in  connection  with  the  bacterial  or  contact  fil- 
ters, so-called,  gives  promise  of  furnishing  a  means  of  purifying 
sewage  in  places  where  suitable  land  for  the  purpose  is  not  available. 

Investigations  upon  the  purification  of  water  by  sand  filti*ation 
have  been  carried  on  as  usual,  and  the  operations  of  the  Lawrence 
city  filter  have  been  followed  as  in  previous  years.  The  results  of 
the  studies  of  the  past  year  bring  out  very  clearly  the  importance 
of  a  careful  study  of  bacterial  results,  especially  with  reference  to 
the  character  of  the  bacteria  passing  through  a  filter,  and  indicate 
that  determinations  of  numbers  of  bacteria  only  may  fail  to  give  re- 
liable information  as  to  the  efficiency  of  a  filter. 

The  results  of  many  investigations  made  in  recent  years  upon  the 
purification  of  waters  containing  iron  in  various  forms  are  summa- 
rized in  a  paper  by  Mr.  H.  W.  Clark,  chemist  of  the  Board,  in  which 
the  results  of  several  of  these  investigations  are  presented  in  detail. 

Offensivb  Trades. 

By  the  provisions  of  chapter  80,  section  93,  Public  Statutes,  cer- 
tain powers  and  duties  were  given  to  the  State  Board  of  Health  with 
reference  to  the  suspension  of  the  business  of  slaughtering  cattle, 
sheep  and  other  animals,  or  melting  and  rendering,  or  other  noxious 
or  offensive  trades ;  but  within  the  past  five  years  no  petitions  have 
been  made  to  the  Board  requesting  its  action  under  this  statute. 

By  certain  acts  of  1894  and  1895  (chapters  491,  section  17,  of 
1894,  and  496,  section  3,  of  1895)  additional  measures  were  pro- 
vided, imposing  upon  the  local  authorities  certain  duties  in  addition 
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to  those  which  already  existed.  By  these  provisions  it  was  required 
that  the  proprietors  of  slaughter  houses  and  other  similar  establish- 
ments should  apply  for  licenses  to  carry  on  business  annually  in 
April,  such  application  to  be  made  to  the  mayor  and  aldermen  of 
cities  and  to  the  boards  of  health  of  towns. 


Health  of  Towns. 

During  the  past  few  years  it  has  been  customary  to  insert  at  the 
latter  end  of  the  report  of  the  Board  a  brief  digest  of  matters  re- 
lating to  the  health  of  towns,  selected  from  the  printed  reports  of 
local  boards  of  health.  Similar  material  is  introduced  in  the  present 
report,  with  the  addition  of  several  reports  of  inspections  made  in 
different  cities  and  towns  by  Dr.  Morse,  medical  inspector  of  the 
Board,  at  the  request  of  local  boards  of  health.  Most  of  these  have 
reference  to  the  prevalence  of  typhoid  fever.  In  several  instances 
conditions  were  found  which  were  sufficiently  serious  to  account  for 
the  prevalence  of  disease  which  existed. 

Summer  Resorts. 

Within  the  past  few  years,  and  especially  since  the  rapid  intro- 
duction of  electric  railways,  the  popular  demand  for  places  of  out- 
door recreation  outside  the  limits  of  large  centres  of  population  has 
led  to  the  establishment  of  many  places  of  amusement,  camp  and 
picnic  grounds  and  other  kinds  of  summer  resorts. 

Some  of  these  resorts  are  of  a  permanent  character,  where  cot- 
tages have  been  built  to  be  occupied  for  the  season ;  while  others 
are  only  temporary,  and  are  used  as  picnic  grounds  for  a  portion  of 
a  day  only  at  a  time.  In  the  latter  case,  however,  it  often  happens 
that  thousands  of  people  visit  such  places  at  once.  The  places  se- 
lected for  such  resorts  are  often  located  upon  the  shores  of  some 
stream,  lake  or  pond  used  as  a  public  water  supply,  and  in  some 
cases  the  collection  of  people  in  large  numbers  upon  the  water-shed 
of  such  bodies  of  water  has  led  to  their  pollution  and  the  consequent 
occurrence  of  epidemics  of  typhoid  fever  in  a  neighboring  city  or 
town  dependent  upon  these  sources  for  its  public  water  supply. 

Attention  has  already  been  called  to  this  subject  in  the  reports  of 
the  Board  for  1896  and  1897  (pp.  xix  and  xx).  An  inspection  of 
these  places  was  made  in  1896,  and  it  was  found  that  at  that  time 
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there  were  at  least  130  such  places  distributed  throughout  the  State. 
Id  some  of  them  the  sanitary  conditions  were  such  as  needed  cor- 
rection, and  notices  to  that  effect  were,  sent  to  the  owners  or  pro- 
prietors. 

During  the  past  year  further  inspections  have  been  made  of  such 
places  as  had  not  been  visited  at  the  time  of  the  first  inspection,  and 
of  others  where  the  conditions  were  such  as  to  require  further  in- 
spection. A  report  upon  these  latter  places  has  been  prepared  by 
Dr.  Morse,  the  medical  inspector  of  the  Board,  and  appears  at  the 
end  of  this  volume. 

Routine  Wobk  of  the  Board. 

During  the  year  ended  Sept.  30,  1899,  the  Board  held  meetings 
at  least  once  in  each  month.  Meetings  of  such  of  the  standing  com- 
mittees as  were  necessary  for  the  transaction  of  business  were  also 
held  from  time  to  time.  Hearings  were  held  at  the  office  of  the 
Board  relative  to  the  sewage  disposal  of  Middleborough,  Stock- 
bridge,  Pittsfield,  Southbridge,  Wakefield  and  Webster,  and  with 
reference  to  a  proposed  outlet  for  the  sewage  of  a  district  in  Somer- 
ville  into  the  Miller's  River.  A  hearing  was  also  held  at  Pittsfield 
with  reference  to  the  sewage  disposal  of  that  city,  the  Board  at- 
tending. 

The  office  of  the  Board  has  been  open  throughout  the  year,  as 
prescribed  by  the  Public  Statutes,  chapter  21,  section  10,*  for  the 
transaction  of  its  authorized  business. 

Advice  has  been  very  frequently  given  at  the  office  and  by  mail 
to  local  boards  and  to  individuals  in  regard  to  sanitary  matters,  and 
many  visits  have  been  made  by  the  inspector,  the  engineers  and 
other  experts  to  cities  and  towns  for  the  purpose  of  making  investi- 
gations and  giving  advice. 

The  bacteriological  work  undertaken  by  the  Board  for  the  benefit 
of  such  communities  in  the  State  as  possessed  no  facilities  for  such 
methods  of  investigation  and  diagnosis,  together  with  the  produc- 
tion and  distribution  of  antitoxin  for  the  treatment  and  prevention 
of  diphtheria,  has  very  materially  increased  the  work  of  the  office, 
which  acts  as  a  general  and  central  station  for  the  distribution  of 
antitoxin  and  of  the  various  culture  tubes,  receptacles  and  other 
means  employed  for  the  diagnosis  of  disease. 

*  OfBoe  honrty  9  a.m.  to  6  p.m.  ;  Saturdays,  9  a.m.  to  2  p.m. 
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The  work  of  antitoxin  production  especially  has  increased  over 
that  of  the  previous  year,  as  will  be  seen  by  reference  to  the  report 
upon  antitoxin  production. 

The  statistics  of  mortality  compiled  from  the  weekly  postal-card 
returns  from  the  registering  authorities  of  cities  and  towns  have  been 
published  weekly  during  the  year  in  the  form  of  a  bulletin,  which 
also  contains,  once  in  each  month,  a  report  of  the  work  done  in  the 
line  of  food  and  drug  inspection,  together  with  the  prosecutions  made 
under  the  food  and  drug  acts,  and  other  important  information  rela- 
tive to  the  work  of  this  department.  In  addition  to  these  items  there 
is  also  published  in  the  same  bulletin  a  weekly  report  of  the  number 
of  cases  of  infectious  diseases  reported  by  the  local  boards  to  the 
State  Board  of  Health,  under  the  provisions  of  chapter  302  of  the 
Acts  of  1893.  It  is  the  intention  of  the  Board  to  increase  the  use- 
fulness of  this  bulletin  by  introducing  further  material  relative  to 
sanitary  matters  of  interest  to  the  people. 

The  laboratories  for  water  analysis  and  for  food  and  drug  inspec- 
tion are  located  on  the  fifth  floor  of  the  State  House,  the  former  at 
Room  502  and  the  latter  at  Room  501,  each  of  which  is  open  during 
the  usual  working  hours. 

The  following  table  presents  certain  statistical  data  relative  to  the 
routine  work  of  the  Board :  — 

Statistical  Table  for  thb  Yeab  ended  Sept.  30, 1899. 

Whole  number  of  samples  of  foods  and  drugs  examined  during  the 

year, 9^08 

Samples  of  milk  examined  (included  in  the  foregoing), ....        6J86 
Whole  number  of  samples  of  food  and  drugs  examined  since  beginning 

of  work  in  1888, 107,892 

Whole  number  of  samples  of  milk  examined  since  beginning  of  work 

ml888, 67,884 

Number  of  prosecutions  against  offenders  during  the  year,     ...  47 

Number  of  convictions  during  the  year, 46 

Amount  of  fines  imposed  during  the  year, tl|482  66 

Number  of  packages  of  antitoxin  of  1,600  units  each  issued  to  cities  and 

towns,* 81,997 

Number  of  bacterial  cultures  made  for  the  diagnosis  of  diphtheria  in 

cities  and  towns,* 3,268 

Number  of  examinations  made  for  diagnosis  of  tuberculosis,*  671 
Number  of  examinations  of  blood  made  for  diagnosis  of  malarial  infec- 
tion,*         76 

•  For  the  year  ended  March  81, 1900. 
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Namber  of  notices  of  oases  of  infectious  diseases  received  and  recorded 
under  the  provisions  of  chapter  302,  Acts  of  1893,*      ....       27,719 

Number  of  postal-card  returns  of  mortality  for  cities  and  towns  received 
and  recorded,* 2,016 

Number  of  annual  reports  of  cities  and  towns  received  under  the  pro- 
visions t  of  Acts  of  1894,  chapter  218,* 89 

Force  employed  in  general  work  of  Board  at  central  office,  State  House :  — 

Secretary, 1 

Clerks, 3 

Messenger, 1 


Total, 


Total, 


Total, 


5 


Force  employed  at  central  office.  State  House,  Boston,  for  food  and  drug 

inspection,  chemists  and  assistants, 2 

At  Amherst, 1 

Inspectors, 4 


7 


Force  employed  at  laboratory  (Bussey  Institute) :  — 

Pathologist, 1 

Assistants, 5 


6 


Under  the  Provisions  of  Chapter  375,  Acts  of  1888. 

Applications  for  advice  from  cities,  towns  and  others :  — 

Relating  to  water  supply, 39 

Relating  to  ice  supply, 8 

Relating  to  sewerage  and  drainage, 30 

Relating  to  pollution  of  streams, 6 

Miscellaneous, 1 

Total, 79 

Number  of  samples  of  water  examined  chemically  and  microscopically 

at  the  laboratory.  Room  602,  State  House, 3,613 

Number  of  samples  of  sewage  and  effluent  from  sewage  purification 

works  examined  chemically  at  the  laboratory.  Room  602,  State  House,  493 

Number  of  samples  of  sewage  and  water  examined  chemically  and 

bacterially  at  Uie  Lawrence  Experiment  Station, 2,204 

Number  of  samples  of  sand  examined  chemically  and  bacterially  at  the 

Lawrence  Experiment  Station, 312 

Number  of  samples  of  sand  examined  mechanically  at  the  Lawrence 

Experiment  Station, 368 

Additional  samples  examined  bacterially  at  the  Lawrence  Experiment 

Station, 7,871 

Total  number  of  samples  examined, 14,761 

•  For  the  calendar  year  1899.    f  Towni  having  a  popnlatioii  of  over  6,000  inhabitants  in  each. 
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Force  employed  at  central  office :  — 

Chief  englDcer, 1 

Assistant  engineers, 4 

Stenographers  and  clerks, 2 

Messenger, .  1 

—  8 

At  laboratory.  Room  502,  State  House :  — 

Chemists, 1 

Assistant  chemists, 6 

Biologist, 1 

At  Lawrence  Experiment  Station :  — 

Chemists, 2 

Bacteriologists, 2 

Other  assistants  and  laborers, 4 

—  8 

Total  ordinary  force  employed  under  chapter  875,  Acts  of  1888,     .  23 

Total  ordinary  force  in  all  departments, 41 

The  number  of  applications  for  advice  under  the  provisions  of  the 
acts  relating  to  water  supply  and  sewerage,  received  since  July, 
1886,  when  these  acts  first  went  into  operation,  is  as  follows :  — 


1886, 
1.887, 
1888, 
1889, 
1890, 
1891, 
1892, 
1898, 


8 

1894, 

22 

1895, 

28 

1896, 

38 

1897, 

23 

1898, 

53 

1899, 

56 

51 

r 

Total, 


58 
52 
65 
69 
75 
79 

662 


Re  COMMENDATIONS . 

The  following  recommendation  was  made  to  the  Legislature  at 
the  beginning  of  the  session  of  1900  :  — 


The  Board  recommends  the  continuance  of  its  investigations  now  being  car- 
ried on,  as  authorized  by  the  provisions  of  chapter  375  of  the  Acta  of  1888. 

For  this  purpose,  and  to  make  the  necessary  investigations  in  order  to 
advise  cities,  towns,  corporations  and  individaals  in  regard  to  the  best 
methods  of  assuring  the  purity  of  intended  or  existing  water  supplies  and 
the  best  method  of  disposing  of  sewage,  and  to  carry  out  the  other  provi- 
sions of  chapter  375  of  the  Acts  of  1888,  the  Board  estimates  that  the  sum 
of  930,000  will  be  required. 
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Expenditures  . 

The  expenditures  in  1899  under  the  foregoing  appropriations 
were  as  follows :  — 

General  Expenditures  Sept,  30,  1898,  to  Sept.  30,  1899* 

Salaries tS,742  00 

Trayelllng  expenses, 739  65 

Stationery, 519  8S 

Printing, 1,782  85 

Books,  subscription  and  binding, 859  01 

AdTertising, 58  00 

Express  charges, 215  04 

Extra  services 107  10 

Messenger  services, 18  44 

Postage  and  postal  orders, 879  51 

Telephone  and  telegraph  messages, 129  98 

Typewriting  supplies, 7  15 

Translations 18  00 

Sundry  office  supplies  and  incidental  expenses,  199  86 

•18,225  97 

E^endiiures  at  Pathologieal  Laboratory  at  Forest  Hills, 

Salaries, t8,067  04 

Travelling  expenses, 46  19 

Purchase  of  animals, 460  62 

Board  of  horses, 1,681  20 

Food  for  animals, 74  87 

Apparatus,  chemicals  and  laboratory  supplies,               .       .  1,586  99 

Ice, 5  80 

Postage, 5  64 

Stationery, 6  25 

Rental  of  telephone  and  messages, 127  05 

7,011  15 

Total. $20,287  12 


Eospenses  under  Chapter  376  of  Acts  of  1888  {Protection  of  Purity  of  Inland 

Waters)  for  Calendar  Tear  1899. 

Salaries,  including  wages  of  laborers  at  I^awrence  Experiment  Station,  f  24,128  58 

Apparatus  and  materials, 2,680  80 

Rent  of  Lawrence  Experiment  Station, 150  00 

Travelling  expenses, 1,486  88 

Express  charges, 915  88 

Use  of  tools  and  office,  Lawrence  Experiment  Station,  ....       214  16 

Amount  carried  forward, $29,525  25 
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Amount  brought  forward, f  29,526  25 

Books,  stationery  and  drawing  materials, 250  19 

Maps  and  blue  prints, 88  35 

Postaji^e  stamps, 13  00 

Printing,    . 104  02 

Collection  of  samples, 8  80 

Messengers,  telegrams  and  telephone  messages, 15  18 

Total, 129.999  79 

For  Food  and  Drug  Inspection  for  Year  ending  Sept,  30, 1899. 

Salaries  of  analysts, 18,875  48 

Salaries  of  inspectors, 4,050  00 

Travelling  expenses  and  purchase  of  samples,      .                               .  1,808  50 

Apparatus  and  chemicals, .  1,121  72 

Printing, 21  67 

Express, 1  55 

Special  investigation, 50  00 

Telegram, 42 

Extra  services  for  inspection, 188  00 

Services  (cleaning  laboratory), 122  00 

Case  for  samples, 7  50 

Sundry  small  supplies, 9  99 

Total, 111,251  83 

HENRY  P.  WALCOTT, 
JULIAN  A.  MEAD, 
HIRAM  F.  MILLS, 
FRANK  W.  DRAPER, 
GERARD  C.  TOBEY, 
JAMES  W.  HULL, 
CHARLES  H.  PORTER, 

8laU  Board  of  Health. 


Water  Supply  and  Sewerage. 
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ADVICE  TO  CITIES  AND  TOWNS. 


Under  the  provisions  of  chapter  375  of  the  Acts  of  1888,*  entitled 
*•  An  Act  to  protect  the  purity  of  inland  waters,  and  to  require  con- 
saltation  with  the  State  Board  of  Health  regarding  the  establishment 
of  systems  of  water  supply,  drainage  and  sewerage,"  the  Board  is 
required 

^*  from  time  to  time  to  consult  with  and  advise  tbe  authorities  of  cities  and 
towns,  or  with  corporations,  firms  or  individuals  either  already  having  or 
intending  to  introduce  systems  of  water  supply,  drainage  or  sewerage,  as 
to  the  most  appropriate  source  of  supply,  the  best  practical  method  of 
assuring  the  purity  thereof  or  of  disposing  of  their  drainage  or  sewage, 
having  regard  to  the  present  and  prospective  needs  and  interests  of  other 
cities,  towns,  corporations,  firms  or  individuals  which  may  be  affected 
thereby.  It  shall  also  from  time  to  time  consult  with  and  advise  persons 
or  corporations  engaged  or  intending  to  engage  in  any  manufacturing  or 
other  business,  drainage  or  sewage  from  which  may  tend  to  cause  the  pol- 
lution of  any  inland  water,  as  to  the  best  practicable  method  of  preventing 
such  pollution  by  the  interception,  disposal  or  purification  of  such  drainage 
or  sewage :  provided^  that  no  person  shall  be  compelled  to  bear  the  ex- 
pense of  such  consultation  or  advice,  or  of  experiments  made  for  the  pur- 
poses of  this  act.  All  such  authorities,  corporations,  firms  and  individuals 
are  hereby  required  to  give  notice  to  said  Board  of  their  intentions  in  the 
premises,  and  to  submit  for  its  advice  outlines  of  their  proposed  plans  or 
schemes  in  relation  to  water  supply  and  disposal  of  drainage  and  sewage ; 
and  all  petitions  to  the  Legislature  for  authority  to  introduce  a  system  of 
water  supply,  drainage  or  sewerage  shall  be  accompanied  by  a  copy  of  the 
recommendation  and  advice  of  the  said  Board  thereon." 

During  the  year  1899  the  Board  has  given  its  advice  to  the  fol- 
lowing cities,  towns,  corporations  and  individuals  who  have  applied 
for  such  advice  under  the  provisions  of  the  general  act  of  1888,  or 
under  special  acts  relating  to  water  supply  and  sewerage. 
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Official  communications  were  made  during  the  year  under  the  pro- 
visions of  acts  relating  to  water  supply  as  follows :  — 


Atdeboroogh. 

Blackstone. 

Brookline. 

Cheshire. 

Dartmouth  (Bay  View). 

Dartmouth  (Salter's  Point). 

Falmoath. 

Framingfaam  (State  Camp  Ground). 

Granville.* 

Great  Barrington. 

Harvard  (Hildreth  Bros.). 

Holyoke. 

Holyoke  (American  Thread  Company). 

Hyde  Park. 

Lawrence. 

Lowell  (three  letters  of  advice). 

Lowell    (Lowell   Bleachery  and  Dye 

Works). 
Medway  (Poor  Farm). 
Milford  (two  letters  of  advice). 


Needham. 

North  Adams  (Board  of  Health). 
North  Adams  (N.  L.  Millard  &  Co.). 
Northampton  (Mt.  Tom  Sulphite  Palp 

Company). 
Plymouth. 
Provincetown. 
Randolph. 
RusselL 

Salem  (two  letters  of  advice) 
Springfield. 
Stoughton. 
Tyngsborough. 
Ware. 
Warren. 
Wellesley. 
Weston. 

West  Springfield. 
Wilmington. 


Official  communications  were  also  made  during  the  year  under 
general  and  special  acts  relating  to  sewerage  and  sewage  disposal  as 
follows :  — 


Bridge  water  (State  Farm). 

Easthampton. 

Foxborough. 

Foxborough   (Massachusetts  Hospital 

for  Dipsomaniacs  and  Inebriates). 
Grardner. 
Haverhill. 

Hopedale  (The  Draper  Company). 
Longmeadow. 
Lndlow. 
Middleborough. 


North  Adams. 
Northampton. 
Pittsfield. 

Somerville  (three  letters  of  advice). 
Southbridge. 
Stockbridge. 
Wakefield. 
Webster. 
Westboroagh. 

Westborough  (Lyman  and  Industrial 
Schools). 


I 


Beplies  were  made  in  answer  to  applications  from  the  authorities 
of  the  following  cities  and  towns  for  advice  relative  to  the  pollution 
of  ponds,  streams  and  other  bodies  of  water :  — 


Dracut 
New  Bedford 


Uxbridge. 
West  Springfield. 
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Replies  were  also  made  during  the  year  in  answer  to  applications 
from  the  following  authorities  for  advice  relative  to  sources  of  ice 
supply :  — 


Holyoke. 
North  Adams. 


Springfield. 
Ware. 


Rules  and  regulations  for  the  sanitary  protection  of  sources  of 
water  supply  were  made  for  the  following  authorities :  — 

Cambridge  Water  Board.  |         Metropolitan  Water  Board. 


Water  Supply. 

The  following  is  the  substance  of  the  action  of  the  Board  during 
the  past  year,  in  reply  to  applications  for  advice  relative  to  water 
supply :  — 

ATTLEBORonoH.  An  application  was  received  from  the  water 
conunissioners  of  Attleborough,  Dec.  19,  1898,  requesting  from  the 
Board  such  recommendations  as  it  could  make,  as  the  result  of  the 
studies  which  have  been  made  during  the  past  year,  with  a  view  to 
eliminating  the  iron  from  the  public  water  supply  of  the  town.  The 
Board  replied  to  this  request  as  follows :  — 

jAir.  24,  1899. 

Since  receiving  your  application  for  advice  as  to  some  method  by  which 
the  rusty  appearance  of  the  water  in  the  distributing  system  of  the  town  of 
AttleboTOugh  might  be  remedied,  the  Board  has  caused  an  investigation  to 
be  made,  to  determine  the  condition  of  the  water  and  the  cause  of  the 
presence  of  iron  therein,  and,  if  possible,  to  discover  some  suitable  method 
of  preventing  trouble  from  this  cause.  In  the  course  of  these  investiga- 
tions several  experiments  have  been  made,  with  the  assistance  of  your 
Board,  upon  various  methods  of  treating  water. 

Analyses  of  water  supplied  to  the  town  of  Attleborough  from  the  well 
near  Seven  Mile  River  have  been  made  regularly  by  this  Board  about  once 
each  month  since  the  well  was  completed,  and  the  results  show  that  the 
quality  remains  about  the  same  as  in  the  beginning.  The  water  is  clear, 
nearly  colorless  and  almost  always  odorless.  It  is  also  soft  and  contains 
but  little  organic  matter,  and  as  drawn  from  the  well  it  is  of  excellent 
quality  for  drinking  and  other  domestic  uses. 

It  has  been  found,  however,  that  the  water  in  the  pipes  in  various  parts 
of  the  system  contains  an  excessive  amount  of  iron ;  and,  since  the  quan- 
tity of  iron  present  in  the  water  of  the  well  has  always  been  insignificant, 
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so  far  as  is  shown  by  the  chemical  analyses,  it  is  evident  that  the  water 
takes  up  iron  from  the  pipes  in  its  passage  through  them. 

Further  examination  of  the  water  of  the  well  has  shown  that  it  contains 
carbonic  acid  gas  in  large  quantity  and  a  considerable  quantity  of  dissolved 
oxygen.  Our  investigations  of  this  and  other  water  supplies  and  experi- 
ments conducted  in  the  laboratory  have  shown  that  some  waters  in  which 
these  substances  are  present  will  attack  the  metal  of  pipes  through  which 
the  water  is  conveyed,  and  it  is  probable  that  the  corrosive  action  of  the 
Attleborough  water  upon  the  pipes  through  which  it  is  conveyed  is  caused 
by  the  presence  of  one  or  both  of  these  substances.  Various  means  of 
preventing  the  water  from  attacking  the  pipes  have  been  tried,  one  of 
which  was  to  remove  the  carbonic  acid  gas  by  aeration ;  but  the  quantity 
of  oxygen  that  remained  in  the  water  was  such  as  to  cause  the  water  to 
attack  the  pipes,  and,  while  the  quantity  of  iron  that  would  be  taken  from 
the  pipes  in  this  way  might  be  smaller  than  under  the  present  conditions, 
the  water  would  nevertheless  be  liable  to  continue  to  be  objectionable  for 
many  purposes. 

The  effect  of  adding  lime  to  the  water  has  also  been  tried,  but  our  in- 
vestigations have  not  been  carried  far  enough  to  determine  definitely  what 
results  can  be  obtained  in  this  way.  The  only  recommendation  that  the 
Board  can  make  at  the  present  time  is  that  the  investigation  be  continued, 
since  the  water  is  of  excellent  quality  for  domestic  uses  and  would  not  be 
objectionable  in  any  way  were  it  not  for  the  presence  of  iron  in  excessive 
quantity  in  the  distributing  system. 

Careful  records  of  the  temperature  of  the  water  in  the  well  and  in  Orr's 
Pond,  as  well  as  in  various  parts  of  the  distributing  system,  have  been  fur- 
nished by  you,  and  several  observations  have  been  made  by  the  Board. 
The  results  of  these  investigations  indicate  that  some  of  the  water  entering 
the  well  probably  comes  from  the  rainfall  percolating  through  the  ground 
in  its  vicinity,  and  that  other  portions  probably  come  by  filtration  from 
Seven  Mile  Biver,  and  still  other  portions  from  Orr's  Pond. 

It  is  possible  that  further  investigations  might  show  the  source  from 
which  comes  the  carbonic  acid  which  enters  the  well,  and  it  may  be  practi- 
cable to  neutralize  its  influence  without  affecting  unfavorably  the  quality 
of  the  water  of  the  well.  In  continuing  the  investigation,  it  appears  to  be 
of  much  importance  to  examine  the  condition  of  the  water  in  the  ground 
about  the  well ;  and  it  is  suggested  that,  as  the  next  step  in  the  investiga- 
tion, you  cause  test  wells  to  be  driven  in  the  region  about  the  well,  in  order 
to  make  it  practicable  to  examine  the  water  and  determine  if  possible  the 
source  from  which  the  carbonic  acid  gas  comes,  and  whether  its  entrance 
into  the  well  can  be  prevented  or  its  effect  neutralized  in  any  way.  The 
Board  will  continue  to  co-operate  with  you  in  these  investigations,  and  will 
make  all  necessary  analyses  and  will  give  you  further  advice  in  the  matter 
when  the  results  of  further  investigations  are  available. 
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Blagkstoke.  An  application  was  received  from  the  water  supply 
committee  of  Blackstone,  Nov.  18, 1899,  for  the  advice  of  the  Board 
relative  to  a  proposed  water  supply  for  that  town.  The  Board  re- 
plied to  this  application  as  follows :  — 

Jan.  5»  1900. 

The  State  Board  of  Health  received  from  you,  on  Nov.  18,  1899,  an 
application  for  advice  with  reference  to  a  proposed  water  supply  for  the 
town  of  Blackstone,  in  which  you  refer  to  Ironstone  Pond,  Fox  Brook  and 
Emerson  Brook  as  possible  sources  of  supply.  The  Board  has  caused  the 
sources  referred  to  to  be  examined  by  one  of  its  engineers,  and  samples  of 
the  water  of  these  and  other  sources  to  be  analyzed.  Two  of  the  sources 
referred  to  by  you.  Ironstone  Pond  and  Emerson  Brook,  were  examined 
by  the  Board  in  1893,  at  the  request  of  a  number  of  citizens  of  Blackstone 
who  proposed  to  form  a  water  company  at  that  time,  and  ^  copy  of  the 
advice  of  the  Board  with  reference  to  the  sources  proposed  at  that  time  is 
enclosed  herewith.  (See  Senate  Document  4,  1895.)  The  recent  exami- 
nations of  the  Ironstone  Pond  and  Emerson  Brook  sources  tend  to  confirm 
the  opinion  expressed  in  1893 ;  and,  excepting  the  examinations  made  by 
the  Board,  it  does  not  appear  that  any  more  thorough  investigations  of 
these  sources  have  been  made  since  the  time  of  the  previous  application. 
It  is  not  likely  that  it  will  be  practicable  for  the  town,  except  at  large 
expense,  to  make  such  improvements  at  either  source  as  to  make  it  capable 
of  furnishing  a  water  of  satisfactory  quality  for  the  town  of  Blackstone. 

Fox  Brook,  the  remaining  source  mentioned  by  you,  at  the  point  sug- 
gested for  the  location  of  a  reservoir,  has  a  water-shed  of  4.25  square  miles, 
which  contains  a  population  of  about  62  persons  per  square  mile.  Analy- 
ses of  the  water  of  Fox  Brook  show  that  it  is  highly  colored,  and  contains 
a  large  quantity  of  organic  matter.  Considering  all  the  circumstances,  this 
source  is  not,  in  the  opinion  of  the  Board,  a  satisfactory  one  from  which 
to  attempt  to  secure  a  water  supply  for  Blackstone. 

'  A  good  ground-water  supply  would  be  more  satisfactory  than  either  of 
the  sources  suggested.  In  the  vicinity  of  a  brook  flowing  from  Ironstone 
Pond  to  the  Blackstone  River  there  are  large  areas  of  land  where  the  soil 
apparently  consists  of  coarse  and  porous  material,  which  absorbs  a  large 
proportion  of  the  water  falling  upon  it.  Much  spring  water  discharges 
from  this  territory  into  the  stream  at  various  points  before  it  reaches  the 
Blackstone  River,  and  you  have  called  attention  to  these  springs  and  re- 
quested advice  as  to  the  feasibility  of  obtaining  a  supply  for  Blackstone 
in  this  region.  Analyses  of  samples  of  water  from  two  of  the  springs  in 
this  region  show  that  it  is  soft,  colorless,  and  otherwise  of  excellent  qual- 
ity for  the  purposes  of  a  public  water  supply ;  and,  judging  from  the 
quantity  flowing  in  the  early  part  of  December,  1899,  there  is  a  prospect 
of  obtaining  an  ample  supply  of  water  for  Blackstone  in  this  region,  if  the 
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porous  material  is  deep  over  a  considerable  area.  This  source  has  the 
advantage  of  being  quite  near  the  thickly  settled  portion  of  the  village  of 
Millville,  though  not  near  enough  so  that  the  quality  of  the  water  is  likely 
to  be  injured  by  the  growth  of  population  in  this  village. 

Considering  the  circumstances,  the  Board  would  advise  that  an  investi- 
gation be  made  by  the  town  in  the  vicinity  of  the  springs  by  means  of  test 
wells  to  deteiTuine  the  depth  and  extent  of  porous  soil;  and  if,  upon 
examination,  favorable  conditions  are  found,  it  is  desirable  that  you  cause 
a  pumping  test  to  be  made  by  pumping  continuously  from  a  group  of  wells 
in  this  locality  at  a  rate  as  great  as  would  be  necessary  for  the  supply  of 
the  town  of  Blackstone.  The  Board  will  co-operate  with  you  in  further 
investigations  by  making  such  analyses  of  water  as  may  be  necessary,  and 
will  give  you  further  advice  in  the  matter  when  you  have  the  results  of 
additional  investigations  to  present. 

Brookune.  An  application  was  received  fix)m  the  selectmen  and 
water  board  of  Brookline,  Dec.  7,  1899,  for  the  advice  of  the  State 
Board  of  Health  with  reference  to  enlarging  the  yield  of  the  present 
sources  of  water  supply.  The  Board  replied  to  this  application  as 
follows :  — 

Jan.  5, 1900. 

The  State  Board  of  Health  received  from  you,  on  Dec.  7, 1899,  an  appli- 
cation for  advice  with  reference  to  an  additional  water  supply  for  the  town, 
in  which  you  state :  — 

The  present  capacity  of  the  force  mains  and  pumps  is  5,000,000  gallons  in  twenty- 
four  hours.  The  system  of  driven  wells  and  the  filtering  gallexy  will  ftimish 
ttte  above  amount  of  water  except  during  the  lowest  stages  of  the  river,  when  it  is 
proposed  to  pump  water  fix>m  the  river  on  to  the  meadows  in  which  the  wells  are 
driven,  if  this  can  be  doae  without  injuring  the  quality  of  the  water. 

The  town  now  owns  land  enough,  in  addition  to  the  land  on  which  the  wells 
and  filtering  galleries  are  located,  to  yield  from  8,000,000  to  5,000,000  gallons  per 
day,  and  the  system  of  driven  wells  can  be  easily  extended  if  foond  desirable  or 
necessary  to  convey  the  additional  water  to  the  pumps.  The  cost  of  this  extension 
will  be  small.  .  .  . 

The  Board  has  carefully  considered  the  proposed  plan  and  the  results  of 
analyses  of  the  water  of  Charles  River  and  of  the  present  wells  and  filter- 
gaUery,  and  has  caused  an  examination  to  be  made  by  its  engineer  of  the 
location  and  surroundings  of  your  present  works. 

The  water  obtained  from  your  present  works  is  of  excellent  appearance, 
being  clear,  nearly  colorless,  and  otherwise  of  good  quality,  and  since  a 
covered  reservoir  has  been  provided  the  quality  does  not  deteriorate  in  the 
distributnng  system.  Much  of  the  land  in  the  region  about  the  wells  is 
subject  to  inundation  at  times  of  high  water  in  the  river,  and  is  uninhabited ; 


No.  34.]        ADVICE  TO   CITIES   AND   TOWNS.  9 

and  the  town  controls  so  large  an  area  of  land  that  it  will  be  able  to  pre- 
vent serious  danger  of  injury  to  the  quality  of  its  water  supply  that  might 
result  from  the  growth  of  population  in  this  region,  for  many  years. 

The  character  of  the  soil  over  much  of  the  area  controlled  by  the  town 
appears,  from  such  examinations  as  have  been  made,  to  be  similar  to  that 
in  which  the  present  wells  are  located ;  and  it  will  be  practicable  to  enlai*ge 
the  tubular  well  system  by  extending  it  through  the  favorable  portions  of 
these  lands,  and  thus  increase  considerably  the  yield  of  the  works  by 
drawing  a  larger  proportion  of  the  water  stored  in  the  ground,  and  increas- 
ing the  area  from  which  water  will  flow  toward  the  present  wells. 

The  main  feature  of  the  plan  for  increasing  the  yield  of  the  works  is  to 
pump  water  from  the  river  upon  the  meadows  in  which  the  wells  are 
located,  and  the  plan  involves  extending  the  tubular  well  system,  if  neces- 
sary or  desirable.  The  water  now  drawn  from  the  system  of  tubular  wells 
between  the  two  positions  of  the  river,  south-west  of  the  pumping  station, 
is  derived  from  a  gravel  stratum  found  at  a  depth  of  from  80  to  95  feet 
beneath  the  surface.  The  water  is  probably  supplied  partly  by  the  rainfall 
upon  the  ground  in  the  region  about  the  wells  and  partly  by  filtration  from 
the  river,  especiaUy  at  times  of  high  water,  and  when  the  land  in  which  the 
wells  are  situated  is  inundated.  Much  of  the  flat  land  in  the  region  of  the 
wells  is  covered  with  loam  or  peat  to  only  a  small  depth,  and  beneath  this 
material  the  soil  encountered  in  sinking  the  present  wells  was  found  to  be 
composed  of  sand  down  to  the  gravel  stratum  from  which  the  water  is 
drawn.  If  water  should  be  pumped  upon  the  surface  of  the  ground  about 
the  wells  in  its  present  state,  it  is  probable,  judging  from  the  experience 
with  the  present  wells  at  times  of  high  water  in  the  river,  that  a  consider- 
able portion  of  it  would  sink  into  the  ground ;  but  the  water  in  passing 
through  the  peat  would  be  liable  to  take  up  organic  matter  and  iron,  and, 
if  this  method  of  increasing  the  supply  should  be  used  frequently  or  regu- 
larly, it  might  injure  the  quality  of  the  water  of  the  wells. 

As  already  indicated,  the  depth  of  peat  is  not  great  over  a  large  portion 
of  the  area,  and  it  is  probably  feasible  to  remove  all  the  peat  and  organic 
matter  from  large  areas  of  the  flat  lands  at  small  expense.  If  river  water 
should  be  applied  to  areas  prepared  in  this  way  intermittently,  and  only  in 
such  quantities  as  would  allow  the  water  to  soak  away  and  the  surface  of 
the  area  to  remain  dry  for  a  period  of  several  hours  in  each  twenty-four, 
it  is  probable  that  the  yield  of  the  wells  could  be  materially  increased  with- 
out injuring  the  quality  of  the  water.  The  degree  to  which  the  organic 
matter  and  color  of  the  water  can  be  removed  and  its  temperature  lowered 
will  probably  be  dependent  also  to  a  considerable  extent  upon  the  time 
taken  by  the  water  in  passing  through  the  ground  to  the  wells.  It  is 
advisable  to  apply  the  river  water  at  a  considerable  distance,  not  less  than 
75  feet  from  the  wells,  and  not  to  allow  the  water  to  come  in  contact  with 
any  of  the  bodies  of  peat  which  are  not  removed  from  the  field. 
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Considering  all  the  circumstances,  the  Board  is  of  the  opinion  that  the 
proposed  plan  of  securing  an  additional  water  supply  has  such  advantages 
that  it  should  be  given  a  thorough  trial,  since  it  is  likely  that  by  develop- 
ing this  plan  in  the  manner  suggested  a  large  additional  supply  of  very  good 
water  can  be  obtained  at  a  smaller  cost  to  the  town  than  from  any  other 
fiource. 

The  Board  will,  if  you  so  request,  give  you  further  advice  in  this  matter 
when  plans  for  further  works  have  been  prepared. 

Cheshibe.  An  application  was  received  from  the  Cheshire  Water 
Company,  Aug.  9,  1899,  for  the  advice  of  the  Board  with  reference 
to  the  propriety  of  taking  Kitchen  Brook  in  that  town  as  an  addi* 
tional  source  of  water  supply.  The  Board  replied  to  this  applica- 
tion as  follows :  — 

Sbpt.  8, 1899. 

The  State  Board  of  Health  has  considered  your  application  for  advice 
with  referenoe  to  the  use  of  Kitchen  Brook  in  the  town  of  Cheshire  as  a 
Bource  of  publie  water  supply  for  that  town,  and  has  caused  the  water-shed 
to  be  examined  by  its  engineer,  and  samples  of  the  water  to  be  analyzed. 
The  results  of  these  and  the  previous  examinations  indicate  that  the  water 
of  this  etrean  is  quite  soft,  colorless  and  otherwise  of  good  quality  for  the 
purposes  of  a  publie  water  supply ;  and,  so  far  as  can  be  judged  from  the 
information  available,  the  flow  of  the  stream  is  sufficient  to  supply  all  of 
the  water  that  the  town  is  likely  to  need,  excepting  possibly  in  the  very 
airiest  weather. 

The  water^shed  of  this  stream  conteins  a  much  smaller  population  than 
that  of  Thunder  Brook,  your  present  source  of  supply ;  and  it  appears  that 
there  is  but  one  oeeupied  dwelling  house  upon  the  water-shed  of  this  stream, 
and  this  houae  is  so  situated  that  the  danger  of  pollution  of  the  stream  from 
this  place  can  easily  be  prevented.  The  quality  of  the  water  of  Kitehen 
Brook  is  slightly  better  than  that  of  Thunder  Brook,  judging  from  the 
limited  number  of  analyses  of  these  waters  that  have  thus  far  been  made. 

The  Board  is  of  the  opinion  that  Kitehen  Brook  is  an  appropriate  source 
of  additional  water  supply  for  Cheshire. 

Dartmouth  (Salter's  Point) .  An  application  was  received,  July 
12,  1897,  from  Alvin  F.  Waite  and  James  T.  Smith  of  Dartmouth, 
for  the  advice  of  tbe  Board  relative  to  the  proposed  water  supply 
for  Salter's  Point,  a  small  summer  settlement  on  the  shore  of  Bus^ 
card's  Bay  in  that  town^  The  Board  replied  to  this  application  as 
follows :  — 
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Aug.  4, 1899. 

The  State  Board  of  Health  received  from  you,  in  July,  1897,  an  appli- 
cation for  advice  with  reference  to  a  proposed  water  supply  for  the  sum- 
mer settlement  known  as  Salter's  Point  in  South  Dartmouth,  in  which  you 
stated  that  experiments  were  being  conducted  with  a  view  to  obtaining 
water  from  the  ground  in  the  valley  of  a  small  brook  west  of  the  village, 
and  requested  the  advice  of  the  Board  as  to  the  use  of  water  from  the 
proposed  source  for  the  supply  of  the  village.  Subsequently  a  well  20 
feet  in  diameter  and  about  20  feet  in  depth  was  excavated  in  the  vicinity 
of  the  brook  referred  to ;  but  it  has  not  been  practicable  to  obtain  a  sample 
of  the  water  until  the  present  summer,  when  the  water  was  first  used  for 
the  supply  of  the  village. 

The  Board  has  caused  the  locality  to  be  examined  by  one  of  its  engi- 
neers, and  a  sample  of  the  water  to  be  analyzed. 

The  results  of  the  analysis  show  that  the  water  is  quite  hard,  and  there 
are  indications  that  it  has  been  previously  polluted  by  sewage ;  but  the 
water  was  clear,  colorless  and  odorless,  and  practically  free  from  organic 
matter,  and  an  examination  of  the  surroundings  indicates  that  whatever 
polluted  water  may  find  its  way  to  the  well  must  pass  for  a  long  distance 
through  the  ground.  Under  the  circumstances  the  well  is,  in  the  opinion 
of  the  Board,  a  safe  source  from  which  to  take  water  for  the  supply  of  the 
village. 

With  regard  to  the  quantity  of  water  which  this  source  will  supply,  it  is 
difiScult  to  make  a  definite  estimate,  but  it  appears  to  be  sufficient  for  the 
present  needs  of  the  village. 

Dartmouth  (Bay  View).  An  application  was  received,  Oct.  6, 
1898,  from  Franklyn  Howland  of  New  Bedford,  for  the  opinion  of 
the  Board  with  reference  to  the  quality  of  the  water  of  a  well  used 
as  a  water  supply  for  Bay  View,  a  summer  resort  in  Dartmouth. 
To  this  application  the  Board  replied  as  follows  :  — 

Avo.  4, 1899. 

The  State  Board  of  Health  has  considered  your  application  for  advice 
with  reference  to  a  water  supply  for  the  summer  resort  known  as  Bay 
View,  in  the  town  of  Dartmouth,  and  has  caused  the  well  used  as  a  source 
of  supply  and  its  surroundings  to  be  examined  by  one  of  its  engineers,  and 
samples  of  the  water  to  be  analyzed. 

The  analysis  of  a  sample  of  water  collected  from  the  well  in  October, 
1898,  at  a  time  when  the  well  was  not  in  use,  showed  that  the  water  con- 
tained a  larger  amount  of  oi^anic  matter  than  is  found  in  a  good  ground 
water,  and  it  was  also  slightly  turbid  and  colored,  and  had  a  noticeable 
odor  on  heating.  It  was  not  practicable  to  obtain  another  sample  during 
1898;  but  in  July  of  the  present  year,  while  the  well  was  being  used, 
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another  sample  was  collected,  which  was  found  to  be  clear,  colorless  and 
odorless,  and  practically  free  from  organic  matter.  The  water  of  the  latter 
sample  shows  evidence  of  having  been  at  some  time  polluted  and  subse 
quently  well  purified  in  its  passage  through  the  ground,  and  the  indications 
are  that  the  water  under  present  conditions  is  suitable  for  drinking  and 
other  domestic  uses ;  but  a  tight  cover  should  be  provided  over  the  top  of 
the  well,  so  that  no  surface  water  or  water  pumped  from  the  well  upon  the 
ground  about  it  can  enter  it. 

The  quantity  of  water  which  this  source  would  yield  is  likely  to  prove 
too  small  for  the  supply  of  the  inhabitants  of  Bay  View  in  a  very  dry  sea- 
son ;  and  its  location  is  such  that,  if  other  houses  are  built  in  the  region 
immediately  about  the  well,  and  from  which  the  well  receives  its  supply, 
the  quality  of  the  water  may  be  injuriously  affected. 

Under  the  circumstances,  since  an  additional  supply  is  likely  to  be  needed, 
it  would  be  best  to  select  a  source  at  such  a  distance  from  dwelling  houses 
that  it  is  likely  to  be  free  from  danger  of  sewage  pollution. 

Falmouth  (the  Falmouth  Water  Company).  An  application  was 
received,  May  28,  1898,  from  the  Falmouth  Water  Company,  for 
advice,  under  chapter  375  of  the  Acts  of  1888,  relative  to  a  proposed 
water  supply  for  the  town  of  Falmouth,  and  for  the  approval  by  the 
Board,  under  chapter  66  of  the  Acts  of  1898,  of  the  use  of  the  water 
of  Long  Pond  in  Falmouth  and  of  water  taken  from  a  system  of 
tubular  wells  situated  between  Long  Pond  and  GreVs  Pond,  as 
sources  of  water  supply  for  that  town.  The  Board  replied  to  this 
application  as  follows :  — 

June  2,  1899. 

The  State  Board  of  Health  received  from  you,  on  May  28,  1898,  an 
application  requesting  the  advice  of  the  Board,  under  the  provisions  of 
chapter  875  of  the  Acts  of  1888,  as  to  a  proposed  source  of  water  supply 
for  the  town  of  Falmouth,  and  requesting  the  approval  of  the  Board,  under 
the  provisions  of  chapter  66  of  the  Acts  of  1898,  of  the  use  of  the  water  of 
Long  Lake  (or  Fond)  in  Falmouth  and  the  water  taken  from  a  system  of 
tubular  weUs  located  between  Long  Pond  and  Grew's  Pond,  for  the  supply 
of  the  town  of  Falmouth  for  domestic  use. 

The  application  was  accompanied  by  a  description  of  tests  which  had 
been  made  by  you  of  ground  in  the  vicinity  of  Grew's  Fond  and  the  south- 
erly end  of  Long  Fond,  and  soon  after  the  receipt  of  the  application  an 
examination  of  the  region  was  made  by  the  engineer  of  the  Board. 

Additional  wells  were  afterward  put  in,  and,  beginning  on  March  6, 
1899,  a  pumping  test  was  made  by  pumping  from  fifteen  weUs  located  on 
the  southerly  shore  of  Long  Fond  and  in  the  narrow  strip  of  land  separate 
ing  Long  Fond  from  Grew's  Fond.     The  test  was  continued  for  a  period 
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of  nearly  six  days,  water  being  pumped  at  the  rate  of  250,000  gallons  per 
day,  and  daring  the  test  samples  of  water  were  collected  by  you  and  sent 
in  for  analysis. 

Subsequently  a  diagram  was  received,  showing  the  location  of  the  wells 
which  it  is  proposed  to  use  as  sources  of  supply,  and  the  location  of  the 
pipe  through  which  it  is  proposed  to  draw  water  from  Long  Pond. 

The  Board  has  carefully  considered  the  application  and  plans  submitted, 
and  the  results  of  the  andyses  of  samples  of  water  from  the  wells  and  from 
Long  Pond. 

Samples  of  water  collected  from  the  fifteen  wells  referred  to  during  the 
pumping  test  in  March,  1899,  showed  that  the  water  was  clear,  colorless 
and  odorless,  and  that  it  was  very  soft  and  otherwise  of  excellent  quality 
for  the  purposes  of  a  public  water  supply.  The  wells  are  located  very  close 
to  the  pond,  and  on  this  account  it  is  possible  that  the  quality  of  the  water 
may  deteriorate ;  but  no  material  change  took  place  during  the  pumping 
test,  and  another  sample  collected  in  the  latter  part  of  May  in  the  present 
year  gave  no  indications  of  a  material  change  in  the  quality  of  the  water. 

With  regard  to  the  quantity  of  water  obtainable  from  these  wells  a  defi- 
nite estimate  cannot  be  made,  but  the  pumping  test  showed  that  water  can 
be  drawn  from  the  ground  in  this  region  with  much  freedom ;  and,  consider- 
ing the  character  of  the  land  about  the  ponds,  the  situation  of  the  wells 
and  the  character  of  the  soil  in  which  the  wells  are  located,  it  seems  prob- 
able that  an  ample  supply  for  the  present  needs  of  the  town  can  be  obtained 
from  these  wells  without  the  use  of  water  from  Long  Pond. 

Long  Pond,  as  stated  in  a  previous  reply  of  the  Board  relative  to  this 
source,  is  capable  of  supplying  a  much  larger  quantity  of  water  than  is 
needed  by  the  town  of  Falmouth,  and  the  indications  are  that  the  water 
would  generally  be  of  excellent  quality  for  the  purposes  of  a  public  water 
supply ;  but  it  is  possible  that  it  may  be  subject,  in  common  with  many 
ponds  and  reservoirs,  at  occasional  periods  to  disagreeable  taste  and  odor. 

Under  the  circumstances,  it  will  be  best  to  use  the  water  of  the  wells  for 
the  supply  of  the  town,  unless  the  quality  shall  change  gi*eatly  in  the  future 
after  continued  use,  of  which  the  analyses  at  present  give  no  indication. 

The  Board  hereby  approves  the  use  of  water  from  the  tubular  wells 
described  in  the  application,  and  located  on  land  between  Long  and  Grew's 
ponds,  as  shown  upon  the  plan  entitled  '^Falmouth  Water  Ck>mpany's 
Pumping  Station  and  Well  System,  Falmouth,  Mass.  Scale,  1  inch»20 
feet,"  and  the  Board  also  approves  the  use  of  water  drawn  from  Long 
Pond,  as  shown  upon  the  above-mentioned  plan,  for  domestic  use  for  a 
water  supply  for  the  town  of  Falmouth,  under  the  provisions  of  chapter 
66  of  the  Acts  of  1898. 

Fbaminghah  (State  camp  ground) .  An  application  was  received, 
^ept.  9, 1899,  from  the  medical  director  of  the  First  Brigade  Massa- 
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chusetts  Volunteer  Militia,  for  the  opinion  of  the  Board  with  refer- 
ence to  the  quality  of  the  water  supply  of  the  camp  at  South 
Framingham,  and  also  as  to  the  best  method  of  improving  the  sani- 
tary condition  of  the  camp.     The  Board  replied  as  follows :  — 

Sbft.  26,  1899. 

In  accordance  with  your  request  of  Sept.  9,  1899,  for  advice  with  refer* 
ence  to  the  quality  of  the  water  used  at  the  State  camp  ground  at  South 
Framingham,  and  as  to  the  best  method  of  improving  the  sanitary  condi- 
tion of  the  camp  ground,  the  State  Board  of  Health  has  caused  the  locality 
to  be  examined  by  one  of  its  engineers,  and  samples  of  water  from  the 
source  used  to  supply  the  camp  grounds  to  be  analyzed. 

The  results  of  the  analyses  show  that  the  water  is  soft,  nearly  colorless,, 
and  does  not  contain  an  excessive  amount  of  organic  matter  for  a  surface 
water,  and,  if  unpolluted  by  sewage,  the  source  would  be  a  suitable  one 
from  which  to  take  water  for  drinking  and  other  uses  at  the  camp  ground ; 
but  an  examination  of  the  water-shed  shows  the  presence  of  several  build- 
ings not  far  from  the  shore  of  the  pond,  from  which  it  is  probable  that 
polluting  matters,  under  present  conditions,  find  their  way  at  times  into 
the  pond.  It  appears  also  that  considerable  numbers  of  people  resort  to 
the  pond  for  bathing  in  the  summer  season.  Under  these  circumstances,  the 
pond  cannot  be  considered  a  safe  source  from  which  to  take  water  directly 
for  drinking,  unless  the  pollution  of  the  pond  from  the  causes  indicated 
can  be  prevented.  It  is  probably  feasible  to  prevent  the  pollution  of  the 
pond,  but  it  might  be  more  expensive  to  keep  it  free  from  pollution  than, 
to  secure  a  suitable  supply  in  some  other  way. 

There  are  indications  that  an  ample  supply  of  ground  water  could  be 
obtained  by  the  construction  of  a  well  or  filter-gallery  near  the  shore  of 
the  pond,  where  the  soil  is  coarse  and  porous,  so  far  as  can  be  judged 
from  surface  indications ;  and  a  good  ground  water  supply  would  be  more 
satisfactory  than  a  supply  taken  directly  from  the  pond,  even  if  the  pollu- 
tion were  prevented. 

It  appears  that  the  pipes  of  the  Framingham  Water  Company  are  already 
laid  to  the  vicinity  of  the  camp  grounds,  and,  if  a  satisfactory  arrangement 
to  supply  the  camp  grounds  can  be  made,  it  is  probable  that  the  best  way 
of  obtaining  a  suitable  water  supply  for  the  grounds  would  be  to  take 
water  from  these  works.  If,  however,  it  is  deemed  desirable  to  secure  an 
independent  supply,  the  Board  would  advise  investigations  with  a  view  to 
obtaining  a  supply  of  water  from  the  ground  in  the  vicinity  of  Leamed's 
Pond,  your  present  source. 

With  regard  to  the  sanitary  condition  of  the  camp,  the  investigations  of 
the  Board  show  that,  if  the  vaults  now  in  use  receive  sufl^cient  care,  and 
if  the  contents  are  disinfected  and  removed  at  frequent  intervals,  the 
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presence  of  these  vaults  need  not  be  a  nuisance  or  a  menace  to  the  health 
of  the  camp.  The  drainage  from  the  cook  houses,  however,  which  is  at 
present  discharged  upon  the  ground,  creates  a  serious  nuisance,  and  should 
be  disposed  of  in  some  more  suitable  manner.  It  does  not  appear  to  be 
practicable  to  construct  a  sewer  to  convey  this  drainage  to  the  Framing* 
ham  sewerage  system,  and  it  is,  of  course,  essential  to  keep  it  out  of  the 
small  stream  which  flows  near  the  camp ;  but  the  grounds  are  at  such  an 
elevation  above  the  valley  of  the  brook  that  it  appears  to  be  practicable 
to  convey  this  drainage  to  some  place  in  the  valley  of  the  brook,  and 
purify  it  upon  land  and  allow  the  effluent  to  discharge  into  the  brook. 

The  Board  would  advise  that  you  have  a  plan  made  for  a  general  system 
of  sewerage  and  sewage  disposal  for  the  camp,  and  when  you  have  pre^ 
pared  such  a  plan  the  Board  will  upon  receipt  of  a  request  give  you  further 
advice  in  this  matter. 

Gbanvillb.  An  application  was  received,  June  8,  1899,  from 
Claude  A.  Magill  and  others,  for  the  advice  of  the  Board,  with 
reference  to  a  source  of  water  supply  for  domestic  use  in  the  village 
of  Granville.     The  Board  replied  to  this  application  as  follows :  — 

July  7, 1899. 

The  State  Board  of  Health  received  from  you,  on  June  8,  1899,  an 
application  for  advice  with  reference  to  a  proposed  source  of  water  supply 
for  the  village  of  Granville,  in  which  two  sources  are  suggested,  one  being 
Seymour  Brook,  the  waters  of  which  would  be  taken  at  a  point  a  little  over 
a  mile  south-west  of  the  village,  and  the  other  a  brook  near  the  northerly 
side  of  the  road  from  Granville  to  Granville  Centre. 

The  Board  has  caused  the  water-sheds  of  both  brooks  to  be  examined 
by  one  of  its  engineers,  and  samples  of  the  water  of  each  brook  to  be 
analyzed. 

The  water  of  Seymour  Brook  is  soft,  but  is  highly  colored  and  contains 
a  large  amount  of  organic  matter,  which  would  make  it  objectionable  for 
many  domestic  purposes ;  and  there  is  a  considerable  number  of  houses 
within  the  water-shed  of  the  brook,  several  of  which  are  located  not  far 
from  the  stream  or  its  tributaries.  Under  the  circumstances,  this  stream 
cannot  be  considered  a  suitable  source  of  domestic  water  supply. 

The  other  brook  has  the  advantage  of  being  much  nearer  the  village 
than  Seymour  Brook,  and  the  quality  of  its  water  is  much  better,  since  it 
is  soft,  has  bat  little  color  and  does  not  contain  an  excessive  amount  of 
organic  matter ;  but  there  are  indications  that  the  water  of  this  brook  has 
been  somewhat  polluted  by  sewage,  and  the  examination  of  the  water- 
shed shows  that  a  portion  of  the  village  of  Granville  Centre  is  within  the 
water-shed  of  the  stream,  and  some  of  the  houses  are  close  to  a  tributary 
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of  the  brook.  With  these  conditions,  the  source  cannot  be  considered  a 
safe  one  from  which  to  take  water  directly  for  drinking  or  other  domestic 
purposes. 

The  quantity  of  water  needed  for  the  supply  of  the  village  of  Granville 
is  small,  and  the  examinations  made  by  the  Board  indicate  that  it  may  be 
practicable  to  obtain  a  sufficient  supply  of  good  water  by  constructing  a 
reservoir  upon  the  brook  above  the  place  where  the  pollution  from  the 
houses  referred  to  is  likely  to  affect  the  quality  of  the  water  of  the  stream ; 
and  the  Board  would  advise  that  you  made  further  investigations,  to  de- 
termine whether  it  is  feasible  to  construct  a  reservoir  upon  the  stream  at 
some  place  where  a  sufficient  supply  of  water  for  the  village  can  be  ob- 
tained and  danger  of  the  pollution  of  the  water  avoided. 

The  Board  will,  upon  application,  give  you  further  advice  in  this  matter 
when  you  have  the  results  of  further  investigations  to  present. 

Gbbat  Babbington.  An  application  was  received,  July  14, 
1899,  from  the  water  commissioners  of  Great  Barrington,  for  advice 
with  reference  to  the  present  sources  of  water  supply  of  the  town, 
ahd  as  to  the  quality  of  the  water  of  a  spring  which  it  was  proposed 
to  divert  into  one  of  the  present  reservoirs.  To  this  appUcation  the 
Board  replied  as  follows :  — 

OoT.  6, 1899. 

The  State  Board  of  Health  has  considered  your  application  for  advice 
with  reference  to  the  present  sources  of  water  supply  of  the  town  of  Great 
Barrington  and  as  to  the  quality  of  the  water  of  a  spring  from  which  it  is 
proposed  to  divert  water  into  one  of  your  present  reservoirs,  and  has 
caused  the  present  sources  and  the  proposed  new  source  to  be  examined 
by  its  engineer,  and  samples  of  the  water  to  be  analyzed.  The  results  of 
these  and  of  previous  examinations  show  that  the  East  Mountain  reservoir, 
the  original  source  of  supply  of  the  town,  furnishes  a  water  that  is  quite 
soft  and  otherwise  of  good  quality  for  the  purposes  of  a  public  water  sup-- 
ply,  and  that  the  water  is  derived  from  a  mountainous  water-shed  free 
from  population ;  but  the  quantity  of  water  which  this  source  is  capable  of 
yielding  in  the  drier  portion  of  the  year  appears  to  be  only  a  small  portion 
of  the  quantity  required  to  supply  the  town ;  and  it  also  appears  that, 
even  when  the  yield  of  this  source  is  large,  the  quantity  of  water  that  can 
l>e  obtained  from  it  is  at  present  limited  by  the  small  carrying  capacity  of 
the  main  leading  to  the  town.  To  supply  the  remaining  quantity  of  water 
needed  by  the  town,  water  is  drawn  from  Green  River  south-west  of  the 
village  at  two  points,  from  one  of  which  the  water  is  pumped  into  the  low- 
service  system  and  from  the  other  to  a  reservoir  in  connection  with  the  high- 
service  system.  The  water  of  Green  River  is  nearly  clear  and  colorless 
tinder  ordinary  conditions,  but  it  is  much  harder  than  the  water  of  the  East 
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Mountain  reservoir,  and  is  turbid  at  times  of  high  flow.  The  most  serious 
objection  to  the  use  of  this  stream,  however,  is  the  population  on  the  water- 
shed, by  which  the  water  is  exposed  to  pollution  by  sewage ;  and,  under 
the  circumstances,  the  Green  River  must  be  considered  an  unsafe  source 
from  which  to  take  water  for  drinking  or  other  domestic  purposes. 

The  spring  indicated  by  you  from  which  it  is  proposed  to  divert  water 
into  the  East  Mountain  reservoir  would  furnish  a  water  of  good  quality ; 
but  the  quantity  of  water  which  this  spring  is  capable  of  supplying  would 
not  materially  increase  the  yield  of  the  East  Mountain  reservoir ;  and,  even 
if  the  whole  flow  of  the  brook  into  which  the  spring  discharges  should  be 
diverted  at  a  point  from  which  it  could  be  discharged  into  the  East  Moun- 
tain reservoir  by  gravity,  and  the  pipe  from  the  reservoir  to  the  town  should 
be  enlarged,  the  yield  of  the  reservoir  would  probably  still  be  so  small 
that  in  the  drier  portion  of  the  year  a  large  portion  of  the  supply  of  the 
town  would  have  to  be  furnished  from  some  other  source. 

In  view  of  the  circumstances,  the  Board  does  not  at  present  advise  the 
construction  of  works  for  diverting  the  water  of  the  spring  indicated  by 
you  into  the  East  Mountain  reservoir ;  but  the  Board  believes  it  important 
for  the  town  to  secure,  as  soon  as  practicable,  some  source  of  supply 
which  will  be  adequate  to  furnish  a  sufficient  quantity  of  good  water  for 
Great  Barrington,  in  order  that  the  use  of  water  from  Green  River  may  be 
discontinued.  If  a  source  can  be  secured  at  a  sufficient  elevation  to  sup- 
ply the  town  by  gravity,  or  at  least  to  supply  the  low-service  districts  by 
gravity,  it  is  possible  that  the  annual  cost  of  the  new  works  might  not  be 
much  greater  than  the  cost  of  operating  the  present  systems. 

There  appear  to  be  sources  in  and  near  the  town  from  which  an  adequate 
supply  of  water  can  be  obtained,  among  which  are  Roaring  Brook,  Long 
Fond,  Prospect  Lake  and  Seekonk  Brook ;  and  the  Board  would  advise  the 
town  to  make  a  careful  examination,  before  any  partial  works  are  built,  of 
all  available  sources  in  the  neighborhood  of  the  village,  to  determine  the 
probable  cost  of  the  construction  and  maintenance  of  works  from  such 
sources,  in  order  that  it  may  be  practicable  to  form  an  opinion  as  to  which 
source  will  be  the  most  appropriate  for  the  town  to  select.  Such  an  in- 
vestigation should  be  made  under  the  direction  of  an  engineer  of  experience 
in  matters  relating  to  water  supply. 

The  Board  will  assist  you  by  making  all  necessary  examinations  of 
samples  of  water,  and  will  furnish  you  with  such  information  as  it  may 
have  as  to  sources  in  the  vicinity  of  the  town  that  have  been  examined  by 
its  engineer.  When  the  results  of  further  investigations  are  available,  the 
Board  will,  upon  application,  again  advise  you  as  to  any  plans  for  a  future 
water  supply  for  the  town  that  you  may  wish  to  present. 

Harvakd  (Hildreth  Bros.).  On  March  9,  1899,  an  application 
was  received  from  Hildreth  Bros,  of  Harvard  for  advice  as  to  the 
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quality  of  the  water  of  a  well  used  as  an  auxiliary  source  of  supply 
for  the  village.     The  Board  replied  to  this  application  as  follows :  — 

April  6, 1899. 

The  State  Board  of  Health  received  from  you,  on  March  9,  1899,  an 
application  stating  that,  acting  under  the  authority  granted  by  the  town, 
you  have  laid  pipes  in  the  streets  of  the  village  of  Harvard,  and  are  sup- 
plying several  families  in  the  viUage  with  water  for  drinking  and  house- 
hold purposes,  using  water  from  a  tubular  well  near  your  factory,  your 
original  source  of  supply,  but  that  recently  you  have  begun  the  use  of 
water  from  a  second  well,  known  as  well  No.  2,  and  you  desire  advice  as 
to  whether  the  water  of  this  well  is  suitable  for  use  as  an  auxiliary  source 
of  water  supply  for  the  village. 

The  Board  has  caused  an  examination  of  well  No.  2  and  its  surrou^ii- 
ings  to  be  made  by  one  of  its  engineers,  and  a  sample  of  water  from  the  well 
to  be  analyzed.  The  results  of  this  analysis  show  that  the  water  is  free 
from  color  and  odor,  and  is  in  other  respects  of  good  quality  for  the  pur- 
poses of  a  public  water  supply,  and  that  it  is  much  less  hard  than  the 
water  of  well  No.  1,  your  present  source  of  supply. 

It  appears  that  the  quantity  of  water  that  well  No.  2  is  capable  of 
furnishing  is  not  sufficient  for  the  requirements  of  the  portion  of  the  vil- 
lage at  present  supplied.  Nevertheless,  the  Board  is  of  the  opinion  that 
this  well  is,  under  the  circumstances,  a  suitable  auxiliary  source  of  water 
supply  for  the  portion  of  the  village  of  Harvard  referred  to;  and,  on 
account  of  the  fact  that  the  water  of  this  source  is  of  better  quality  than 
that  of  well  No.  1 ,  the  Board  would  advise  that  it  is  desirable  to  use  all 
the  water  that  this  source  will  furnish,  and  to  supply  such  further  quantity 
as  may  be  required  by  drawing  from  well  No.  1. 

HoLYOKE.  An  application  was  received,  Jan.  18,  1899,  from 
the  water  conunissioners  of  Holyoke,  for  the  advice  of  the  State 
Board  of  Health  relative  to  a  proposed  high-service  system  of  water 
supply  for  the  city.  The  Board  replied  to  this  application  as 
follows :  — 

April  12, 1899. 

The  State  Board  of  Health  received  from  you,  on  Jan.  18,  1899,  an 
application  for  advice  with  reference  to  a  proposed  high-service  system  of 
water  supply  for  the  city  of  Holyoke,  and  subsequently  plans  and  a  report 
by  your  engineer  were  received,  showing  the  location  of  the  proposed 
sources  of  supply,  and  describing  the  proposed  system  of  works. 

The  plan  is,  in  brief,  to  construct  a  storage  reservoir  on  Tatro  Brook, 
one  of  the  tributaries  of  Ashley  Pond,  which  flows  from  the  mountainous 
region  on  the  westerly  side  of  the  pond,  and  to  use  the  water  of  this  reser- 
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voir  for  the  supply  of  the  higher  portions  of  Holyoke  which  are  in  need  of 
a  supply  of  water  under  a  greater  pressure  than  is  furnished  by  the  present 
works.  The  total  population  in  the  district  which  would  probably  be  sup- 
plied from  a  high-serrice  system  is  at  the  present  time  probably  not  far 
from  6,000. 

According  to  the  plans  submitted,  the  proposed  high-service  reservoir 
on  Tatro  Brook  will  have  an  area  of  about  65  acres  and  will  contain  about 
300,000,000  gallons.  The  water-shed,  which  has  an  area  of  about  400 
acres,  contains  no  dwelling  houses  or  cultivated  land,  and  it  is  understood 
that  nearly  all  of  it  is  already  owned  by  the  city  of  Holyoke.  The  plans 
also  show  that  it  is  feasible  to  increase  the  drainage  area  of  the  proposed 
reservoir  on  Tatro  Brook  to  about  650  acres  by  diverting  into  it  the  water 
of  Dibble  Brook,  which  flows  near  by  at  a  higher  level. 

The  Board  has  carefully  considered  the  proposed  plans  and  has  caused 
the  proposed  sources  of  supply  to  be  examined  by  its  engineer,  and  sam- 
ples of  water  collected  from  Tatro  and  Dibble  brooks  to  be  analyzed. 
Analyses  of  the  water  of  Tatro  Brook,  upon  which  it  is  proposed  to  con* 
struct  the  storage  reservoir,  show  that  the  water  has  but  little  color,  and 
contains  in  the  winter  months  only  a  small  amount  of  organic  matter,  and 
that  it  is  in  other  respects  of  good  quality  for  the  purposes  of  a  public 
water  supply.  Whether  the  quality  of  the  water  will  be  satisfactory  when 
stored  in  the  proposed  reservoir,  will  depend  largely  upon  the  care  taken 
in  the  construction  of  the  reservoir.  If  the  plan  submitted,  which  pro- 
vides for  cleaning  the  bottom  of  the  reservoir,  is  carried  out  completely, 
and  all  the  vegetable  matter,  soil  and  other  material  containing  oi^anic 
matter  is  removed,  and  if  all  areas  of  swampy  land  within  the  water-shed 
are  thoroughly  drained,  so  that  the  water  falling  upon  the  ground  will  flow 
quickly  into  the  reservoir,  the  source  will  probably  furnish  a  water  of  good 
quality,  which  will  be  nearly  colorless,  and  seldom  if  ever  have  an  unpleasant 
taste  or  odor. 

The  water  of  Dibble  Brook  has  a  high  color  and  contains  a  large  amount 
of  oi^anic  matter,  and  is  of  poor  quality  as  compared  with  the  water  of 
Tatro  Brook.  The  poor  quality  of  the  water  of  Dibble  Brook  is  due  to  the 
presence  of  a  large  swamp  in  the  central  portion  of  the  water-shed,  through 
which  practically  all  of  the  water  which  now  flows  past  the  point  at  which 
the  brook  can  be  diverted  into  the  proposed  Tatro  reservoir  has  to  pass. 
It  may  be  feasible,  by  constructing  drains  along  the  borders  of  this  swamp 
on  each  side,  to  intercept  the  water  flowing  from  the  higher  portions  of  the 
water-shed,  and  at  the  same  time  to  drain  the  swamp  thoroughly  and  pre- 
vent the  water  from  standing  thereon,  and  thus  to  improve  greatly  the 
quality  of  the  brook  water ;  and,  unless  a  great  improvement  shall  be  made 
in  the  quality  of  the  water,  it  is  important  that  the  water  of  Dibble  Brook 
be  kept  out  of  the  proposed  new  reservoir.  There  would  be  a  considerable 
advantage  in  improving  the  quality  of  the  water  of  this  brook,  even  if  it  is 
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not  to  be  osed  as  an  aaxiliary  supply  to  the  proposed  high-service  reser- 
voir, because  it  is,  under  present  conditions,  an  important  feeder  of  Ashley 
Pond. 

The  quantity  of  water  which  the  proposed  source  of  supply  will  yield 
without  the  addition  of  water  from  Dibble  Brook  will  probably  be  sufficient 
for  a  population  about  twice  as  great  as  is  found  in  the  proposed  high-ser- 
vice district  of  Holyoke  at  the  present  time ;  and,  if  it  is  found  to  be 
feasible  to  improve  the  water-shed  of  Dibble  Brook  so  as  to  obtain  a  water 
of  satisfactory  quality  therefrom,  a  considerably  larger  population  can  be 
supplied  from  these  sources. 

There  appear  to  be  no  means  of  estimating  at  all  definitely  at  the  present 
time  the  probable  future  increase  in  population  in  the  proposed  high-service 
district,  and  consequently  it  is  not  practicable  to  predict  definitely  for  how 
long  a  time  the  proposed  high-service  works  will  be  capable  of  supplying 
that  district ;  but  from  the  investigations  which  have  been  made  it  seems 
probable  that  the  proposed  high-service  sources  will  be  sufficient  for  the 
supply  of  the  high-service  district  for  about  as  long  a  time  in  the  future 
as  the  sources  now  used,  with  their  present  development,  will  be  adequate 
for  the  supply  of  the  low-service  district ;  and,  while  it  is  not  practicable 
to  determine  at  the  present  time  the  best  method  of  increasing  the  supply 
for  either  district  when  a  further  supply  shall  become  necessary,  it  may 
be  said  that  it  is  evident  from  these  investigations  that  a  sufficient  supply 
for  many  years  in  the  future  for  both  the  low  and  high  service  districts  can 
be  obtained  by  further  development  of  the  Manhan  River  source  in  con- 
nection with  the  present  works  and  the  proposed  high-service  reservoir. 

In  view  of  all  the  circumstances,  the  Board  is  of  the  opinion  that  the 
plan  providing  for  a  reservoir  on  Tatro  Brook  is  an  appropriate  one  for 
supplying  the  higher  portions  of  Holyoke,  which  are  either  already  in  need 
of  a  supply  under  greater  pressure  than  is  now  furnished  from  the  low- 
service  works,  or  seem  likely  to  require  such  a  supply  before  many  years. 

Holyoke  (American  Thread  Company) .  An  application  was  re- 
ceived, May  27,  1899,  from  the  American  Thread  Company  of 
Holyoke,  for  the  advice  of  the  Board  relative  to  the  quality  of  the 
water  of  wells  on  the  premises  of  the  company.  The  Board  replied 
to  this  application  as  follows :  — 

JuLT  7, 1899. 

In  response  to  your  application  for  advice  with  reference  to  the  quality 
of  the  drinking  water  used  at  the  Menick  Thread  Company's  mill  No.  1  in 
Holyoke,  the  Board  has  caused  the  source  and  its  surroundings  to  be 
examined  by  one  of  its  engineers,  and  a  sample  of  the  water  to  be 

■ 

analyzed. 
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The  sources  of  the  drinking-water  supply  of  the  company  are  two  tubular 
wells,  located  in  the  mill  yard,  about  150  feet  from  the  canal  and  50  feet 
from  a  tail-race  which  leads  to  a  canal  at  a  lower  level.  There  is  eyidence 
that  much  of  the  water  entering  the  wells  comes  by  filtration  through  the 
ground  either  from  the  canal  or  from  the  tail-race,  and  the  water,  both  of 
the  canal  and  tail-race,  is  highly  polluted  by  sewage. 

The  results  of  an  analysis  of  a  sample  of  water  from  the  wells  show  that 
it  has  been  polluted  by  sewage  and  not  well  purified  in  its  passage  through 
the  ground  to  the  wells. 

Under  the  circumstances,  the  Board  is  of  the  opinion  that  the  water  of 
these  wells  is  liable  to  be  injurious  to  the  health  of  those  who  may  use  it 
for  drinking,  and  would  advise  that  the  further  use  of  water  from  these 
wells  for  drinking  purposes  be  prevented. 

Hyde  Park.  A  communication  was  received  from  the  Board  of 
Health  of  Hyde  Park,  Sept.  1,  1899,  requesting  information  rela- 
tive to  *'  the  condition  of  the  Hyde  Park  water  supply,  so  far  as  it 
may  affect  the  health  of  the  consumers  in  the  town."  The  Board 
replied  to  this  application  as  follows :  — 

Nov.  3,  1899. 

The  State  Board  of  Health  has  considered  your  application  for  informa- 
tion with  regard  to  the  condition  of  the  Hyde  Park  water  supply,  so  far  as 
it  may  affect  the  health  of  the  consumers  in  the  town,  and  has  carefully 
examined  the  results  of  chemical  analyses  of  the  water  covering  a  period 
of  several  years,  and  has  recently  caused  samples  of  water  drawn  directly 
from  the  wells  which  furnish  the  supply,  and  from  faucets  in  various  parts 
of  the  town,  to  be  analyzed. 

The  source  from  which  the  Hyde  Park  Water  Company  takes  its  sup- 
ply is  the  ground  near  the  Neponset  River,  from  which  water  is  drawn  by 
means  of  tubular  wells. 

Comparing  the  results  of  a  long  series  of  analyses  of  samples  of  water 
collected  from  the  wells  with  a  similar  series  of  analyses  of  samples  of  water 
from  the  river,  it  appeal's  that  the  changes  which  take  place  in  the  mineral 
constituents  of  the  water  correspond  in  a  large  degree  with  the  changes 
that  take  place  in  the  quantity  of  these  substances  in  the  water  of  the 
Neponset  River,  indicating  that  a  large  proportion  of  the  water  of  the 
wells  is  derived  from  the  river  by  filtration  through  the  ground. 

The  Neponset  River  receives  large  quantities  of  sewage  from  tanneries 
and  paper  mills,  and  certain  chemicals  present  in  the  sewage  of  the  tan- 
neries impart  a  distinct  odor  to  the  nver  water.  In  the  recent  examina- 
tions of  water  from  the  wells  at  the  pumping  station  and  from  faucets  in 
Hyde  Park  the  odor  imparted  to  the  river  water  by  the  chemicals  referred 
to  has  been  detected. 
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The  Neponset  River  is  a  highly  polluted  stream,  and  the  safety  of  the 
water  of  the  wells  for  drinking  purposes  depends  upon  the  efficiency  of 
the  purification  of  the  river  water  which  finds  its  way  into  them  by  perco- 
lation through  the  ground.  An  examination  of  the  analyses  of  the  water 
supplied  to  the  town  from  the  wells  for  a  period  of  many  years  shows  that 
its  quality  has  very  greatly  deteriorated,  and  that  at  the  present  time  the 
quantity  of  organic  matter  present  is  much  larger  than  is  found  in  a  good 
ground  water,  indicating  that  the  water  filtering  from  the  river  is  imper- 
fectly purified. 

From  the  examinations  made  by  the  Board,  it  appears  probable  that  the 
water  of  some  of  the  wells  is  of  very  much  poorer  quality  than  that  of 
others,  and  that  the  deterioration  in  the  quality  of  the  water  is  caused  by 
the  mingling  of  the  very  imperfectly  purified  water  from  some  of  the  wells 
with  the  water  of  other  wells  which  is  much  more  thoroughly  purified  in  its 
passage  through  the  ground. 

In  view  of  these  conditions,  the  water,  as  at  present  supplied  to  Hyde 
Park,  must  be  regarded  as  unsafe  for  drinking. 

It  is  probable  that,  by  a  careful  examination  of  all  of  the  wells  and  by 
discontinuing  the  use  of  those  which  furnish  water  of  suspicious  quality, 
the  quality  of  the  water  of  the  remaining  wells  would  be  such  that  it 
might  be  used  with  safety,  at  least  for  a  time ;  but,  in  order  to  make  it 
practicable  to  do  this,  it  will  probably  be  necessary  to  secure  an  additional 
supply  of  water  from  some  other  source,  and  a  sufficient  additional  supply 
should  be  secured  to  make  it  unnecessary  to  use  the  water  of  the  wells 
until  all  those  wells  which  are  liable  to  furnish  water  of  poor  quality  have 
been  cut  oflP  from  the  works. 

Lawrence.  A  communication  was  received  from  the  Lawrence 
water  board,  Jan.  18,  1899,  requesting  the  State  Board  of  Health  to 
furnish  <*  a  report  of  the  state  and  quality  of  the  water  delivered  to 
the  citizens  during  the  past  four  weeks."  To  this  request  the  Board 
replied  as  follows :  — 

Feb.  2,  1899. 

In  response  to  your  request  of  January  18,  the  Board  presents  the  fol- 

•  _ 

lowing  result  of  its  ex^^linations  of  the  Lawrence  water  since  Decem- 
ber 1 :  — 

From  the  1st  of  December  to  the  10th  the  water  was  of  ordinary  winter 
quality.  From  the  11th  through  the  month  to  the  3d  of  January  the 
chemical  examinations  show  no  marked  change  in  the  water;  but  the 
bacteriological  examinations  show  an  increased  number  of  bacteria,  which 
reached  its  height  about  the  24th  of  December  and  gradually  decreased  to 
the  noi*mal  condition  on  January  3,  since  which  time  the  number  has  varied 
little  from  the  usual  condition  in  winter. 
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In  the  judgment  of  the  Board,  the  filter  is  now  efficiently  purifying  the 
water,  and,  whatever  effect  the  increased  number  of  bacteria  may  have 
had,  the  condition  which  now  exists  is  one  in  which  the  water  may  be 
safely  used  for  domestic  purposes. 

« 

Lowell.  The  State  Board  of  Health,  having  made  an  examina- 
tion of  the  water  supply  of  Lowell  with  reference  to  its  action  upon 
lead  service  pipes,  and  having  found  that  lead  was  present  often  in 
dangerous  quantities  in  the  water  drawn  through  such  pipes,  sent 
the  following  communication  to  the  mayor,  the  water  board  and  the 
board  of  health  of  Lowell :  — 

JuNB  29, 1899. 

The  State  Boai'd  of  Health  has  recently  made  investigations  in  the  city 
of  Lowell  with  reference  to  the  action  of  the  water  of  the  public  water  sup- 
plies of  the  city  upon  the  service  pipes  through  which  the  water  is  supplied 
to  consumers,  a  large  proportion  of  which,  it  appears,  is  of  lead. 

In  the  course  of  these  investigations  many  samples  of  water  have  been 
collected  from  lead  service  pipes  in  various  parts  of  the  city,  and  the 
results  of  the  analyses  have  shown  the  presence  of  lead  in  all  cases  where 
the  water  has  been  drawn  through  pipes  of  that  metal,  and  in  many  cases 
the  quantity  of  lead  present  has  been  found  to  be  dangerously  large. 

In  connection  with  this  investigation,  information  has  been  collected 
from  about  one-fifth  of  the  physicians  in  the  city,  who  report  about  40 
cases  of  lead  poisoning,  some  of  which  are  of  very  serious  character,  all  of 
which  have  occurred  within  the  last  five  years,  or  since  the  introduction 
of  well  water.  Wherever  practicable,  samples  of  drinking  water  supplied 
from  the  house  faucets  in  the  houses  of  persons  suffering  from  lead  poison- 
ing have  been  collected  and  analyzed,  and  the  results  in  all  cases  have 
shown  the  presence  of  lead,  generally  in  large  quantities. 

The  ground  waters  in  the  State  which  take  lead  from  pipes  are  found  to 
contain  an  excess  of  carbonic  acid,  and  the  waters  fi*om  the  Cook  and 
Hydraulic  wells  are  found  to  contain  more  carbonic  acid  than  any  other 
water  supply  in  the  State.  The  water  from  the  Boulevard  wells  contains 
less  carbonic  acid  than  that  from  the  Cook  and  Hydraulic  weUs,  and  some- 
what less  than  the  water  in  other  places  where  lead  poisoning  has  become 
serious. 

At  the  time  of  the  examinations  a  part  of  the  city  was  supplied  with 
water  from  the  Cook  wells  mixed  with  a  small  amount  of  water  from  the 
Hydraulic  wells  and  the  remainder  with  water  from  the  Boulevard  wells. 
Both  waters  attack  the  pipes,  and  sickness  is  found  in  houses  supplied  from 
all  the  sources,  though  the  water  of  the  Cook  and  Hydraulic  wells  appears 
to  take  up  a  larger  quantity  of  lead  from  the  pipes  than  the  water  of  the 
Boulevard  wells.    The  investigations  made  by  the  Board  are  not  complete. 
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but  they  have  been  carried  far  enough  to  show  definitely  that  great  injury 
is  being  done  to  the  health  of  a  large  number  of  people  in  the  city  of 
Lowell  by  the  use  of  water  for  drinking  and  for  cooking  which  is  drawn 
through  lead  pipes. 

By  boOing  the  water  the  lead  is  not  driven  off,  but  may  be  concentrated, 
so  that  the  use  of  boiled  water  in  making  tea,  coffee,  etc.,  and  in  cooking 
may  result  in  as  serious  injury  as  the  use  of  the  water  directly  for  drink- 
ing. If  the  water  is  allowed  to  run  freely  before  using,  the  quantity  of 
lead  taken  up  wiU  be  less  than  when  the  water  is  allowed  to  stand  in  the 
pipe  for  a  considerable  time ;  but  even  when  allowed  to  run  freely  it  may 
contain  a  sufficiently  large  quantity  of  lead  to  produce  serious  injury,  and 
the  only  way  in  which  safety  can  be  insured  is  by  removing  all  lead  service 
pipe  which  conveys  water  used  for  drinking  or  for  cooking,  and  replacing 
it  with  a  pipe  which  will  not  be  attacked  by  the  water,  or,  if  attacked,  will 
not  be  liable  to  injure  the  health  of  those  who  use  the  water. 

The  other  examinations  of  these  waters  drawn  through  galvanized-iron 
pipe  show  the  presence  of  large  quantities  of  zinc,  so  that  the  coating  of 
zinc  is  not  likely  to  protect  the  pipe  for  any  considerable  length  of  time. 
The  indications  are  that  if  pipes  of  plain  wrought  iron  should  be  laid,  while 
no  injury  would  be  done  to  the  health  of  people  using  the  water,  large 
quantities  of  iron  might  be  dissolved  from  the  pipes,  rendering  the  water 
unsatisfactory.  Pipes  made  of  tin,  or  of  lead  lined  with  tin,  could  be  used 
with  safety  for  service  pipes,  and  pipes  of  iron  lined  with  cement,  where 
the  work  was  thoroughly  done,  would  also  be  satisfactory. 

Additional  investigations  having  been  made  at  Lowell  by  the 
State  Board  of  Health  with  reference  to  the  effect  of  the  public 
water  supply  upon  the  lead  service  pipes,  and  of  the  effect  of  its  use 
upon  the  health  of  the  citizens  of  Lowell,  another  conununication 
was  addressed  to  the  mayor,  the  water  board  and  the  board  of  health 
of  Lowell  as  follows :  — 

Seft.  25, 1899. 

Since  June,  when  the  State  Board  of  Health  notified  you  of  the  danger 
to  the  citizens  of  Lowell  from  using  the  public  water  supply  drawn  through 
lead  pipes,  the  Board  has  been  informed  by  physicians  in  Lowell  of  83  new 
cases  of  lead  poisoning,  some  of  which  are  very  serious. 

It  now  appears,  from  the  reports  of  these  physicians,  who  comprise 
but  one-fourth  of  the  whole  number  of  physicians  practising  in  Lowell, 
that  in  their  practice  there  have  occurred  since  the  first  of  January,  1899, 
the  following  severe  cases  of  lead  poisoning,  namely :  9  cases  of  partial 
paralysis  of  the  legs,  10  cases  of  partial  paralysis  of  the  hands  and  wrists 
and  26  cases  of  lead  colic,  besides  many  cases  of  the  milder  effects  of  lead 
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poifloning,  which  were  arrested  by  treatment  and  discontinuing  the  use  o£ 
city  water. 

Farther  examinations  for  lead  in  the  water  upon  the  south  side  of  th& 
river  show  very  dangerous  quantities  existing  in  the  water  running  through 
the  pipes  when  in  ordinary  daily  use.  These  quantities  of  lead  average 
much  higher  than  those  found  last  year,  indicating  an  increased  action  of 
the  water  upon  the  pipes  from  year  to  year. 

As  before,  the  water  of  the  Cook  and  Hydraulic  wells  has  a  more  rapid 
action  upon  the  lead  than  the  water  f  ix>m  the  Boulevard  wells.  The  amount 
of  lead  found  in  water  from  the  Cook  and  Hydraulic  wells  when  drawn  in 
houses  supplied  by  lead  pipe  during  the  hours  of  ordinary  daily  use,  during 
the  past  five  months,  has  averaged  0.41  of  an  ounce  of  lead  in  100,000 
ounces  of  water,  or  one-quarter  of  a  grain  per  gallon,  which  is  eight  times 
as  much  as  we  regard  a  dangerous  quantity ;  and,  in  the  opinion  of  the 
Board,  the  health  of  a  large  portion  of  the  people  of  Lowell  is  seriously 
endangered  by  using,  for  drinking  and  cooking,  water  from  the  Cook  and 
Hydraulic  wells  drawn  through  lead  pipe.  Nowhere  else  in  the  State  do 
we  fiind  a  public  water  supply  acting  so  rapidly  upon  lead  pipe  and  with 
such  pernicious  results ;  and  we  advise  that  measures  be  taken  without 
further  delay  to  prevent  the  continued  use  for  drinking  and  cooking  of  this 
water  drawn  through  lead  pipe. 

Water  from  the  Boulevard  wells  dissolves  lead  much  less  rapidly  than 
water  from  the  Cook  and  Hydraulic  wells ;  in  fact,  the  examinations  for 
lead  in  water  in  Centralville,  where  none  but  Boulevard  well  water  enters 
the  pipes,  indicate  an  amount,  when  running  in  ordinary  daUy  use,  so  smalt 
that  we  should  not  regard  it  as  a  menace  to  the  public  health,  and  we  have 
learned  of  but  one  case  of  lead  poisoning  in  Centralville. 

On  the  south  side  of  the  river,  6  cases  of  lead  poisoning  were  found, 
where  the  water,  at  the  time  of  examination,  was  Boulevard  well  water, 
and  some  of  this  water  contained  dangerous  quantities  of  lead ;  but  it  i^ 
probable  that  at  other  hours  of  the  day  or  night  these  pipes  receive  Cook 
well  water,  which  may  so  affect  the  lead  that  the  Boulevard  well  water, 
when  it  passes  through,  takes  up  more  lead  than  it  would  if  the  pipes  were 
exposed  to  its  action  alone. 

Water  from  the  Boulevard  wells,  after  standing  in  lead  pipes  over  night,, 
contains  dangerous  quantities  of  lead,  and  all  such  water  should  be  wasted 
before  drawing  water  for  cooking,  and  water  for  cooking  should  not  be 
drawn  at  any  time  from  the  lead  hot-water  pipes.  With  these  precautions 
carried  into  practice,  the  Boulevard  well  water  can  at  present  be  used  with- 
out  danger  from  lead  poisoning  with  the  ordinary  length  of  service  pipe ; 
and  this  water  is  as  good  in  other  respects  as  that  from  the  Cook  and 
Hydraulic  wells. 

To  guard  against  lead  poisoning  to  an  appalling  extent  in  the  city  of 
Lowell  two  courses  appear  to  be  at  hand,  —  one  is  to  remove  all  lead  ser- 
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vice  pipes  through  which  water  from  the  Cook  aad  Hydraulic  wells  is  drawn 
for  drinking  or  cooking,  and  the  other  is  to  cease  using  the  Cook  and 
Hydraulic  well  water  and  extend  the  Boulevard  well  system  to  supply  the 
whole  city.  The  public  health  requires  that  one  or  the  other  remedy  be 
applied  as  soon  as  possible. 

Lowell.  An  application  was  received,  Nov.  24,  1899,  from  the 
water  board  of  Lowell,  for  the  advice  of  the  State  Board  of  Health 
relative  to  certain  sources  of  water  supply.  The  Board  replied  to 
this  application  as  follows :  — 

Dbc.  29, 1899. 

The  State  Board  of  Health  received  from  you,  on  November  24,  an 
application  for  its  assistance  in  the  examination  of  sources  of  water  supply 
of  Lowell,  in  which  you  refer  to  Beaver  Brook,  Foi^e  Pond  and  other 
sources ;  and  the  Board  has  caused  an  examination  of  the  sources  of  sup- 
ply referred  to  and  others  in  the  vicinity  of  Lowell  to  be  made,  and  has 
caused  samples  of  the  water  to  be  analyzed. 

The  results  of  a  recent  analysis  of  the  water  of  Forge  Pond  and  of  an 
analysis  made  several  years  ago  indicate  that  the  water  is  quite  variable 
in  character.  There  are  large  swamps  within  the  water-shed,  and  in  its 
usual  condition  the  water  is  probably  quite  highly  colored  and  contains  a 
lai^e  quantity  of  organic  matter.  The  analyses  also  indicate  that  the 
water  receives  considerable  pollution  from  the  villages  and  houses  within 
the  water-shed.  Under  the  circumstances,  it  is  doubtful  whether  it  is 
practicable  to  effect  a  sufficient  improvement  in  the  water-shed  of  this 
source  to  make  it  possible  to  obtain  from  it  a  water  of  satisfactory  quality 
for  the  supply  of  Lowell.  Moreover,  it  is  very  doubtful  whether  suitable 
storage  reservoirs  of  sufficient  capacity  can  be  provided  within  the  water- 
shed to  make  it  practicable  for  the  city  to  obtain  its  supply  from  this  source 
for  a  reasonable  time  in  the  future.  The  cost  of  damages  to  water  powers 
along  Stony  Brook  below  the  pond  would  increase  the  cost  of  a  supply  from 
this  source,  and,  considering  all  the  circumstances,  the  Board  does  not 
regard  it  as  an  appropriate  one  for  the  water  supply  of  the  city  of  Lowell. 

Beaver  Brook,  above  the  village  of  CoUinsville,  drains  an  area  of  about 
B8  square  miles,  nearly  all  of  which  lies  within  the  limits  of  the  State  of 
New  Hampshire.  The  water-shed  contains  the  towns  of  Derry,  London- 
derry, Windham  and  Pelham,  and  portions  of  other  towns  in  New  Hamp- 
shire. This  source  would  furnish  sufficient  water  for  Lowell ;  but  the  water 
is  now  polluted  by  sewage  discharged  directly  into  the  streams  or  its  tribu- 
taries, and  it  would  be  impracticable  for  the  city  of  Lowell  to  prevent  the 
pollution  of  this  stream  in  New  Hampshire.  Under  the  circumstances, 
Beaver  Brook  would  not,  in  the  opinion  of  the  Board,  be  a  suitable  source 
of  water  supply  for  the  city. 
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Among  other  sources  in  the  neighborhood  of  Lowell  an  examination  has 
been  made  of  the  tribataries  of  Stony  Brook  below  Forge  Pond,  to  see 
whether  they  are  capable  of  furnishing  a  sufficient  watet  supply  for  Lowell ; 
but  it  does  not  appear  to  be  practicable  to  obtain  a  suitable  supply  of 
water  for  the  city  from  these  sources. 

Long  Pond  and  Tyng's  Pond  could  also  be  made  to  furnish  good  water 
by  removing  existing  sources  of  pollution,  but  both  together  would  not  fur- 
nish enough  water  for  the  present  needs  of  the  city.  Even  by  using  the 
tributaries  of  Stony  Brook,  in  addition  to  Long  and  Tyng's  ponds,  it  is  not 
likely  that  a  sufficient  quantity  of  water  could  be  obtained  for  more  than 
the  present  needs  of  the  city. 

Aside  from  the  sources  referred  to,  there  appear  to  be  no  other  surface 
waters  within  ten  miles  of  the  city  of  Lowell  that  are  capable  of  furnishing 
an  adequate  supply  of  suitable  water  for  the  city  at  a  reasonable  cost,  with- 
out purification.  ^ 

The  experience  with  the  ground-water  sources  used  for  the  supply  of 
Lowell  shows  that  the  water  of  the  Boulevard  wells  dissolves  lead  much 
less  rapidly,  when  supplied  through  lead  pipes,  than  water  from  the  other 
sources  used  for  the  supply  of  the  city ;  and,  where  Boulevard  water  alone 
is  used,  the  quantity  of  lead  taken  up  during  the  ordinary  day  use  is  so 
small  that  it  would  not  be  regarded  as  a  menace  to  the  public  health.  The 
Boulevard  wells  evidently  receive  a  portion  of  their  supply  from  the  land 
side,  and  the  remaining  portion,  which  is  probably  by  far  the  larger  one, 
by  filtration  through  the  ground  from  the  river.  The  ground  beyond  the 
present  north-westerly  limit  of  the  Boulevard  system  appears  to  be  of  a 
similar  character  to  the  ground  in  which  the  present  wells  are  located,  and 
it  seems  possible  that  a  considerable  additional  quantity  of  water  similar 
to  the  Boulevard  water  can  be  obtained  from  the  ground  by  extending  the 
well  system  farther  up  stream  through  this  territory  near  the  northerly  side 
of  the  river. 

It  is  highly  important,  in  the  opinion  of  the  Board,  either  that  the  lead 
pipes  be  promptly  removed  or  that  a  sufficient  supply  of  water  which  will 
not  attack  lead  pipes  be  secured  with  as  little  delay  as  practicable ;  and  the 
location  and  arrangement  of  your  works  are  such  that  a  further  supply 
from  the  region  in  which  the  Boulevard  wells  are  located  could  probably  be 
introduced  in  a  shorter  time  and  at  less  expense  for  the  construction  of 
works  than  from  any  other  source,  and  there  would  be  no  extra  cost  to  the 
city  on  account  of  damage  to  water  power  if  more  water  should  be  taken 
from  this  region.  The  Board  would  therefore  advise  that  further  and 
sufficient  tests  be  made  beyond  the  upper  end  of  the.  present  Boulevard 
system,  to  determine  whether  it  is  practicable  to  secure  in  this  region  a 
sufficient  additional  quantity  of  water  to  furnish  the  whole  supply  at  present 
required  by  Lowell,  so  that  the  use  of  water  from  the  Cook  and  Hydraulic 
wells  may  be  avoided. 
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The  valley  of  Beaver  Brook  above  Collinsville  and  south  of  the  New 
Hampshire  State  line  is  nearly  uninhabited,  and,  judging  from  surface 
indications,  the  soil  in  this  region  may  be  favorable  to  furnishing  a  lai^e 
quantity  of  water  from  the  ground.  If  it  is  not  feasible  to  obtain  sufficient 
water  by  extending  the  Boulevard  wells,  it  may  be  practicable  to  obtain  a 
suitable  additional  supply  in  this  territory  above  Collinsville,-  if  further 
tests  shall  show  that  the  water  is  of  suitable  quality  for  domestic  uses^ 
and  that  it  is  not  likely  to  take  up  excessive  quantities  of  lead  from  lead 
pipes.  If  a  suitable  supply  of  water  can  be  obtained  in  this  region,  the 
water  can  be  diverted  into  your  present  system  without  special  difficulty ; 
but  the  cost  of  works  would  probably  be  greater  than  the  cost  of  a  supply 
from  the  vicinity  of  the  Boulevard  wells,  and  the  city  would  be  liable  for 
damages  to  the  owners  of  mill  privileges  on  the  stream  below  for  the  diver- 
sion of  water. 

The  Board  will  assist  you  in  the  investigations  by  making  the  necessary 
analyses  of  water,  and  will  give  you  further  advice  in  the  matter  if  you  so 
request,  when  the  results  of  the  investigations  are  available.  But  if,  upon 
investigation,  it  is  not  found  practicable  to  obtain  a  sufficient  additional 
supply  either  by  extending  the  Boulevaixl  wells  or  from  wells  in  the  valley 
of  Beaver  Brook  above  Collinsville,  the  Board  would  advise  that,  unless 
you  are  aware  of  some  other  source  from  which  it  is  practicable  to  obtain 
an  adequate  additional  supply,  the  subject  of  securing  a  suitable  water 
supply  for  Lowell  be  committed  to  some  competent  engineer,  to  determine 
what  can  be  done  by  filtering  water  from  one  of  the  surface-water  sources 
in  the  neighborhood. 

Lowell  (Lowell  Bleachery  and  Dye  Works) .  An  application  was 
received  from  F.  I.  Walsh,  agent  of  the  Lowell  Bleachery,  request- 
ing an  examination  of  the  water  now  used  at  the  bleachery,  with 
reference  to  its  use  for  drinking  purposes.  The  Board  replied  to 
this  application  as  follows :  — 

July  7,  1899. 

In  response  to  your  application  of  March  18,  1899,  for  advice  with 
reference  to  the  use  of  water  of  the  Concord  River  after  filtration  through 
mechanical  filters  for  drinking  in  the  Lowell  Bleachery  and  Dye  Works,  the 
State  Board  of  Health  has  caused  a  careful  investigation  of  the  operation 
of  the  filters  to  be  made,  and  numerous  samples  of  the  water  to  be  analyzed 
chemically  and  bacterially. 

The  Concord  River  receives  considerable  direct  pollution  by  sewage, 
and  the  results  of  the  investigations  made  by  the  Board  show  that  on  some 
days  a  large  percentage  of  the  bacteria  present  in  the  river  water  was 
removed  by  the  filters,  but  on  other  days  the  number  passing  through  was 
a  very  large  proportion  of  the  bacteria  in  the  river  water,  and  included 
kinds  that  show  that  the  filtered  water  is  at  times  dangerous  to  health ; 
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moreover,  alum  was  found  in  all  of  the  samples  of  filtered  water  analyzed 
chemically,  and,  taking  all  the  conditions  into  consideration,  the  filtered 
water  from  the  filters  in  your  works  cannot,  in  the  opinion  of  the  Board, 
be  regarded  as  a  safe  water  for  drinking. 

Medway.  The  board  of  health  of  Medway  applied  to  the  State 
Board  of  Health,  Dec.  4,  1899,  for  its  advice  with  reference  to  the 
quality  of  the  water  of  a  well  used  as  a  source  of  water  supply  for 
the  town  poor  farm,  this  water  having  been  reported  to  have  a  dis- 
agreeable taste  and  odor.  The  Board  replied  to  this  application  as 
follows :  — 

Jan.  5, 1900. 

The  State  Board  of  Health  has  caused  the  well  and  surroundings  to  be 
examined  and  a  sample  of  the  water  to  be  analyzed.  The  results  of  the 
analysis  indicate  that  the  water  is  somewhat  hard  and  contains  a  larger 
quantity  of  organic  matter  than  is  found  in  a  good  well  water,  and  there 
are  also  indications  that  the  water  has  at  some  time  been  slightly  polluted. 
Nevertheless,  if  the  water  is  properly  protected  from  pollution  by  matters 
entering  the  well  from  the  surface,  it  is  probable  that  it  could  be  used  with 
safety.  The  well  does  not  appear  to  be  capable  of  yielding  a  sufficient 
supply  of  water  in  the  drier  part  of  the  year  for  the  requirements  of  the 
poor  farm,  and  under  the  circumstances  the  Board  would  advise  that  a 
supply  of  good  water,  sufficient  for  all  purposes  for  which  water  is  required, 
be  introduced  from  some  suitable  source  in  the  neighborhood. 

MiLFORD.  Information  having  been  received  by  the  State  Board 
of  Health,  in  the  winter  of  1896-97,  that  a  serious  case  of  lead 
poisoning  had  occurred  in  Milford,  in  a  family  where  the  public 
water  supply  was  used,  the  State  Board  of  Health  ordered  an  inves- 
tigation to  be  made,  and  found  that  the  water  obtained  from  the  house 
where  this  patient  lived  *<  contained  lead  sufficient  in  quantity  to  be 
injurious  to  those  who  naed  the  water  for  drinking."  The  Board 
therefore  notified  the  board  of  health  of  Milford  of  this  fact,  on  Jan. 
21,  1897,  in  order  that  they  might  "take  such  action  in  the  matter 
as  was  found  to  be  necessary." 

In  the  sunmier  of  1899  the  Board  made  further  examinations  of 
water  collected  from  lead  service  pipes  from  various  parts  of  the 
town,  and  communicated  the  results  of  the  investigation  to  the  board 
of  health  of  Milford,  as  follows :  — 

July  7, 1899. 

In  a  communication  to  your  board,  in  1897,  the  State  Board  of  Health 
called  attention  to  the  danger  of  the  use  for  drinking  of  the  water  of  your 
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public  water  supply  drawn  through  lead  pipes,  and  this  Board  has  recently 
made  further  investigations  in  the  town  of  Milford  with  reference  to  the 
action  of  the  water  of  the  public  water  supply  upon  the  service  pipes,  most 
of  which,  it  appears,  are  of  lead,  through  which  the  water  is  supplied  to 
consumers. 

In  the  course  of  these  investigations  many  samples  of  water  have  been 
collected  from  lead  service  pipes  in  various  parts  of  the  town,  and  the 
results  of  the  analyses  have  shown  the  presence  of  lead  in  all  cases  where 
the  water  has  been  drawn  through  pipes  of  that  metal,  and  in  many  cases 
the  quantity  of  lead  present  has  been  found  to  be  dangerously  large. 

In  connection  with  this  investigation,  infoimation  has  been  collected 
from  about  half  the  physicians  of  the  city,  who  report  about  80  cases  of 
lead  poisoning  in  the  towns  of  Milford  and  Hopedale,  some  of  which  are 
of  a  very  serious  character.  Wherever  practicable,  samples  of  drinking 
water  supplied  from  house  faucets  in  the  houses  of  persons  suffering  from 
lead  poisoning  have  been  collected  and  analyzed,  and  the  results  in  all 
cases  have  shown  the  presence  of  lead,  generally  in  large  quantities. 

The  ground  waters  in  the  State  which  take  lead  from  pipes  are  found  to 
contain  an  excess  of  carbonic  acid ;  and  the  water  of  the  Milford  supply 
has  been  found  to  contain  an  amount  of  carbonic  acid  that  is  only  exceeded 
in  the  water  supplies  of  three  places  in  the  State  which  have  been  investi- 
gated with  reference  to  their  action  on  lead  pipe.  The  investigations  made 
by  the  Board  are  not  complete,  but  they  have  been  carried  far  enough  to 
show  definitely  that  the  health  of  a  large  number  of  people  in  the  towns 
of  Milford  and  Hopedale  is  being  endangered  by  the  use  of  water  for 
drinking  and  cooking  which  is  drawn  through  lead  pipes. 

By  boiling  the  water  the  lead  is  not  driven  off,  but  may  be  concentrated, 
so  that  the  use  of  boiled  water  in  making  tea,  coffee,  etc.,  and  in  cooking, 
may  result  in  as  serious  injury  as  the  use  of  the  water  directly  for  drink* 
ing.  If  the  water  is  allowed  to  run  freely  before  using,  the  quantity  of 
lead  taken  up  will  be  less  than  when  the  water  is  allowed  to  stand  in  the 
pipe  for  a  considerable  time ;  but,  even  when  allowed  to  run  freely,  it  may 
contain  a  sufficiently  large  quantity  of  lead  to  produce  serious  injury ;  and 
the  only  way  in  which  safety  can  be  insured  is  by  removing  all  lead  pipe 
which  conveys  water  used  for  drinking  or  for  cooking,  and  replacing  it 
with  a  pipe  which  will  not  be  attacked  by  the  water,  or,  if  attacked,  will 
not  be  liable  to  injure  the  health  of  those  using  the  water. 

It  has  been  found  in  the  course  of  these  investigations  that  water  which 
attacks  lead  pipe  will  also  take  up  the  zinc  from  a  galvanized-iron  pipe,  so 
that  the  coating  is  not  likely  to  protect  the  galvanized-iron  pipe  for  any 
considerable  length  of  time.  The  indications  are,  that,  if  pipes  of  plain 
wrought  iron  should  be  laid,  while  no  injury  would  be  done  to  the  health 
of  people  using  the  water,  large  quantities  of  iron  might  be  dissolved  from 
the  pipes,  rendering  the  water  unsatisfactory.    Pipes  made  of  tin,  or  lead 
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lined  with  a  considerable  thickness  of  tin,  could  be  used  with  safety  for 
service  pipes,  and  pipes  of  iron  lined  with  cement,  where  the  work  was 
thoroughly  done,  would  also  be  satisfactory. 

MiLFORD.  An  application  was  received,  Sept.  15,  1899,  from  the 
Milford  Water  Company,  asking  the  advice  of  the  State  Board  of 
Health  relative  to  the  use  of  a  small  pond  near  the  present  pumping 
station ;  and,  later,  additional  advice  was  requested,  with  reference 
to  preventing  lead  poisoning  caused  by  the  use  of  Milford  water 
drawn  through  lead  service  pipes.  The  Board  replied  to  these 
applications  as  follows :  — 

Jam.  5, 1900. 

The  question  of  the  use  of  the  small  pond  near  the  pumping  station  as 
an  additional  source  of  water  supply  for  Milford  was  considered  by  the 
Board  in  response  to  an  application  by  you  in  1894,  and  a  copy  of  the 
advice  of  the  Board  with  reference  to  the  use  of  this  source  at  that  time  is 
enclosed  herewith. 

The  recent  examination  that  has  been  made  by  the  Board  does  not  show 
that  any  change  has  taken  place  in  the  conditions  affecting  this  pond ;  but 
the  quality  of  the  water,  as  indicated  by  an  analysis  of  a  sample  sent  in 
by  you,  is  not  as  good  as  at  the  time  of  your  previous  application.  The 
water  is  likely  to  be  very  objectionable  if  supplied  directly  to  the  town,  on 
account  of  the  presence  of  a  large  quantity  of  organic  matter,  and  if  applied 
to  the  filters  it  may  cause  trouble  'in  their  operation,  and  even  after  filtra- 
tion may  not  be  satisfactory. .  Considering  the  small  yield  of  this  source 
and  the  poor  quality  of  the  water,  it  is  not  desirable,  in  the  opinion  of  the 
Board,  to  attempt  to  use  this  water  for  the  supply  of  the  town.  If  it  is 
necessary  to  empty  the  basin  near  the  pumping  station,  from  which  the 
present  supply  of  your  filters  is  drawn,  a  larger  quantity  of  water  than 
this  pond  would  furnish  can  be  obtained  from  the  stream  above  the  wells 
by  constructing  a  temporary  dam  if  necessary. 

The  Board  has  caused  the  wells  and  filters  from  which  the  water  supply 
of  Milford  and  Hopedale  is  drawn  to  be  examined  by  its  engineer,  and 
samples  of  the  water  of  the  wells  and  filters  and  of  the  Charles  River  to 
be  analyzed,  and  the  quantity  of  carbonic  acid,  to  which  the  action  of 
water  upon  lead  pipe  is  chiefly  due,  to  be  determined. 

As  a  result  of  these  examinations,  it  is  found  that  the  water  of  Charles 
River  and  of  the  filters  contains  so  small  an  amount  of  carbonic  acid  that 
these  waters  would  not  be  likely  to  attack  lead  pipe  to  such  a  degree  as 
to  cause  lead  poisoning.  Analyses  of  the  water  of  the  three  wells  show 
very  different  results.  The  water  of  well  No.  1,  which  is  nearest  the 
pumping  station,  was  found  to  be  of  poor  quality,  on  account  of  the  pres- 
ence of  an  excessive  quantity  of  iron,  and  to  contain  a  very  large  quantity 
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of  carbonic  acid,  which  would  undoubtedly  cause  it  to  take  up  large  quan- 
tities of  lead  in  passing  through  lead  pipes.  The  water  of  well  No.  2  was 
of  better  quality  than  that  of  No.  1,  and  contained  about  a  quarter  as 
much  carbonic  acid  as  that  of  well  No.  1  at  the  time  the  examinations  were 
made,  but  still  a  much  larger  quantity  than  the  water  of  the  river  and  the 
filters.  The  water  of  well  No.  8  (of  similar  quality  to  well  No.  2)  con- 
tained considerably  less  carbonic  acid  than  well  No.  2,  and  generally  not 
Tcry  much  more  than  the  water  of  the  filters.  It  is  probable  that  the  action 
of  the  Milf  ord  water  upon  lead  pipes  is  due  very  largely  to  the  presence 
of  an  excessive  quantity  of  carbonic  acid  in  the  waters  of  wells  Nos.  1 
and  2. 

If  the  use  of  water  from  wells  Nos.  1  and  2  should  be  discontinued,  and 
the  filtered  water  from  the  filter  near  well  No.  2  should  be  diverted  into 
well  No.  8,  it  is  probable  that,  if  the  water  of  well  No.  8  remained  the 
43ame  as  it  was  found  to  be  by  the  recent  analyses,  the  water  supplied  in 
this  way  would  not  seriously  attack  lead  pipes ;  but  it  is  impossible  to  tell 
whether  the  ground  water  which  now  filters  into  wells  Nos.  1  and  2  would 
not  find  its  way  into  well  No.  8,  and  carry  enough  carbonic  acid  into  that 
source  to  cause  the  water  to  take  up  large  quantities  of  lead. 

The  Board  is  of  the  opinion  that  immediate  action  should  be  taken  to 
-discontinue  the  use  of  water  of  wells  No.  1  and  No.  2,  to  turn  water  from  both 
filters  into  well  No.  8  and  supply  the  town  from  this  well,  and  then  see  if 
this  water  takes  lead  from  the  pipes. 

As  soon  as  the  proposed  change  is  made,  the  Board  will  make  further 
examinations  as  to  the  action  of  the  water  upon  lead,  and  be  prepared  to 
^ive  advice  as  to  future  action. 

Needham.  An  application  waa  received  from  the  water  board  of 
Ifeedham,  May  4,  1899,  for  the  advice  of  the  Board,  relative  to  an 
additional  water  supply  for  the  town  to  be  taken  from  wells  in  the 
neighborhood  of  its  existing  supply.  The  Board  replied  to  this 
application  as  follows :  — 

JuNB  14, 1899. 

The  State  Board  of  Health  received  from  you,  on  May  4,  1899,  an  appli- 
-cation  for  advice  with  reference  to  proposed  plans  for  increasing  the  water 
supply  of  the  town  of  Needham,  in  which  you  state  that  you  propose  to 
construct  another  large  well  east  of  your  present  well,  in  the  vicinity  of 
test  wells  Nos.  20  and  26,  shown  upon  the  plan  submitted  with  your  appli- 
cation. Subsequently,  the  results  of  tests  of  the  ground  by  means  of 
tubular  wells  located  in  the  region  in  which  it  is  proposed  to  construct  the 
new  well  were  submitted,  showing  the  character  of  the  soil  and  the  approxi- 
mate yield  of  the  wells  when  pumping  with  a  hand  pump.  You  state  also 
that  you  propose  to  construct  a  storage  basin  upon  Bird's  Hill  Brook  by 
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means  of  a  dam  across  the  brook  near  the  pumping  station,  as  proposed  in 
your  plan  submitted  last  year. 

The  Board  has  considered  the  plans  and  information  submitted,  and  has 
caused  the  locality  to  be  examined  by  its  engineer,  and  samples  of  water 
collected  from  time  to  time  since  your  inyestlgations  were  begun  from 
several  of  the  test  wells  to  be  analyzed. 

The  results  of  the  analyses  of  samples  of  water  collected  from  these 
wells  in  the  latter  part  of  1898  indicated  that  the  water  of  some  of  the 
wells  had  been  highly  polluted,  but  subsequently  completely  purified  in  its 
passage  through  the  ground  to  the  wells.  Examinations  of  additional 
samples  of  water  from  the  wells  in  April  and  May  of  this  year  showed  that 
the  previous  pollution  of  the  water  was  considerably  less  than  at  the  time 
the  samples  were  collected  last  year,  and  that  the  quality  of  the  water  had 
improved.  The  cause  of  the  pollution  of  the  water  has  not  been  definitely 
determined,  but  it  is  apparently  due  to  the  presence  for  a  long  period  of  a 
large  piggery  and  a  large  amount  of  polluting  matter  upon  higher  land 
east  of  the  wells.  It  is  understood  that  pollution  from  this  source  has  been 
to  a  lai'ge  extent  prevented,  but  it  should  be  completely  removed  from  the 
neighborhood  if  water  is  taken  for  the  supply  of  the  town  from  the  pro- 
posed source.  The  water  in  its  present  state  is  well  purified  and  of  good 
quality,  and  is  not  greatly  different  from  that  of  your  present  sources  of 
supply.  Whether  it  will  improve  further,  or  deteriorate,  when  a  lai^e 
quantity  of  water  is  drawn  from  the  ground,  cannot  be  predicted  with  cer- 
tainty ;  but  the  present  indications  are  that,  if  the  source  of  pollution 
referred  to  is  removed,  the  water  will  remain  satisfactory  for  drinking  and 
other  domestic  uses. 

The  soil  at  the  place  where  the  test  wells  are  located  is  coarse  and 
porous  to  a  considerable  depth  below  the  surface  of  the  ground,  and  water 
could  be  drawn  from  the  wells  in  large  quantities  with  much  freedom,  and 
the  soil  in  the  vicinity  of  the  wells  appears  also  to  be  very  coarse  and 
porous ;  but  observations  upon  the  height  of  water  in  the  test  wells  show 
that  the  height  of  the  ground  water  in  their  vicinity  is  already  affected 
somewhat  by  pumping  from  the  present  well,  and  the  area  of  the  water- 
shed which  will  be  tributary  to  both  wells  is  small.  Nevertheless,  the 
lowering  of  the  ground  water  that  would  be  caused  by  pumping  from  a 
well  at  the  place  now  proposed  would  probably  make  available  a  much 
larger  portion  of  the  water  stored  in  the  ground  than  is  made  available  by 
pumping  from  the  present  well,  and  the  area  of  territory  from  which 
ground  water  is  influenced  to  flow  toward  the  wells  would  probably  be 
extended  considerably  beyond  the  limits  that  are  affected  by  pumping  from 
the  present  well.  While  the  indications  are  that  a  large  addition  to  your 
present  supply  of  water  can  be  obtained  by  the  construction  of  the  pro- 
posed new  well,  and  while  the  yield  of  the  wells  might  then  be  suflScient 
for  the  present  needs  of  the  town  in  a  very  dry  season,  the  yield  is  hardly 
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likely,  at  the  present  rate  of  increase  in  the  use  of  water  in  Needham,  to 
be  suJKcient  for  the  supply  of  the  town  for  any  considerable  time  in  the 
future,  and  a  supply  from  a  new  source  is  likely  to  be  required. 

An  additional  supply  of  water  is,  however,  ui^ently  needed  at  the  present 
time,  and  so  far  as  is  now  known  the  most  practicable  way  of  obtaining 
such  a  supply  is  to  take  water  from  the  ground  at  the  place  proposed  in 
your  application ;  and,  under  the  circumstances,  the  Board  is  of  the  opinion 
that  it  is  advisable  to  construct  works  without  delay  for  taking  an  addi- 
tional supply  of  water  from  the  ground  in  that  vicinity.  On  account  of 
the  very  low  rainfall  in  the  months  of  April  and  May  of  the  present  year, 
and  the  indications  that  the  yield  of  your  present  works  may  become  insuf- 
ficient for  the  supply  of  the  town  considerably  before  the  end  of  the  pres- 
ent year,  it  is  probable  that,  if  the  construction  of  the  proposed  well  should 
be  begun  at  the  present  time,  the  necessary  pumping  at  the  excavation 
would  still  further  reduce  the  yield  of  your  present  source,  and  the  water 
pumped  from  the  excavation  would  not  be  suitable  to  supply  to  the  town. 
It  appears  to  be  feasible  to  connect  some  of  the  test  wells  already  driven 
near  the  site  of  the  proposed  well  to  a  pump,  and  to  pump  water  from 
them  through  a  temporary  force  main  into  your  present  well,  and  in  this 
way  to  obtain  a  large  increase  in  your  supply  to  meet  the  present  emer- 
gency ;  but  it  is  not  desirable  to  employ  a  large  force  of  men  in  construct- 
ing a  well  near  any  of  the  test  wells  while  the  water  is  being  used  for  the 
supply  of  the  town.  Under  the  circumstances,  the  Board  would  advise 
that  you  provide  a  pump  and  construct  such  temporary  works  as  may  be 
necessary  for  pumping  water  from  the  present  test  wells  and  such  addi- 
tional wells  as  may  be  found  desirable  into  your  present  well,  and  at  the 
same  time  cause  samples  of  the  water  to  be  collected  for  analysis,  to  learn 
what  changes,  if  any,  take  place  in  its  quality.  If  the  water  remains  sat- 
isfactory, the  construction  of  a  large  well  can  be  begun  at  such  time  as  it 
may  be  found  desirable  to  do  so,  and  much  additional  information  will  have 
been  obtained  as  to  the  probable  yield  of  the  works  and  the  quality  of  the 
water.  The  Board  will  cause  the  water  to  be  examined  at  such  times  as 
may  be  necessary  or  desirable,  if  you  will  collect  the  samples. 

Regarding  the  plan  of  constructing  a  basin  near  the  pumping  station,  the 
Board  is  of  the  opinion  that  it  is  doubtful  whether,  even  if  a  large  propor- 
tion of  the  water  collected  by  the  basin  in  the  drier  portion  of  the  year 
should  enter  the  ground  and  reach  the  wells,  a  material  increase  would  be 
obtained  in  the  yield  of  the  wells ;  but  it  is  understood  that  it  is  desired  to 
construct  the  basin  in  part  for  ornamental  purposes,  and,  since  it  is  not 
likely  that  the  presence  of  the  proposed  basin  will  affect  the  quality  of  the 
water  of  the  wells  as  now  located,  there  appears  to  be  no  serious  objection 
to  the  carrying  out  of  this  portion  of  the  plan.  The  basin  would  not  be 
a  proper  source  from  which  to  draw  water  directly  for  supplying  the 
town. 
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North  Adams  (N.  L.  Millard  &  Co.).  An  application  was 
received,  Dec.  19,  1898,  from  N.  L.  Millard  &  Co.,  asking  the 
advice  of  the  Board,  relative  to  the  use  of  water  of  two  wells  beneath 
their  factory  for  drinking  purposes.  The  Board  replied  to  this  appli- 
cation as  follows :  — 

Apbil  6, 1899. 

The  State  Board  of  Health  has  considered  your  application  for  advice 
with  reference  to  the  use  of  water  from  two  wells,  situated  beneath  your 
factory,  for  drinking  purposes,  and  has  caused  the  locality  to  be  examined 
by  its  engineer,  and  samples  of  the  water  to  be  analyzed.  The  results  of 
the  analyses  show  that  the  water  is  clear,  odorless  and  nearly  colorless,, 
but  that  it  is  excessively  hard,  and  has  at  some  time  been  highly  polluted 
by  sewage  and  subsequently  well  purified  in  its  passage  through  the  ground. 
On  account  of  the  location  of  the  wells,  in  a  densely  populated  territory 
not  far  from  the  river,  there  is  much  danger  that  the  quality  of  the  water 
may  further  deteriorate. 

In  view  of  the  circumstances,  the  Board  is  of  the  opinion  that  this  water 
is  not  fit  for  drinking,  and  would  advise  that  you  do  not  introduce  the 
water  into  the  pipes  through  which  water  for  drinking  is  supplied  to  the 
operatives  or  employees  of  the  factory. 

North  Adams.  A  communication  was  received  from  the  board 
of  health  of  North  Adams,  Sept.  14,  1899,  stating  that,  in  conse- 
quence of  a  scarcity  of  water  in  the  public  supply,  it  might  become 
necessary  to  take  water  from  artesian  wells  in  the  central  part  of 
the  city,  from  which  water  had  previously  been  used.  The  board 
of  health  therefore  requested  the  State  Board  to  make  an  examina- 
tion of  this  water,  and  give  its  opinion  with  reference  to  its  use  for 
domestic  purposes.  The  Board  replied  to  this  communication  as 
follows :  — 

Not.  3, 1899. 

In  response  to  your  communication,  requesting  the  advice  of  the  Board 
as  to  the  quality  of  the  water  of  the  two  deep  tubular  wells  located  near 
the  central  part  of  the  city  of  North  Adams,  from  which  a  portion  of  the 
water  supply  of  the  city  is  sometimes  drawn,  the  Board  has  caused  the 
locality  to  be  examined  by  its  engineers,  and  a  sample  of  the  water  to  be 
analyzed. 

The  results  of  this  analysis,  and  of  several  analyses  made  in  previous 
years,  show  that,  while  the  water  is  generally  clear,  colorless  and  odorless, 
it  is  excessively  hard,  being  usually  several  times  as  hard  as  the  water  of 
your  present  supply  from  Notch  and  Broad  brooks.  It  is  also  evident 
that  the  water  entering  the  wells  has  at  some  time  been  polluted  by  sew- 
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age,  though  it  has  eabsequently  been  well  purified  in  its  passage  through 
the  ground. 

The  wells  are  located  within  the  densely  populated  portion  of  the  city, 
and  it  is  evident  that  much  of  the  water  which  enters  them  percolates  down 
through  the  ground  in  their  immediate  vicinity.  It  also  appears  that  there 
has  been  complaint  of  the  quality  of  the  water,  and  that  it  is  believed  at 
times  to  have  injured  the  health  of  those  who  used  it. 

Considering  the  circumstances,  the  Board  is  of  the  opinion  that  these 
wells  are  not  suitable  sources  from  which  to  take  water  for  drinking,  and 
that  their  use  for  this  purpose  should  be  prevented. 

The  consumption  of  water  in  North  Adams  appears,  from  a  limited  num- 
ber of  observations,  to  be  much  greater  than  in  any  city  of  similar  size  in 
the  State,  where  records  of  the  quantity  of  water  used  are  kept,  and  it  may 
be  practicable  to  materially  reduce  the  consumption  of  water  in  the  city. 

It  is  evident  that,  with  your  present  consumption  of  water,  a  further 
supply  is  needed  even  in  a  year  of  ordinary  rainfall ;  and  the  Board  would 
advise  that  provision  be  made  without  delay  for  furnishing  a  sufficient 
supply  of  good  water  to  the  city,  even  in  the  driest  seasons. 

Northampton  (the  Mount  Tom  Sulphite  Pulp  Company) .  An 
application  was  received,  Aug.  23,  1899,  from  the  Mount  Tom  Sul- 
phite Pulp  Company,  for  the  advice  of  the  Board  relative  to  the 
quality  of  the  water  of  certain  tubular  wells  on  the  premises  of  the 
company.     The  Board  replied  to  this  application  as  follows :  — 

Nov.  3, 1899. 

In  response  to  your  communication  of  August  23,  requesting  the  opinion 
of  the  Board  in  regard  to  the  quality  of  the  water  of  tubular  wells  located 
in  the  vicinity  of  the  works  of  the  Mt.  Tom  Sulphite  Pulp  Company,  in 
Northampton,  the  Board  has  caused  the  locality  to  be  examined  by  one 
of  its  engineers  and  samples  of  the  water  to  be  analyzed. 

The  analyses  show  that  the  water  is  of  good  appearance,  being  clear, 
nearly  colorless  and  odorless ;  but  it  has  been  found  that  it  contains  man- 
ganese in  such  a  lai*ge  quantity  that  it  would  be  likely  to  prove  injurious 
to  those  who  might  use  the  water  for  drinking. 

Considering  the  circumstances,  the  Board  does  not  advise  the  use  of  this 
water  for  drinking  purposes. 

Plymouth.  An  application  was  received  from  the  board  of  health 
of  Plymouth,  June  21,  1899,  for  the  opinion  of  the  State  Board  of 
Health  relative  to  the  quality  of  the  water  of  the  Pilgrim,  or  Elder 
Brewster,  Spring,  near  the  centre  of  that  town.  The  Board  replied 
to  this  application  as  follows :  — 
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July  7, 1899. 

The  State  Board  of  Health  received  from  you,  on  June  21,  1899,  an 
application  requesting  the  advice  of  the  Board  as  to  the  suitability  of  the 
water  of  the  Pilgrim,  or  Elder  Brewster,  Spring,  so  called,  in  the  town  of 
Plymouth,  for  drinking  purposes.  It  appears  that  the  water  of  this  spring 
has  for  several  years  been  supplied  to  a  drinking  fountain  in  the  centi*e  of 
the  town,  where  it  is  used  for  drinking  by  large  numbers  of  people  in  the 
warmer  portion  of  the  year. 

The  Board  has  caused  the  spring  and  its  surroundings  to  be  examined  by 
one  of  its  engineers,  and  a  sample  of  the  water  to  be  analyzed,  and  has 
considered  the  results  of  previous  analyses  of  the  water  made  by  the  Board 
in  1890  and  1896.  The  analyses  show  that  the  water  has  been  polluted, 
but  has  subsequently  been  well  purified  in  its  passage  through  the  ground. 
The  examinations  made  by  the  Board  indicate  that  the  water  of  this 
spring  in  its  present  state  is  safe  for  drinking,  but  the  situation  of  the 
spring  is  such,  being  in  the  midst  of  a  dense  population,  that  it  will  have 
to  be  carefully  guarded  from  pollution  in  the  future. 

If  the  spring  and  the  ground  in  the  region  about  it  are  kept  free  from 
pollution,  the  water  will  probably  continue  to  be  safe  for  drinking ;  but  it 
is  desirable,  on  account  of  the  situation  of  the  spring,  that  analyses  of  the 
water  be  made  from  time  to  time,  in  order  that  any  deterioration  in  its 
quality  may  be  detected. 

Provincetown.  An  application  was  received  from  the  authori- 
ties of  Provincetown,  early  in  1896,  for  the  advice  of  the  Board 
relative  to  the  removal  of  iron  and  organic  matter  from  the  public 
water  supply  of  the  town.  Soon  after  receiving  this  application, 
examinations  of  the  water  were  made  and  experiments  with  referehce 
to  its  purification  were  begun  under  the  direction  of  the  Board,  and 
the  follovdng  communication  was  sent  to  the  water  commissioners, 
Aug.  4,  1899  :  — 

The  State  Board  of  Health  received  from  the  authorities  of  Province- 
town,  early  in  1896,  a  request  for  advice  as  to  purifying  the  public  water 
supply  of  the  town,  which  has  always  contained  an  excessive  amount  of 
iron  and  a  large  quantity  of  organic  matter,  making  the  water  offensive 
and  objectionable  for  many  domestic  uses.  Soon  after  the  receipt  of  this 
application,  examinations  of  the  water  were  made  and  experiments  with 
reference  to  its  purification  were  begun  under  the  direction  of  the  Board. 

The  source  of  water  supply  of  Provincetown  at  the  time  the  application 
was  made  was  a  system  of  tubular  wells,  which  was  first  used  in  the  latter 
part  of  1893,  when  the  public  water  supply  was  first  intix)duced.  While 
the  investigations  were  in  progress,  in  the  early  part  of  1898,  a  change  was 
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made  in  the  soarce  of  supply,  and  a  basin  was  excavated  in  the  ground 
near  the  pumping  station,  from  which  all  of  the  water  used  for  the  supply 
of  the  town  has  been  drawn  since  that  time,  and  the  tubular  wells  have 
been  abandoned.  The  change  in  the  source  of  supply  seems  to  have  been 
of  advantage,  in  that  the  basin  furnishes  an  ample  quantity  of  water  at  all 
times,  while  the  wells  formerly  used  required  cleaning  from  time  to  time, 
on  account  of  clc^ging. 

Previous  to  the  construction  of  the  basin,  the  quality  of  the  water  of  the 
wells  had  varied  considerably  from  time  to  time ;  but  the  quantity  of  iron 
in  the  water  had,  on  the  whole,  greatly  increased  since  the  works  were 
constructed,  and  there  was  a  lai^e  increase  also  in  the  quantity  of  organic 
matter.  After  the  new  basin  was  constructed  and  the  use  of  water  from 
this  source  was  begun,  the  quantity  of  iron  decreased  greatly  and  became 
smaller  than  at  any  time  since  the  works  were  constructed.  After  about 
six  months'  use,  however,  the  iix>n  increased  rapidly,  and  became  nearly 
as  great  as  in  the  water  of  the  tubular  wells  before  they  were  abandoned. 

The  examinations  of  the  water  have  also  shown  that  it  contains  at  times 
gases  which  will  act  rapidly  upon  iron  when  exposed  to  the  water,  but  at 
other  times  these  gases  appear  to  be  absent.  It  is  also  found  that  there 
is  a  considerable  growth  of  filamentous  algse  in  the  open  basin. 

The  great  changes  in  the  quantity  of  iron  present  in  the  water  from  time 
to  time  and  the  variations  in  the  quality  of  the  water  in  other  respects  are 
such  that  a  method  of  purifying  it  that  is  successful  at  one  time  may  be 
entirely  inadequate  for  the  purpose  in  another  season  of  the  year ;  and  it 
is  these  changes  in  the  quality  of  the  water  which  render  it  difficult  of 
purification  at  all  times ;  but,  as  a  result  of  the  investigations  by  the 
Board,  a  method  of  purification  has  been  found  which  is  adapted  for  all 
of  the  various  conditions  of  the  water  that  have  thus  far  been  observed, 
and,  so  far  as  our  investigations  have  shown,  has  always  given  satisfactory 
results  without  increasing  the  hardness  of  the  water  or  injuring  it  in  any 
other  way ;  in  fact,  the  indications  seem  to  be  that  the  hardness  will  be 
considerably  reduced  in  the  operation. 

While  the  method  of  purification  referred  to  has  been  found  satisfactory, 
the  experiments  have  necessarily  been  made  upon  a  small  scale,  and  it  is 
impracticable  to  determine  satisfactorily,  without  experiments  upon  a 
larger  scale,  the  size  of  filters  and  other  works  that  will  be  necessary  to 
purify  the  water  at  all  times,  and  at  the  same  time  secure  the  greatest 
economy  in  the  first  cost  of  the  works  and  in  their  operation.  Such  an 
experiment  should  be  made  by  means  of  works  located  in  the  vicinity  of 
your  pumping  station ;  and,  if  the  town  will  provide  such  tanks  and  mate- 
rials as  are  necessary  to  make  a  suitable  test,  the  Board  will  advise  as  to 
the  construction  and  operation  of  a  suitable  experimental  plant,  and  will 
make  such  other  investigations  as  may  be  necessary.  After  sufficient  in- 
formation has  been  secured  for  the  purpose,  the  Board  will  advise  as  to 
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the  works   necessary  for  effectually  purifying   the  water  supply  of  the 
town. 

It  is  estimated  that  a  suitable  experimental  plant  for  the  purpose  can  be 
prepared  in  the  vicinity  of  your  pumping  station  at  a  cost  of  not  over 
$500,  and  probably  at  a  smaller  cost. 

Randolph.  An  application  was  received  from  the  board  of  health 
of  Randolph,  June  5,  1899,  for  advice  relative  to  the  quality  of  the 
water  of  a  well  which  is  used  for  the  supply  of  several  fEimilies  in 
that  town.     The  Board  replied  to  this  application  as  follows :  — 

JiTNB  30, 1889. 

In  response  to  your  application  of  June  5, 1899,  for  advice  as  to  whether 
or  not  the  water  in  the  well  on  the  premises  of  Alice  Kenney,  on  Ward 
Street  in  the  town  of  Randolph,  is  unfit  for  domestic  use  and  likely  to  im- 
peril the  public  health,  the  Board  has  caused  the  well  and  its  surroundings 
to  be  examined  and  a  sample  of  the  water  to  be  analyzed. 

The  well,  which  appears  to  be  used  by  several  families,  is  located  in  the 
thickly  populated  portion  of  the  village,  and  there  are  many  privies  and 
cesspools  in  its  neighborhood.  The  analysis  of  a  sample  of  the  water 
shows  that  the  water  which  enters  the  well  has  been  highly  polluted  by 
sewage,  and  has  not  been  purified  in  its  passage  through  the  ground. 

With  these  conditions,  the  Board  is  of  the  opinion  that  the  water  of  this 
well  in  its  present  state  is  liable  to  be  injurious  to  the  health  of  those  who 
may  use  it  for  drinking  or  other  domestic  purposes  and  is  unfit  for  domes- 
tic use.  There  appears  to  be  no  practicable  way  in  which  the  quality  of  the 
water  of  the  weU  can  be  improved  sufiSciently  to  make  it  safe  for  drinking. 

Russell.  An  application  was  received,  June  20,  1899,  from 
William  B.  Shelley,  requesting  the  advice  of  the  Board  relative  to  a 
proposed  water  supply  for  the  town  of  Russell,  to  be  taken  from 
Black  Brook  in  that  town.  The  Board  replied  to  this  application 
as  follows :  — 

July  7, 1899. 

The  State  Board  of  Health  received  from  you,  on  June  20,  1899,  an 
application  for  advice  with  reference  to  a  proposed  source  of  water  supply 
for  the  town  of  Russell,  in  which  you  state  that  it  is  proposed  to  take  water 
from  Black  Brook,  at  a  point  about  one  mile  from  the  Boston  <&  Albany 
Railroad  station,  and  at  an  elevation  of  about  150  feet  above  the  track. 
The  application  was  accompanied  by  a  plan  showing  the  location  of  a  pro- 
posed dam  upon  the  brook. 

The  Board  has  caused  the  water-shed  of  the  brook  to  be  examined  by 
one  of  its  engineers,  and  a  sample  of  the  water  collected  near  the  site  of 
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the  proposed  dam  to  be  analyzed.  The  results  of  the  analysis  show  that 
the  water  is  soft,  odorless  and  has  but  little  color,  and  that  it  is  otherwise 
of  good  quality  for  the  purposes  of  a  public  water  supply. 

The  examination  of  the  water-shed  shows  that  there  are  several  farm- 
houses upon  it,  most  of  which  are  located  near  the  edges  of  the  water- 
shed, and  at  a  considerable  distance  from  the  stream  and  its  tributaries. 
An  examination  of  the  location  of  the  houses  nearer  the  central  portions  of 
the  water-shed  indicates  that  the  pollution  of  the  water  of  the  brook  from 
these  houses  can  be  prevented  without  serious  trouble. 

If  saitable  precautions  are  taken  to  prevent  the  pollution  of  the  brook 
by  sewage  from  houses  on  its  water-shed,  the  Board  is  of  the  opinion  that 
this  source  will  be  a  suitable  one  for  the  supply  of  the  village  of  Russell. 

Salem.  A  communication  having  been  received,  Jan.  1,  1899, 
by  the  State  Board  of  Health,  from  the  Salem  water  board,  to  the 
effect  that  complaints  had  been  received  relative  to  the  taste  of  the 
water  furnished  from  their  sources  of  supply,  the  State  Board  of 
Health  caused  these  sources  to  be  examined  by  one  of  its  engineers, 
together  with  the  results  of  numerous  analyses  which  had  been  made 
of  the  water  of  Wenham  Lake  and  Longham  reservoir,  and  addressed 
the  following  communication  to  the  water  board  of  Salem :  — 

Mabch  17, 1899. 

The  results  of  the  analyses  show  that  the  water  of  Wenham  Lake  has 
contained  more  color  and  considerably  more  oi^anic  matter  in  the  last  four 
years  than  was  the  case  for  many  years  previously,  a  condition  which  has 
apparently  been  chiefly  due  to  the  introduction  of  water  from  the  Longham 
source,  which  is  very  highly  colored  and  usually  contains  a  very  lai^e 
quantity  of  organic  matter.  The  bad  taste  and  odor  which  you  have  no- 
ticed recently  in  the  water  from  the  lake  have  probably  been  due  to  the 
presence  of  organic  matter,  and  our  investigations  show  that  microscopic 
oi^anisms  are  present  in  this  water  at  times  in  considerable  numbers.  The 
cause  of  the  presence  and  growth  of  such  organisms  in  surface  waters  is 
not  definitely  known,  but  the  numbers  are  apparently  dependent  largely 
on  the  nitrogenous  matter  contained  either  in  the  bottom  of  the  pond  or  in 
the  water  which  enters  it.  The  very  large  quantity  of  oi^anic  matter 
usually  present  in  the  water  of  Longham  reservoir  is  favorable  to  the  de- 
velopment of  microscopic*  organisms,  and  the  introduction  of  this  water 
into  Wenham  Lake  has  evidently  had  an  unfavorable  influence  upon  the 
quality  of  the  water  of  the  lake.  It  is  important  that  as  small  an  amount 
as  possible  of  water  from  the  Longham  source  be  drawn  into  Wenham 
Lake,  and  that  the  Longham  water  be  used  so  far  as  practicable  only  at 
times  when  its  quality  is  least  objectionable.     A  great  improvement  could 
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apparently  be  made  in  the  quality  of  the  Longham  water  by  certain  changes 
and  improYements  in  the  reservoir  and  its  water-shed,  as  suggested  in  a 
previoos  communication  of  the  Board. 

An  application  was  received  from  the  Salem  water  board,  Dec.  7, 
1899,  requesting  the  opinion  of  the  State  Board  of  Health  as  to  the 
fitness  of  the  water  of  Longham  Brook  for  use  in  connection  with 
the  water  of  Wenham  Lake.  The  Board  replied  to  this  application 
as  follows :  — 

Dbc.  22, 1899. 

The  State  Board  of  Health  received  from  you,  on  Dec.  7,  1899,  a  com- 
munication stating  that,  on  account  of  the  low  state  of  the  water  in  Wen- 
ham  Lake,  you  desire  to  turn  the  water  of  Longham  Brook  into  the  lake  as 
soon  as  its  condition  will  permit,  and  you  request  the  advice  of  the  Board 
as  to  the  fitness  of  the  Longham  water  for  use  in  connection  with  the  water 
of  the  lake,  and  as  to  the  probability,  if  the  water  is  not  now  suitable,  of 
its  becoming  improved  by  the  conditions  which  are  likely  to  prevail  during 
the  winter  months. 

The  results  of  analyses  of  samples  of  water  collected  from  the  basin  on 
Longham  Brook  have  shown  that  it  is  highly  colored,  and  contains,  espe- 
cially in  the  summer  season,  a  very  large  quantity  of  organic  matter,  and 
the  turning  of  such  water  into  Wenham  Lake  would  have  a  very  unfavorable 
effect  upon  its  quality.  In  the  earlier  months  of  the  year,  usually  from 
January  until  the  end  of  April,  when  there  is  a  large  quantity  of  water 
fiowing  through  the  reservoir,  the  water  is  less  highly  colored  and  contains 
a  much  smaller  quantity  of  oi'ganic  matter  than  during  other  portions  of 
the  year.  It  appears  that  the  basin  has  now  been  empty  for  several  weeks, 
but  the  most  recent  analyses  show  that  the  quality  of  the  water  of  the 
brook  at  the  present  time  is  not  as  good  as  the  water  of  the  basin  was 
found  to  be  during  the  winter  and  early  spring  months  of  the  year,  and  it 
seems  reasonable  to  expect  that  the  quantity  of  organic  matter  in  the 
brook  water  will  become  considerably  less  in  the  near  future,  while  at  the 
same  time  the  flow  of  the  brook  will  be  considerably  greater.  There  are 
indications  that  the  turning  of  the  water  of  the  Longham  Brook  source 
into  Wenham  Lake  has,  at  times  in  the  past,  had  an  unfavorable  influence 
upon  the  quality  of  the  water  of  the  lake ;  and  it  is  desirable,  under  present 
conditions,  to  divert  as  little  water  as  practicable  from  this  source  into  the 
lake,  and  to  so  divert  it  only  at  the  season  of  the  year  when  the  quantity 
of  oi^anic  matter  in  the  Longham  water  is  at  the  minimum. 

The  results  of  recent  analyses  of  Longham  water  show  that  it  was  better 
during  November  than  earlier  in  the  fall,  but  it  was  not  so  good  in  the 
early  part  of  December  as  in  the  preceding  month ;  and,  under  the  circum- 
stances, if  further  lowering  of  the  water  in  the  lake  will  not  interfere  with 


42  STATE   BOARD   OF  HEALTH.         [Pub.  Doc. 

the  efficiency  of  the  works  of  either  of  the  cities  of  Salem  or  Beverly,  the 
Board  woald  advise  that  you  delay  using  the  water  of  Longham  Brook 
until,  by  making  weekly  examinations,  it  is  found  that  the  water  is  of  bet- 
ter quality  than  it  has  been  found  to  be  thus  far  this  fall.  It  will  be  essen- 
tial to  watch  the  quality  of  the  water  carefully,  especially  after  the  first 
heavy  rains,  which  may  have  an  unfavorable  effect  upon  its  quality  for  a 
time.  The  Board  will  cause  the  necessary  analyses  to  be  made  if  you  will 
collect  the  samples. 

The  consumption  of  water  in  Salem  and  Beverly  is  likely  to  increase  in 
the  future,  and  it  will  become  necessary  to  draw  larger  and  larger  quanti- 
ties from  the  Longham  source  into  Wenham  Lake.  The  effect  upon  the 
quality  of  the  water  of  the  lake  is  likely  to  become  more  noticeable  as 
greater  quantities  of  water  from  the  Longham  source  are  diverted  into  it ; 
and  the  Board  would  again  advise  that  the  question  of  the  improvement  of 
the  Longham  source  be  carefully  investigated,  with  a  view  to  securing  a 
water  of  much  better  quality  than  it  is  capable  of  furnishing  under  present 
conditions,  and  one  which  will  not  be  likely  to  have  an  unfavorable  effect 
upon  the  quality  of  the  water  of  Wenham  Lake. 

Springfield.  An  application  was  received  from  the  water  board 
of  Springfield,  Jan.  12,  1899,  in  which  it  was  stated  that  the  board 
of  water  commissioners  of  Springfield  had  voted  to  draw  off  the 
water  of  Ludlow  reservoir  early  in  the  coming  season,  in  order  that 
the  bed  of  the  reservoir  might  be  examined,  and  estimates  obtained 
of  the  cost  of  removing  the  deposit  at  the  bottom. 

Meanwhile,  in  order  to  insure  a  full  supply  of  water,  it  was  pro- 
posed to  draw  water  from  Five  Mile  Pond,  and,  if  necessary,  to  use 
this  water  and  that  of  Loon  Pond  as  an  emergency  supply.  The 
opinion  of  the  "Board  waa  requested  with  reference  to  the  quality  of 
these  waters.     To  this  application  the  Board  replied  as  follows :  — 

Fbb.  2, 1899. 

The  State  Board  of  Health  received  from  you,  on  Jan.  12,  1899,  an  ap- 
plication stating  that  you  propose  to  draw  off  the  water  of  Ludlow  reservoir 
«arly  in  the  coming  season,  in  order  that  the  bed  of  the  reservoir  may  be 
examined  and  the  amount  of  objectionable  material  at  the  bottom  meas- 
ured ;  and  that,  in  order  to  insure  a  full  supply  of  water  to  the  city  during 
the  time  that  the  reservoir  is  empty,  you  propose  to  supplement  the  supply 
from  the  canals,  Ludlow  basin  and  Chapin  Pond,  by  the  use  of  water  from 
Five  Mile  and  Loon  ponds,  if  necessary ;  and  you  request  the  advice  of  the 
Board  as  to  whether  the  quality  of  the  water  of  those  ponds  is  suitable  for 
the  supply  of  the  city. 

The  Board  has  carefully  considered  your  proposed  plan,  and  the  results 
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of  examinations  which  have  been  made  of  the  proposed  sources  of  supply 
from  time  to  time  for  several  years. 

The  i-esults  of  chemical  analyses  of  samples  which  have  been  collected 
and  sent  in  by  you  at  regular  intervals  since  1896  show  that  the  waters  of 
these  ponds  are  soft,  nearly  colorless,  and  generally  of  good  quality  for  the 
purposes  of  a  public  water  supply. 

The  microscopical  examinations  have  shown  the  presence  at  times  of 
considerable  numbers  of  organisms,  of  kinds  which  have  been  known  to 
impart  to  water  a  disagreeble  taste  and  odor ;  but  it  does  not  seem  proba- 
able,  from  these  examinations,  that  troubles  from  this  cause  will  be  fre- 
quent or  long-continued.  The  ponds  do  not  appear  to  be  exposed  to  serious 
danger  of  pollution  by  sewage,  excepting  perhaps  from  visitors  ^in  the 
summer  season,  and  danger  of  pollution  of  the  ponds  from  this  cause  can 
be  prevented. 

It  is  not  practicable  to  estimate  definitely  the  probable  yield  of  these 
sources  of  supply,  taken  in  connection  with  Chapin  Pond  and  with  the 
canals  discharging  into  Ludlow  basin ;  but  it  is  probable  that  the  yield  will 
be  sufficient  for  the  supply  of  Springfield  for  the  next  two  or  three  years, 
unless  a  very  dry  year  should  occur,  and  in  such  an  emergency  it  is  proba- 
ble that  a  further  additional  supply  could  be  secured  in  time  to  avoid  seri- 
ous difficulty  from  a  shortage  of  water.  It  is  desirable,  however,  to  make 
provision  whereby,  when  water  is  wasting  from  the  Ludlow  basin,  it  can  be 
discharged  into  Five  Mile,  Loon  and  Chapin  ponds,  whenever  the  level  of 
the  water  in  either  of  the  ponds  is  below  high  water. 

In  view  of  the  circumstances,  the  Board  is  of  the  opinion  that  Five  Mile 
and  Loon  ponds  are  appropriate  sources  of  temporary  water  supply  for  the 
city  of  Springfield. 

Stoughton.  An  application  was  received,  Aug.  15,  1899,  from 
the  water  commissioners  of  Stoughton,  requesting  the  advice  of  the 
Board  with  reference  to  certain  proposed  changes  and  improvements 
in  the  system  of  water  supply  of  the  town.  The  Board  replied  to 
this  application  as  follows :  — 

Oct.  6, 1899. 

The  State  Board  of  Health  received  from  you,  on  Aug.  15,  1899,  an 
application  for  advice  with  reference  to  certain  proposed  changes  and  im- 
provements in  the  water  supply  system  of  the  town  of  Stoughton,  accom- 
panied by  a  plan,  showing  your  present  collecting  well  and  other  works  in 
the  vicinity  of  the  brook  flowing  from  Muddy  Pond,  and  proposed  changes 
in  these  works  which  it  is  intended  to  make  at  the  present  time,  and  other 
changes  which  can  be  made  by  extending  the  proposed  new  works  in  the 
future. 

The  plan  shows  a  line  of  pipe  beginning  at  a  proposed  gate-chamber  on 
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the  line  of  the  present  12  inch  pipe  between  the  collecting  well  and  the 
pumping  station,  at  a  point  about  50  feet  north  of  the  collecting  well,  and 
extending  in  a  south-westerly  direction  along  the  westerly  side  or  the  valley 
of  the  brook  for  a  distance  of  a  little  less  than  800  feet,  where  it  turns  from 
a  south-westerly  to  a  south-easterly  direction,  and  runs  92  feet  to  a  proposed 
settling  basin,  to  be  constructed  on  the  brook  about  200  feet  above  the 
^'  old  dam,"  so  called.  It  is  proposed  to  take  the  brook  water  from  the 
settling  basin  through  this  pipe  to  the  present  12  inch  pipe  line,  and  thence 
directly  to  the  pump  well  at  the  pumping  station. 

It  appears  that  you  propose  that  most  of  the  works  described  shall  form 
a  part  of  works  designed  to  secure  a  supply  of  ground  water  from  the 
neighborhood  of  the  springs  about  Muddy  Pond,  as  suggested  and  recom- 
mended by  this  Board  in  1893 ;  and  the  plan  shows  a  possible  route  by 
which  your  proposed  pipe  line  may  be  extended  from  the  point  at  which  it 
is  proposed  to  turn  off  to  connect  with  the  brook,  further  south  through  the 
valley  of  the  brook,  and  around  the  southerly  end  of  Muddy  Pond,  so  as  to 
intercept  the  ground  water  from  this  region  and  use  it  at  some  future  time 
for  the  supply  of  the  town ;  but  it  appears  that  for  the  present  and  for  an 
indefinite  time  in  the  future  it  is  proposed  to  take  water  for  the  supply  of 
Stoughton  directly  from  the  brook  flowing  from  Muddy  Pond. 

The  Board  has  caused  your  present  works  and  the  r^on  about  Muddy 
Pond  to  be  examined  by  its  engineer,  and  samples  of  water  collected  by 
you  at  various  points  from  the  brook  flowing  from  Muddy  Pond  to  be 
analyzed,  and  has  carefully  considered  the  plan  submitted  and  the  results 
of  previous  investigations  with  reference  to  the  water  supply  of  Stoughton. 

The  water  supplied  to  the  town  from  your  present  works  is  at  times 
highly  colored,  and  contains  a  large  quantity  of  organic  matter  taken  up 
from  the  swamp  about  Muddy  Pond.  The  water-shed  of  Muddy  Pond  is 
situated  quite  near  the  town,  and,  while  it  contains  only  a  small  population, 
and  the  pond  and  brook  below  it  are  but  little  exposed  at  the  present  time 
to  danger  of  pollution  by  sewage,  the  use  of  a  running  stream  in  such  ter- 
ritory as  a  source  of  public  water  supply  should,  in  the  opinion  of  the  Board, 
be  avoided. 

Comparing  the  results  of  analyses  of  samples  of  water  collected  recently 
from  the  brook  at  the  present  intake  with  those  collected  from  the  brook 
near  the  proposed  new  settling  basin  and  at  the  outlet  of  Muddy  Pond,  it 
is  found  that  the  water  of  the  brook  at  the  place  at  which  it  is  taken  at 
present  is  of  slightly  better  quality,  as  indicated  by  these  analyses,  than  it 
is  nearer  the  pond ;  but  the  spring  water  flowing  into  Muddy  Pond  is  of 
much  better  quality  than  either  of  them,  and  it  does  not  appear  that  any 
material  improvement  would  be  made  in  the  quality  of  the  water  used  for 
the  supply  of  the  town  of  Stoughton  by  constructing  only  those  portions  of 
the  proposed  works  which  provide  for  taking  water  from  the  brook  further 
up  stream,  as  is  now  proposed. 
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While  a  general  outline  of  that  part  of  your  plan  which  pro\ide8  for 
extending  the  works  at  some  future  time  so  as  to  intercept  the  spring  water 
which  flows  into  Muddy  Pond  is  shown  on  the  plan  submitted,  the  details 
of  this  plan  are  not  presented.  The  plan  shows  a  proposed  collecting  well 
near  Drake  Brook,  and  the  location  of  a  conduit  pipe  to  be  laid  with  open 
joints,  extending  from  the  well  around  the  southerly  side  of  the  pond.  It 
does  not  appear  that  any  tests  of  the  ground  have  been  made  in  the  vicinity 
of  the  site  of  the  proposed  collecting  well  which  would  indicate  the  charac- 
ter of  the  soil,  nor  is  it  understood  that  the  line  of  the  proposed  conduit  is 
definitely  located. 

The  examinations  which  have  been  made  under  the  direction  of  the  Board 
during  the  present  year  tend  to  confirm  the  conclusions  based  on  the  result 
of  examinations  made  in  previous  years,  —  that  a  supply  of  ground  water 
of  excellent  quality  sufficient  for  the  needs  of  the  town  of  Stoughton  for 
the  present,  and  probably  for  a  long  time  in  the  future,  can  be  obtained  by 
constructing  suitable  works  for  collecting  the  ground  water  which  now  finds 
its  way  into  Muddy  Pond  and  the  brook  below  it  above  your  present  col- 
lecting well ;  and,  in  the  opinion  of  the  Board,  it  is  very  desirable  that 
works  be  built  with  as  little  delay  as  possible,  to  secure  a  supply  of  water 
for  the  town  from  this  source. 

It  is  important,  before  making  any  changes  in  your  present  works,  to 
make  further  investigations  and  to  prepare  definite  plans  for  collecting  all 
of  the  spring  water  which  can  be  made  available  ;  and  when  such  investi- 
gations as  may  be  necessary  have  been  made  and  definite  plans  for  the 
proposed  works  have  been  prepared,  the  Board  will  advise  you  concerning 
them,  if  you  so  request. 

Tyngsborough.  An  application  was  received,  Sept.  23,  1899, 
from  the  committee  on  water  supply  of  the  town  of  Tyngsborough, 
asking  the  opinion  of  the  Board  relative  to  the  quality  of  the  water 
of  two  sources  proposed  as  alternative  supplies  for  public  uses  in 
the  village.     The  Board  replied  to  this  application  as  follows :  — 

Not.  8, 1899. 

The  State  Board  of  Health  received  from  you,  on  September  28,  an 
application  for  advice  with  reference  to  the  quality  of  the  water  of  a  pro- 
posed source  of  water  supply  for  a  public  drinking  fountain  and  for  the 
town  hall  in  the  town  of  Tyngsborough,  in  which  it  was  stated  that  two 
sources  were  under  consideration ;  but,  at  the  time  the  application  was 
received,  works  for  furnishing  a  supply  of  water  to  the  drinking  fountain 
and  town  ball  from  a  well  located  not  far  from  the  north-easterly  side  of 
the  Dunstable  Road,  about  a  quarter  of  a  mile  north-west  of  the  town  hall, 
were  already  nearly  completed,  and  the  water  was  soon  afterwards  supplied 
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by  gravity  to  the  fohntain  and  the  town  hall  through  a  lead  pipe  1,300  feet 
long. 

The  Board  has  caused  the  well  and  its  surroundings  to  be  examined  by 
one  of  its  engineers,  and  has  caused  several  samples  of  the  water  to  bo 
analyzed. 

The  results  of  an  analysis  of  a  sample  of  water  collected  on  September 
25  showed  that  the  water  had  a  disagraeable  odor,  which  became  stronger 
on  heating,  and  that  it  contained  an  excessive  amount  of  oi^anic  matter. 
A  sample  collected  on  October  6,  after  water  had  been  allowed  to  run  from 
the  well  for  several  days,  was  found  to  contain  a  mach  smaller  quantity 
of  organic  matter ;  but  the  quantity  was  considerably  larger  than  is  found 
in  ground  waters  of  good  quality,  and  the  odor  of  the  water  was  as  dis- 
agreeable as  in  the  first  sample. 

It  has  also  been  found,  by  an  analysis  of  a  sample  of  the  water  collected 
recently  from  a  faucet  in  the  town  hall,  that  the  water  takes  up  lead  from 
the  pipe  through  which  it  is  supplied  in  such  large  quantities  that  it  would 
be  very  injurious  to  the  health  of  those  who  might  use  the  water  for 
drinking. 

It  is  not  practicable  to  predict  whether  or  not  the  water  will  continue  to 
improve,  and  will  become  satisfactory  for  drinking,  and  remain  so.  It  is 
also  impracticable  to  tell  whether  its  action  on  the  lead  pipe  will  continue 
as  at  present,  or  become  greater,  or  less. 

Under  the  circumstances,  the  Board  is  of  the  opinion  that  this  water 
should  not  be  supplied  for  drinking  purposes,  under  present  conditions. 

It  is  understood  that  at  the  place  where  the  well  is  located  there  is  a  con- 
siderable depth  of  peaty  soil,  and  it  is  possible  that,  if  a  well  could  be  located 
outside  of  the  area  covered  by  soil  of  this  character,  a  water  of  good  quality 
could  be  secured  which  will  not  act  on  the  lead  pipe ;  and  the  Board  would 
advise  that  an  investigation  be  made,  to  see  whether  it  is  feasible  to  secure 
water  from  a  well  in  the  vicinity  of  the  pi*e8ent  source  which  can  safely  be 
supplied  to  the  drinking  fountain  and  town  hall  through  the  present  pipe 
line.  The  Board  will  assist  you,  if  you  so  request,  in  any  further  investiga- 
tions you  may  decide  to  make,  by  causing  such  analyses  of  samples  of  water 
as  may  be  necessary  to  be  made,  and  will  give  you  further  advice  in  the 
matter  when  you  have  further  information  to  present. 

Wake.  An  application  was  received,  June  7,  1899,  from  the 
board  of  health  of  the  town  of  Ware,  for  the  opinion  of  the  State 
Board  of  Health  as  to  the  purity  of  certain  springs  and  wells  in  use 
in  that  town  as  water  supplies  for  a  small  number  of  families.  The 
Board  replied  to  this  application  as  follows :  — 

8sPT.  8, 1899. 

In  response  to  your  request,  of  June  7  last,  for  advice  with  reference  to 
the  quality  of  the  water  of  certain  springs  and  weUs  in  the  town  of  Ware, 
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the  Board  has  caused  an  examination  of  the  sources  indicated  by  you  to  be 
made  by  one  of  its  engineers,  and  samples  of  the  water  to  be  analyzed. 

Two  of  the  sources  examined  are  springs  owned  respectively  by  the  Gil- 
beit  Manufacturing  Company  and  the  C.  E.  Stevens  Manufacturing  Com- 
pany, from  both  of  which  water  is  supplied  for  the  use  of  several  families 
for  drinking  and  other  domestic  purposes,  through  lead  pipes  running  from 
the  spring  in  each  case  to  tanks  near  the  hoases.  The  springs  are  located 
in  a  meadow  near  high,  gravelly  land,  upon  which  there  is  a  considerable 
number  of  dwelling  houses ;  and  the  water  of  both  springs  gives  evidence 
of  previous  pollution  by  sewage,  that  of  the  Gilbert  Manufacturing  Com- 
pany being  less  affected  than  that  of  the  Stevens  Manufacturing  Company. 

The  water  of  both  sources,  as  indicated  by  analyses  of  two  samples  of 
water  from  each,  was  found  to  be  quite  hard,  that  of  the  Stevens  Manu- 
facturing Company  being  considerably  harder  than  the  water  of  the  Gilbert 
Manufacturing  Company.  The  water  from  the  spring  of  the  Gilbert  Manu- 
facturing Company  was  clear,  nearly  colorless  and  free  from  odor.  The 
water  from  the  spring  of  the  Stevens  Manufacturing  Company  was  clear 
and  nearly  colorless,  but  both  samples  had  a  slight  odor,  and  the  quantity 
of  organic  matter  present  was  much  greater  than  it  was  in  the  spring  of  the 
Gilbert  Manufacturing  Company. 

Neither  source  can  be  considered  a  desirable  one  from  which  to  take 
water  for  drinking  or  other  domestic  purposes;  moreover,  the  water  of 
both  sources  Lb  conveyed  through  long  lead  pipes  to  the  places  where  it  is 
used,  and  analyses  of  the  water  showed  the  presence  of  small  quantities  of 
lead  after  passing  through  the  pipes.  It  is  understood  that  the  water  flows 
continuously,  and  the  quantity  of  lead  is  less  on  this  account  than  would 
be  the  case  if  the  pipe  was  closed  and  water  drawn  only  by  opening  the 
faucets.  It  is  not  practicable  to  tell,  with  our  present  information,  whether 
the  quantity  of  lead  taken  up  by  the  water  in  its  passage  through  the  pipe 
is  larger  or  smaller  at  other  seasons  and  under  different  conditions  than  it 
was  at  the  time  these  samples  were  collected ;  but,  considering  all  the  cir- 
cumstances, it  is  advisable,  in  the  opinion  of  the  Board,  to  discontinue  the 
use  of  water  from  these  springs  drawn  through  lead  pipe  for  supplying 
water  for  drinking  and  other  domestic  purposes  to  any  of  the  inhabitants 
of  the  town,  and  to  provide  for  domestic  use  water  from  the  town  works, 
supplied  through  suitable  pipes. 

You  have  also  called  attention  to  several  wells  located  in  the  village,  from 
which  wat^r  is  used  for  drinking  and  other  purposes,  and  the  water  of  two 
of  these  wells  has  been  analyzed  by  the  Board.  The  results  show  that  the 
well  of  the  Gilbert  Manufacturing  Company,  near  South  Street,  is  con- 
siderably polluted  by  sewage ;  and  the  well  of  Arthur  R.  Kane,  near  Water 
Street,  is  very  highly  polluted  by  sewage ;  and  the  use  of  water  from  these 
sources  for  drinking  and  cooking  should  be  pi-evented. 

The  conditions  prevailing  in  the  vicinity  of  several  other  wells  were  such 
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as  would  be  likely  to  have  a  very  unfavorable  effect  on  the  quality  of  the 
water,  and  in  general  the  use  of  water  from  wells  located  in  the  thickly 
built  up  portion  of  the  town  should  be  avoided,  unless  a  thorough  examina- 
tion shall  show  that  the  water  is  safe  for  drinking. 

Warren.  An  application  was  received,  Dec.  4,  1897,  from  John 
S.  Gould  and  associates,  for  the  advice  of  the  Board  relative  to  a 
proposed  water  supply  for  the  town  of  Warren,  to  be  taken  from 
the  ground  near  the  Quaboag  River.  The  Board  replied  to  this 
application  as  follows :  — 

July  7,  1899. 

The  State  Board  of  Health  received  from  you,  on  Dec.  4, 1897,  an  appli- 
cation for  advice  with  reference  to  a  proposed  water  supply  for  the  town 
of  Warren,  in  which  you  make  the  following  statement  as  to  the  proposed 
plans  for  supplying  the  town :  — 

It  is  proposed  to  obtain  water  from  the  gravelly  ground  on  the  north  or  south 
side  of  the  Quaboag  Biver,  near  where  test  wells  were  driven  by  the  town  com- 
mittee in  1892  when  they  were  making  examinations  for  a  water  supply ;  this 
point  is  just  east  of  the  new  Warren  Steam  Pump  Company^s  plant,  and  not  far 
from  the  Boston  &  Albany  Railroad  tracks  (on  land  of  one  Bridges). 

It  is  proposed  to  take  the  water  from  a  filtering  gallery,  collecting  well  or  a 
series  of  driven  pipes,  as  seems  best  upon  a  further  investigation  of  the  situation, 
and  after  proper  tests  have  been  made. 

A  brief  description  of  this  and  other  sources  will  be  found  in  the  printed  report 
of  the  Warren  town  committee  of  1892,  a  copy  of  which  is  furnished  with  this 
application. 

It  is  farther  proposed  to  use  a  covered  reservoir  on  Marks'  Mountain,  substan- 
tially as  outlined  in  the  report  referred  to  above. 

It  is  proposed  to  use  cast-iron  pipe  for  the  distribution ;  for  the  mains,  12,  10 
and  8  inch ;  and  for  the  laterals,  6  inch,  and  nothing  smaller. 

As  will  be  seen  in  the  accompanying  report,  the  water  from  wells  near  the  pro- 
posed location  of  the  supply  has  been  analyzed  by  your  Board,  being  samples  No. 
9202  and  9203. 

Analyses  of  samples  of  water  from  two  test  wells  referred  to,  in  the 
region  of  the  Quaboag  River,  above  Warren,  made  by  the  State  Board  of 
Health  in  1892,  indicate  that  the  water  from  a  well  on  the  north  side  of 
the  river  was  affected  by  an  excessive  quantity  of  iron,  which  would  make 
it  objectionable  for  many  uses,  while  water  from  a  well  on  the  south  side 
of  the  river  contained  so  much  foreign  matter  that  its  character  could  not 
be  satisfactorily  determined. 

Soon  after  receiving  your  application,  the  Board  caused  the  territory 
along  the  Quaboag  River  above  Warren  to  be  examined  by  its  engineer ; 
but  the  location  of  the  test  wells  could  not  then  be  found,  and  there  was 
no  means  of  obtaining  samples  of  the  ground  water  in  this  region  for 
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analysis.  It  was  suggested  that  tests  be  made  of  the  ground  in  the  vicinity 
of  the  place  where  it  was  proposed  to  locate  the  collecting  works,  by  means 
of  farther  wells ;  and,  in  expectation  that  further  tests  would  be  made,  the 
Board  has  delayed  its  reply,  but  no  further  information  has  been  presented. 

The  ground  in  the  valley  of  the  Quaboag  River  above  the  village  of 
Warren  appears  to  be  of  a  coarse  and  porous  character,  especially  on  the 
south  side  of  the  river,  and,  so  far  as  can  be  judged  from  surface  indica- 
tions, the  conditions  are  favorable  for  obtaining  water  in  considerable 
quantity  from  the  ground  in  this  region ;  but  it  is  not  practicable,  in  the 
absence  of  satisfactory  tests,  to  determine  whether  the  quality  of  the  water 
obtainable  from  the  ground  in  this  region  will  be  suitable  for  all  domestic 
purposes,  or  whether  the  quantity  will  be  sufficient  for  the  supply  of  the 
town. 

Under  the  circumstances,  the  Board  is  unable  to  advise  you  as  to  the 
most  appropriate  source  from  which  to  obtain  a  supply  of  water  for  Warren, 
and  would  recommend  that  further  and  thorough  investigations  be  made 
of  all  available  sources  before  the  construction  of  works  is  planned. 

Wellesley.  a  coDDimunication  was  received  from  the  special 
committee  on  additional  water  supply  of  the  town  of  Wellesley,  Nov. 
18,  1898,  presenting  an  account  of  the  work  done  in  furnishing  an 
additional  water  supply  for  the  town ;  at  the  same  time  requesting 
the  opinion  of  the  Board  whether  the  work  fulfils  the  recommenda- 
tions and  advice  of  the  Board,  presented  in  its  letter  of  Feb.  4,  1897. 
To  this  communication  the  Board  replied  as  follows :  — 

Feb.  2, 1899. 

The  state  Board  of  liealth  received  from  you,  on  Nov.  18, 1898,  a  com- 
munication giving  an  account  of  the  work  done  in  constructing  an  addi- 
tional water  supply  for  the  town  of  Wellesley,  and  requesting  the  opinion 
of  the  Board  as  to  whether  the  work  fulfils  the  recommendations  and  advice 
given  in  the  letter  of  the  Board  bearing  date  of  Feb.  4, 1897.  Subsequently, 
you  submitted  a  copy  of  the  report  of  your  committee  and  of  your  engineer, 
together  with  plans  of  the  new  works. 

The  Board  has  caused  the  locality  to  be  examined  by  its  engineer,  and 
has  carefully  considered  the  plans  submitted  and  the  results  of  analyses  of 
samples  of  water  collected  during  the  past  year  from  your  works  for  addi- 
tional supply,  as  well  as  from  the  sources  originally  used.  The  results  of 
the  analyses  show  that  the  quality  of  the  water  is  about  the  same  as  that 
collected  from  test  wells  in  this  region  in  1896.  The  water  appears  to  be 
affected  to  a  slight  extent  by  the  presence  of  dwelling  houses  in  the  valley 
of  the  brook,  but  is  in  its  present  state  excellent  for  the  puiposes  of  a  pub- 
lic water  supply.  The  purchase  by  the  town  of  a  considerable  tract  of  land 
in  the  region  about  the  wells,  including  two  dwelling  houses  and  their  out* 
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buildings,  the  occupation  of  which  probably  had  a  tendency  to  pollute  the 
ground  water  of  this  region,  was  a  necessary  and  important  measure  in 
protecting  the  purity  of  the  new  water  supply.  The  water  of  the  well  at 
Williams  Spring  and  the  filter-gallery  was  also  examined  during  the  year 
1898,  and  the  quality  of  the  water  was  found  to  be  about  the  same  as  in 
previous  years.  It  appears  that  no  water  has  been  used  from  either  of 
these  sources  since  April  19,  1898. 

It  is  not  practicable  to  estimate  definitely  the  quantity  of  water  that  the 
new  works  will  yield,  but  they  seem  likely  to  furnish,  in  connection  with 
the  present  works,  an  ample  supply  of  water  for  the  needs  of  Wellesley  for 
a  considerable  time  in  the  future.  The  new  wells  cover  a  lai^e  territory 
north  of  Worcester  Street  and  a  considerable  territory  south  of  that  street, 
in  a  region  where  there  appear  to  be  deep  beds  of  porous  gravel ;  and  it 
appears  to  be  practicable  to  obtain  a  lai^er  supply  of  water  in  this  region, 
if  necessary,  by  extending  the  works  for  collecting  ground  water.  The 
construction  of  a  covered  reservoir  and  its  use  in  connection  with  the  pres* 
ent  works  makes  it  practicable  to  deliver  water  to  consumers  without 
exposure  to  the  light. 

The  works  as  a  whole  are,  in  the  opinion  of  the  Board,  at  the  present 
time  capable  of  supplying  an  ample  quantity  of  good  water  to  all  of  the 
inhabitants  of  Wellesley ;  and,  by  means  of  the  covered  reservoir,  it  is 
practicable  to  deliver  the  water  to  consumers  without  danger  of  deteriora- 
tion on  account  of  exposure  to  light. 

It  appears  that  some  of  the  wells  south  of  Worcester  Street  are  located 
at  places  where  there  is  a  considerable  deposit  of  mud  and  organic  matter 
at  the  surface  of  the  ground,  which  is  usually  saturated  with  water,  and 
you  recommend  the  removal  of  this  mud  and  organic  matter,  which  does 
not  appear  to  be  of  great  depth.  The  presence  of  soil  of  this  character  is 
liable  to  have  an  unfavorable  effect  upon  the  quality  of  the  water  of  the 
wells  located  in  its  vicinity,  and,  in  the  opinion  of  the  Boatxl,  this  mate- 
rial should  be  removed,  if  it  is  feasible  to  do  so,  or  the  areas  should  other- 
wise be  thoroughly  drained,  so  that  water  may  not  stand  upon  them. 

The  Board  has  not  made  a  further  examination  of  the  water-shed  of 
Rosemary  Brook,  to  determine  the  extent  to  which  the  brook  is  being  pol- 
luted at  present.  All  direct  connection  between  your  sources  of  water 
supply  and  the  brook  having  now  been  cut  off,  the  prevention  of  the  pollu- 
tion of  this  stream  is  not  so  important  as  if  its  waters  were  used  directly ; 
nevertheless,  the  Board  is  of  the  opinion  that  measures  should  be  taken  to 
keep  the  water  of  the  brook  free  from  direct  sewage  contamination,  and  the 
town  authorities  of  Wellesley  have  power  to  prevent  any  such  pollution 
under  existing  laws. 

Weston.  An  application  was  received,  June  29,  1899,  fipom 
Gbarles  W.  Hubbard  of  Weston,  for  the  opinion  of  the  Board  tela* 
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tive  to  a  proposed  water  supply  for  a  small  community  in  that  town. 
The  Board  replied  to  this  application  as  follows :  — 

Sept.  8, 1899. 

The  State  Board  of  Health  has  considered  your  application  for  advice  as 
to  the  location  of  a  proposed  well  to  be  used  as  a  source  of  water  supply  for 
a  portion  of  the  town  of  Weston,  and  has  caused  the  locality  in  which  you 
propose  to  construct  the  well  to  be  examined  by  one  of  its  engineers. 

The  place  indicated  is  about  1,100  feet  from  Charles  River,  and  at  such 
an  elevation  above  that  stream  that  the  supply  of  water  coming  to  the  well 
would  not  be  enlarged  by  filtmtion  of  water  from  the  river  through  the 
ground  toward  the  well ;  and  the  area  from  which  it  seems  at  all  likely  that 
water  can  be  influenced  to  flow  toward  the  proposed  weU  is  so  limited  that, 
in  the  opinion  of  the  Board,  even  if  the  soil  in  the  vicinity  is  coarse  and 
porous  and  favorable  to  yielding  water  freely  from  the  ground,  it  is  not 
probable  that  the  yield  will  be  sufQcient  to  furnish  the  quantity  of  water 
which  you  estimate  will  be  necessary  for  the  supply  of  the  district  under 
consideration. 

The  Board,  therefore,  does  not  advise  the  construction  of  a  well  in  the 
vicinity  of  the  place  indicated  in  your  application. 

West  Springfield,  An  application  was  received  from  the  water 
commissioners  of  West  Springfield,  Jan.  5,  1899,  requesting  the 
advice  of  the  Board  relative  to  plans  for  increasing  the  present  water 
supply  of  that  town.  The  Board  replied  to  this  application  as  fol- 
lows :  — 

JuNB  2, 1899. 

The  State  Board  of  Health  received  from  you,  on  Jan.  5,  1899,  a  com- 
munication stating  that  you  have  employed  engineers  to  make  investiga- 
tions relative  to  the  water  supply  of  West  Springfield,  and  requesting  the 
Board  to  examine  the  various  plans  and  recommendations  and  advise  you 
thereon*  The  application  was  accompanied  by  plans  and  a  report  of  your 
engineers,  in  which  the  results  of  the  investigations  of  many  sources  are 
presented,  and  several  plans  for  supplying  the  town  with  water  for  present 
and  future  requirements  are  considered.  The  plans  considered  in  the 
report  of  your  engineers  may  be  summarized  as  f  oUows :  — 

1.  The  development  of  the  present  source  of  water  supply.  Darby 
Brook,  by  enlarging  the  present  reservoir  and  constructing  two  new  ones 
upon  this  brook,  and  by  diverting  into  these  reservoirs,  or  one  of  them,  the 
waters  of  Block,  Bagg  and  Pepper  brooks,  and  the  north  and  south  branches 
of  Hyde  Brook. 

2.  Taking  water  from  Leonard's  Brook  in  Agawam. 

3.  Taking  water  from  Block  Brook,  either  by  constructing  a  storage 
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rel&ervoir  on  the  brook  near  its  mouth,  or  by  means  of  wells  or  similar  works 
in  the  valley  of  the  brook. 

4.  Taking  water  from  Bear  Hole  Brook. 

5.  Purchasing  water  from  the  city  of  Holyoke,  the  water  to  be  taken 
from  the  Manhan  River  supply  of  that  city. 

The  Board  has  caused  the  various  possible  sources  of  supply  to  be  ex- 
amined by  its  engineers,  and  has  carefully  considered  the  plans  submitted. 
By  the  first  plan  referred  to,  which  provides  for  increasing  the  storage 
capacity  of  your  present  reservoir  and  constructing  two  new  reser^'oirs  on 
Darby  Brook,  and  diverting  into  these  reservoirs  the  waters  of  Block, 
Bagg,  Pepper  and  Hyde  brooks,  the  use  of  your  present  sources  of  supply 
would  be  continued,  and  a  quantity  of  water  obtained  that  would  doubtless 
be  sufficient  for  the  supply  of  the  town  for  several  years  in  the  future  at 
the  rate  of  consumption  estimated  by  your  engineers.  The  quality  of  the 
water  of  your  present  reservoir  on  Darby  Brook  is  very  unsatisfactory  at 
times,  on  account  of  the  presence  of  excessive  numbers  of  organisms,  and 
there  is  I'eason  to  expect  that  the  proposed  new  reservoirs  would  be  simi- 
larly affected.  Much  of  the  water  which  would  enter  them  from  their  own 
water-sheds  would  be  ground  water,  which  deteriorates  on  exposure  to  light ; 
and  the  indications  are  that  the  water  of  some  of  the  brooks  which  it  is 
proposed  to  divert  into  the  reservoirs  would  also  be  largely  ground  water 
at  times.  The  water  of  Block  Brook,  which  would  be  diverted  into  the 
upper  reservoir,  appears  to  contain  a  large  quantity  of  organic  matter, 
probably  due  to  the  slow  passage  of  the  water  through  swamps,  and  might 
further  affect  unfavorably  the  quality  of  the  water  of  your  reservoirs.  It 
also  appears  that  much  of  the  land  within  the  water-sheds  of  the  brooks  is 
highly  cultivated,  and  some  of  these  water-sheds  already  contain  a  consid- 
erable population,  which  is  liable  to  increase  in  the  future  on  account  of 
their  nearness  to  public  transportation  routes  and  large  centres  of  popula- 
tion, and  endanger  the  quality  of  the  water,  unless  the  control  of  large 
areas  of  land  is  secured  by  the  town  and  the  construction  of  buildings  pre- 
vented. With  these  conditions,  the  indications  are  that  the  protection  of 
these  sources  from  pollution  would  increase  largely  the  cost  of  a  supply  by 
this  plan  above  the  estimated  cost  for  works. 

The  second  plan  referred  to,  which  provides  for  taking  water  f ron  Leon- 
ard's Brook  in  Agawam^  may  be  dismissed  from  further  consideration,  since 
it  appears  from  the  report  of  your  engineers  that  the  area  of  water-shed 
is  so  small  that  the  quantity  of  water  it  would  yield  would  be  insufficient 
for  the  needs  of  West  Springfield. 

The  third  source  mentioned  is  Block  Brook,  which  has  been  considered 
both  with  reference  to  the  feasibility  of  obtaining  from  it  a  surface-water 
supply  and  a  ground-water  supply.  It  is  probable  that,  by  constructing 
a  storage  reservoir  on  this  stream,  as  outlined  in  the  report  of  your  engi- 
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neers,  a  sufficient  quantity  of  water  could  be  obtained  from  it  to  supply 
the  present  needs  of  the  town  and  to  allow  for  a  considerable  increase  in 
the  use  of  water  in  the  future.  The  water  of  Block  Brook,  as  already 
stated,  is  highly  colored  in  the  upper  portion  of  its  course,  and  contains 
a  large  amount  of  organic  matter,  owing  to  its  slow  passage  through 
swamps.  The  proposed  reservoir  would  be  quite  shallow  over  much  of  its 
area,  and  under  the  circumstances  it  is  probable  that  if  water  is  taken  from 
this  source  it  would  be  of  unsatisf actoi*y  quality,  on  account  of  excessive 
growths  of  organisms  and  disagreeable  tastes  and  odors.  Much  of  the 
land  in  portions  of  the  water-shed  is  highly  cultivated,  and  there  is  already 
a  considerable  population  on  the  water-shed  which  is  liable  to  increase 
greatly  in  the  future,  on  account  of  the  nearness  of  the  source  to  the  thickly 
settled  portions  of  the  town.  Under  the  circumstances,  the  Board  is  of  the 
opinion  that  this  source  is  not  a  desirable  one  from  which  to  obtain  a  sur- 
face water  supply  for  West  Springfield. 

It  does  not  appear  that  any  investigations  of  the  ground  within  this 
water*shed  have  been  made  to  determine  whether  it  is  feasible  to  obtain 
there  a  sufficient  supply  of  ground  water  for  the  town  by  means  of  wells 
or  filter-galleries ;  but,  considering  the  small  size  of  the  water-shed,  and 
judging  from  a  general  examination  of  its  character,  it  does  not  seem  proba- 
ble that  a  sufficient  supply  of  water  for  West  Springfield  could  be  obtained 
from  the  ground  in  this  valley. 

The  proposed  method  of  developing  Bear  Hole  Brook,  as  indicated  in 
the  report  of  your  engineers,  will  provide  an  ample  supply  of  water  for  the 
present  needs  of  West  Springfield  and  probably  for  the  requirements  of 
many  years  in  the  future.  The  water  of  this  brook  is  of  good  quality  for 
the  purposes  of  a  public  water  supply,  and  the  water-shed  is  quite  remote 
from  the  town  and  nearly  free  from  population.  By  removing  thoroughly 
all  soil  and  vegetable  matter  from  the  area  to  be  flowed  by  the  reservoir, 
it  is  probable  that  a  water  of  good  quality  could  be  obtained  from  this 
source. 

By  the  final  plan  considered  by  your  engineers  it  is  proposed  to  take 
water  from  the  pipe  line  of  the  city  of  Uolyoke,  which  at  present  conveys 
water  from  the  Manhan  River  to  Ashley  Pond.  In  this  way  an  ample 
supply  of  water  could  be  obtained  for  the  town  of  West  Springfield  for  an 
indefinite  time  in  the  future,  provided  that  the  city  of  Holyoke  shall  increase 
the  capacity  of  the  Manhan  works  when  necessary.  The  water  of  the 
Manhan  River  is  sometimes  highly  colored,  but  is  soft  and  otherwise  of 
good  quality  for  the  purpose  of  a  public  water  supply.  The  water-shed 
contains  a  small  and  scattered  population,  which  is  decreasing;  but,  if 
water  is  taken  directly  from  the  present  main  pipe  for  the  supply  of  West 
Springfield,  as  proposed,  danger  of  the  pollution  of  the  water  from  the 
population  on  the  water-shed  will  have  to  be  carefully  guarded  against, 
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because  the  water  coming  from  the  Manhan  River  probably  receives  very 
little  benefit  from  the  short  time  that  it  would  be  stored  in  the  present 
reservoir. 

Leaving  out  of  consideration  Leonard's  Brook,  for  reasons  already  given, 
and  comparing  the  four  plans  by  which  it  appears  to  be  practicable  to  obtain 
a  sufficient  supply  of  water  for  West  Springfield  with  reference  to  the 
quality  of  the  water  that  is  likely  to  be  obtained  from  each,  it  appears 
probable  that  the  plan  of  developing  the  present  sources  and  diverting  sev- 
eral brooks  into  the  proposed  resei*voirs  on  Darby  Brook  would  furnish  a 
water  which  would  be  of  good  quality  during  much  of  the  year,  if  the  pollu- 
tion of  the  source  from  inhabitants  on  the  water-shed  is  prevented ;  but 
the  water  would  be  subject  at  times  to  the  presence  of  excessive  numbers 
of  organisms,  which  would  make  the  water  objectionable  for  many  uses, 
and  it  is  probable  that  the  water  that  would  be  furnished  by  this  plan 
would  be  of  less  satisfactory  quality  than  that  obtainable  by  either  the 
Bear  Hole  Brook  or  the  Manhan  River  plans.  The  water  of  Block  Brook, 
as  already  stated,  is  likely  to  be  of  unsatisfactory  quality.  By  developing 
Bear  Hole  Brook  it  is  probable  that,  if  the  storage  reservoir  is  properly 
prepared  for  the  storage  of  water  by  the  removal  of  all  soil  and  vegetable 
matter,  a  water  would  be  obtained  which  would  rarely,  if  ever,  be  objec- 
tionable for  drinking  or  other  domestic  uses.  The  water  of  the  Manhan 
River  source  would  be  likely  to  have  a  higher  color  at  all  times  than  that 
of  either  of  the  others,  excepting  Block  Brook,  but  it  would  probably  be 
in  other  respects  of  good  quality. 

The  cost  of  the  plans  has  been  considered  by  your  engineers,  and  from 
their  estimates  it  appears  that  the  cost  for  dams,  resei*voirs,  pipes,  pump- 
ing stations  and  other  works  necessary  for  storing  and  supplying  water  to 
the  town  would  be  much  less  in  case  a  supply  should  be  taken  from  the 
Manhan  River  source  than  by  either  of  the  other  plans  considered ;  but  in 
each  case  there  arc  other  items  of  cost  which  it  has  not  been  practicable  to 
estimate  definitely.  In  the  case  of  the  plan  providing  for  the  development 
of  the  present  sources  it  seems  probable  that  a  large  additional  cost  would 
have  to  be  incurred  for  the  protection  of  the  sources  of  supply.  In  the 
case  of  Bear  Hole  Brook  it  would  be  necessary  to  pay  for  lands  taken  and 
probably  damages  for  the  diversion  of  water.  If  water  should  be  taken 
from  Holyoke  it  will  be  necessary  to  pay  a  yearly  sum  to  the  city  of  Holyoke 
for  the  supply  of  water. 

With  the  information  at  present  available  it  seems  probable  that,  of  the 
plans  presented  for  obtaining  a  supply  of  water  for  West  Springfield,  the 
plan  of  taking  water  from  Holyoke  would  require  the  least  expenditure  by 
the  town,  and  a  water  of  good  quality  would  be  obtained,  though  it  might 
be  inferior  in  some  respects  to  the  water  that  could  be  obtained  from  Bear 
Hole  Brook. 
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There  is  no  doabt  that  if  a  supply  of  good  ground  water  could  be 
obtained,  sufficient  for  the  present  needs  of  West  Springfield  and  capable 
of  being  developed  so  as  to  supply  the  town  for  a  reasonable  length  of  time 
in  the  future,  it  would,  if  kept  from  exposure  to  light,  prove  far  more  sat- 
isfactory to  consumers  than  any  water  from  a  surface  source. 

Your  investigations  and  the  examinations  made  by  the  Board  do  not 
show  any  place  from  which  a  satisfactory  ground-water  supply  can  be 
obtained  within  the  limits  of  West  Springfield ;  but  the  examinations  of 
the  Board  have  shown  that  on  the  western  side  of  the  mountain  range  which 
lies  between  West  Springfield  and  Westfield,  in  the  valley  of  Pond  Brook, 
which  forms  the  outlet  of  Hampton  and  Horse  Ponds,  the  conditions  for 
obtaining  a  large  quantity  of  water  from  the  ground  appear  to  be  very 
favorable,  so  far  as  can  be  judged  from  surface  indications.  If  investiga- 
tions should  show  that  it  is  practicable  to  obtain  an  ample  supply  of  good 
ground  water  from  this  valley,  it  might  be  found  to  be  for  the  best  inter- 
ests of  the  town  to  select  this  source ;  and  it  is  probable  that  the  cost  of 
works  for  supplying  this  water  to  West  Springfield  would  be  less  than  the 
cost  of  works  for  developing  a  supply  from  Bear  Hole  Brook,  and  not 
greatly  in  excess  of  the  cost  of  supplying  the  town  from  the  Holyoke 
works,  when  the  whole  cost  of  the  water  is  taken  into  consideration,  while 
a  much  better  water  could  be  obtained.  But,  while,  if  the  source  should 
npon  investigation  be  found  satisfactory,  it  might  be  of  advantage  to  the 
town  to  build  the  works  with  as  little  delay  as  possible,  it  would  probably 
be  necessary  for  the  town  to  secure  an  act  from  the  Legislature  before 
water  could  be  taken  or  diverted  from  this  water-shed.  An  additional 
supply  of  water  is  greatly  needed  by  the  town,  and,  if  a  suitable  supply 
can  be  obtained  in  the  valley  of  Pond  Brook,  a  main  pipe  might  be  laid  to 
connect  temporarily  with  the  Manhan  pipe  line  of  the  city  of  Holyoke,  and 
a  supply  obtained  until  the  town  is  prepared  to  proceed  with  the  con- 
struction of  its  independent  works,  when  the  pipe  line  used  to  obtain  a 
supply  from  Holyoke  could  form  a  part  of  the  independent  works  of  the 
town. 

Further  information  relative  to  the  possibility  of  obtaining  a  supply  of 
ground  water  for  West  Springfield  from  the  valley  of  Pond  Brook  seems 
to  be  necessary,  to  determine  which  of  the  plans  it  will  be  for  the  best 
interests  of  the  town  to  adopt  in  selecting  a  water  supply.  The  Board 
would  advise  that  the  town  cause  investigations  to  be  made  in  the  valley 
of  Pond  Brook,  in  the  vicinity  of  the  place  where  the  brook  is  crossed  by 
the  line  of  the  New  York,  New  Haven  &  Hartford  Railroad,  between 
Westfield  and  Holyoke,  to  determine  the  character  of  the  soil,  the  proba- 
ble quality  of  the  ground  water  and  the  feasibility  of  obtaining  a  suf- 
ficient supply  of  ground  water  in  this  region.  Careful  estimates  should 
also  .be  made  of  the  probable  cost  of  works  for  obtaining  a  ground-water 
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supply  in  this  territory,  inclading  all  items  of  damage  that  are  likely  to  be 
incurred. 

The  Board  will  co-operate  with  you  in  such  investigations  as  you  may 
decide  to  make,  by  analyzing  samples  of  water,  and  will,  upon  application, 
advise  you  further  with  reference  to  this  source  when  further  information 
has  been  obtained. 

Wilmington.  An  application  was  received  from  the  board  of 
health  of  Wilmington,  Sept.  18,  1899,  requesting  the  opinion  of  the 
Board  relative  to  the  quality  of  the  water  used  for  drinking  purposes 
at  a  certain  school-house  in  that  town.  The  Board  replied  to  this 
request  as  follows :  — 

Oct.  5, 1899. 

The  State  Board  of  Health  has  considered  your  application  for  advice 
as  to  the  fitness  for  drinking  purposes  of  the  water  of  a  well  designed  for 
the  use  of  pupils  of  a  public  school  in  the  south  district  of  Wilmington, 
and  has  caused  the  well  and  its  surroundings  to  be  examined  by  one  of  its 
engineers  and  a  sample  of  the  water  to  be  analyzed.  This  source  was 
examined  by  the  Board  last  year,  in  response  to  a  request  by  you ;  but  it 
appears  that  a  change  has  been  made  in  the  surroundings,  by  extending  the 
drain  which  formerly  discharged  near  the  well  so  that  it  now  discharges 
further  away,  and  that  the  well  has  been  cleaned  out.  The  results  of  a 
chemical  analysis  of  a  sample  of  the  water,  however,  show  that  it  has 
a  very  disagreeable  odor  and  contains  a  large  quantity  of  organic  matter, 
and  is  worse  than  when  analyzed  in  response  to  your  former  request. 

The  source  must  still  be  regarded  as  a  dangerous  one  from  which  to  take 
water  for  drinking,  and  the  Board  would  advise  that  the  well  be  abandoned 
and  its  further  use  prevented. 


Sewerage  and  Sewage  Disposal. 

The  following  is  the  substance  of  the  action  of  the  Board  during 
1899  in  reply  to  applications  for  the  advice  of  the  Board  relative  to 
sewerage  and  sewage  disposal,  under  chapter  375  of  the  Acts  of 
1888,  or  for  the  approval  of  sewerage  systems  or  the  taking  of  land 
for  sewage  disposal,  under  other  acts :  — 

Bridgewater  (State  Farm) .  An  application  was  received,  March 
30,  1899,  from  the  superintendent  of  the  State  Farm  at  Bridgewater, 
for  the  advice  of  the  Board  relative  to  a  proposed  system  of  sewage 
disposal  at  the  State  Farm.  The  Board  replied  to  this  application 
as  follows :  — 
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Mat  5, 1899. 

The  State  Board  of  Health  received  from  you,  on  March  30,  1899,  an 
application  for  advice  with  reference  to  a  proposed  system  of  sewage  dis- 
posal for  the  buildings  at  the  State  Farm,  and  subsequently  plans  of  the 
proposed  system  were  received  through  your  engineer. 

The  plan  submitted  provides  for  collecting  the  sewage  of  the  institution 
into  a  main  sewer  ten  inches  in  diameter,  which  will  convey  it  in  a  north- 
westerly direction  to  filter  beds  to  be  located  about  three-quarters  of  a 
mile  from  the  buildings  in  the  valley  of  a  small  brook  on  the  westerly  side 
of  Conant  Street,  where  it  is  proposed  to  purify  the  sewage  by  inteimittent 
filtration,  and  discharge  the  effluent  into  a  brook  which  flows  into  the 
Taunton  River  below  Uie  pumping  station  of  the  State  Farm  water  works. 
A  flush  tank  or  reservoir,  having  a  capacity  of  about  12,600  gallons,  which 
is  designed  to  discharge  its  contents  automatically  at  intervals,  is  shown 
on  the  line  of  the  main  sewer  about  1,400  feet  from  the  buildings. 

At  the  place  where  it  is  proposed  to  locate  the  filter  beds  the  soil  is  not 
suitable  for  the  purpose,  but  suitable  material  is  found  close  by,  and  it  is 
proposed  to  use  the  material  in  the  construction  of  the  beds.  According 
to  the  plans,  the  filtration  area  will  consist  of  eight  filter  beds,  each  having 
an  area  of  8,000  square  feet. 

The  Board  has  carefully  considered  the  proposed  plan,  and  has  caused 
the  locality  to  be  examined  by  its  engineer  and  samples  of  the  sand  with 
which  it  is  proposed  to  construct  the  filter  beds  to  be  analyzed. 

The  location  of  the  proposed  main  sewer  appears  to  be  suitable  for  the 
reception  of  all  of  the  sewage  at  present  flowing  from  the  institution,  and 
its  size  is  sufficient  to  remove  a  considerably  greater  quantity  of  sewage 
than  the  present  flow,  if  necessary.  While  the  grade  of  the  sewer  in  some 
places  is  less  than  is  desirable,  the  location  of  the  flush  tank  is  such  that 
by  the  dischai^e  of  a  large  quantity  of  sewage  at  intervals  it  will  have  a 
decided  influence  in  preventing  deposits  from  taking  place  in  the  sewer. 
The  intermittent  discharge  of  sewage  from  this  tank  will  also  be  of  advantage 
in  the  disposal  of  the  sewage  upon  the  filter  beds,  especially  in  the  winter 
season. 

The  filter  beds  are  located  close  to  the  highway,  but  they  are  quite 
remote  from  any  dwelling  house,  and  the  location  appears  to  be  in  other 
respects  a  satisfactory  one.  Analyses  of  the  sand  of  which  it  is  proposed 
to  construct  the  filter  beds  show  that  it  is  of  good  quality  for  the  purifica- 
tion of  sewage,  and,  if  the  beds  are  constructed  as  proposed,  having  a  depth 
of  filtering  material  of  at  least  four  feet  above  the  underdrains,  they  should 
be  capable  of  purifying  all  of  the  sewage  flowing  from  the  institution  at 
the  present  time ;  moreover,  in  the  case  of  an  increase  in  the  quantity  of 
sewage  it  will  be  practicable  to  enlarge  the  area  of  the  beds  in  the  future 
without  special  difficulty. 
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The  plan  as  a  whole  is  a  feasible  and  satisfactory  one,  and  is  probably 
as  economical  as  any  that  it  is  pi*acticable  to  adopt,  and  the  Board  would 
advise  the  construction  of  the  works  in  general  accordance  with  this  plan. 
It  is  suggested  that  in  constracting  the  tank  the  overflow  be  placed  at  a 
somewhat  higher  level  with  reference  to  the  outlet  pipe  of  the  tank  than  is 
now  proposed,  in  order  to  insure  the  operation  of  the  siphon ;  and  it  will 
probably  also  be  desirable  to  provide  a  siphon  of  somewhat  larger  diameter 
than  four  inches,  in  order  to  secure  more  rapid  discharge  of  the  tank. 

Easthamfton.  An  application  was  received,  Julj  8,  1899,  from 
the  sewer  commissioners  of  Easthampton,  for  the  advice  of  the  Board 
vnth  reference  to  a  plan  of  sewage  disposal  for  that  town.  The 
Board  replied  to  this  application  as  follows :  — 

Dbo.  8, 1899. 

The  State  Board  of  Health  received  from  you,  on  July  8,  an  application 
for  advice  with  reference  to  a  proposed  system  of  sewage  disposal  for  the 
town  of  Easthampton,  accompanied  by  plans  and  a  report  of  your  engi- 
neers describing  the  proposed  method  of  disposing  of  the  sewage  of  the 
town.  The  plan  in  general  provides  for  a  main  sewer  to  receive  the  sew- 
age from  the  present  sewerage  system  in  the  valley  of  Broad  Brook  and 
from  portions  of  this  valley  which  are  likely  to  require  sewerage  in  the 
future,  and  to  convey  it  by  gravity  to  a  proposed  filtration  area,  situated 
between  the  Manhan  River  and  the  Mount  Tom  Branch  Railroad,  east  of 
Broad  Brook,  where  it  is  proposed  to  purify  the  sewage  by  filtration,  and 
to  discharge  the  efiSuent  into  the  Manhan  River.  There  is  a  small  territory 
in  the  immediate  vicinity  of  Broad  Brook  below  the  dam  of  the  Nashawan- 
nuck  Pond,  the  sewage  from  which  cannot  be  delivered  into  the  proposed 
new  main  sewer  by  gravity ;  and  provision  is  made  for  collecting  the  sew- 
age from  this  district  at  a  convenient  point,  and  discharging  it  into  the 
proposed  main  sewer  by  pumping.  There  will  remain  a  small  portion  of 
the  village  bordering  the  Manhan  River  from  which  sewage  is  now  dis- 
charged into  the  Manhan  River  above  the  water  works  pumping  station 
which  will  not  be  connected  with  the  new  works,  otherwise  the  plan  pro- 
vides for  the  purification  of  the  sewage  of  all  the  thickly  settled  portions 
of  the  town. 

The  proposed  intercepting  sewer  wiU  be  laid  along  the  northerly  side  of 
the  valley  of  Broad  Brook,  in  the  vicinity  of,  or  between,  the  railroads  to 
Ferry  Street,  where  it  will  turn  to  the  east,  and  cross  the  valley  of  Broad 
Brook  in  the  form  of  an  inverted  siphon  to  the  filtration  area.  The  area 
upon  which  it  is  proposed  to  purify  the  sewage  is  located  between  the 
Mount  Tom  Branch  Railroad  and  the  Manhan  River,  east  of  Broad  Brook, 
and  the  plans  submitted  show  thirty-one  filter  beds,  having  a  total  area  of 
3.6  acres,  which  are  intended  to  receive  and  purify  the  sewage. 
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The  Board  has  carefully  considered  your  application  and  the  plans  and 
report  submitted  therewith,  and  has  caused  the  territory  to  be  examined  by 
its  engineer,  and  samples  of  the  soil  of  the  proposed  filtration  area  to  be 
analyzed.  The  plan  in  general  appears  to  the  Board  to  be  well  suited  to 
the  collection  and  disposal  of  all  of  the  sewage  of  the  portions  of  East- 
bampton  lying  in  the  valley  of  Broad  Brook  which  are  now  provided  with 
sewerage,  or  seem  likely  to  require  sewerage  for  many  years  in  the  future ; 
and  the  location  of  the  filtration  area  and  proposed  method  of  purifying  the 
sewage  appear  to  be  the  best  that  it  is  practicable  to  adopt.  It  is  desirable 
to  make  a  more  thorough  examination  of  the  soil  in  all  parts  of  the  pro- 
posed filtration  area  before  beginning  the  construction  of  the  filters,  since 
it  is  possible  that  by  making  some  changes  in  the  location  of  the  filters  a 
saving  in  their  cost  can  be  effected. 

The  discharge  of  the  sewage  of  a  portion  of  the  town  in  the  vicinity  of 
South  Main  Street  into  the  Manhan  River  above  the  water  works  pumping 
station  is  a  danger  to  the  health  of  the  inhabitants  of  the  village,  since  it 
appears  that  a  direct  connection  is  maintained  with  the  river,  by  means  of 
which  water  from  the  river  would  be  pumped  into  the  water  pipes  of  the 
town  in  case  of  an  emergency.  It  is  feasible  to  construct  filter  beds  near 
the  base  of  the  steep  bluff  near  the  Manhan  River,  along  the  northerly  side 
of  the  village,  for  the  purification  of  all  sewage  from  houses  which  are  so 
situated  that  the  sewage  cannot  be  dischai^ed  into  the  sewers  in  Broad 
Brook  valley ;  or  it  may  be  practicable  to  pump  the  sewage  from  this  por- 
tion of  the  village  into  the  sewer  in  the  valley  of  Broad  Brook,  and  dispose 
of  it  with  the  other  sewage  of  the  village.  The  Board  would  advise  that 
provision  be  made,  either  for  purifying  the  sewage  upon  filters  as  sug- 
gested, or  for  removing  it  from  the  portion  of  the  Manhan  River  above  the 
^ater  works  dam. 

You  also  request  the  advice  of  the  Board  as  to  the  discharge  of  sewage 
into  the  Manhan  River  in  the  vicinity  of  the  proposed  filtration  area  with- 
out treatment.  Considering  the  probable  quantity  of  water  flowing  in  the 
Manhan  River  and  the  character  of  the  Manhan  and  Connecticut  rivers 
below  the  proposed  outlet,  the  Board  is  of  the  opinion  that  the  discharge 
of  the  sewage  of  Easthampton  into  the  Manhan  River,  as  proposed,  with- 
out purification,  would  be  likely  to  produce  a  serious  nuisance,  and  the 
Board  does  not  advise  the  discharge  of  sewage  directly  into  the  Manhan 
River  at  any  point 

FoxBOROUGH.  An  application  was  received  from  the  sewerage 
committee  of  Foxborough,  Dec.  13,  1897,  for  the  advice  of  the 
Board  with  reference  to  a  proposed  system  of  sewerage  for  the  town 
of  Foxborough.  On  Jan.  25,  1899,  a  further  application  was  re- 
ceived for  the  advice  of  the  Board,  and  was  accompanied  with  plans 
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of  a  general  system  of  sewerage  and  sewage  disposal  for  the  town. 
To  these  applications  the  Board  replied  as  follows :  — 

Fbb.  2, 1899. 

The  State  Board  of  Health  received  from  you,  on  Dec.  13,  1897,  an  ap- 
plication for  advice  with  reference  to  a  proposed  system  of  sewerage  for 
the  town  of  Foxboroagh,  and  in  connection  with  that  application  samples 
of  soil  from  lands  proposed  as  places  of  sewage  disposal  were  examined 
under  the  direction  of  the  Board  and  the  results  communic&ted  to  your 
committee.  Subsequently,  on  Jan.  25,  1899,  a  further  supplication  for  the 
advice  of  the  Board  was  received,  accompanied  by  plans  of  a  general  sys- 
tem of  sewerage  and  sewage  disposal  for  the  town,  prepared  by  J.  J.  Van 
Valkenburg,  civil  engineer. 

The  plans  provide  for  a  system  of  pipe  sewers  to  collect  sewage  from  all 
of  the  thickly  settled  portions  of  the  main  village  of  Foxborough,  connect- 
ing with  a  main  sewer  which  passes  through  South  Street  and  across  pri- 
vate land  to  a  proposed  filtration  area  on  the  northerly  side  of  South  Street, 
bordering  on  the  Wading  River,  about  one  and  three-quarters  miles  from 
the  village. 

The  Board  has  caused  the  proposed  system,  the  location  of  the  proposed 
filtration  area  and  the  character  of  the  soil  to  be  examined  by  its  engineers, 
and  has  carefully  considered  the  proposed  plans. 

The  system  of  sewers  as  designed  provides  satisfactorily  for  the  collec- 
tion and  removal  of  all  of  the  sewage  of  the  portions  of  Foxborough  which 
are  in  need  of  sewerage  facilities  at  the  present  time,  and  a  reasonable 
allowance  has  been  made  for  an  increase  in  the  quantity  of  sewage  in  the 
future. 

The  sewers  are  not  intended  to  receive  storm  water,  and  special  provision 
is  to  be  made  for  keeping  ground  water  out  of  the  sewers  by  providing 
underdrains  or  by  constructing  the  sewers  of  iron  pipe  with  lead  joints  in 
places  where  large  quantities  of  ground  water  are  likely  to  be  encountered. 
It  is  important  to  keep  all  stoim  water  and  ground  water  out  of  the  sewers, 
so  far  as  practicable,  because,  if  considerable  quantities  of  such  waters 
should  be  admitted,  the  sewers  might  need  to  be  made  considerably  larger 
in  size  and  a  greater  area  of  filter  beds  would  be  necessary,  thus  increasing 
the  cost  of  constructing  and  maintaining  the  works. 

The  area  which  it  is  now  proposed  to  use  for  the  disposal  of  the  sewage 
is  located  in  a  very  thinly  settled  region,  and  the  location  of  the  filter  beds 
is  such  that  no  odors  from  them  are  likely  to  be  noticeable  in  the  neighbor- 
hood. Examinations  of  the  soil  from  test  pits  in  this  area  show  that  it  is 
very  coarse  and  porous,  and  well  adapted  to  the  purification  of  sewage  by 
intermittent  filti*ation.  The  size  of  the  area  is  ample  for  the  purpose,  and 
the  plans  provide  satisfactorily  for  the  distribution  of  the  sewage  upon  it. 
An  area  of  three  acres  of  filter  beds,  prepared  and  operated  as  proposed, 
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will  probably  meet  the  requirements  of  the  town  for  several  years,  and  ad- 
ditions can  be  made  when  required. 

The  effluent  from  the  filter  beds  will  flow  into  the  Wading  River,  and  with 
reasonable  care  in  the  operation  of  the  beds  the  effluent  from  these  works 
will  not  have  a  noticeable  effect  upon  the  appearance  or  condition  of  this 
stream. 

The  plans  as  a  whole  are,  in  the  opinion  of  the  Board,  well  adapted  for 
the  collection  and  purification  of  the  sewage  of  Foxborough  in  a  satisfac- 
tory manner. 

Foxborough  (Massachusetts  Hospital  for  Dipsomaniacs  and 
Inebriates).  An  application  was  received,  June  28,  1899,  for  the 
advice  of  the  Board  with  reference  to  certain  proposed  improvements 
in  the  system  of  sewage  disposal  for  the  hospital.  The  Board  re- 
plied to  this  application  as  follows :  — 

July  7,  1899. 

The  State  Board  of  Health  received  from  you,  on  June  28,  1899,  an 
application  for  advice  with  reference  to  improving  the  sewage-disposal  sys- 
tem of  the  Hospital  for  Dipsomaniacs  and  Inebriates,  located  at  Foxbor- 
ough, Mass.,  together  with  a  plan  and  report  by  J.  J.  Van  Valkenbui^, 
civil  engineer,  showing  the  proposed  changes  in  the  present  system. 

It  appears  that  all  of  the  sewage  of  the  hospital,  which  contains  a  popu- 
lation of  about  200,  together  with  the  rainfall  from  the  roofs  of  the  build- 
ings, is  discharged  upon  a  filter  bed  having  an  area  of  about  50,000  square 
feet.  This  filter  bed  contains  suitable  material  for  the  purification  of  sew- 
age, and  is  underdrained,  but  an  examination  of  the  bed  has  shown  that 
the  underdrains  have  in  some  way  become  inoperative,  and  the  material 
near  the  surface  has  apparently  become  clogged.  The  plan  submitted  pro- 
vides for  a  new  system  of  underdrainage,  and  for  dividing  the  filtration 
area  into  four  small  beds  of  nearly  equal  area,  so  that  only  one  bed  will  be 
used  at  a  time.  The  suggestion  is  also  made  that  the  roof  water  be  dis- 
posed of  in  some  other  way  than  by  discharging  it  into  the  sewers  leading 
to  the  filter  beds. 

The  Board  has  caused  the  filter  bed  to  be  examined  by  one  of  its  engi- 
neers, and  has  considered  the  plans  and  report  submitted.  While  the  filter 
bed  is  of  ample  size  for  the  disposal  of  all  of  the  sewage  at  present  flow- 
ing from  the  hospital,  even  including  rain  water,  the  underdrains  have  evi- 
dently become  stopped,  and  the  surface  of  the  filter  is  apparently  seriously 
clogged. 

The  proposed  plan  will  provide  for  an  adequate  system  of  underdrainage, 
and  by  dividing  the  area  into  four  smaller  beds  a  much  more  satisfactory 
application  of  the  sewage  will  be  secured,  and  opportunity  will  be  given  to 
keep  the  surface  of  the  beds  in  suitable  condition. 
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of  a  general  system  of  sewerage  and  sewage  disposal  for  the  town. 
To  these  applications  the  Board  replied  as  follows :  — 

Fbb.  2, 1899. 

The  State  Board  of  Health  received  from  yoa,  on  Dec.  13,  1897,  an  ap- 
plication for  advice  with  reference  to  a  proposed  system  of  sewerage  for 
the  town  of  Foxboroagh,  and  in  connection  with  that  application  samples 
of  soil  from  lands  proposed  as  -places  of  sewage  disposal  were  examined 
under  the  direction  of  the  Board  and  the  results  conmiunic&ted  to  your 
committee.  Subsequently,  on  Jan.  25,  1899,  a  further  aipplication  for  the 
advice  of  the  Board  was  received,  accompanied  by  plans  of  a  general  sys- 
tem of  sewerage  and  sewage  disposal  for  the  town,  prepared  by  J.  J.  Van 
Valkenburg,  civil  engineer. 

The  plans  provide  for  a  system  of  pipe  sewers  to  collect  sewage  from  all 
of  the  thickly  settled  portions  of  the  main  village  of  Foxborough,  connect- 
ing with  a  main  sewer  which  passes  through  South  Street  and  across  pri- 
vate land  to  a  proposed  filtration  area  on  the  northerly  side  of  South  Street, 
bordering  on  the  Wading  River,  about  one  and  three-quarters  miles  from 
the  village. 

The  Board  has  caused  the  proposed  system,  the  location  of  the  proposed 
filtration  area  and  the  chai*acter  of  the  soil  to  be  examined  by  its  engineers, 
and  has  carefully  considered  the  proposed  plans. 

The  system  of  sewers  as  designed  provides  satisfactorily  for  the  collec- 
tion and  removal  of  all  of  the  sewage  of  the  portions  of  Foxborough  which 
are  in  need  of  sewerage  facilities  at  the  present  time,  and  a  reasonable 
allowance  has  been  made  for  an  increase  in  the  quantity  of  sewage  in  the 
future. 

The  sewers  are  not  intended  to  receive  storm  water,  and  special  provision 
is  to  be  made  for  keeping  ground  water  out  of  the  sewers  by  providing 
underdrains  or  by  constructing  the  sewers  of  iron  pipe  with  lead  joints  in 
places  where  large  quantities  of  ground  water  are  likely  to  be  encountered. 
It  is  important  to  keep  all  storm  water  and  ground  water  out  of  the  sewers, 
so  far  as  practicable,  because,  if  considerable  quantities  of  such  waters 
should  be  admitted,  the  sewers  might  need  to  be  made  considerably  larger 
in  size  and  a  greater  area  of  filter  beds  would  be  necessary,  thus  increasing 
the  cost  of  constructing  and  maintaining  the  works. 

The  area  which  it  is  now  proposed  to  use  for  the  disposal  of  the  sewage 
is  located  in  a  very  thinly  settled  region,  and  the  location  of  the  filter  beds 
is  such  that  no  odors  from  them  are  likely  to  be  noticeable  in  the  neighbor- 
hood. Examinations  of  the  soil  from  test  pits  in  this  area  show  that  it  is 
very  coarse  and  porous,  and  well  adapted  to  the  purification  of  sewage  by 
intermittent  filtration.  The  size  of  the  area  is  ample  for  the  purpose,  and 
the  plans  provide  satisfactorily  for  the  distribution  of  the  sewage  upon  it. 
An  area  of  three  acres  of  filter  beds,  prepared  and  operated  as  proposed, 
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will  probably  meet  the  reqairements  of  the  town  for  several  years,  and  ad- 
ditions can  be  made  when  required. 

The  effluent  from  the  filter  beds  will  flow  into  the  Wading  River,  and  with 
reasonable  care  in  the  operation  of  the  beds  the  effluent  from  these  works 
will  not  have  a  noticeable  effect  upon  the  appearance  or  condition  of  this 
stream. 

The  plans  as  a  whole  are,  in  the  opinion  of  the  Board,  well  adapted  for 
the  collection  and  purification  of  the  sewage  of  Foxborough  in  a  satisfac- 
tory manner. 

Foxborough  (Massachusetts  Hospital  for  Dipsomaniacs  and 
Inebriates).  An  application  was  received,  June  28,  1899,  for  the 
advice  of  the  Board  with  reference  to  certain  proposed  improvements 
in  the  system  of  sewage  disposal  for  the  hospital.  The  Board  re- 
plied to  this  application  as  follows :  — 

July  7,  1899. 

The  State  Board  of  Health  received  from  you,  on  June  28,  1899,  an 
application  for  advice  with  i*eference  to  improving  the  sewage-disposal  sys- 
tem of  the  Hospital  for  Dipsomaniacs  and  Inebriates,  located  at  Foxbor- 
ough, Mass.,  together  with  a  plan  and  report  by  J.  J.  Van  Valkenburg, 
civil  engineer,  showing  the  proposed  changes  in  the  present  system. 

It  appears  that  all  of  the  sewage  of  the  hospital,  which  contains  a  popu- 
lation of  about  200,  together  with  the  rainfall  from  the  roofs  of  the  build- 
ings, is  discharged  upon  a  filter  bed  having  an  area  of  about  50,000  square 
feet.  This  filter  bed  contains  suitable  material  for  the  purification  of  sew- 
age, and  is  underdrained,  but  an  examination  of  the  bed  has  shown  that 
the  underdrains  have  in  some  way  become  inoperative,  and  the  material 
near  the  surface  has  apparently  become  clogged.  The  plan  submitted  pro- 
vides for  a  new  system  of  underdrainage,  and  for  dividing  the  filtration 
area  into  four  small  beds  of  nearly  equal  area,  so  that  only  one  bed  will  be 
used  at  a  time.  The  suggestion  is  also  made  that  the  roof  water  be  dis- 
posed of  in  some  other  way  than  by  discharging  it  into  the  sewers  leading 
to  the  filter  beds. 

The  Board  has  caused  the  filter  bed  to  be  examined  by  one  of  its  engi- 
neers, and  has  considered  the  plans  and  report  submitted.  While  the  filter 
bed  is  of  ample  size  for  the  disposal  of  all  of  the  sewage  at  present  flow- 
ing from  the  hospital,  even  including  rain  water,  the  underdrains  have  evi- 
dently become  stopped,  and  the  surface  of  the  filter  is  apparently  seriously 
clogged. 

The  proposed  plan  will  provide  for  an  adequate  system  of  underdrainage, 
and  by  dividing  the  area  into  four  smaller  beds  a  much  more  satisfactory 
application  of  the  sewage  will  be  secured,  and  opportunity  will  be  given  to 
keep  the  sarface  of  the  beds  in  suitable  condition. 
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It  is  very  desirable  to  separate  the  roof  water  from  the  sewage,  if  it  caa 
be  done  at  a  reasonable  expense,  and  to  dispose  of  the  roof  water  by  dis- 
charging it  into  a  natural  water  coarse. 

It  is  necessary,  in  the  opinion  of  the  Board,  that  some  action  be  taken, 
without  unnecessary  delay,  to  effectually  purify  the  sewage  of  the  hospital ; 
and  the  proposed  plans,  if  carried  out,  will  effect  the  necessary  improve- 
ment  in  the  method  of  disposing  of  the  sewage. 

Gardner.  An  application  was  received,  Nov.  24,  1899,  firom  the 
sewer  commissioners  of  Gardner  for  advice  in  relation  to  the  plans 
for  sewage  disposal  outlined  in  the  following  statement :  — 

The  town  wishes  to  provide  an  outlet  for  a  part  of  the  town.  This  sec- 
tion is  provided  for  by  the  system  of  1889,  and  is  known  in  the  report  of 
W.  E.  McClintock  of  that  year  as  the  Parker  Street  outlet.  It  is  now 
desired  to  extend  this  proposed  outlet  sewer  to  such  a  point  as  will  make 
it  possible  to  treat  the  entire  sewage  of  the  town  at  a  common  point.  By 
surveys  it  has  been  found  that  such  a  point  can  be  reached  by  extending 
the  present  sewer  from  the  present  filter  area  through  Broadway  and  private 
land  to  a  point  near  Parker  Street,  where  the  Otter  River  crosses  said  street. 
This  sewer  will  also  take  the  sewage  of  South  Gardner.  The  Parker 
Street  district  wiU  be  conducted  to  this  point  by  a  sewer  through  private 
land  and  Parker  Street. 

The  land  proposed  to  be  taken  for  treatment  area  lies  a  few  feet  above 
the  river.  It  has  an  area  of  from  twelve  to  fifteen  acres.  This  area  can  be 
increased  by  using  the  low  river  bottom  or  extending  into  the  woods  towards 
the  present  filter  area.  The  land  rises  with  a  very  gentle  slope  from  the 
river.  Thi^  ai-ea  would  be  levelled  into  beds.  There  is  no  proper  filtering 
material  in  the  area,  but  on  the  opposite  side  of  the  Otter  River  and  within 
the  town  of  Templeton  are  large  gravel  banks  of  a  very  superior  filtering 
material ;  it  is  proposed  to  use  this  material  to  build  the  beds.  It  is  in- 
tended only  to  build  for  the  Parker  Street  outlet  at  present,  but  to  be  able 
to  extend  the  main  outlet  to  this  point  when  South  Gardner  sewers  are 
built,  or  the  present  area  becomes  too  small  to  treat  the  sewage  of  that 
part  of  the  town  now  draining  to  that  point. 

The  Board  replied  to  this  application  as  follows :  — 

Jan.  5,  1900. 

The  Board  has  caused  the  location  of  the  proposed  new  filter  beds  and 
the  material  of  which  it  is  proposed  to  construct  them  to  be  examined  by 
one  of  its  engineers,  and  has  considered  the  proposed  plans  and  the  results 
of  observations  upon  the  operation  of  the  present  disposal  works.  These 
works  receive  the  sewage  from  the  present  sewerage  system  in  the  central 
part  of  the  town ;    and,  while  the  filters  are  well  constructed,  they  aro 
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entirely  inadeqaate  for  the  purificatioa  of  the  sewage  discharged  npon  them, 
aad  large  quantities  of  sewage  are  discharged  untreated  into  Pond  Brook, 
near  the  filter  beds,  which  is  badly  polluted  thereby. 

In  the  opinion  of  the  Board  the  present  sewage-disposal  works  are  inade- 
quate for  the  purification  of  the  sewage  now  conveyed  to  them,  and  ade- 
quate means  of  purifying  all  of  this  sewage  should  be  provided  without 
delay. 

By  your  present  plan  it  is  intended  to  build  at  the  present  time  a  system 
of  sewerage  for  the  Parker  Street  district  and  filter  beds  for  the  disposal 
of  the  sewage  of  this  district ;  and  you  have  chosen  a  filtration  area  so 
located  that  the  sewage  from  the  present  sewers  and  from  South  Gardner, 
when  sewers  are  built  in  the  latter  village,  can  be  conveyed  to  the  same 
filtration  area,  and  all  of  the  sewage  of  the  town  purified  at  one  place. 
The  area  selected  for  the  disposal  of  the  sewage  is  in  a  remote  part  of  the 
town,  and  its  use  for  this  purpose  is  not  likely  to  be  objectionable.  The 
land  is  not  adapted  to  the  purification  of  sewage  by  intermittent  filtration, 
but  suitable  soil  is  found  on  the  opposite  side  of  the  Otter  River  in  the 
town  of  Templeton,  and  you  propose  to  take  gravel  and  sand  from  the 
latter  region  and  convey  it  across  the  Otter  River  for  the  construction  of 
the  filter  beds.  The  plan,  so  far  as  can  be  judged  from  the  outlines  sub- 
mitted, is,  in  the  opinion  of  the  Board,  a  practicable  and  an  appropriate 
one  for  the  purification  of  the  sewage  of  the  thickly  settled  portions  of  the 
town  of  Grardner  which  are  at  present  provided  with  sewers  or  likely  to 
require  sewers,  for  many  years  in  the  future,  and  there  does  not  appear  to 
be  any  area  containing  soil  suitable  for  this  purpose  which  can  be  utilized 
for  the  disposal  of  all  of  the  sewage  of  Gardner  at  less  expense  than  the 
one  selected. 

When  you  have  prepared  the  necessai*y  detailed  plans  that  will  precede 
the  construction  of  the  works,  the  Board  will  advise  you  concerning  them, 
if  you  BO  request. 

Haverhill.  An  application  was  received  from  the  mayor  of 
Haverhill,  June  9,  1899,  for  the  advice  of  the  Board  with  reference 
to  proposed  plans  for  the  disposal  of  sewage  from  certain  districts  in 
that  city.     The  Board  replied  to  this  application  as  foUows :  — 

July  7, 1899. 

The  State  Board  of  Health  received  from  you,  on  June  9,  1899,  an  ap- 
plication for  advice  relative  to  the  sewerage  of  two  districts  in  the  northerly 
and  easterly  portions  of  Haverhill,  accompanied  by  plans  and  a  report  by 
the  city  engineer,  describing  proposed  systems  of  sewerage  for  these 
districts. 

One  of  the  districts,  known  as  the  Dustin  Square  district,  comprises  the 
territory  draining  toward  the  Fishing  River  and  toward  Little  River  below 
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the  Fishing  River,  the  moet  thickly  settled  portion  of  which  at  the  present 
time  is  in  the  region  of  Dustin  Square,  where  no  sewers  have  yet  been  pro- 
vided. The  plan  submitted  shows  a  proposed  main  sewer  for  this  district 
which  will  begin  at  the  upper  end  of  the  present  sewer  in  Hilldale  Avenue 
at  the  comer  of  Lafayette  Street,  and  extend  up  the  valley  of  the  Little 
River  on  the  westerly  side  of  the  stream  nearly  to  the  Hilldale  cemetery, 
and  then,  crossing  to  the  easterly  side  of  the  stream,  will  continue  up  the 
valley  of  Little  River  and  of  its  tributary  the  Fishing  River  nearly  to  the 
outlet  of  Kenoza  Lake.  It  is  proposed  to  construct  the  sewers  in  this  dis- 
trict upon  the  so-called  separlite  plan,  excluding  all  surface  water  and 
ground  water,  so  far  as  practicable,  except  from  a  short  portion  of  the  main 
sewer  in  Hilldale  Avenue  near  its  lower  end,  where  surface  water  will  be 
allowed  to  flow  into  the  sewer. 

The  other  district,  known  as  the  Kenoza  Avenue  district,  comprises  the 
westerly  portion  of  the  water-shed  of  Kenoza  Lake  and  a  portion  of  the 
water-shed  of  Lake  Saltonstall.  The  plan  submitted  shows  a  main  sewer 
for  this  district,  beginning  at  the  upper  end  of  the  present  sewer  in  Mill 
Street  near  Summer  Street,  and  extending  through  Mill  Street  and  around 
the  easterly  end  of  Lake  Saltonstall,  and  thence  through  the  divide  between 
Lake  Saltonstall  and  Lake  Kenoza,  in  private  land  and  land  owned  by  the 
city  of  Haverhill  to  Kenoza  Avenue,  through  which  it  will  pass  to  the 
Newton  road.  It  is  possible  to  extend  this  sewer  around  the  base  of 
the  hill  between  the  Newton  road  and  the  stream  which  forms  the  outlet  of 
Lake  Kenoza  to  6ile  Street,  if  necessary  in  the  future.  It  is  proposed 
to  construct  all  sewers  within  the  water-shed  of  Lake  Kenoza  upon  the  so- 
called  separate  plan ;  but  within  the  water-shed  of  Lake  Saltonstall  it  is 
proposed  to  receive  a  portion  of  the  surface  water,  into  the  main  sewer,  and 
allow  the  remainder  to  flow  into  the  lake  without  entering  the  sewer.  Be- 
low the  outlet  of  Lake  Saltonstall  it  is  proposed  to  construct  the  sewers  on 
the  combined  plan. 

The  Board  has  caused  the  locality  to  be  examined  by  its  engineer,  and 
has  carefully  considered  the  plans  and  other  information  submitted. 

In  the  Dustin  Square  district,  so  called,  the  most  serious  need  of  sewer- 
age at  the  present  time  is  in  the  region  immediately  about  Dustin  Square ; 
but  in  designing  a  sewer  for  this  district  the  probable  future  needs  of  other 
territory  in  this  region  has  properly  been  taken  into  consideration,  and  the 
plans  submitted  provide  for  the  disposal  of  the  sewage  of  such  territory  in 
the  valley  of  Fishing  River  and  in  the  valley  of  Little  River  below  the 
Fishing  River  as  seem  likely  to  require  sewerage  in  the  future. 

It  is  very  important,  in  the  opinion  of  the  Board,  to  prevent  the  pollu- 
tion of  any  of  the  streams  in  this  territory  by  sewage,  and  the  circumstances 
are  such  that  it  will  be  much  more  economical  and  satisfactory  for  the  city 
to  adopt  a  separate  system  of  sewerage  in  this  district  than  to  attempt  to 
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remove  both  sewage  and  storm  water  in  the  same  pipes.  The  plan  sub- 
mitted provides  for  keeping  all  storm  water  oat  of  the  proposed  sewers 
above  Hilldale  Avenue,  and  it  is  proposed  also  to  construct  underdrains 
beneath  the  sewers  wherever  necessary  to  remove  ground  water.  If  the 
plan  is  carried  out  completely,  the  proposed  sewer  will,  in  the  opinion  of 
the  Board,  provide  satisfactorily  for  the  removal  of  all  of  the  sewage  of  the 
district  which  it  is  designed  to  serve.  The  quantity  of  sewage  flowing  in 
the  main  sewer  in  the  beginning  may  not  be  large  enough  to  produce  suffi- 
cient velocity  in  the  proposed  siphon  under  the  Little  River  to  keep  deposits 
from  forming,  and  flushing  will  probably  be  necessary ;  nevertheless,  the 
proposed  method  of  crossing  the  river  appears  to  be  the  best  that  it  is 
practicable  to  adopt. 

The  Hilldale  Avenue  sewer,  into  which  it  is  proposed  to  discharge  the 
sewage,  is  capable  of  conveying  all  of  the  ordinary  flow  of  sewage  to  the 
Merrimack  River ;  bat  in  times  of  heavy  storms  a  portion  of  the  mingled 
sewage  and  storm  water  from  this  sewer  will  be  discharged  into  Little  River 
at  two  points  in  the  densely  populated  part  of  the  city.  The  channel  of 
the  river  is  of  such  a  character  that  matters  floating  upon  or  in  suspension 
in  the  water  tend  to  collect  in  places  along  its  bottom  and  sides,  and  this 
stream  is  liable  to  be  offensive  during  the  warmer  portion  of  the  year,  un- 
less all  sewage  and  other  polluting  matters  are  kept  out  of  it.  If  this  is 
not  practicable,  its  condition  should  be  improved  as  much  as  possible,  to 
prevent  polluting  matters  from  collecting  on  its  bottom  and  sides. 

The  Board  has  carefully  considered  the  plan  for  disposing  of  the  sewage 
of  the  westerly  portion  of  the  water-shed  of  Lake  Kenoza,  known  as  the 
Kenoza  Avenue  system,  together  with  various  other  plans  suggested,  and 
concludes  that  the  plan  submitted  has  advantages  which  make  it  the  best 
one  to  adopt  for  the  disposal  of  the  sewage  of  this  territory.  The  plan 
provides  for  the  construction  of  the  sewers  in  the  Kenoza  Lake  water-shed 
upon  the  so-called  sepai*ate  plan,  though  it  is  proposed  in  the  beginning  to 
dischai^e  the  underdrains  temporarily  into  the  main  sewer.  It  is  sug- 
gested by  your  engineer  that  a  storm-water  sewer  is  needed  in  this  district, 
and  that  such  a  sewer  would  naturally  be  discharged  into  the  stream  below 
the  oatlet  of  Lake  Kenoza,  and  that  the  undenlrains  could  subsequently  be 
connected  with  this  sewer  when  constructed.  It  is  desirable  that  some  pro- 
vision for  removing  the  storm  water  as  well  as  the  sewage  f mm  this  terri- 
tory be  made  as  soon  as  practicable,  and  it  will  be  best  to  dispose  of  the 
underdrainage  in  connection  with  the  storm  water.  There  is  danger  that, 
if  underdrains  are  discharged  into  the  sewers  for  the  collection  of  house 
sewage,  the  mingling  of  sewage  and  underdrainage  water  may  produce  con- 
ditions favorable  to  the  growth  of  some  form  of  fungus  in  the  sewer,  which 
may  interfere  greatly  with  the  flow  of  the  sewage.  The  Board  would  there- 
fore advise  that  the  underdrainage  water  be  kept  out  of  the  sewers  for 
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house  sewage,  and  that  a  storm-water  sewer  be  constructed  to  remove  the 
storm  water  and  drainage  from  the  thickly  settled  portion  of  the  district 
for  which  sewerage  is  now  to  be  provided. 

The  proposed  main  sewer  of  the  Eenoza  Avenue  system  passes  through 
the  water-shed  of  Lake  Saltonstall,  and  you  ask  to  be  advised  whether  the 
adoption  of  the  proposed  system  will  make  it  necessary  to  abandon  the  use 
of  Lake  Saltonstall  as  a  source  of  water  supply.  If  the  lake  is  to  be  con- 
tinued as  a  source  of  water  supply,  its  pollution  should  be  prevented,  and 
all  sewage  and  drainage  and  all  storm  water  collected  by  any  sewers  or 
drains  within  the  district  should  be  kept  out  of  the  lake.  Analyses  of  the 
water  of  the  lake  show  that  it  already  receives,  directly  or  indirectly,  a 
considerable  quantity  of  sewage  from  houses  on  its  water-shed ;  and  the 
proposed  sewer,  which  would  provide  for  the  removal  of  the  sewage  and  a 
portion  of  the  storm  water  from  the  water-shed,  would  have  a  tendency  to 
improve  the  quality  of  the  water  of  the  lake,  but  would  reduce  its  yield. 
The  source  is  a  small  one,  and  not  needed  at  the  present  time  for  the  sup- 
ply of  the  city,  since  by  the  construction  of  the  new  works  at  Millvale  an 
ample  supply  has  been  secured  for  many  years  in  the  future  without  the 
use  of  this  lake ;  and,  on  the  whole,  the  source  does  not  seem  of  sufficient 
value,  in  the  opinion  of  the  Board,  to  warrant  the  expense  which  would  be 
necessary  to  keep  it  in  suitable  condition  for  the  supply  of  the  city. 

The  proposed  main  sewer  around  Lake  Saltonstall  will  be  laid  dose  to 
the  shore  of  the  lake,  and  at  a  level  considerably  below  the  surface  of  the 
water ;  and  it  will  be  necessary  to  construct  this  sewer  with  special  care, 
to  prevent  an  excessive  leakage  of  water  into  it,  and  it  may  be  desirable 
to  use  iron  pipe  with  lead  joints. 

The  proposed  method  of  disposing  of  the  sewage  of  the  Eenoza  Avenue 
district  by  discharging  it  into  the  Merrimack  River  is  the  best  that  it  is  prac- 
ticable to  adopt.  The  outlet  will  be  in  the  vicinity  of  a  large  population, 
and  it  is  desirable  that  the  dry-weather  flow  of  sewage  be  discharged  well 
out  in  the  stream,  to  prevent  fouling  the  bank  of  the  river.  The  mingled 
sewage  and  storm  water  during  heavy  storms  may  probably  be  discharged 
close  to  the  bank  of  the  river  without  becoming  objectionable.  It  is  under- 
stood that  for  the  present  the  sewage  will  be  discharged  into  an  existing 
sewer  in  Mill  Street  at  the  corner  of  Summer  Street,  but  that  this  sewer 
will  be  relaid  whenever  it  shall  become  necessary. 

HoPEDALE  (the  Draper  Company) .  An  application  was  received, 
Oct.  7,  1899,'  from  the  Draper  Company  of  Hopedale,  for  the  advice 
of  the  Board  relative  to  the  disposal  of  the  sewage  from  its  mills  and 
several  houses  in  the  village.  To  this  application  the  Board  replied 
as  follows :  — 
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Dbc.  7, 1899. 

The  State  Board  of  Health  received  from  yoa,  on  October  7,  a  notice  of 
your  intention  to  introduce  a  system  of  sewage  disposal  for  the  purification 
of  the  sewage  from  your  works  at  Hopedale  and  from  a  portion  of  the 
village,  accompanied  by  plans  and  a  description  of  the  proposed  works 
prepared  by  your  engineer. 

The  plans  provide  for  the  collection  of  the  sewage  in  a  reservoir  of  suffi- 
cient capacity  to  hold  the  estimated  night  fiow  of  sewage,  from  which  the 
sewage  is  to  be  pumped  in  the  daytime  to  filter  beds  situated  on  land  near 
the  westerly  bank  of  Mill  River,  south  of  Main  Street.  It  is  stated  by 
your  engineer  that  the  present  flow  of  sewage  is  about  110,000  gallons  in 
twenty-four  hours,  and  the  proposed  plan  of  disposing  of  the  sewage  is 
described  as  follows :  — 

The  proposed  plan  of  sewage  disposal  involves  septic  tank  treatment  followed 
by  filtration  upon  two  sand  filter  beds,  aggregating  1.3  acres  in  area. 

The  proposed  septic  tank,  built  of  Portland  cement  concrete,  has  a  capacity,  in 
8  feet  depth,  of  50,000  gallons,  in  two  compartments,  each  35  feet  long  by  12  feet 
wide  by  approximately  10  feet  deep,  connected  with  each  other  by  a  10-inch  over- 
flow and  with  the  river  by  a  10-inch  vitrified  Akron  pipe,  discharging  at  a  point  6 
inches  above  high-water  mark. 

All  pumping  is  to  be  done  during  the  working  day,  and  it  is  proposed  to  keep 
the  tank  as  nearly  full  as  possible  throughout  the  day  until  just  before  shutting 
down  the  works  at  night,  when  the  tank  is  to  be  pumped  down  about  8  feet  (to  a 
point  about  2i  feet  fin>m  its  bottom),  thus  leaving  a  storage  capacity  of  50,000 
gallons  for  the  night  flow.  The  present  night  fiow  is  from  40,000  to  45,000 
gallons.  .  .  . 

The  two  filter  beds,  aggregating  1.3  acres  in  area,  wiU  be  used  alternately, 
morning  and  afternoon,  the  gates  being  operated  by  hand.  The  filter  beds  are 
located  upon  high  ground,  about  three-fourths  of  a  mile  from  the  town.  It  is  pro- 
posed to  strip  the  loam  and  subsoil  to  a  depth  of  approximately  18  inches  to  2 
feet  fipom  the  surfiice  in  the  preparation  of  the  beds,  in  order  to  get  into  a  free, 
coarse  sand.  In  the  various  test  pits  dug  over  this  area  and  shown  upon  the  plan 
no  strata  of  imperrious  or  compact  material  have  been  encountered. 

Subsequently  a  further  communication  was  received,  modifying  portions 
of  the  plans  to  allow  for  an  anticipated  increase  in  the  quantity  of  sewage. 
In  this  communication  it  is  stated  that  the  diameter  of  the  force  main  will 
be  increased  from  8  to  10  inches ;  the  septic  tank  will  probably  be  increased 
to  40  feet  in  length,  instead  of  85  feet ;  and  that  an  additional  tank  in 
extension  of  the  first,  or  circular  in  form,  of  a  capacity  of  approximately 
70,000  gallons,  for  a  pump  well,  may  also  be  built.  K  the  pump  well  is 
not  built,  the  increase  in  the  size  of  the  tank  or  reservoir  wiU  allow  for  the 
expected  increase  in  the  night  fiow  of  sewage,  so  that  the  pumping  can  still 
be  done  in  the  daytime.    No  plans  for  enlarging  the  filtration  area  have 
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been  presented,  and,  excepting  that  the  size  of  the  force  main  will  be 
increased,  it  does  not  appear  that  the  changes  suggested  have  been  defi- 
nitely adopted. 

The  Board  has  considered  the  plans  and  information  submitted,  and  has 
caused  the  locality  to  be  examined  by  its  engineer  and  samples  of  the  soil 
of  the  proposed  filter  beds  to  be  analyzed. 

The  proposed  tank  into  which  the  sewage  is  to  be  collected  is  expected 
to  allow  for  the  decomposition  and  putrefaction  of  the  sewage,  so  that  the 
solid  matters  may  be  broken  up  and  be  drawn  out  of  the  tank  with  the 
sewage,  and  thus  make  it  practicable  to  purify  the  sewage  more  readily, 
and  avoid  the  necessity  of  providing  for  the  disposing  of  sludge.  It  is 
evident,  from  the  experiments  made  by  the  Board  and  the  results  obtained 
in  actual  practice  where  sewage  is  stored  in  a  tank  or  reservoir  like  that 
proposed  in  the  plan  submitted,  that  the  solid  matters  in  the  sewage  will 
become  broken  up  to  a  considerable  extent  in  the  t^nk,  and  be  more  readily 
disposed  of  on  the  filters ;  but  a  considerable  quantity  of  heavier  matters 
will  accumulate  in  the  proposed  tank  with  the  conditions  under  which  it  is 
proposed  to  operate  it,  and  these  matters  will  have  to  be  removed  from 
time  to  time.  If  they  are  discharged  on  beds  prepared  for  the  purpose  and 
quickly  mixed  with  earth  and  carted  away,  the  mixture  can  be  disposed  of 
effectively,  but  this  method  of  removing  the  sludge  is  likely  to  produce  bad 
odors,  and  should  not  be  carried  on  in  the  neighborhood  of  the  factory  or 
dwelling  houses.  The  heavier  matters  that  accumulate  in  the  tank  can  be 
pumped  to  the  filtration  area  with  the  sewage  and  disposed  of  without 
special  difficulty  or  objection,  if  suitable  provision  is  made  therefor. 

The  proposed  filtration  area  is  neai^er  the  thickly  settled  portion  of  the 
town  than  is  desirable ;  but,  if  a  sufficient  area  of  filters  is  provided  and 
they  are  properly  cared  for,  the  disposal  of  the  sewage  at  this  place  is  not 
likely  to  be  objectionable  to  those  living  in  the  village.  The  material  in 
some  portions  of  the  area  is  coarse  and  porous,  but  in  other  portions  it  is 
somewhat  fine  ;  nevertheless,  if  the  soil  and  subsoil  are  removed  from  the 
filter  beds,  and  underdrainage  is  provided  where  necessary,  a  sufficient  area 
of  filter  beds  of  suitable  depth  can  be  prepared  upon  this  area  to  purify  all 
of  the  sewage  discharged  from  the  sewers  at  present,  or  even  if  a  consider- 
able enlargement  is  made  in  the  present  works.  The  area  of  filters  which 
it  is  proposed  to  prepare  in  the  beginning  wilU  however,  be  no  more  than 
sufficient  for  present  needs,  and  may  even  be  found  inadequate,  if  the 
quantity  of  sewage  is  larger  in  the  winter  and  spring  of  the  year  than  it 
was  found  to  be  at  the  time  the  measurement  of  the  flow  was  made. 

In  the  opinion  of  the  Board,  it  would  be  found  of  much  advantage  in 
disposing  of  the  sewage  to  divide  the  area  into  a  larger  number  of  beds  than 
two,  the  number  you  now  propose,  and  very  little  advantage  is  likely  to  be 
gained  by  pumping  the  sewage  during  the  entire  day  at  the  rate  at  which 
it  flows  into  the  tank. 
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The  proposed  overflow  pipe  from  the  tank  or  reservoir  through  which 
sewage  may  flow  into  the  river  whea  the  tank  is  full  is  a  desirable  precau- 
tion in  case  of  accident  to  pumping  machinery  or  force  main,  but  sewage 
should  not  be  allowed  to  discharge  through  this  overflow  except  in  such  an 
emergency. 

The  plan  in  general,  with  the  modifications  suggested,  is,  in  the  opinion 
of  the  Board,  an  appropriate  one  for  the  purification  of  the  sewage  from 
your  works  at  Hopedale  and  from  the  houses  which  are  connected  with  the 
sewers  at  present,  and  the  works  can  be  enlarged  if  necessary,  so  as  to  dis- 
pose of  a  considerably  greater  quantity  of  sewage. 

LoNGMEADOW.  An  application  was  received,  Aug.  24,  1899,  from 
the  selectmen  of  Longmeadow,  for  the  advice  of  the  Board  relative 
to  the  disposal  of  the  sewage  of  a  portion  of  that  town.  The  Board 
replied  to  this  application  as  follows  :  — 

Nov.  3, 1899. 

The  State  Board  of  Health  has  considered  your  application  for  advice 
with  reference  to  a  proposed  additional  sewerage  system  in  the  town  of 
Longmeadow,  and  the  plans  and  information  submitted  therewith,  and  has 
caused  the  territory  to  be  examined  by  one  of  Its  engineers. 

It  appears  that  the  system  now  proposed  is  intended  to  provide  for 
the  sewerage  of  the  portion  of  the  town  in  the  vicinity  of  the  common 
south  of  the  system  built  last  year ;  and  you  state  that  you  propose  to  dis- 
pose of  the  sewage  upon  a  tract  of  about  eleven  acres  of  land  belonging  to 
Everett  B.  Allen,  which  is  located  on  the  southerly  side  of  Longmeadow 
Brook,  near  the  place  where  it  crosses  the  Bark  Haul  Road,  so  called.  You 
further  state :  — 

It  is  proposed,  as  soon  as  the  exigencies  of  the  case  require,  to  construct  artifi- 
cial filter  beds  on  this  tract  of  land ;  but,  with  the  very  small  amounts  of  sewage 
that  will  require  to  be  disposed  of  for  a  year  or  more,  it  is  believed  that  with  a 
very  small  filter  bed  or  by  broad  irrigation  all  the  sewage  that  we  shall  have  can 
be  effectively  disposed  of. 

From  such  information  as  is  available  it  appears  that  the  proposed  system 
will  provide  sewerage  for  a  population  of  about  250,  and  that  the  aggre- 
gate length  of  sewers  will  be  about  1^  miles. 

The  examinations  made  under  the  direction  of  the  Board  show  that  the 
proposed  sewage-disposal  area  would  have  the  advantage  that  it  is  located 
a  long  distance  from  any  dwelling  house ;  but  the  soil  in  test  pits  dug  in 
various  parts  of  the  area  is  found  to  be  composed  of  loam  at  the  surface, 
with  clay  underneath,  so  that  it  is  entirely  unsuitable  for  the  purification 
of  sewage,  and  the  Board  is  of  the  opinion  that  the  disposal  of  sewage 
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npon  this  land  would  create  a  naiaance,  unless  filter  beds  of  suitable 
material  for  the  porification  of  the  sewage  are  provided  in  the  beginning. 

There  appears  to  be  soitable  soil  in  the  region  abont  the  tract  of  land 
referred  to  which  might  be  nsed  for  the  construction  of  artificial  filters  upon 
this  land ;  but  the  cost  of  constructing  filters  there  would  be  large,  as  com- 
pared with  the  cost  of  suitable  filters  at  some  place  where  the  soil  is  natu- 
rally adapted  for  the  purification  of  sewi^e.  Under  the  circumstances, 
the  Board  does  not  at  present  advise  the  construction  of  artificial  filters  at 
the  place  selected  by  you  for  the  purification  of  sewage,  but  would  advise 
a  further  and  thorough  investigation,  to  learn  whether  it  may  not  be  practi- 
cable to  secure  a  suitable  area  of  land  upon  which  filter  beds  can  be  pre- 
pared, at  less  cost  than  upon  the  land  now  proposed. 

The  Board  will  assist  you  in  these  investigations,  if  you  desire,  by  mak- 
ing examinations  of  samples  of  soil,  and  will  give  you  further  advice  as  to 
ihe  disposal  of  the  sewage  when  you  have  the  results  of  further  investiga- 
tions to  present. 

Ludlow.  An  application  was  received,  April  10,  1899,  from  the 
selectmen  of  Ludlow,  with  reference  to  the  dischai^e  of  sewage  from 
Joy  Street  in  that  town  into  the  Chicopee  River.  The  Board  replied 
to  this  application  as  follows :  — 

Mat  5,  1899. 

The  Board  has  caused  the  locality  to  be  examined  by  one  of  its  engineers, 
and  has  considered  the  proposed  plan  for  the  disposal  of  the  sewage.  It 
appears  that  the  proposed  sewer  is  intended  to  provide  for  the  disposal  of 
the  house  sewage  from  several  houses  on  Joy  Street  west  of  North  Street, 
in  the  village  of  Ludlow.  The  proposed  point  of  discharge,  as  indicated 
by  you,  is  less  than  150  feet  down  stream  from  the  point  at  which  it  is  pro- 
posed to  discharge  the  sewers  of  the  Ludlow  Manufacturing  Company. 

The  proposed  method  of  disposing  of  the  sewage  by  discharging  it  in  a 
crude  state  into  the  Chicopee  River  appears  to  the  Board  to  be  permissible 
under  the  present  conditions,  though  the  time  may  come  when  it  will  be 
found  necessary  or  desirable  to  divert  all  sewage,  both  from  this  sewer  and 
from  the  sewer  of  the  Ludlow  Manufacturing  Company,  from  the  river. 

It  is  important,  in  dischai^ng  the  sewage  into  the  river,  that  the  outlet 
pipe  be  carried  well  out  into  the  stream,  so  as  to  discharge  the  sewage  at  a 
considerable  distance  from  the  shore,  and  thus  avoid,  so  far  as  possible, 
the  danger  of  floating  matters  from  the  sewage  collecting  upon  the  shores 
in  the  vicinity  of  the  outlet. 

It  is  also  important  that  all  storm  water,  and,  so  far  as  possible,  ground 
water,  be  kept  out  of  the  sewer,  since  the  admission  of  storm  water  to  the 
sewer  would  increase  the  cost  of  disposing  of  the  sewage  in  the  future,  if  it 
shall  become  desirable  to  divert  it  from  the  river. 
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MiDDLEBOROUOH.  An  application  was  received,  May  1,  1899, 
from  the  selectmen  of  Middleborough,  for  the  advice  of  the  Board 
with  reference  to  the  disposal  of  the  sewage  of  the  town.  The 
Board  replied  to  this  application  as  follows :  — 

June  14,  1899. 

The  State  Board  of  Health  received  from  yea,  on  May  1, 1899,  an  appli- 
cation for  advice  with  reference  tx)  a  proposed  system  of  sewerage  and  sew- 
age disposal  for  the  town  of  Middleboroogh,  accompanied  by  a  report  by 
Freeman  C.  Coffin,  civil  engineer,  and  plans  of  the  pi-oposed  system. 

The  plans,  in  general,  provide  for  two  main  sewers,  one  on  the  easterly 
and  the  other  on  the  westerly  side  of  the  main  village,  to  collect  the  sew- 
age from  existing  sewers  and  from  the  thickly  settled  portions  of  the  town 
which  seem  likely  to  need  sewerage  facilities  in  the  future,  and  convey  it 
by  gravity  to  a  proposed  filtration  area  located  in  the  vicinity  of  the  Plym- 
outh &  Middleborough  Railroad,  north-east  of  North  and  Everett  streets, 
and  between  those  streets  and  the  Nemasket  River,  where  it  is  proposed 
to  purify  the  sewage  by  intermittent  filtration,  and  to  discharge  the  effluent 
into  the  river. 

The  sewage  from  a  small  portion  of  the  village  in  the  vicinity  of  the 
river  near  the  Star  Mills  and  Water  Street  cannot  be  discharged  into  the 
proposed  system  by  gravity,  and  the  plan  provides  for  collecting  the  sew- 
age from  this  poition  of  the  village  and  pumping  it  into  the  easterly  main 
sewer,  which  will  pass  near  by,  but  at  a  higher  elevation,  whenever  sewer- 
age facilities  shall  be  required  in  this  district. 

The  existing  sewers,  which  at  present  discharge  their  contents  into  the 
Nemasket  River,  receive  both  sewage  and  storm  water,  so  that  the  fiow  is 
very  variable.  Measurements  made  by  your  engineer  indicate  that  the  flow 
in  dry  weather  is  probably  less  than  250,000  gallons  per  day  at  the  present 
time,  while  at  times  of  rainfall  the  flow  has  been  found  to  exceed  7,000,000 
gallons  per  day.  The  plans  submitted  provide  for  the  separation  of  storm 
water  from  the  sewage  by  diverting  the  storm  water  from  the  existing 
sewers  and  discharging  it  into  natural  drainage  channels,  or  into  the  out- 
lets of  existing  sewers  below  the  point  where  sewage  will  be  intercepted 
and  below  all  house  connections. 

The  sewage  as  it  arrives  at  the  filtration  area  will  flow  into  a  distributing 
tank  which  is  to  have  a  capacity  of  about  12,000  gallons,  from  which  the 
sewage  is  to  be  discharged  automatically  onto  filter  beds  and  trenches 
which  it  is  proposed  to  prepare  upon  the  filtration  area. 

The  westerly  main  sewer  is  designed  to  take  sewage  principally  from  the 
territory  west  of  the  railroad,  in  which  no  sewers  have  as  yet  been  con- 
structed. When  this  sewer  is  built,  it  will  convey  sewage  to  the  same 
filtration  area  through  a  sewer  to  be  laid  in  the  vicinity  of  the  railroad. 

The  Board  has  considered  your  application  and  the  plans  and  report  sub- 
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mitted,  and  has  caused  the  locality  to  be  examined  by  its  engineer  and 
samples  of  soil  from  test  pits  at  the  proposed  filtration  area  to  be 
analyzed. 

It  is  not  practicable  to  convey  all  of  the  mingled  sewage  and  storm  water 
flowing  from  the  present  sewers  at  times  of  storms  and  winter  thaws  to  the 
filtration  area  and  purify  it,  so  that,  unless  the  sewage  is  separated  from 
the  storm  water,  it  will  be  necessary  at  such  times  to  discharge  large 
quantities  of  the  mingled  sewage  and  storm  water  into  the  Nemasket  River, 
or  some  of  its  tributaries,  through  overflows.  These  ovei-flows  would  have 
to  be  so  arranged  that  sewage  would  not  be  discharged  into  the  river  except 
at  times  of  rain  or  thaw,  and  it  would  necessarily  be  impracticable  to  avoid 
conveying  to  the  filtration  area  at  such  times  much  larger  quantities  of  sew- 
age than  would  flow  in  the  sewers  at  any  time  if  storm  water  is  excluded. 
It  would  consequently  be  necessary  to  provide  a  much  larger  area  of  filter 
beds  than  would  be  required  to  properly  purify  the  sewage  if  the  storm 
water  should  be  wholly  separated  from  the  sewage  in  the  beginning.  The 
estimates  of  cost  submitted  by  your  engineer  show  that,  to  separate  the 
sewage  wholly  from  the  storm  water  in  the  beginning  and  convey  the  sew- 
age to  the  filtration  area,  while  the  storm  water  is  allowed  to  flow  through 
natural  channels  or  otherwise  into  the  Nemasket  River,  would  not  very 
materially  increase  the  cost  of  the  works ;  and,  under  the  circumstances, 
the  Board  is  of  the  opinion  that  it  is  decidedly  for  the  best  interests  of  the 
town  to  separate  the  sewage  from  the  storm  water  in  the  beginning,  and  to 
prevent  further  pollution  of  the  Nemasket  River  by  crude  sewage. 

Examinations  of  the  soil  of  the  proposed  filtration  area  show  that  it  is 
well  adapted  to  the  purification  of  sewage  by  intermittent  filtration,  and  the 
area  is  of  ample  size  to  provide  for  the  disposal  of  all  of  the  sewage  of  the 
present  population  of  Middleborough  and  to  allow  for  a  considerable 
increase  in  the  quantity  of  sewage  in  the  future.  The  plan  for  disposing 
of  the  sewage  upon  the  proposed  filtration  area  provides  for  the  preparation 
of  a  part  of  the  area  in  the  form  of  filter  beds,  from  which  all  of  the  soil 
and  subsoil  will  be  removed  down  to  coarse  gravel,  and  for  the  preparation 
of  other  portions  of  the  area  where  circumstances  make  it  desirable  in  the 
form  of  trenches,  which  will  be  excavated  to  the  coarse  gravel  beneath  the 
subsoil  and  refilled  with  suitable  filtering  material.  Two  sets  of  filter  beds 
and  trenches  are  shown  upon  the  plans  submitted:  one  on  the  easterly 
side  of  the  area,  consisting  of  filter  beds  A,  B,  C,  D,  E  and  F,  and  trenches 
contiguous  to  beds  C  and  F ;  and  the  other  consisting  of  filter  beds  G,  H, 
I  and  J,  with  trenches  contiguous  to  those  beds  on  their  westerly  side. 
The  Board  would  advise  the  construction  in  the  beginning  of  beds  G,  H,  I 
and  J,  and  the  construction  of  the  easterly  trenches  shown  upon  the  plan 
submitted  and  about  half  of  the  westerly  trenches  contiguous  to  the  filter 
beds.  This  area  of  filters  will  be  ample  for  the  present  needs  of  the  town, 
and  will  not  require  enlargement  until  the  quantity  of  sewage  becomes 
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considerably  greater  than  at  present,  if  storm  water  is  kept  out  of  the 
sewers. 

The  plans,  as  a  whole,  with  the  modifications  suggested,  are,  in  the 
opinion  of  the  Board,  well  adapted  to  the  collection  and  purification  of  the 
sewage  of  the  thickly  settled  portions  of  Middleborough,  in  which  sewers 
have  already  been  built  or  in  which  sewerage  facilities  seem  likely  to  be 
required  in  the  future,  and  the  prevention  of  the  pollution  of  the  Nemasket 
River. 

By  excluding  storm  water  wholly  from  the  sewers  which  receive  sewage 
and  constructing  the  filter  beds  as  herein  advised,  and  by  providing  a  wide 
fringe  of  vegetation  along  the  sides  of  the  filtration  area,  as  suggested  by 
your  engineer,  all  reasonable  objections  to  the  use  of  this  area  for  the  dis- 
posal of  sewage  can,  in  the  opinion  of  the  Board,  be  avoided  if  the  beds  are 
properly  managed. 

In  response  to  the  request  contained  in  your  application,  received  May 
15,  1899,  for  the  approval  by  the  Board  of  the  purchase  or  taking  of  certain 
lands  for  sewage-disposal  purposes,  described  in  the  application  and  shown 
upon  a  plan  submitted  therewith,  the  State  Board  of  Health  gave  notice 
that  a  public  hearing  on  this  matter  would  be  given  at  its  ofiSce  on  June  1 , 
1899,  under  the  provision  of  chapter  50,  section  1,  of  the  Public  Statutes, 
as  amended  by  chapter  124  of  the  Acts  of  1890.  After  this  hearing  the 
State  Board  of  Health  voted  to  approve  the  purchase  or  taking  by  the  town 
of  Middleborough  for  the  purification  and  disposal  of  sewage  of  two  lots  of 
land  situated  on  the  north-east  side  of  North  and  Everett  streets  and  be- 
tween those  streets  and  the  Nemasket  River,  as  shown  upon  a  plan  sub- 
mitted by  the  authorities  of  Middleborough  on  May  15,  1899,  entitled 
'•*'  Plan  of  land  in  Middleborough,  Mass.,  belonging  to  Job  Braley,  to  be 
taken  for  filtration  purposes  for  Middleborough  sewerage  system.  Chester 
E.  Weston,  surveyor.  May,  1890.  Scale,  I  inch=:80  feet,"  the  said  land 
being  bounded,  measured  and  described  as  follows :  — 

Description  of  Land  in  Middleborov/gh^  Mdss,^  belonging  to  Job  Braley^  to  be 
taken  for  Filtration  Purposes  for  Middleborough  Sewerage  System, 

Two  lots  of  land  situated  in  Middleborough,  in  the  county  of  Plymouth  and 
Commonwealth  of  Massachusetts,  on  the  north-east  side  of  North  and  Everett 
streets ;  said  lots  are  bounded  and  described  as  follows :  — 

Number  one:  Beginning  at  a  stone  bound  on  the  north-east  side  of  Everett 
Street,  a  comer  of  land  owned  by  George  R.  Sampson,  thence  in  said  Sampson^s 
line,  north  87^  SO'  east,  six  hundred  and  fiity  (650)  feet  to  a  stone  bound ;  thence 
same  course  about  twenty-seven  (27)  feet  to  the  Nemasket  River ;  thence  in  the 
line  of  said  river  upstream  to  the  line  of  land  of  the  Plymouth  &  Middleborough 
Railroad ;  thence  in  line  of  the  northerly  side  of  said  railroad  land  in  a  westerly 
direction,  to  a  stone  bound  in  line  of  said  North  Street ;  thence  in  line  of  said 
street,  north  21°  23'  west,  two  hundred  eight  and  seven-tenths  (208.7)  feet  to  a 
stone  bound ;  thence  in  line  of  said  Everett  Street,  north  15°  54'  west,  nine  hun- 
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died  ninety-one  and  six-tentihs  (991.6)  feet  to  a  stone  bound ;  thence  in  line  of  said 
street,  north  14^  2(y  west,  three  hundred  fifty-three  (353)  feet  to  the  bound  first 
mentioned ;  containing  twenty-seven  and  one-half  (27i)  acres. 

Number  two :  Beginning  at  a  stone  on  the  north-easterly  side  of  North  Street, 
thence  north  33^  34'  east,  in  line  of  land  of  Job  Braley,  eight  hundred  twenty-two 
and  seren-tenths  (822.7)  feet  to  a  stone  bound  in  the  line  of  the  southerly  side  of 
the  said  Plymouth  &  Middleborough  Railroad ;  thence  in  said  railroad  line,  south 
80"^  8'  east,  three  hundred  and  eighty-one  (381)  feet  to  the  Nemasket  River ;  thence 
in  line  of  said  river  upstream  to  the  land  owned  by  the  heirs  of  Philander  Wash- 
bum,  deceased,  to  a  stone  bound ;  thence  in  line  of  said  Washburn  land,  south 
27 -^  26'  west,  two  hundred  and  forty-three  (243)  feet  to  a  stone  bound;  thence  in 
line  of  said  Braley's  land,  north  57°  9^  west,  two  hundred  and  ten  (210)  feet  to  a 
stone  bound ;  thence  north  68°  44'  west,  one  hundred  thirty-five  and  thirty-live 
one-hundredths  (135.35)  feet  to  a  stone  bound ;  thence  south  33°  34'  west,  three 
hundred  thirty-four  and  seven-tenths  (334.7)  feet  to  a  stone  bound  in  line  of 
said  North  Street ;  thence  in  line  of  said  street^  north  68°  5^  west,  thirty  and  sixty- 
five  one-hundredths  (30.65)  feet  to  the  bound  first  mentioned ;  containing  four  (4) 
acres. 

North  Adams.  An  application  was  received,  July  5,  1899,  from 
the  commissioner  of  public  works  of  North  Adams,  for  the  advice 
of  the  Board  with  reference  to  a  proposed  plan  for  diverting  the  sew- 
age from  a  portion  of  State  Street,  which  now  enters  the  south 
branch  of  the  Hoosac  River,  and  conveying  it  by  means  of  an  in- 
verted siphon  beneath  the  river  to  the  general  sewerage  system  of 
the  city.     The  Board  replied  to  this  application  as  follows :  — 

Sept.  8, 1899. 

The  State  Board  of  Health  received  from  you,  on  July  5,  1899,  an  ap- 
plication for  advice  with  reference  to  a  proposed  plan  for  diverting  the 
sewage  from  an  existing  sewer  in  State  Street,  in  North  Adams,  through 
which  sewage  now  flows  into  the  southerly  branch  of  the  Hoosac  River  on 
the  westerly  side  of  the  stream,  and  conveying  it  by  means  of  inverted 
siphons  beneath  the  river  to  an  existing  sewer  in  State  Street  on  the  east- 
erly side  of  the  stream,  which  is  a  part  of  the  general  sewerage  system  of 
the  city. 

The  plan  submitted  provides  for  receiving  the  sewage  from  the  State 
Street  sewer  on  the  westerly  side  of  the  river  in  a  man-hole  which  will  also 
8ei*ve  as  a  catch-basin  from  which  two  inverted  siphons  of  iron  pipe  will  be 
laid  to  the  State  Street  sewer  on  the  easterly  side  of  the  river.  Each  of 
these  siphons  at  the  point  of  beginning  will  have  a  diameter  of  14  inches, 
according  to  the  plan  submitted,  which  quickly  reduces  to  12  inches,  and 
the  sewage  will  be  taken  from  a  level  considerably  below  the  surface  of  the 
sewage  in  the  man-hole  or  catch-basin,  but  above  the  bottom,  so  as  to 
avoid  taking  floating  matters  or  sediment  into  the  siphons.  The  inlet  to 
one  siphon  is  placed  at  a  somewhat  higher  level  than  the  other.     Between 
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this  man-hole,  or  catch-basin,  and  the  westerly  side  of  the  river  another 
man-hole  is  placed,  surrounding  the  principal  bend  in  the  iron  siphon  pipes, 
and  provision  is  made  for  opening  the  pipes  in  this  man-hole  for  the  pur- 
pose of  cleaning  them  out  in  case  they  should  become  stopped  up.  A 
connection  with  the  water  pipes  of  the  city  is  also  shown  just  above  this 
man-hole,  and  provision  is  made  for  the  necessary  gates,  so  that  the  avail- 
able pressure  of  the  city  water  works  can  be  used  in  flushing  out  the 
siphons  if  necessary.  On  the  easterly  side  of  the  river  the  provisions  for 
cleaning  out  the  sewer  in  case  of  stoppage  are  the  same  as  on  the  westerly 
side,  excepting  that  there  is  no  connection  with  the  water  main. 

The  Board  has  caused  the  locality  in  which  it  is  proposed  to  construct 
the  siphon  to  be  examined  by  one  of  its  engineers,  and  has  carefully  con- 
sidered the  plan  submitted.  It  will  be  advisable  to  so  arrange  the  pipes 
at  the  upper  end  of  the  siphon  that  the  lower  pipe  will  take  the  ordinary 
flow  of  sewage  and  the  higher  one  not  come  into  operation  except  at  times 
of  unusual  flow,  as  otherwise  more  care  might  be  necessary  in  keeping  the 
pipes  free  from  obstruction.  With  this  modification  the  plan  is,  in  the 
opinion  of  the  Board,  a  satisfactory  one  for  the  purpose  for  which  it  is 
proposed. 

NoRTHAMPTOK.  Under  the  provisions  of  section  2  of  chapter  354 
of  the  Acts  of  1888,  the  State  Board  of  Health,  on  March  22,  1889, 
approved  a  system  of  sewage  disposal,  which  had  been  proposed  by 
the  board  of  sewer  comniissioners  of  Northampton,  with  certain 
modifications  and  amendments,  one  of  which  required  an  extension 
of  the  outlet  of  the  system  within  ten  years  from  the  date  of  the 
reply  of  the  Board,  unless  the  time  should  subsequently  be  extended 
by  the  Board. 

On  March  9,  1899,  the  Board  therefore  sent  a  communication  to 
the  mayor  of  Northampton,  calling  attention  to  the  provisions  of 
this  act  and  to  the  reply  of  the  State  Board  of  Health,  dated  March 
22,  1889,  a  copy  of  which  was  enclosed  in  this  communication. 

PiTTSFiELD,  A  general  plan  for  a  system  of  sewerage  and  sewage 
disposal  for  the  city  of  Pittsfield  was  presented  to  the  Board,  May 
11,  1891,  under  the  authority  of  chapter  357  of  the  Acts  of  1890, 
and  was  approved  by  the  State  Board  of  Health,  May  12,  1891,  with 
the  following  provisions  :  — 

This  plan  provides  for  the  permanent  disposition  of  the  sewage  by  inter- 
mittent filtration  through  the  areas  of  upland  indicated,  and  allows  the 
temporary  discharge  of  the  sewage  into  the  river  at  a  given  point  during 
the  construction  of  the  work ;  but  such  discharge  is  not  to  continue  after 
June  1, 1900. 
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An  order  was  adopted  by  the  city  authorities  of  Pittsfield,  June  5, 
1899,  providing  for  the  appointment  of  a  special  committee  to  peti- 
tion the  State  Board  of  Health  for  an  extension  of  time  in  which  to 
take  the  sewage  of  the  city  out  of  the  Housatonic  River. 

After  having  received  this  petition,  the  Board,  in  compliance 
therewith,  and  after  due  notice,  held  a  hearing  at  the  court  house  in 
Pittsfield,  Sept.  14,  1899,  at  which  parties  interested  were  present 
from  Pittsfield,  and  from  other  towns  on  the  Housatonic  River,  be- 
low Pittsfield. 

The  Board  took  the  subject  into  consideration,  and  answered  the 
petition  of  the  special  committee  of  Pittsfield  as  follows :  — 

Oct.  6, 1899. 

To  the  Special  Committee,  of  the  City  ofPiUsfield  on  Extension  of  Time  for  the  i?«- 

moval  of  the  Sewage  from  the  Housatonic  River. 

Gentlemen  :  —  In  response  to  the  petition  of  the  city  of  Pittsfield  for 
an  extension  of  time  for  the  removal  of  the  sewage  of  the  city  from  tlie 
Housatonic  River,  beyond  June  1,  1900,  the  State  Board  of  Health,  at  a 
meeting  held  at  its  office,  upon  Oct.  5,  1899,  took  the  following  action  :  — 

Voted^  That  further  action  of  the  State  Board  of  Health  in  the  matter  of  the  Pitts- 
field sewage  disposal  be  postponed  till  June  1, 1900,  when,  in  the  opinion  of  the 
Board,  it  might  then  be  proper  to  extend  the  time  for  the  completion  of  the  sewage- 
disposal  works  until  Oct  1, 1901,  provided  the  city  of  Pittsfield  shall  have  mean- 
while shown  due  diligence  in  causing  the  necessary  surveys  to  be  made  and  in 
doing  such  work  as  is  practicable  for  carrying  out  the  work  of  sewage  disposal  in 
accordance  with  the  plan  approved  by  the  State  Board  of  Health  in  1891. 

SoMERViLLE.  An  application  was  received,  July  18,  1899,  from 
the  mayor  of  Somerville,  for  the  advice  of  the  Board  relative  to  a 
proposed  system  of  drainage  for  a  district  in  that  city,  and  sub- 
sequently the  approval  of  the  Board  was  requested  of  a  plan  for 
discharging  sewage  and  storm  water  into  Miller's  River.  The  cor- 
respondence and  final  reply  of  the  Board  were  as  follows :  — 

Ai70. 11, 1899. 
Hon.  George  O.  Proctor,  Mayor  of  Somerville^  Mass. 

Dear  Sir  :  —  Your  application  for  advice,  under  the  authority  of  chap- 
ter 375  of  the  Acts  of  1888,  with  reference  to  a  proposed  system  of  drain- 
age for  the  city  of  Somerville,  has  been  considered  by  the  State  Board  of 
Health,  and  the  Board  has  concluded  that,  in  view  of  the  provisions  of 
chapter  275  of  the  Acts  of  the  present  year,  the  Board  is  required  to  give 
a  hearing  before  taking  any  action  with  reference  to  advising  the  city  or 
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approving  any  plan  as  to  the  disposal  of  its  drainage.  The  Board  has 
therefore  taken  no  further  action  in  the  matter,  but  a  hearing  will  be  given 
as  promptly  as  possible,  upon  receipt  of  a  request  and  plans  from  the  city 
of  Somei'ville,  under  the  provisions  of  section  2  of  chapter  275  of  the  Acts 
of  1899. 

The  plans  submitted  with  your  present  application  are  returned  here- 
with. 

Sept.  25,  1899. 

In  accordance  with  the  offer  of  the  city  of  Somerville,  made  at  a  hearing 
before  the  State  Board  of  Health,  September  7,  to  furnish  the  Board  with 
information  that  it  might  desire  relative  to  the  system  of  sewerage  and 
drainage  of  the  city  of  Somerville,  and  to  the  proposed  plan  to  construct 
and  maintain  a  drain  which  shall  discharge  into  Miller's  River,  in  order  to 
dispose  of  any  storm-water  overflow  from  its  main  drain  and  common  sewers, 
and  of  any  surface  water  or  any  other  waste  water  not  polluted  with  the 
sewage,  the  Board  would  request  that  more  definite  information  be  fur- 
nished with  reference  to  the  points  herein  mentioned. 

It  appears,  from  information  furnished,  by  the  city  at  the  hearing  re- 
ferred to,  that  at  the  present  time  the  sewage  and  storm  water,  which  is  not 
received  into  the  metropolitan  sewer  in  times  of  storm,  flow  to  Charles 
River  through  a  sewer  in  Somerville  Avenue  in  Somerville  and  Bridge 
Street  in  Cambridge,  but  that  the  capacity  of  this  sewer  is  overtaxed  at 
times  of  heavy  rain  and  sewage  backs  up  into  the  cellars  of  several  hun- 
dred houses  in  Somerville. 

The  plan  submitted  for  the  approval  of  the  Board  provides  for  a  new 
sewer  to  be  laid  from  the  present  sewer  near  the  line  between  Cambridge 
and  Somerville  into  Mill  River ;  but  the  plans  and  information  submitted 
do  not  make  it  clear  to  the  Board  that  the  proposed  new  sewer  and  outlet 
would  relieve  to  a  material  extent  the  trouble  which  now  occurs. 

It  also  appears  that  it  is  proposed  to  construct  a  separate  system  of 
sewerage  for  a  part  of  the  territory  which  now  delivers  sewage  and  storm 
water  into  the  Somerville  main  sewer,  and  that  it  is  proposed  to  discharge 
the  sewage  into  the  metropolitan  sewer,  but  the  proposed  extent  of  the 
separate  system  of  sewerage  is  not  defined.  It  further  appears  that,  when 
the  proposed  separate  system  of  sewerage  is  constructed,  the  buildings  in 
the  low  districts  are  to  be  disconnected  from  the  present  main  sewer  and 
its  tributaries,  and  connected  with  the  separate  system,  but  that  all  storm 
water  and  drainage  will  continue  to  fiow  into  existing  sewers  tributary  to 
the  Somerville  main  sewer.  Drains  for  receiving  storm  water  only  have 
apparently  been  constructed  in  parts  of  the  district  tributary  to  the  Somer- 
ville Avenue  main  sewer,  but  these  drains  discharge  into  the  main  sewer, 
80  that  the  water  becomes  mingled  with  sewage. 

In  considenng  the  effect  of  the  proposed  outlet  into  Miller's  River,  the 
Board  desires  the  following  information :  — 
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1.  The  limits  of  the  area  in  which  flooding  occars  at  times  of  heavy 
ram,  under  present  conditions. 

2.  The  general  elevation  of  the  ground  in  the  various  parts  of  the  above 
area  and  the  general  elevation  of  the  cellars  of  buildings  in  the  area. 

3.  The  extent  of  the  area  in  which  it  is  proposed  to  provide  a  separate 
system  of  sewerage,  and  the  time  when  it  is  proposed  to  complete  and  be- 
gin the  use  of  the  separate  system. 

4.  The  proposed  method  of  collecting  and  disposing  of  the  storm  water 
in  the  district  in  which  it  is  proposed  to  provide  a  separate  system  of  sew- 
erage, and  the  proposed  method  of  collecting  and  disposing  of  the  sewage 
and  storm  water  in  the  remaining  portion  of  the  district  now  tributary  to 
the  Somerville  Avenue  main  sewer,  in  which  sewers  upon  the  separate  plan 
will  not  be  provided. 

5.  Profiles  of  the  Somerville  Avenue  main  sewer  and  its  principal  trib- 
utaries in  the  district  now  affected  by  flooding,  and  an  estimate  of  the 
amount  of  rain  that  must  enter  the  sewer  to  cause  an  overflow  into  Miller's 
River. 

6.  Such  information  as  you  can  give  as  to  the  time  required  for  sewage 
that  may  be  discharged  in  the  vicinity  of  the  proposed  sewer  outlet,  at  the 
upper  end  of  Miller's  River,  to  be  carried  by  the  tide  into  the  main  current 
of  Charles  River. 

It  appears  that  much  work  has  already  been  done  by  the  city  of  Somer- 
ville in  separating  the  sewage  from  the  storm  water  in  the  district  in  ques- 
tion ;  and  the  Board  desires  to  be  iuformed  whether  it  is  not  feasible  for 
the  city  of  Somerville  to  carry  out  further  the  plan  for  separating  the  sew- 
age of  the  district  in  question  from  the  storm  water,  so  that  storm  water 
unpolluted  by.  sewage  can  be  discharged  into  Miller's  River,  and  at  the 
same  time  the  flooding  of  the  low  districts  be  prevented  as  far  as  it  is 
practicable  to  prevent  it. 

Nov.  17, 1899. 

The  State  Board  of  Health  received  from  you,  on  Aug.  24,  1899,  the 
following  application  with  reference  to  a  storm-water  overflow  from  the 
main  drain  and  common  sewers  of  the  city  of  Somerville :  — 

Acting  under  the  authority  of  chapter  275  of  the  Acts  of  1899  of  the  Legislature 
of  said  Commonwealth,  the  city  of  Somerville,  a  monioipal  corporation  within  the 
said  Commonwealth,  hereby  gives  notice  of  its  intention  to  construct  and  maintain 
a  drain  which  shall  discharge  in  Miller^s  River,  in  order  to  dispose  of  any  storm- 
water  overflow  finom  its  miun  drain  and  common  sewers,  and  of  any  surface  water 
or  any  other  waste  water  not  polluted  with  sewage,  and  herewith  submits  a  plan 
thereof  for  your  approval. 

The  application  was  accompanied  by  a  plan  showing  the  district  drained 
by  the  Somerville  Avenue  main  sewer  at  the  place  at  which  the  proposed 
overflow  is  to  be  located,  and  by  a  plan  showing  the  proposed  storm-water 
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overflow  drain,  beginning  at  Somerville  Avenue  main  Bewer  near  the  line 
between  Cambridge  and  Somerville,  and  ending  at  low-water  mark  at  the 
head  of  Miller's  River,  at  the  boundary  line  between  the  cities  of  Cam- 
bridge and  Somerville. 

Upon  receipt  of  the  application  l^e  State  Board  of  Health  gave  notice 
that  a  hearing  would  be  given  at  its  office  on  Thursday,  Sept.  7, 1899,  with 
reference  to  the  proposed  plan.  At  this  hearing  the  authorities  of  the  city 
of  Somerville  offered  to  furnish  the  State  Board  of  Health  with  further  in- 
formation that  it  might  desire  relative  to  the  system  of  sewerage  and  drain- 
age of  the  city  of  Somerville,  and  to  the  proposed  overflow  from  its  main 
drain  and  common  sewers ;  and  in  response  to  a  request  of  the  Board  of 
September  27  yon  presented  further  information  as  to  the  matters  referred 
to,  in  a  letter  and  in  a  reply  of  your  engineer  to  questions  submitted  by 
the  Board. 

Your  plan  for  relief  from  the  trouble  from  flooding  of  cellars  is  stated  in 
a  general  way  by  your  engineer  as  follows :  — 

'  One  scheme  for  partial  relief  involves  an  outlet  into  Miller^s  River  on  the  north 
side  of  the  Boston  &  Lowell  Railroad  at  the  East  Cambridge  line.  The  outlet 
would  be  protected  by  automatic  tide  gates,  so  arranged  as  to  exclude  the  tide  as 
long  as  the  water  within  the  sewer  was  lower  than  the  elevation  of  the  water  out- 
side. .  .  . 

Reoords  of  the  United  States  government  show  that  in  a  period  of  eighteen  years 
the  number  of  tides  reaching  grade  13  was  41  and  the  average  rise  of  the  tide 
daring  the  same  period  was  lOi  feet  above  mean  low  water. 

These  figures  demonstrate  that  there  could  be  a  theoretical  possibility  of  cellars 
at  grade  13  being  flooded  about  twice  a  year,  on  an  average,  even  after  the  con- 
struction of  the  relief  drains.  It  would,  of  coarse,  be  necessary,  in  order  to  pro- 
duce this  flooding,  that  there  should  be  rain  during  or  immediately  preceding  the 
brief  period  of  excessive  tidal  height  But  another  means  of  preventing  this  flood- 
ing has  been  considered  and  adopted  in  conjunction  with  the  foregoing  scheme. 

The  sewers  of  Somerville  are  designed  on  what  is  known  as  the  **  combined 
system,"  in  which  the  sewage  finom  the  houses  and  the  rainfall  from  the  entire 
area  are  both  dealt  with  by  a  single  underground  channel.  The  capacity  of  these 
channels  is  practically  determined,  not  by  the  comparatively  insignificant  volume 
of  sewage,  but  the  maximum  flow  of  rainfall  estimated  to  reach  them  at  a  given 
time.  The  sewers  in  the  Somerville  Avenue  district  are  far  from  being  large 
enough  to  deal  with  this  estimated  volume  under  the  normal  head  in  the  respective 
sewers,  but^  as  has  already  been  stated,  the  discharge  through  them  can  be,  and 
is,  largely  increased  by  working  them  under  pressure. 

The  only  means  by  which  this  could  be  taken  advantage  of,  for  future  drainage, 
without  subjecting  adjacent  cellars  to  the  present  risk  of  flooding,  is  to  cut  off  the 
house  dndns  from  the  existing  sewers,  use  the  latter  for  storm  water  only,  and 
construct  a  new  system  of  sewers,  of  greatly  reduced  size,  to  receive  the  house 
sewage  (not  including  roof  water)  through  new  connections  between  them  and 
the  cut-off  house  drains. 

This  system  provides  for  pipe  sewers  in  each  street ;  in  many  cases  two  sewers. 
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one  under  each  sidewalk,  are  included,  so  as  to  avoid  the  numerous  house  drain 
crossings  under  the  larger  existing  sewers. 

The  alteration  of  the  house  drainage  would  in  many  cases  be  a  distinct  gain  in 
A  sanitary  sense,  as  much  of  this  work,  in  the  older  part  of  the  city,  was  done  be- 
fore the  adoption  of  the  regulation  now  in  force  affecting  this  class  of  work. 

A  modification  of  this  scheme,  restricting  the  new  ''  separate  *^  sewers  to  the 
low-lying  area  in  which  trouble  from  flooding  is  experienced,  has  been  adopted, 
and  about  3i  miles  will  be  completed  in  1899.  When  wholly  completed,  it  pro- 
vides for  all  parts  of  the  area  in  which  low  cellars  exist ;  the  house  sewage  from 
the  remainder  of  the  area,  the  high  portion,  would  continue  to  be  dealt  with  by 
the  existing  combined  sewers. 

The  information  furnished  by  you  further  shows  that  the  area  affected 
by  flooding  includes  about  255  acres,  and  that  within  this  area  there  are 
flbout  900  cellairs  that  are  subject  to  flooding  under  present  conditions, 
some  of  them  being  below  the  level  of  an  ordinary  high  tide.  It  is  also 
stated  in  the  communication  of  your  engineer  that  no  accurate  estimate  of 
the  amount  of  rainfall  required  to  cause  an  overflow  into  Miller's  River  can 
be  determined  under  all  the  varying  circumstances  and  conditions  encoun- 
tered  within  the  area,  but  that  the  discharge  in  the  Somerville  Avenue  main 
sewer  would  increase  to  about  four  times  the  present  dry-weather  flow  be- 
fore an  overflow  would  take  place. 

With  regard  to  the  time  required  for  the  sewage  that  would  be  discharged 
by  the  proposed  plan  in  the  vicinity  of  the  proposed  new  outlet  at  the  upper 
end  of  Miller's  River  to  be  carried  by  the  tide  to  the  main  current  of 
Charles  River,  it  is  stated  in  the  communication  of  your  engineer  that  the 
discharge  from  the  overflow  would  reach  Charles  River  at  different  intervals 
of  time,  according  to  the  different  conditions  of  tide  and  the  time  of  dis- 
charging, any  floating  matter  being  carried  to  Charles  River  on  the  next 
return  tide  out  of  Miller's  River. 

The  Board  has  carefully  considered  the  plans  and  information  submitted, 
and  has  caused  an  examination  to  be  made  of  the  proposed  outlet  into 
Miller's  River  and  tests  of  the  movements  of  the  water  in  this  estuary  to 
be  made  by  means  of  floats.  It  is  evident  that,  as  stated  by  your  engi- 
neer, the  proposed  overflow  into  Miller's  River  will  in  itself  be  only  a 
partial  relief  for  the  flooding  of  cellars  in  Somerville,  since  from  the  in- 
formation submitted  it  appears  that  some  of  these  cellars  are  below  the 
level  of  an  ordinary  high  tide  and  many  more  below  tides  that  frequently 
occur. 

While  the  proposed  new  outlet  would  reduce  somewhat  the  height  to 
which  water  in  the  sewers  would  rise,  and  consequently  would  reduce 
somewhat  the  number  of  cellars  that  would  be  affected  by  flooding  and  the 
depth  to  which  they  would  be  flooded,  it  appears  that  you  do  not  expect 
full  relief  until  some  indefinite  time  in  the  future,  when  the  separate  sys- 
tem for  the  low  area  may  be  completed. 
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At  the  present  time,  the  dry-weather  flow  of  sewage  is  taken  into  the 
metropolitan  sewer;  but  when  the  flow  is  increased  by  rain  or  melting 
snow  to  about  three  times  the  dry-weather  flow,  the  flow  into  the  metro- 
politan sewer  is  shut  off,  and  the  mingled  sewage  and  storm  water  finds  an 
outlet  through  the  present  sewer  into  Charles  River  at  Craigie  bridge.  By 
the  proposed  plan  it  appears  from  the  information  furnished  by  you  that 
an  overflow  will  take  place  into  Miller's  River,  when  the  quantity  of  mingled 
sewage  and  storm  water  amounts  to  about  four  times  the  present  dry- 
weather  flow  of  sewage.  Judging  from  the  information  available  as  to  the 
quantity  of  this  dry-weather  flow  and  from  the  size  of  the  water-shed,  it 
appears  that  the  dry-weather  flow  would  be  increased  to  four  times  its 
present  quantity  by  a  rainfall  of  about  .014  of  an  inch  per  hour  reaching 
the  sewers ;  so  that  it  is  evident  that  the  overflow  would  come  into  opera- 
tion in  nearly  every  shower  or  thaw  that  will  cause  water  to  flow  in  the 
street  gutters,  at  which  times  the  street  washings  and  nearly  all  of  the 
sewage  of  the  Somerville  Avenue  sewer  would  be  flowing  into  Miller's 
River. 

There  is  no  stream  flowing  into  the  upper  end  of  Miller's  River  to  main- 
tain a  current  through  it,  and  tests  made  by  the  Board  by  means  of  floats 
show  that  floating  matters  deposited  in  the  water  in  the  vicinity  of  the 
upper  end  of  Miller's  River  are  likely  to  remain  within  the  stream  for  three 
or  four  days  and  even  longer.  Under  these  conditions,  if  sewage  is  intro- 
duced the  suspended  organic  matters  will  settle  and  collect  on  the  sides 
and  bottom  of  the  river  and  will  undoubtedly  produce  a  nuisance,  which 
must  be  avoided 

It  is  highly  important  to  prevent  the  flooding  of  cellars  in  the  low  dis- 
tricts of  Somerville,  and  it  appears  to  be  entirely  practicable  to  do  this  in 
nearly  all  cases  by  disconnecting  the  sewers  from  the  Somerville  Avenue 
sewer  and  connecting  them  directly  with  the  metropolitan  sewer,  and  if 
the  storm  water  was  separated  wholly  from  the  sewage  it  would  be  permis- 
sible to  discharge  this  storm  water  into  Miller's  River ;  but  the  Board  is 
of  the  opinion  that  the  public  health  requires  that  sewage  should  be  kept 
out  of  Miller's  River,  and  that  no  sewage  should  be  discharged  into  this 
estuary,  at  least  above  the  Prison  Point  bridge.  Furthermore,  if  the  plan 
you  propose  should  be  carried  out  and  a  separate  system  of  sewers  con- 
structed in  the  low  districts  discharging  directly  into  the  metropolitan 
sewer,  and  the  present  sewers  be  utilized  to  remove  the  storm  water  of  the 
low  districts,  together  with  the  mingled  sewage  and  storm  water  of  the 
high  districts  tributary  to  the  Somerville  Avenue  sewer,  this  sewage  would 
still  be  discharged  into  Miller's  River,  and  such  a  method  of  disposing  of 
any  of  the  sewage  of  Somerville  should,  in  the  opinion  of  the  Board,  be 
avoided.  This  can  be  done  by  separating  the  storm  water  wholly  from 
the  sewage  in  a  portion  of  the  district  and  conveying  this  storm  water  un- 
polluted by  sewage  to  Miller's  River.     By  thus  diverting  a  sufficient  por- 
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tion  of  the  storm  water  from  the  present  main  sewer  in  Somerville  Avenue 
to  prevent  its  capacity  from  being  overtaxed  at  times  of  storms,  this  sewer 
can  be  used  to  remove  to  Charles  River  the  storm  water  which  may  be 
mingled  with  sewage  from  the  remainder  of  the  district;  and,  in  the 
opinion  of  the  Board,  it  is  desirable  that  progress  be  continually  made 
toward  separating  the  sewage  from  the  storm  water  and  removing  all  of 
the  sewage  of  this  district  directly  into  the  metropolitan  sewer,  to  the  end 
that  finally  no  sewage  be  discharged  with  the  storm  water  into  Charles 
River. 

For  the  reasons  given,  the  State  Board  of  Health,  acting  under  the  au- 
thority of  chapter  275  of  the  Acts  of  1899  of  the  General  Court  of  the 
Commonwealth,  does  not  approve  the  plan  presented  by  the  city  of  Som- 
erville for  disposing  of  the  storm-water  overflow  from  its  main  drain  and 
common  sewers  by  discharging  it  into  Miller's  River. 

SouTHBRiDGE.  An  application  was  received,  June  19,  1899, 
from  the  sewer  commissioners  of  Southbridge,  for  the  advice  and 
approval  of  the  Board  of  a  system  of  sewerage  and  sewage  disposal 
for  that  town.     The  Board  replied  to  this  application  as  follows :  — 

Aug.  4, 1899. 

The  State  Board  of  Health  received  from  you,  on  June  19,  1899,  an 
application  for  the  approval  of  a  system  of  sewerage  and  sewage  disposal 
for  the  town  of  Southbridge,  said  application  being  as  follows :  — 

The  town  of  Southhridge,  by  its  sewer  commissioners  and  in  conformity  to  sec- 
tion 2  of  an  act  authorizing  the  town  of  Southbridge  to  construct  and  maintain  a 
system  of  sewage  and  sewage  disposal,  passed  in  the  year  1899,  respectfully  peti- 
tion your  Honorable  Board  to  approve  of  a  system  of  sewerage  adopted  by  the 
town  at  a  meeting  held  June  29, 1898,  with  such  modifications  as  may  seem  proper 
to  your  Honorable  Board,  a  plan  already  being  on  file  at  your  office. 

Also,  that  said  town  may  by  its  commissioners  construct  such  part  or  parts  of 
said  system  as  are  shown  on  the  small  plan,  accompanying  this  petition,  the  pro* 
posed  work  being  shown  in  green. 

Also,  that  said  town  may  construct  such  part  or  parts  of  a  main  sewer,  leading 
to  the  disposal  beds,  and  make  such  modifications  in  the  same,  as  are  shown  on 
said  small  plan,  and  are  marked  in  orange  thereon. 

Also,  that  said  town  may  make,  construct  and  use,  on  land  already  purchased, 
disposal  beds  for  the  purification  and  disposal  of  its  sewage,  as  will  more  fully 
appear  on  the  plan  of  proposed  filter  beds  and  description  annexed  hereto  and 
made  a  part  of  this  petition. 

Also,  the  right  to  take,  use  or  oonstroct  all  ways  or  drains  neoessaiy  to  carry 
out  the  above  proposed  work,  with  such  modifiiORtions  or  changes  as  may  seem 
proper,  when  detail  and  working  plans  are  made  £>r  the  oonstmction  of  the 
same. 
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The  application  was  accompanied  by  a  report  and  plan  of  a  system  of 
sewerage  and  sewage  disposal,  prepared  by  F.  L.  Fuller,  C.E.,  of  Bos- 
ton, and  adopted  by  the  town  of  Soathbridge  at  a  town  meeting  held  on 
June  29,  1898 ;  and  by  two  other  plans,  one  showing  the  proposed  modifi- 
cations in  the  plan  of  sewerage  adopted  by  the  town  on  the  above  date,  and 
the  other  showing  a  system  of  filter  beds  which  it  is  proposed  to  construct 
on  the  northerly  side  of  the  Quinebaug  River  in  the  vicinity  of  the  Saunders- 
dale  millpond  and  a  short  distance  below  the  new  Lensdale  dam,  so  called. 

The  plan  of  sewerage  and  sewage  disposal  adopted  by  the  town  at  its 
meeting  on  June  29,  1898,  pro\Hdes  for  a  general  system  of  sewerage  for 
all  of  the  thickly  inhabited  portions  of  the  town  of  Southbridge,  and  for  the 
disposal  of  the  sewage,  except  from  a  small  district  near  Saundersdale, 
upon  filtration  areas,  one  of  which  is  located  on  the  northerly  side  of  the 
Quinebaug  River  in  the  vicinity  of  the  Saundersdale  millpond  and  a  short 
distance  below  the  new  Lensdale  dam,  and  the  other  in  the  vicinity  of  Dean 
Brook,  a  short  distance  further  down  stream.  The  small  district  near 
Saundersdale  is  provided  for  by  a  sewer  in  Main  Street  extending  from  a 
point  a  short  distance  east  of  the  North  Woodstock  road  to  the  Quinebaug 
River  just  below  the  bridge  at  Saundersdale,  where  it  is  proposed,  appar- 
ently, to  discharge  the  sewage  directly  into  the  river.  ^; 

It  is  proposed  in  the  beginning  to  construct  filter  beds  on  land  owned  by 
the  town  located  on  the  northerly  side  of  the  Quinebaug  River  in  the  vicinity 
of  the  Saundersdale  millpond,  this  land  being  included  in  the  upper  of  the 
two  filtration  areas  refeiTed  to  above.  The  proposed  system  provides  for 
sewers  to  receive  sewage  only,  and  it  is  proposed  to  keep  storm  water,  and, 
so  far  as  practicable,  ground  water,  out  of  the  sewers. 

Several  sewers  have  already  been  constructed  in  the  town,  and  on  one  of 
the  plans  submitted  with  your  application  you  indicate  certain  streets  in 
which  it  is  proposed  to  begin  the  construction  of  sewers.  This  plan  also 
shows  a  modification  in  the  line  of  the  main  sewer,  whereby,  instead  of 
carrying  the  main  sewer  across  the  millpond  above  the  Lensdale  dam  to  the 
proposed  filtration  area  on  the  northerly  side  of  the  river  in  the  vicinity  of 
the  Saundersdale  millpond,  it  is  proposed  to  continue  the  sewer  on  the 
southerly  side  of  the  river  through  Main  Street  and  private  land  to  the 
intersection  of  Main  Street  with  the  North  Woodstock  road,  from  which 
point  it  is  proposed  to  carry  the  sewer  across  the  river  to  the  proposed  fil- 
tration area  by  means  of  a  bridge. 

The  plan  of  the  proposed  filtration  area  submitted  with  your  application 
shows  24  filter  beds,  having  an  aggregate  area  of  about  11^  acres,  16  of 
which  are  located  on  land  owned  by  the  town,  and  it  is  proposed  to  con- 
struct these  16  beds  for  immediate  use.  The  elevation  of  the  surface  of 
the  proposed  filter  beds  and  the  elevation  of  the  top  of  the  dam  at  the  out- 
let of  the  Saundersdale  millpond  are  shown  upon  this  plan,  and  the  loca* 
tioQ  of  the  underdrains  beneath  the  filter  beds  are  also  shown.     At  the 
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reqaest  of  the  Board  you  have  also  shown  details  of  a  proposed  flush  tank, 
into  which  the  sewage  will  be  discharged  at  the  filtration  area^  and  the 
method  of  distributing  the  sewage  and  removing  surface  water  and  under- 
drainage. 

The  Board  has  carefully  considered  the  application  and  the  report  and 
plans  submitted  therewith,  and  has  considered  the  results  of  examinations 
of  the  proposed  system  and  of  the  location  of  the  filter  beds  made  by  its 
engiueers.  The  proposed  system  of  sewerage  will  provide  satisfactorily 
for  the  removal  of  the  sewage  of  all  of  the  district  which  it  is  designed  to 
serve,  and  the  filter  beds  are  of  ample  size  to  purify  all  of  the  sewage  from 
the  sewers  now  constructed  and  the  sewers  which  it  is  proposed  to  con- 
struct in  the  near  future,  as  indicated  upon  the  plan  submitted,  if  storm 
water,  and,  so  far  as  is  practicable,  ground  water,  are  kept  out  of  the 
sewers.  It  appears  to  be  practicable  to  enlarge  the  filtration  area  by  con- 
structing filter  beds  Nos.  17  to  24  inclusive,  as  shown  upon  the  plan  sub- 
mitted, whenever  extensions  of  the  system  of  sewerage  or  the  increase  in 
the  quantity  of  sewage  shall  make  additional  filter  beds  necessary.  When 
the  capacity  of  this  filtration  area  has  been  fully  developed,  suitable  areas 
for  the  disposal  of  the  sewage  are  found  in  the  valley  of  Dean  Brook,  near 
the  river  further  down  stream,  to  which  the  main  sewer  can  be  extended 
when  necessary. 

The  plan  adopted  June  29,  1898,  shows  a  sewer  extending  from  Main 
Street  across  the  millpond  about  550  feet  above  the  new  Lensdaie  dam,  and 
thence  along  the  northerly  side  of  the  river  as  far  as  the  valley  of  Dean 
Brook.  A  portion  of  this  sewer  is  now  rendered  unnecessary  by  the  pro- 
posed modifications  in  the  plan  submitted,  and  the  remaining  portion  by 
which  sewage  would  in  the  future  be  conveyed  to  the  valley  of  Dean  Brook 
would  be  much  more  difficult  to  construct  than  a  sewer  located  on  the 
southerly  side  of  the  river ;  so  that  it  is  probable  that,  when  it  becomes 
necessary  to  make  an  extension  of  the  system  to  the  valley  of  Dean  Brook, 
some  other  route  for  the  sewer  will  be  found  desirable.  It  seems  probable 
that  further  examination  may  show  that  it  is  practicable  to  purify  the  sew- 
age which  would  naturally  be  discharged  into  a  sewer  laid  in  Main  Street 
from  the  vicinity  of  the  North  Woodstock  road  to  the  Quinebaug  River  at 
Sanndersdale,  and  it  is  very  desirable,  in  the  opinion  of  the  Board,  to  avoid 
the  pollution  of  the  Quinebaug  River  by  crude  sewage.  In  any  case,  it 
does  not  appear  that  the  need  of  sewerage  in  this  portion  of  the  town  is 
likely  to  require  the  construction  of  this  sewer  for  a  considerable  time  in 
the  future. 

Since  the  sewer  on  the  northerly  side  of  the  river  already  referred  to 
does  not  seem  to  be  necessary,  and  since  it  appears  to  be  for  the  interests 
of  the  town  to  avoid  the  discharge  of  crude  sewage  into  the  river  in  the 
vicinity  of  Sanndersdale,  the  Board  modifies  and  amends  the  plans  sub- 
mitted  by  striking  out  therefrom  all  of  the  sewer  shown  upon  the  plans 
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which  extends  from  Main  Street  across  the  millpond  above  the  new  Lens- 
dale  dam  and  along  the  northerly  side  of  the  Quinebaug  River  down  to  the 
valley  of  Dean  Brook ;  and  by  striking  out  the  proposed  sewer  in  Main 
Street  from  a  point  about  200  feet  east  of  the  junction  of  Main  Street  with 
the  North  Woodstock  road  to  the  Quinebaug  River  at  Saundersdale.  With 
these  two  modifications  and  amendments,  the  Board  approves  the  i)lan  of 
sewerage  and  sewage  disposal  for  the  town  of  Southbridge,  prepared  by 
F.  L.  Fuller,  C.E.,  of  Boston,  and  adopted  by  the  town  of  Southbridge  at 
a  town  meeting  held  on  June  29,  1898 ;  and  approves  the  modifications 
proposed  by  your  board  and  shown  upon  the  plan  submitted  to  the  State 
Board  of  Health  June  19,  1899,  entitled  ^^  Plan  of  sewerage  for  the  town 
of  Southbiidge,"  upon  which  the  proposed  modifications  are  shown ;  and 
approves  the  plan  of  sewage  disposal  as  shown  upon  the  plan  submitted 
by  you  June  19,  1899,  entitled  ''  Town  of  Southbridge.  Plan  of  pro- 
posed filter  beds  on  ai*ea  No.  1.  11.44  acres.  Scale  80^  =  one  inch. 
A.  C.  Moore,  C.E.     1899." 

By  providing  underdrains  beneath  the  sewers  in  wet  places  and  dischai^- 
ing  them  into  local  water  courses,  much  leakage  into  the  sewers  may  be 
prevented  and  a  considerable  saving  effected  in  the  cost  of  disposing  of  the 
sewage. 

The  plans  submitted  show  a  waste  pipe  from  the  man-hole  in  Main  Street 
opposite  the  filter  beds,  through  which  the  sewage,  by  opening  a  gate,  can 
be  discharged  directly  into  the  river.  Some  emergency  may  arise  which 
may  require  the  use  of  this  overflow ;  but  it  is  understood  that  it  is  to  be 
opened  only  in  emergency,  and  is  not  for  frequent  or  regular  use,  and  that 
there  are  to  be  no  automatic  overflows  in  connection  with  the  system  by 
which  sewage  may  be  discharged  at  any  place  except  upon  the  filter  beds. 

It  is  proposed  to  remove  sludge  from  the  flush  tank  by  pumping  it  into 
carts  and  removing  it  to  a  suitable  place  of  disposal.  This  will  be  a  some- 
what expensive  method,  and,  while  it  does  not  seem  likely  that  the  quan- 
tity of  sludge  that  will  require  removal  in  this  way  will  be  large,  it  would 
probably  be  best  to  provide  a  sludge  bed  upon  which  the  tank  could  be  dis- 
charged from  time  to  time  when  it  is  desired  to  clean  it  out*  Even  if  it 
should  be  necessary  to  locate  the  sludge  bed  at  some  place  where  it  would 
be  flooded  at  periods  of  high  water  in  the  river,  the  flooding  would  not  seri- 
ously interfere  with  its  usefulness  if  the  bed  is  protected  from  injury  by  the 
current  of  the  river. 

The  main  underdrains  beneath  the  filter  beds  appear  to  be  of  ample  size 
to  remove  the  drainage  that  may  be  expected  to  enter  them,  and  it  is  pro- 
posed to  provide  lateral  underdrains  as  frequently  as  may  be  found  neces- 
sary. The  beds  are  so  situated  that  it  is  difficult  to  predict  how  large  a 
quantity  of  underdrainage  will  have  to  be  removed,  since  there  is  liable  to 
be  a  considerable  filtration  of  water  from  the  river  into  the  beds  and  a  con- 
siderable flow  of  ground  water  toward  them  from  the  land  side.     If  in  the 
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eonstniction  of  the  beds  it  is  f oand  that  the  quantity  of  ground  water  to  be 
dealt  with  is  likely  to  be  larger  than  is  now  expected,  it  will  be  necessai-y 
to  provide  a  liberal  system  of  underdrainage  to  keep  the  water  at  a  low 
level  in  the  beds  and  allow  ample  opportunity  for  the  air  to  enter  the  filters 
after  each  application  of  sewage. 

Stockbridqe.  An  application  was  received  from  the  authorities 
of  Stockbridge,  March  6,  1899,  for  the  advice  of  the  State  Board  of 
Health  with  reference  to  the  sewage  disposal  of  the  town.  The 
Board  replied  to  this  application  as  follows :  — 

Mat  18, 1899. 

The  State  Board  of  Health  received  from  you,  on  March  6,  1899,  an 
application  for  advice  with  reference  to  the  disposal  of  the  sewage  of  the 
town  of  Stockbridge,  accompanied  by  plans  showing  a  system  of  sewers  for 
the  main  village  of  Stockbridge  connecting  with  a  main  sewer  running 
north-westerly  near  a  brook  parallel  with  Main  Street  to  Church  Street, 
through  which  street  and  the  road  to  West  Stockbridge  the  sewer  passes  to 
a  proposed  filtration  area  known  as  the  Barnes  pasture  lot,  situated  on  the 
northerly  side  of  the  Housatonic  River  about  one  mile  north-west  of  the 
main  village  of  Stockbridge,  where  it  is  proposed  to  purify  the  sewage  by 
applying  it  to  land  and  to  discharge  the  effluent  into  the  Housatonic 
River. 

On  May  9,  1899,  a  modified  plan  of  the  sewi^e-disposal  area  was 
received,  showing  filter  beds  for  the  purification  of  the  sewage  by  intermit- 
tent filtration,  having  an  area  of  about  one  acre  and  a  half,  and  an  area  of 
about  three  acres  of  land  upon  which  it  is  proposed  to  dispose  of  a  portion 
of  the  sewage  by  irrigation. 

The  plans  submitted  provide  for  the  construction  of  six  filter  beds  by 
taking  sand  from  the  higher  parts  of  the  sewage-disposal  area  and  deposit- 
ing it  on  the  land  in  the  lowest  portion  of  the  area.  The  elevation  of  the 
land  at  the  place  where  it  is  proposed  to  construct  the  filter  beds  is  for  the 
most  part  between  2  and  3  feet  above  the  level  of  oixlinary  high  water 
in  the  river,  which  is  approximately  at  grade  81,  and  it  is  proposed  to  con- 
struct the  beds  so  that  their  surfaces  will  be  at  a  level  about  5  feet  above 
high  water,  or  at  grade  86  on  the  plan  submitted. 

It  is  proposed  to  provide  underdrains  about  28  feet  apart  beneath  the 
beds,  the  elevation  of  the  underdrains  at  their  upper  ends  being  at  grade 
82  and  at  the  lower  end  from  grade  81  to  grade  81.3.  The  depth  of  the 
filtering  material  over  the  undei*drains  will  therefore  be  from  4  to  5  feet, 
and  between  the  underdrains  the  depth  will  range  from  3^  to  4  feet. 

The  land  which  it  is  proposed  to  prepare  for  irrigation  is  to  be  graded 
with  the  most  available  material  to  a  uniform  slope  of  1  foot  in  100  from 
the  upper  side  to  the  lower  side,  the  total  width  of  the  field  being  about  330 
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feet  and  the  surface  at  the  upper  side  being  at  grade  87.  This  area  is  also 
to  be  underdrained  with  drains  80  feet  apart,  which  will  be  4.5  feet  below 
the  surface  at  the  upper  side  of  the  area  and  about  2.7  feet  at  the  lower 
side. 

The  Board  has  caused  the  locality  to  be  examined  by  its  engineer  and 
has  carefully  considered  the  reports  and  plans  submitted.  The  main  and 
tributary  sewers  provide  for  collecting  sewage  from  practically  all  of  the 
present  buildings  in  the  main  village  of  Stockbridge  and  for  the  conveyance 
of  this  sewage  to  the  proposed  disposal  area. 

By  a  plan  submitted  in  1896  the  basements  of  several  buildings  in  the 
villi^e  were  below  the  level  of  the  sewers  into  which  cellar  fixtures  would 
naturally  drain.  By  the  present  plan  some  of  the  sewers  will  be  laid  at  a 
higher  level,  but  no  information  has  been  submitted  to  show  whether  a 
lai^er  number  of  cellars  would  be  affected  in  the  manner  referred  to  than 
by  the  previous  plan.  In  the  plan  submitted  it  appears  to  be  feasible  to 
lower  the  level  of  some  of  the  sewers,  and  it  is  the  opinion  of  the  board 
that  wherever  it  is  practicable  to  do  so  it  is  desirable  to  lay  the  sewers  at  a 
sufficiently  low  level  to  make  it  possible  to  connect  basement  fixtures  with 
them  if  necessary.  It  is  important  to  lay  the  underdraius  for  receiving 
ground  water  sufficiently  below  the  bottom  of  cellars  so  that  the  ground 
beneath  the  cellars  may  be  drained.  The  grades  of  some  of  the  sewers  are 
somewhat  flat,  and  in  cleaning*  the  sewers  it  would  be  of  advantage  if  man- 
holes were  placed  at  more  frequent  intervals. 

It  is  very  important  that  all  storm  water  be  excluded  from  the  sewers, 
and  that  ground  water  be  excluded,  so  far  as  practicable,  by  care  in  the 
making  of  joints  and  by  the  construction  of  underdrains  as  proposed  be- 
neath the  sewers  to  discharge  ground  water  to  local  water  courses  wherever 
practicable. 

The  area  proposed  for  the  disposal  of  the  sewage  is  the  same  as  that  pro- 
posed in  your  former  application,  concerning  which  the  Board  advised  that 
it  appeared  to  be  the  most  suitable  one  which  it  is  practicable  to  use  for  the 
disposal  of  the  sewage  without  pumping,  and  that  its  location  was  satisfactory 
from  a  sanitary  point  of  view.  Examinations  of  the  soil  of  this  area  by 
means  of  test  pits  have  shown  that  the  soil  of  the  higher  portions  beneath  a 
surface  layer  of  loam  consists  lai^ely  of  sand  suitable  for  the  purification 
of  sewage  by  filtration ;  but  the  elevation  of  most  of  these  portions  of  the 
land  is  such  that  sewage  from  the  proposed  system  cannot  be  discharged 
upon  them  without  pumping.  The  lower  portions  of  the  area  contain  sandy 
soil  in  some  places,  but  the  soil  of  large  portions  is  of  clay  or  other  very 
fine  material  not  suited  to  the  purification  of  sewage.  By  the  proposed 
plan  all  of  the  material  for  the  proposed  filter  beds  will  have  to  be  moved 
to  the  place  where  the  beds  are  to  be  located,  and  by  selecting  the  material 
best  salted  for  filtration  satisfactory  filter  beds  can  be  constructed  having 
an  area  of  one  and  one-half  acres,  as  proposed. 
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The  depth  of  filtering  material  ia  the  proposed  filters  is  less  than  is  de* 
sirable,  but  the  quality  of  the  sand  of  which  the  filters  are  to  be  composed 
is  such  that  a  satisfactory  purification  of  the  sewage  will  be  effected  by  the 
proposed  filters,  if  care  is  taken  to  carry  out  the  plans  thoroughly  and  to 
provide  a  thickness  of  filtering  material  of  at  least  4  feet  over  the  under- 
drains  and  for  a  distance  of  at  least  5  feet  on  both  sides  of  each  under- 
drain.  The  trenches  in  which  the  underdrains  are  laid  for  about  a  foot 
from  the  pipe  should  be  filled  with  gravel,  and  the  use  of  sand  in  these  places 
should  be  avoided,  because  sand  will  run  into  the  joints  of  the  pipes  and 
impair  the  efficiency  of  the  beds. 

The  proposed  irrigation  area,  if  composed  of  coarse  material  like  the  fil- 
ter beds,  would  dispose  of  a  considerable  quantity  of  sewage  in  the  summer 
season ;  but,  if  constructed  of  the  material  most  available,  as  appears  to 
be  the  intention  from  the  information  submitted,  care  will  be  necessary  to 
avoid  discharging  a  greater  quantity  of  sewage  upon  this  area,  especially 
in  winter  and  in  wet  weather  (at  other  seasons  of  the  year),  than  the  ground 
is  capable  of  readily  absorbing,  since  the  sewage  would  otherwise  accumu- 
late in  the  lower  portions  of  the  area  and  create  a  nuisance. 

The  proposed  fiush  tank  at  the  disposal  area  will  be  capable,  with  the 
addition  of  storage  in  the  lower  end  of  the  sewer,  of  discharging  nearly 
21,000  gallons  at  one  time ;  and,  considering  the  area  of  the  proposed  filter 
beds,  satisfactory  results  could  probably  be  obtained  with  a  tank  two- 
thirds  the  size. 

The  plans  as  a  whole,  with  the  modifications  suggested,  will,  if  carried 
out,  in  the  opinion  of  the  Board  provide  satisfactorily  for  the  collection 
and  purification  of  all  of  the  sewage  of  the  thickly  settled  portions  of  the 
town  of  Stockbridge,  and  the  capacity  of  the  works  can  be  enlarged  in  the 
future,  if  necessary,  by  increasing  the  area  of  the  filter  beds. 

In  response  to  the  request  of  the  board  of  selectmen  of  the  town  of 
Stockbridge  for  the  approval  by  the  Board  of  the  purchase  or  taking  of  a 
certain  lot  of  land  in  the  town  of  Stockbridge,  known  as  the  Barnes  pasture 
lot,  for  sewage-disposal  purposes,  the  State  Board  of  Health  gave  notice 
that  a  public  hearing  upon  the  matter  would  be  given  at  its  ofiSce  May  4, 
1899,  as  required  by  chapter  50,  section  1,  of  the  Public  Statutes,  as 
amended  by  chiCpter  124  of  the  Acts  of  1890.  At  this  hearing  no  person 
appeared  to  oppose  the  purchase  or  taking  of  land  referred  to  for  sewage- 
disposal  purposes ;  and  the  Board  hereby  approves  the  purchase  or  taking 
by  the  town  of  Stockbridge,  for  the  purification  and  disposal  of  the  sewage 
of  the  said  town,  of  land  on  the  northerly  side  of  the  Housatonic  River, 
between  the  river  and  the  road  from  Stockbridge  to  West  Stockbridge  and 
about  a  mile  west  of  the  village  of  Stockbridge,  as  shown  upon  a  plan  en- 
titled, *^  Plan  of  land  sold  by  James  Barnes  to  the  town  of  Stockbridge^ 
Mass.,  May  11, 1899.  Scale  1  inch»»100  feet."  Said  land  being  bounded^ 
measured  and  described  as  follows :  -^ 


No.  34.]        ADVICE  TO   CITIES   AND   TOWNS-  89 

BeginniDg  at  a  stone  monument  on  the  south  side  of  the  road  leading  fron^ 
Stockbridge  toWestStockbridge,  being  the  northerly  comer  of  the  land  of  Mrs. 
B.  Blakeman ;  thence  along  the  southerly  side  of  the  road  to  West  Stockbridge  N. 
42^  82^  8(y'  W.,  1,996.4  feet  to  a  stone  monument  on  the  line  of  the  land  of  Chas.  L. 
Lynch ;  thence  with  the  line  of  said  Lynch  S.  13^  9'  00"  W.,  527  feet  to  a  stone 
monument  on  north  bank  of  the  old  channel  of  Curtis  Mill  Brook ;  thence  with  the 
line  of  the  land  of  Walter  H.  Lynch  S.  82""  29^  OO''  E.  106.3  feet  to  a  stone  monu- 
ment on  the  south  bank  of  the  old  channel  of  Curtis  Mill  Brook ;  thence  with  the 
line  of  said  W.  H.  Lynch  S.  12°  10"  OO''  K,  738.8  feet  to  a  stone  monument  on  the 
north  bank  of  Curtis  Mill  Brook ;  thence  with  the  thread  of  said  brook  south-west- 
erly 225  feet  to  the  north  bank  of  the  Housatonic  River ;  thence  along  the  bank  of 
the  river  south-easterly  610  feet  to  the  land  of  Mrs.  Birdseye  Blakeman ;  thence 
with  the  line  of  the  said  Mrs.  Blakeman  N.  70^  23'  OO''  £.,  25  feet  to  a  stone  monu- 
ment in  the  said  line ;  thence  N.  70°  23'  OO''  E.,  988.8  feet  to  the  point  of  begin- 
ning, containing  about  29  acres,  be  the  same  more  or  less. 

Wakefield.  Applications  were  received  from  the  sewerage  com- 
mittee of  Wakefield  for  advice  with  reference  to  the  sewage  disposal 
of  that  town,  and  from  the  selectmen  of  Wakefield  for  the  approval 
of  a  certain  tract  of  land  in  that  town  for  sewage-disposal  purposes, 
according  to  the  provisions  of  chapter  124  of  the  Acts  of  1890. 
Under  the  provisions  of  this  act  a  hearing  was  held  at  the  office  of 
the  Board,  Jaly  6,  1899,  after  due  notice,  and  the  Board  sent  the 
following  communication  to  the  sewerage  conmiittee  and  the  board 
of  selectmen :  — 

Auo.  3, 1899. 

The  State  Board  of  Health  received  from  the  sewerage  committee  of  the 
town  of  Wakefield,  in  June  last,  an  application  for  advice  with  reference 
to  the  disposal  of  the  sewage  of  the  town  of  Wakefield,  accompanied  by 
plans  showing  a  proposed  main  sewer  to  receive  the  sewage  from  the 
thickly  settled  portions  of  the  town  and  convey  it  to  a  proposed  filtration 
area  located  in  the  easterly  portion  of  the  town  between  Montrose  Avenue 
and  the  Saugus  River  north  of  Water  Street,  where  it  was  proposed  to 
purify  the  sewage  by  applying  it  to  filter  beds  of  gravel  and  sand  and  to 
discharge  the  effluent  into  the  Saugus  River.  Subsequently,  a  modified 
plan  of  the  sewage-disposal  area  was  presented,  providing  for  a  main  efflu- 
ent drain  to  be  laid  from  the  proposed  filter  beds  along  the  westerly  side 
of  the  Saugus  River  to  a  point  of  discharge  into  the  Wakefield  branch  of 
the  Saugus  River,  also  known  as  Crystal  Brook,  near  its  mouth. 

An  application  has  also  been  received  from  the  board  of  selectmen  of 
Wakefield,  requesting  the  approval  by  the  State  Board  of  Health  of  the 
purchase  or  taking  by  the  town  of  Wakefield  of  the  lands  in  the  easterly 
portion  of  the  town  upon  which  it  is  proposed  to  purify  the  sewage. 

By  the  plan  of  sewerage  submitted  by  the  sewerage  committee  the  town 
is  divided  into  two  districts,  one  to  be  known  as  the  high-level  district  and 
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the  other  as  the  low-level  district.  The  high-level  district,  according  to 
the  plan  submitted,  comprises  the  portion  of  the  town  above  contour  line 
105  Boston  base,  in  the  region  about  the  easterly  side  of  Lake  Quanna- 
powitt,  and  the  area  above  contours  100  to  110  in  the  region  lying  west  of 
a  line  from  Crystal  Lake  to  Lake  Quannapowitt.  There  is  also  a  district 
extending  east  from  Crystal  Lake  to  Farm  Street,  which  it  is  proposed  to 
connect  with  the  high-level  sewer.  The  sewers  of  the  high-level  district 
will  discharge  into  a  proposed  main  sewer  commencing  on  Railroad  Street 
near  Avon  Street,  thence  running  through  Railroad  Street,  Nahant  Street, 
land  of  the  town  of  Wakefield  and  private  property  to  Water  Street,  thence 
by  Water  Street,  Montrose  Avenue  and  private  property  to  the  proposed 
filter  beds. 

The  low-level  sewer  you  state  can  be  built  along  the  Newburyport  branch 
of  the  Boston  &  Maine  Railroad,  and  will  pass  near  the  rattan  factory ; 
and  then,  by  following  the  valley  of  Wakefield  Brook  and  Water  Street, 
will  be  carried  to  the  filter  beds,  where  the  sewage  will  be  pumped  to  a 
sufficient  height  for  disposal ;  or  the  route  may  be  changed  in  the  vicinity 
of  the  rattan  factory,  and  the  sewer  built  across  the  valley  near  Melvin  and 
Valley  streets,  and  the  sewage  pumped  to  the  high-level  sewer  at  some  con- 
venient place ;  but  no  definite  location  for  a  pumping  station  for  the  low- 
level  district  is  indicated  in  the  plans  submitted. 

In  constructing  the  sewers  it  is  proposed  to  provide  for  a  large  increase 
in  population  in  the  town,  and  a  sub-drainage  system  is  to  be  provided 
beneath  the  main  sewers,  so  that  wet  districts,  when  practicable,  can  be 
drained  of  ground  water.  It  is  proposed  to  discharge  the  underdrains  into 
local  water  courses  where  convenient. 

At  the  filtration  area  it  is  proposed  to  construct  8  acres  of  filter  beds  in 
the  beginning  upon  land  lying  northerly  of  a  small  brook  which  crosses  the 
proposed  filtration  area  and  discharges  into  the  Sangus  River  about  1,500 
feet  above  the  mouth  of  the  Wakefield  branch.  When  a  larger  filtration 
area  is  needed,  other  beds  can  be  constructed  south  of  this  brook.  Filter 
beds  are  to  be  coustructed  of  porous  material  suitable  for  the  purification 
of  sewage,  and  provided  with  suitable  underdrains.  It  is  proposed  to  dis- 
tribute the  sewage  to  the  different  beds  in  the  beginning  without  the  use  of 
a  flush  tank,  using  the  storage  capacity  of  the  main  sewer  for  the  purpose 
of  discharging  a  considerable  quantity  of  sewage  on  the  beds  at  one  time. 

The  Board  has  carefully  considered  the  application  and  plans  submitted, 
and  has  caused  the  territory  to  be  examined  by  its  engineer,  and  samples 
of  the  soil  collected  from  various  test  pits  on  the  area  to  be  analyzed. 

The  proposed  plan  of  sewerage,  by  dividing  the  town  into  high-level  and 
low-level  districts,  and  by  conveying  the  sewage  from  the  high-level  district 
to  the  filtration  area  by  gravity,  is  a  desirable  one  to  adopt  in  this  case ; 
and  it  is  probable  that  for  many  years  the  greater  portion  of  the  sewage  of 
the  town  will  be  discharged  into  the  high-level  sewera  and  conveyed  by 
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gravity  to  the  filtration  area.  It  appears  to  be  practicable  to  construct  a 
low-level  main  sewer,  so  as  to  provide  for  collecting  the  sewage  of  all  of 
the  low-level  districts  of  the  town  which  seem  likely  to  require  sewerage 
for  many  years  in  the  future  without  providing  for  pumping  the  sewage 
more  than  once,  excepting  possibly  for  a  very  small  district  near  Lake 
Quannapowitt. 

The  filter  beds  are  to  be  located  in  a  thinly  populated  portion  of  the 
town,  and  suitable  material  for  the  purification  of  the  sewage  is  present 
upon  the  proposed  filtration  area  in  sufficient  abundance  to  make  it  practi- 
cable to  provide  a  sufficient  area  of  filter  beds  to  purify  all  of  the  sewage 
of  the  town  satisfactorily  for  many  years  in  the  future. 

The  proposed  system  of  sewerage  and  sewage  disposal,  so  far  as  it  is 
outlined  by  the  plans  submitted,  is,  in  the  opinion  of  the  Board,  an  appro- 
priate one  for  the  collection  and  disposal  of  the  sewage  of  the  town  of 
Wakefield,  and  its  construction  will  make  it  practicable  to  prevent  the 
further  pollution  of  the  streams  in  the  town  and  greatly  improve  the  con- 
dition of  those  tributaries  of  the  Saugus  River,  especially  the  so-called 
Wakefield  branch.  It  is  highly  important,  however,  that  in  the  construc- 
tion of  the  filter  beds  adequate  provision  be  made  whereby  all  the  effluent 
can  be  diverted  from  the  Saugus  River  into  the  proposed  effluent  drain, 
and  discharged  into  Crystal  Brook  whenever  the  city  of  Lynn  again  con- 
<iludes  to  take  water  from  the  river  at  any  point  below  the  filter  beds. 

When  definite  plans  of  the  sewers  and  the  low-level  pumping  station 
have  been  prepared,  it  is  the  opinion  of  the  Board  that  they  should  be  sub- 
mitted for  further  consideration. 

In  response  to  the  request  of  the  board  of  selectmen  of  the  town  of 
Wakefield  for  the  approval  by  the  Board  of  the  purchase  or  taking  of  cer- 
tain lands  in  the  town  of  Wakefield  for  sewage-disposal  purposes,  the  State 
Board  of  Health  gave  notice  of  a  public  hearing  in  the  matter  to  be  held  at 
its  office  on  July  6,  1899,  as  required  by  chapter  124  of  the  Acts  of  1890. 
After  this  hearing  the  State  Board  of  Health  voted  to  approve  the  purchase 
or  taking  by  the  town  of  Wakefield,  for  the  purification  and  disposal  of  the 
sewage  of  the  said  town,  of  land  in  the  easterly  part  of  Wakefield,  located 
between  Montrose  Avenue  and  the  Saugus  River,  north  of  Water  Street, 
as  shown  on  a  plan  entitled  ^^  Wakefield,  sewerage.  Plan  showing  land 
included  in  application  to  State  Board  of  Health,  dated  May  25,  1899. 
Scale,  50  feet  per  inch.  May  18,  1899.  Louis  E.  Hawes,  civil  and  hy- 
draulic engineer,  Boston,  Mass.,"  said  land  being  bounded,  measured  and 
described  as  follows :  — 

Parcel  1,  —  Land  belonging  to  E.  Maria  Eaton  of  Wakefield,  Mass.,  and  Sarah 
A.  Leatherbee  of  Jamaica  Plain,  Boston,  Mass.,  described,  measured  and  bounded 
as  follows :  — 

A  lot  of  wood  land  situated  on  the  easterly  side  of  Montrose  Avenue,  so  called, 
formerly  Wiley  Street,  in  the  town  of  Wakefield,  Mass.,  comprising  8.97  acres. 
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more  or  less,  the  same  being  a  portion  of  Lot  No.  S,  on  a  plan  of  David  Wilej^s 
jbrm  drawn  October,  1848,  by  H.  L.  Eaton,  recorded  Middlesex  South  District 
Registry  of  Deeds,  plan  book  3,  page  69,  and  described  in  a  partition  of  the  estate 
of  Dayid  Wiley,  recorded  Middlesex  in  said  Registry  of  Deeds,  1874,  Book  No.  26, 
page  577 ;  said  portion  being  bomided  and  measured  as  follows :  — 

Beginning  at  a  stake  in  an  angle  of  the  easterly  side  of  said  Montrose  Avenue, 
at  the  north-west  comer  of  land  belonging  to  Salva  S.  Butterfield  and  devisees 
under  the  will  of  George  W.  Butterfield,  deceased ;  thence  by  land  of  said  Salva  S. 
Butterfield  ei  al,,  60^  33'  south-easterly  771  feet,  more  or  less,  on  a  wall  to  a 
comer ;  thence  continuing  by  land  of  said  Salva  S.  Butterfield  et  cU.,  44^  47'  north- 
easterly 278.5feety  more  or  less,  on  a  wall  to  a  comer  stake ;  thence  by  other  land 
of  £.  Maria  Eaton  and  Sarah  A.  Leatherbee,  22''  48^  north-easterly  261.78  feet 
more  or  less  to  a  stake ;  thence  continuing  by  said  other  land  of  E.  Maria  Eaton 
and  Sarah  A.  Leatherbee,  72^  W  north-westerly  981.36  feet  more  or  less,  to  a 
stake  at  Montrose  Avenue ;  thence  by  the  easterly  side  of  Montrose  Avenue,  0^  47' 
south-westerly  160.55  feet^  more  or  less,  to  a  stake  at  an  angle ;  thence  continuing 
by  Montrose  Avenue,  9^  17'  south-westerly  202  feet  more  or  less  to  a  stake  at  the 
point  of  beginning;  and  as  shown  on  a  plan  by  Louis  E.  Hawes,  civil  and 
hydraulic  en^neer,  entitled,  **  Wakefield  sewerage,  plan  showing  land  included 
in  application  to  State  Board  of  Health,  dated  May  25, 1899.'' 

Parcel  2,  —  Land  belonging  to  Mrs.  Salva  S.  Butterfield  of  Saugus,  Mass.  (ad- 
dress Wakefield,  Mass.),  and  devisees  under  the  will  of  George  W.  Butterfield  of 
Saugus,  Mass.,  deceased ;  said  devisees  being  Dr.  George  W.  Butterfield  of  Wake- 
field, Mass. ;  Laura  Marion  Knight  (bom  Butterfield)  of  Salem,  Mass. ;  Roscoe  S. 
Butterfield  of  Saugus,  Mass.  (address  AVakefield,  Mass.) ;  and  Anna  M.  Pike 
(bom  Butterfield)  of  Everett^  Mass.;  described,  measured  and  bounded  as 
follows :  — 

A  lot  of  grass  land  and  swamp  with  the  buildings  thereon,  if  any,  situated  on 
the  easterly  side  of  Montrose  Avenue,  so  called,  formerly  Wiley  Street,  in  the 
town  of  Wakefield,  Mass.,  comprising  12.6  acres,  more  or  less,  the  same  being  the 
portion  which  lies  within  the  town  of  Wakefield  of  Lot  No.  2  on  a  plan  of  David 
Wiley's  farm,  drawn  October,  1848,  by  H.  L.  Eaton,  recorded  Middlesex  South 
District  Registry  of  Deeds,  plan  book  No.  3,  page  59,  and  described  in  a  deed  from 
G.  L.  Hawkes  to  Geo.  W.  Butterfield,  recorded  Middlesex  South  District  Registiy 
of  Deeds,  1879,  book  1512,  page  256 ;  said  portion  being  bounded  and  measured 
as  follows :  — 

Beginning  at  the  north-west  comer  of  the  lot  on  said  Montrose  Avenue,  at  a 
stake  in  an  angle  of  the  easterly  side  of  said  avenue  and  at  the  south-westerly 
comer  of  land  of  E.  Maria  Eaton  and  Sarah  A.  Leatherbee,  descril^ed  in  parcel  1  of 
this  schedule ;  thence  by  said  Montrose  Avenue,  south-westerly  in  three  courses, 
16°  17',  27^  52'  and  85°  22'  on  a  wall  measuring  respectively  54.5  feet  more  or 
less,  100  feet  more  or  less  and  176  feet  more  or  less  to  land  of  Salva  S.  Butterfield ; 
thence  by  land  of  said  Salva  S.  Butterfield,  56^  30'  south-easterly  on  a  line  passing 
through  a  bam  and  on  a  wall  149 . 5  feet  more  or  less,  to  a  stake ;  thence  continuing 
by  land  of  said  Salva  S.  Butterfield  31°  34^  south-easterly  on  a  wall,  389.62  feet 
more  or  less,  to  land  of  Elizabeth  H.  Sanborn  formerly  of  David  Wiley  and  called 
lot  1  on  said  plan  of  David  Wiley^s  farm ;  thence  by  said  land  78°  51'  north-easterly 
on  a  wall  209.35  feet  more  or  less  to  a  comer  in  the  wall ;  thence  continuing  by 
said  land  37°  9'  south-easterly  18.75  feet  more  or  less  on  the  wall  to  an  angle; 
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thence  continaing  bj  said  land  easterly  in  two  oourses  S.  75^  21'  £.  and  S.  70"^  16' 
£.,  measuring  respectively  92.8  feet  more  or  less  and  237  feet  more  or  less  on  a 
fence  and  ditch  to  the  thread  of  the  Saugos  Riyer,  said  thread  of  the  river  being 
the  bonndaiy  line  between  the  town  of  Wakefield  and  the  town  of  Saugus ;  thence 
by  the  thread  of  the  Saugus  Kiver,  up  the  stream,  on  the  said  boundary  line  and 
by  other  land  of  said  Salva  S.  Butterfield  and  devisees  aforesaid,  in  the  town  of 
Saugus,  940  feet  more  or  less  to  land  of  E.  Maria  Eaton  and  Sarah  A.  Leatherbee 
aforesaid ;  thence  by  land  of  said  E.  Maria  Eaton  and  Sarah  A.  Leatherbee  north- 
westerly in  three  courses,  20^  40',  85"  16'  and  67°  27',  measuring  respectively  67 
feet  more  or  less,  53.5  feet  more  or  less  and  376.73  feet  more  or  less  on  a  wall  to 
a  stake  at  a  comer ;  thence  continuing  by  land  of  said  E.  Maria  Eaton  and  Sarah 
A.  Leatherbee  44°  47'  south-westerly  on  a  wall  278 .5  feet  more  or  less  to  a  comer ; 
thence  continuing  by  land  of  said  E.  Maria  Eaton  and  Sarah  A.  Leatherbee  60° 
33'  north-westerly  on  a  wall  771  feet  more  or  less  to  said  Montrose  Avenue  and 
said  stake  at  the  point  of  beginning ;  and  as  shown  on  a  plan  by  Louis  E.  Hawes, 
civil  and  hydraulic  engineer,  entitled  '*  Wakefield  sewerage,  plan  showing  land 
included  in  application  to  State  Board  of  Health,  dated  May  25, 1899/^ 

Parcel  3.  —  Land  belonging  to  Salva  S.  Butterfield  of  Saugus,  Mass.  (address 
Wakefield,  Mass.),  described,  measured  and  bounded  as  follows :  — 

A  lot  of  grass  land  and  swamp,  with  buildings  thereon,  if  any,  situated  on  the 
easterly  side  of  Montrose  Avenue,  so  called,  formerly  Wiley  Street,  in  the  town  of 
Wakefield,  Mass.,  comprising  4 .  24  acres,  more  or  less,  the  same  being  the  north- 
erly portion  of  lot  No.  10  on  a  plan  of  David  Wiley's  farm,  drawn  October,  1848, 
by  H.  L.  Eaton,  recorded  Middlesex  South  District  Registry  of  Deeds,  plan  book  3, 
page  59,  said  portion  being  described  in  a  deed  from  John  Hewlett  to  Salva  But- 
terfield, recorded  Middlesex  South  District  Registry  of  Deeds,  1869,  book  1096, 
page  8 ;  and  is  bounded  and  measured  as  follows :  — 

Beginning  at  the  most  northerly  comer  of  the  lot  on  said  Montrose  Avenue  at 
the  south-westerly  comer  of  land  of  Salva  S.  Butterfield  and  devisees  under  the 
will  of  George  W.  Butterfield,  deceased,  described  in  parcel  2  of  this  schedule ; 
thence  by  said  Montrose  Avenue,  40^  14'  south-westerly  on  a  fence  402.5  feet  more 
or  less,  to  a  stake  at  land  of  Elizabeth  H.  Sanborn,  formerly  David  Wiley^s  and  a 
part  of  said  lot  No.  10  on  said  plan  of  David  Wiley's  farm ;  thence  by  said  land 
26°  54'  south-easterly  on  a  fence  308.35  feet  more  or  less,  to  a  stake  and  comer; 
thence  continuing  by  land  of  said  Elizabeth  H.  Sanborn,  formerly  of  David  Wiley 
and  called  lot  No.  1  on  said  plan  of  David  Wiley's  farm,  north-easterly  on  a  wall 
in  two  courses,  66°  16'  and  77°  51',  measuring  347.04  feet  more  or  less,  and 
133.45  feet  more  or  less,  to  land  of  Salva  S.  Butterfield  and  said  devisees ;  thence 
by  land  of  said  Salva  S.  Butterfield  and  said  devisees,  north-westerly  on  a  wall 
and  through  a  bam  in  two  courses,  31°  34'  and  56°  30',  measiuing  respectively 
389.62  feet  more  or  less  and  149.5  feet  more  or  less,  to  said  Montrose  Avenue  and 
the  point  of  beginning ;  and  as  shown  on  a  plan  by  Louis  E.  Hawes,  civil  and 
hydraulic  engineer,  entitled  **•  Wakefield  Sewerage,  plan  showing  land  included 
in  application  to  State  Board  of  Health,  dated  May  25, 1899." 

Parcel  4.  —  Land  belonging  to  Elizabeth  H.  Sanborn  of  Wakefield,  Mass., 
formerly  a  part  of  David  Wiley's  farm,  described,  measured  and  bounded  as 
follows :  — 

A  lot  of  cultivated  land  and  swamp,  situated  easterly  from  Montrose  Avenue,  so 
called,  formerly  Wiley  Street,  and  northerly  from  Water  Street  in  the  town  of 
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Wakefield,  Mass.,  comprising  5.54  acres,  more  or  less,  the  same  being  a  portion 
of  lot  No.  1  on  a  plan  of  David  Wiley's  farm,  drawn  October,  1848,  by  H.  L.  Eaton, 
recorded  Middlesex  South  District  Registry  of  Deeds,  plan  book  No.  8,  page  59 ; 
said  portion  being  bounded  and  measured  as  follows :  — 

Beginning  at  the  most  southerly  comer  of  the  lot  at  land  now  or  formerly  of 
Enos  Wiley,  on  the  east,  and  land  of  heirs  of  Charlotte  P.  Roberts  formerly  of 
Warren  Wiley,  on  the  west ;  thence  by  land  now  or  formerly  of  said  Enos  Wiley 
easterly  by  two  courses  N.  85°  6'  E.  and  S.  76^  44'  E.,  on  a  wall  and  fence  meas- 
uring respectively  694. 1  feet  more  or  less  and  177  feet  more  or  less,  to  the  thread 
of  the  Saugus  River  and  the  boundary  line  between  Wakefield  and  Saugus  to  other 
land  of  said  Elizabeth  H.  Sanborn,  formerly  of  David  Wiley,  in  the  town  of  Saugus ; 
thence  by  said  land  northerly  up  stream  on  said  boundaiy  line  and  thread  of  the 
river  256  feet  more  or  less,  to  land  of  Salva  S.  Butterfield  and  devisees  under  the 
will  of  Greorge  W.  Butterfield,  deceased  (called  parcel  2  of  this  schedule)  ;  thence 
by  land  of  said  Salva  S.  Butterfield  et  aL,  westerly  in  two  courses,  N.  70°  16'  W. 
and  N.  75°  21'  W.,  on  a  ditch  and  fence,  measuring  respectively  237  feet  more  or 
less  and  92.8  feet  more  or  less ;  thence  continuing  by  land  of  said  Salva  S.  Butter- 
field el  aL,  37°  9'  north-westerly  on  a  wall  13.75  feet  more  or  less  to  a  comer; 
thence  continuing  by  land  of  said  Butterfield  et  aL^  78°  51'  south- westerly  on  a 
wall  209.35  feet  more  or  less  to  land  of  Salva  S.  Butterfield;  thence  by  land  of 
Salva  S.  Butterfield  (called  parcel  3  of  this  schedule)  south-westerly  in  two 
courses,  77°  61'  and  66°  16',  on  a  wall  measuring  respectively  133.45  feet  more  or 
less  and  347.04  feet  more  or  less  to  land  of  Elizabeth  H.  Sanborn,  formerly  of 
David  Wiley ;  thence  by  said  land  southerly  5°  51'  W.  29.8  feet  more  or  less  to 
land  of  Charlotte  P.  Roberts*  heirs ;  thence  by  land  of  Charlotte  P.  Roberts'  heirs, 
formerly  of  Warren  Wiley,  18°  84'  south-easterly  on  a  wall  and  fence  138.27  feet 
more  or  less  to  the  point  of  beginning;  and  as  shown  on  a  plan  by  Louis  E. 
Hawes,  civil  and  hydraulic  engineer,  entitled  "  Wakefield  sewerage,  plan  showing 
land  included  in  application  to  State  Board  of  Health,  dated  May  25, 1899.*' 

Webster.  An  application  was  received  from  the  sewer  commis^ 
sioners  of  Webster,  June  20,  1899,  requesting  the  approval  by  the 
State  Board  of  Health,  under  the  provisions  of  chapter  345  of  the 
Acts  of  1898,  of  a  tract  of  land  in  that  town  for  the  purpose  of 
sewage  disposal.  A  hearing  was  held  at  the  office  of  the  Board, 
after  due  notice,  on  Aug.  3,  1899,  after  which  the  Board  sent  the 
following  communication  to  the  sewer  commissioners :  — 

Sbpt.  7, 1899. 

The  State  Board  of  Health  received  from  you,  on  Jane  20,  1899,  an 
application  requesting  the  approval  by  the  Board,  under  the  provisions  of 
chapter  845  of  the  Acts  of  1898,  of  a  proposed  system  of  sewerage  and 
sewage  disposal  for  the  town  of  Webster,  accompanied  by  plans  of  the 
proposed  system  of  sewerage,  of  the  lands  which  it  is  proposed  to  use  for 
the  purification  and  disposal  of  the  sewage,  and  of  the  filter  beds  which  it 
is  proposed  to  construct  in  the  beginning  upon  a  portion  of  these  lands, 
prepared  by  Lucian  A.  Taylor,  C.E.,  of  Boston.     Subsequently,  a  further 
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communication  was  received,  containing  the  following  outline  of  the  pro- 
posed system :  — 

The  sewerage  system  designed  for  the  town  of  Wehster  is  to  be  essentially  a 
separate  system.  At  the  present  time  one  or  two  of  the  old  sewers  receive  sur- 
face water.  It  is  proposed  to  separate  this  surface  drainage,  turning  it  into  the 
natural  water  courses  and  the  French  River.  As  designed,  the  system  will  pro- 
vide for  the  entire  settled  section  of  the  town.  In  the  event  of  any  further  exten- 
sion being  needed  in  the  northern  or  eastern  part,  it  can  be  connected  with  the 
outfall  sewer,  advantage  being  taken  of  the  fall  in  the  French  River. 

It  is  not  designed  to  discharge  any  sewage  into  any  water  course  or  river  except 
after  passing  through  the  filter  beds.  It  is  planned  to  have  an  overflow  at  the  out- 
let of  the  outfall  sewer  that  might  be  used  in  case  of  emergency  or  serious  acci- 
dent to  the  machinery  at  the  pumping  station  or  any  of  the  connecting  works. 

It  is  not  proposed  to  lay  underdrains  to  remove  ground  water  as  a  part  of  the 
general  system.  With  the  exception  of  the  outfall  sewer,  the  sewers  are  almost 
wholly  above  ground-water  level.  The  outfall  sewer  itself  will  be  composed 
quite  largely  of  cast-iron  pipe. 

The  ordinary  stage  of  the  river  is  at  elevation  406  where  the  Southbridge  branch 
of  the  New  England  Railroad  crosses  it  below  Chasers  woollen  mills,  so  called. 

The  outlet  of  the  outfall  sewer  at  the  collecting  well  will  begin  at  an  elevation 
of  406.50,  and  will  follow  along  the  easterly  bank  of  or  in  the  French  River  to 
Peter  Street  This  line  will  pass  through  Chasers  millpond  and  under  the  Nor- 
wich &  Worcester  Railroad  tracks  north  of  the  depot  in  the  bed  of  the  river,  cast- 
iron  pipes  being  used  in  these  sections  of  the  work ;  the  size  will  be  18  inches  in 
diameter,  the  grade  not  less  than  0.15  of  a  foot  per  100  feet»  and  the  distance  about 
6,900  feet  At  Hill  Street  the  depth  is  about  15  feet ;  Chase  Avenue,  13.3  feet ; 
Main  Street,  19.3  feet ;  Pleasant  Street,  15.3,  and  Peter  Street,  17  feet 

From  Peter  Street  northerly  it  is  proposed  to  run  the  sewer  in  the  bed  of  the 
river  to  a  point  opposite  Church  Avenue.  This  will  provide  for  the  wastes  from 
the  Slater  woollen  mills.  The  sewer  from  the  North  village  will  connect  with  the 
main  sewer  on  the  easterly  side  of  the  river  at  Church  Street,  as  shown  on  the 
plan. 

The  collecting  well  into  which  the  sewage  will  be  discharged  is  to  be  100  feet 
in  diameter,  covered,  and  of  a  sufficient  average  depth  to  hold  at  least  650,000 
gallons  below  the  centre  line  of  the  sewer.  It  is  proposed  to  pump  to  the  filter 
beds  during  the  day  time,  when  the  wastes  from  the  woollen  mills  are  discharged. 
These  wastes  will  probably  constitute  a  very  large  percentage  of  the  total  amount 
of  sewage  to  be  dealt  with.  The  filter  beds  will  have  not  less  than  5  feet  of  filter- 
ing material  and  where  underdrains  are  laid  they  shall  be  from  5  to  6  feet  below 
the  surface. 

The  distribution  from  the  force  main  is  to  be  from  8-inch  iron  pipes,  connected 
with  the  same,  and  from  trenches  between  the  filter  beds,  during  the  summer 
months  it  being  made  from  the  trenches  between  the  beds,  and  in  the  winter  sea- 
son wholly  from  the  distribution  pipes. 

The  plan  in  general  provides  for  a  system  of  sewerage  to  receive  the 
sewage  of  the  thickly  settled  portion  of  the  town  and  manufacturing  sew- 
age from  certain  large  factories,  and  to  convey  it  in  a  main  sewer  to  be 
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laid  in  the  vicinity  of  tbie  Frencbi  River  to  a  reservoir  to  be  built  on  the 
easterly  side  of  the  river  between  the  Norwich  &  Worcester  division  of  the 
New  York,  New  Haven  &  Hartford  Railroad  and  the  Southbridge  branch 
of  that  railroad,  aboat  1,500  feet  south  of  Hill  Street,  from  which  it  is 
proposed  to  pump  the  sewage  to  filter  beds  to  be  located  on  both  sides  of 
the  Southbridge  branch  of  the  Norwich  &  Worcester  division  of  the  New 
York,  New  Haven  &  Hartford  Railroad,  and  to  discharge  the  effluent  into 
the  French  River. 

The  Board  has  caused  the  locality  to  be  examined  by  one  of  its  engineers 
SfXi^  samples  of  the  sewage  resulting  from  manufacturing  processes  earned 
^n  ii^  (he  mills  of  the  town  to  be  analyzed,  and  has  carefully  considered 
i;hc  plj^qsi  and  other  information  that  has  been  submitted. 

It  ^ppeivrs  that  the  principal  portion  of  the  manufacturing  sewage  which 
^ow  pollutes  the  river  comes  from  woollen  mills,  and  results  from  the  scour- 
ing of  wool  and  the  washing  and  dyeing  of  cloth.  An  examination  of  a 
Bample  of  scouring  liquid  shows  that  it  contains  an  excessive  amount  of 
.grease  and  solid  matters,  and  it  will  be  necessary  to  remove  the  grease  and 
much  of  the  solid  matter  before  the  sewage  is  admitted  to  the  town  sewera, 
or  great  difficulty  will  otherwise  be  experienced  in  keeping  the  sewers  free 
from  deposit?  an4  in  the  operation  of  filter  beds.  In  the  process  of  wash- 
ing cloth  a  l9.rge  quantity  of  water  is  used,  part  of  which  appears  to  be 
seriously  polluted.  It  is  not  desirable  to  take  all  of  the  water  used  in 
washing  the  cloth  into  the  sewers,  but  it  may  be  found  desirable  to  sepa- 
rate the  water  first  used  in  washing  the  cloth  from  that  used  for  rinsing, 
so  that  the  seriously  polluted  portion  of  the  water  used  in  the  process  can 
be  taken  into  the  severs  and  the  cleaner  water  allowed  to  flow  into  the 
iHver.  The  liquid  waste  from  the  process  of  dyeing  contains  a  much  smaller 
quantity  of  organic  mattjer  ^han  that  resulting  either  from  scouring  wool  or 
washing  cloth ;  but  the  w^ste  dye  liquor  greatly  discolors  the  water  of  the 
:0tream,  and,  considering  it9  /character,  it  shoOld  be  kept  out  of  the  river 
:8o  far  as  is  practicable. 

No  profiles  of  tthe  sewer9^  with  the  exception  of  a  statement  as  to  the 
slope  of  the  m^in  sewer,  hfve  been  submitted  to  the  Board,  so  that  the 
Board  is  unable  to  advise  as  to  jthese  portions  of  your  proposed  plans ;  but 
:f rom  a  general  examinat^ion  of  the  information  submitted  and  of  the  slope 
of  the  land  in  the  town  it  appears  to  be  practicable  to  construct  sewers 
with  satisfactory  grades  to  convey  the  sewage  of  the  various  portions  of 
the  town  to  the  ip^iu  sewer. 

The  plans  provide  for.  construe  ting  the  main  sewer  of  iron  pipe  in  the 
region  where  it  runs  close  to  .the  river,  or  in  the  river  bottom.  The  size 
and  slope  of  the  m^in  ^ewer  b^t^een  Peter  Street  and  the  collecting  reser- 
voir, as  indicated  by  you,  ^re  sufficient  for  the  removal  of  the  domestic 
rSewage  which  is  likely  to  be  discharged  into  this  sewer  for  several  years 
iin  the  future,  ^|id  ^Uo  ,f qr  t^ke  rei^oval  of  such  manufacturing  sewage  as  it 
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seems  desirable  to  keep  out  of  the  river,  if  surface  water  and  groand  water, 
so  far  as  is  practicable,  are  kept  out  of  the  sewers. 

It  appears  that  no  underdrains  are  to  be  provided  beneath  the  sewers, 
and  under  the  circumstances  much  care  will  have  to  be  exercised  in  places 
where  the  sewers  are  laid  below  the  level  of  the  ground  water  to  prevent 
serious  leakage  into  them. 

Details  of  the  proposed  collecting  reservoir  have  not  been  submitted,  and 
the  Board  is  unable  to  advise  you  concerning  it.  In  order  to  avoid  diffi- 
culty in  the  operation  of  the  pumps  it  will  be  very  desirable  to  provide  for 
screening  the  sewage  at  the  collecting  reservoir  to  remove  large  substances 
which  may  find  their  way  into  this  reservoir.  In  your  proposed  plans  it  is 
stated  that  an  overflow  is  to  be  provided  in  the  vicinity  of  the  pumping 
station  through  which  crude  sewage  may  be  discharged  into  the  French 
River.  While  it  may  be  desirable  to  provide  a  waste  gate  which  can  be 
opened  in  an  emergency,  such  a  gate  should  not  be  automatic,  and  should 
be  used  only  in  case  of  accident  to  the  pumps,  pumping  station  or  force 
main. 

From  the  pumping  station  a  short  force  main  will  convey  the  sewage  to 
the  proposed  filter  beds.  Examinations  of  the  soil  at  the  place  where  it 
is  proposed  to  construct  the  filter  beds  show  that  beneath  a  layer  of  loam 
at  the  surface  the  soil  is  of  excellent  quality  for  the  purification  of  sewage 
by  intermittent  filtration,  and  the  filter  beds  indicated  upon  the  plan  are 
likely  to  be  of  sufficient  area  to  provide  for  all  the  sewage  that  may  be 
expected  to  be  conveyed  to  the  disposal  area  in  the  beginning.  The  areas 
on  the  easterly  side  of  the  railroad  included  in  the  land  which  you  propose 
to  secure  for  sewage-disposal  purposes  contain  soil  that  is  equally  well 
adapted  to  the  purpose,  so  that  it  will  be  practicable  to  enlarge  the  area  of 
filters  without  special  difficulty  whenever  it  becomes  necessary,  by  con- 
structing filters  on  the  easterly  side  of  the  railroad. 

The  method  of  applying  the  sewage  to  the  filter  beds  provides  for  dis- 
tributing the  sewage  upon  the  beds  in  the  winter  season  through  pipes 
discharging  at  the  comers  of  the  beds,  while  during  the  summer  season  it 
is  proposed  to  discharge  the  sewage  into  trenches  in  the  top  of  the  embank- 
ments between  the  beds,  and  allow  it  to  flow  over  the  edges  of  the  trenches 
upon  the  beds.  If  the  sewage  is  delivered  through  pipes  of  suitable  size 
leading  to  each  bed,  a  satisfactory  distribution  of  the  sewage  can  be  effected 
at  all  seasons  of  the  year ;  on  the  other  hand,  if  sewage  is  discharged  from 
trenches  in  the  embankments  as  proposed,  there  will  be  great  danger  that 
the  embankments  will  be  washed  away. 

The  Board  would  therefore  modify  this  portion  of  the  plan,  and  does 
hereby  modify  it  by  striking  out  the  portion  of  the  plan  which  provides  for 
trenches  in  the  embankments  between  the  beds,  so  that  the  sewage  will  be 
distributed  from  the  pipes  in  the  embankments  between  the  beds  through 
suitable  openings  at  all  seasons  of  the  year. 
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The  State  Board  of  Health,  having  given  notice  of  the  presentation  to  it 
for  its  approval  of  a  proposed  system  of  sewerage  and  sewage  disposal  for 
the  town  of  Webster,  gave  a  hearing  with  reference  to  the  proposed  sys- 
tem at  its  office  on  Aug.  3,  1899.  At  this  hearing  no  person  appeared  to 
oppose  the  plan  of  sewerage  and  sewage  disposal  proposed  by  the  town  of 
Webster ;  and  the  State  Board  of  Health,  having  modified  and  amended 
the  proposed  plans,  as  stated  herein,  hereby  approves  the  proposed  system 
of  sewerage  and  sewage  disposal  outlined  above  as  so  modified  and  amended. 

Wbstborough.  An  application  was  received  from  the  sewer 
commissioners  of  Westborough,  May  3,  1899,  for  the  advice  of  the 
State  Board  of  Health  with  reference  to  proposed  plans  for  enlarg- 
ing the  filtration  area  for  the  purification  of  the  sewage  of  the  town 
and  for  eliminating  ground  water  from  the  main  sewer  leading  to  the 
filtration  area.     The  Board  replied  to  this  application  as  follows :  — 

Mat  16, 1899. 

The  State  Board  of  Health  received  from  you,  on  May  3, 1899,  an  appli- 
cation for  advice  with  reference  to  proposed  plans  for  enlarging  and  improv- 
ing your  present  filtration  area  for  the  purification  of  the  sewage  of  the 
town  of  Westborough  and  for  eliminating  ground  water  from  the  main 
sewer  leading  from  the  town  to  the  filtration  area.  The  application  was 
accompanied  by  a  report  by  J.  J.  Van  Valkenburg,  civil  engineer,  and 
plans  showing  the  proposed  new  works  and  changes  in  your  present  works. 

According  to  the  plans  submitted,  it  is  proposed  to  construct  three  acres 
of  filter  beds  upon  land  in  the  vicinity  of  your  present  filter  beds  by  taking 
gravel  from  higher  lands  near  by  and  depositing  it  upon  the  lower  lands, 
and  to  reconstruct  the  present  filter  beds  located  at  the  southerly  side  of 
the  filtration  area  and  numbered  4  and  5  on  the  plan  submitted,  which  are 
not  capable  of  purifying  sewage  satisfactorily  in  their  present  condition. 
According  to  the  plan,  the  surface  of  the  bed  nearest  the  sewer  outlet  will 
be  at  an  elevation  about  5}  feet  above  the  level  of  high  water  in  the  Assabet 
River,  as  it  was  found  in  the  early  spring  of  1899 ;  and  the  surface  of  the 
lowest  bed  will  be  at  an  elevation  about  4^  feet  above  high  water  in  the 
river.  A  main  underdrain  is  shown  through  each  bed,  generally  at  a  depth 
of  between  4  and  5  feet  beneath  the  surface  of  the  bed,  and  lateral  under- 
drains  are  shown  beneath  each  bed  and  about  25  feet  apart,  connecting 
with  this  main  underdrain  which  will  dischaige  into  the  Assabet  River. 
Near  the  ends  of  some  of  the  laterals  the  depth  of  filtering  material  would 
not  be  much  more  than  3}  feet.  The  total  area  of  the  filter  beds  will  be 
about  5  acres,  and  it  is  proposed  in  constructing  the  beds  to  divide  beds 
Nos.  3,  4  and  5,  as  shown  upon  the  plan  submitted,  into  two  parts. 

The  second  portion  of  the  plan  submitted  provides  for  reconstructing 


No,  34.]        ADVICE  TO   CITIES   AND   TOWNS,  99 

a  part  of  the  main  sewer  between  the  town  and  the  filter  beds,  nsing  iron 
pipe  with  lead  joints,  in  order  to  prevent  leakage  into  the  sewer. 

The  BoaixL  has  caused  examinations  of  the  main  sewer  and  filter  beds,  so 
far  as  practicable,  to  be  made  by  its  engineers,  and  has  examined  the  plans 
and  other  information  submitted  with  reference  to  the  condition  of  the  main 
sewer  and  the  filter  beds.  The  quantity  of  mingled  sewage  and  ground 
water  which  flows  to  the  filtration  area  during  much  of  the  year  at  the 
present  time  is  so  great  that  at  times  it  would  be  diflflcult  to  purify  all  of 
it  upon  the  filters  now  proposed ;  but  if  the  ground  water  which  enters  the 
main  sewer  is  excluded,  as  proposed,  the  filter  beds  will,  in  the  opinion 
of  the  Board,  be  of  suitable  size  to  provide  for  the  disposal  of  the  sewage 
at  all  times,  and  will  provide  for  a  considerable  increase  in  the  quantity  of 
sewage  flowing  from  the  town  in  the  future.  This  is  a  desirable  provision 
to  make,  since  the  quantity  of  sewage  is  likely^  to  increase  largely  when  the 
system  becomes  more  generally  used  in  the  town. 

The  depth  of  filtering  material  in  portions  of  the  proposed  beds  is  less 
than  is  desirable  in  order  to  secure  satisfactory  purification  of  the  sewage, 
but  on  account  of  the  limited  elevation  of  the  sewer  as  it  reaches  the  filtra- 
tion area  above  the  level  of  the  river  it  does  not  appear  to  be  practicable 
to  construct  filter  beds  at  a  higher  elevation  than  is  proposed ;  but  it  is 
desirable  to  so  arrange  the  underdrains  as  to  insure  a  depth  of  at  least 
4  feet  of  filtering  material  above  them,  if  possible.  Filtering  material  of 
excellent  quality  can  l)e  obtained  near  the  proposed  location  of  the  filter 
beds,  and,  if  the  beds  are  properly  consti*ucted,  under  the  supervision  of 
an  engineer  of  experience  in  such  matters,  and  are  properly  operated,  the 
Board  is  of  the  opinion  that  satisfactory  purification  of  the  sewage  will  be 
effected  by  the  proposed  beds. 

It  appears  from  information  submitted  by  you  and  from  investigations 
by  the  Board  that  the  flow  of  sewage  in  the  main  sewer  at  man-hole 
No.  19,  which  is  situated  on  the  main  sewer,  about  f500  feet  westerly  of 
Summer  Street,  and  below  all  the  house  connections  in  the  town,  was  at 
the  rate  of  about  140,000  gallons  per  day  on  April  4  of  the  present  year, 
while  the  flow  from  the  sewer  as  it  reached  the  filtration  area  about  4,710 
feet  from  man-hole  No.  19  was  at  the  rate  of  a  little  over  700,000  gallons 
in  twenty-four  hours.  Measurements  at  intermediate  points  indicate  that 
between  man-hole  No.  19,  already  referred  to,  and  man-hole  No.  12,  which 
is  1 ,950  feet  nearer  the  filter  beds,  there  was  a  leakage  into  the  sewer  of 
489,000  gallons  per  day  at  the  time  the  measurements  were  made ;  and 
between  man-hole  No,  12  and  man-hole  No.  7,  which  is  1,060  feet  nearer 
the  filtration  area  than  man-hole  No.  12,  there  is  a  leakage  into  the  sewer 
of  about  122,000  gallons  per  day.  From  man-hole  No.  7  to  the  filtration 
area  the  sewer  appears  to  be  laid  most  of  the  way  above  the  level  of  the 
ground  water.  It  further  appears,  from  information  furnished  by  you^ 
that  the  sewer  becomes  nearly  cl(^ged  at  times  with  a  fungus  growth, 
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which  takes  place  in  the  main  sewer  between  the  point  where  the  ground 
water  begins  to  leak  freely  into  the  sewer  and  the  filter  beds,  and  that  this 
growth  is  so  great  as  to  clog  the  sewer  and  require  removal  from  time  to 
time.  It  also  appears  that  even  when  the  sewer  is  clean  the  quantity  flow- 
ing is  so  great  that  its  capacity  is  lial)le  to  be  overtaxed  when  the  sewers 
shall  have  come  into  more  general  use  in  the  town.  For  these  reasons  it 
appears  to  be  essential  to  reconstruct  the  main  sewer  so  as  to  exclude  ground 
water  therefrom,  and  by  the  plan  proposed  the  greater  portion  of  the  leak- 
age can  be  excluded.  The  investigations  have  indicated,  however,  that 
there  is  considerable  leakage  between  man-holes  Nos.  12  and  7,  a  portion 
of  the  sewer  which  it  is  not  proposed  to  reconstruct.  One  of  the  chief 
difficulties  produced  by  the  present  conditions  appeara  to  be  the  fungus 
growth,  which  apparently  at  times  nearly  clogs  the  sewer  and  which  appears 
to  be  associated  with  the  presence  in  the  sewer  of  the  ground  water  mingled 
with  the  sewage.  Not  enough  is  known  as  to  the  conditions  which  are 
favorable  to  the  development  and  growth  of  this  organism  to  make  it  prac- 
ticable to  predict  whether  the  growth  would  continue  to  give  trouble  in  the 
portion  below  man-hole  No.  12  after  the  sewer  has  been  reconstructed. 
Under  the  circumstances,  the  Board  would  suggest  that  a  further  exami- 
nation of  this  section  of  the  sewer  be  made,  to  determine  whether  it  is  not 
practicable,  by  reconstructing  a  portion  of  the  sewer  in  this  length,  to 
exclude  all  or  the  greater  portion  of  the  ground  water  leaking  into  the ' 
sewer  in  this  vicinity. 

The  plans  as  a  whole,  with  the  modifications  suggested,  are,  in  the  opinion 
of  the  Board,  well  adapted  to  the  removal  and  purification  of  all  of  the  sew- 
age at  present  flowing  from  the  town  of  Westboi'Ottgh,  and  will  provide  for 
an  increase  in  the  quantity  of  sewage  which  is  to  be  anticipated  in  the  future. 

In  the  process  of  relaying  the  main  sewer  it  will  be  necessary  to  make 
suitable  provision  for  conveying  the  sewage  from  the  town  to  the  filtration 
area  without  allowing  any  portion  of  it  to  escape  into  any  of  the  streams, 
especially  those  which  are  tributary  to  the  Sudbury  River,  which  is  used 
as  a  source  of  water  supply  for  the  metropolitan  district.  The  Board 
would  advise  that  ample  provision  be  made  in  the  beginning  for  pre- 
venting danger  of  the  escape  of  any  sewage  into  any  of  these  waters. 

Westbokouoh  (Lyman  and  Industrial  Schools) .  An  application 
was  received,  Sept.  11,  1899,  from  the  trustees  of  the  Lyman  and 
Industrial  Schools  at  Westborough,  requesting  the  advice  of  the 
State  Board  of  Health  with  reference  to  the  disposal  of  the  sewage 
of  that  institution.  The  Board  replied  to  this  application  as 
follows :  — 

Oct.  6, 1899. 

In  response  to  your  request,  received  September  11,  for  advice  as  to  the 
disposal  of  the  sewage  of  the  Lyman  and  Industrial  Schools,  the  Board 
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has  caused  the  present  system  of  sewage  disposal  to  be  examined  by  one 
of  its  engineers.  In  this  examination  it  appears  that  the  sewage  of  the 
varioas  buildings  is  now  disposed  of  by  applying  it  to  several  different 
areas  of  land  through  pipes  laid  beneath  the  surface  of  the  ground.  It 
appears  that  these  pipes  become  clogged  with  sewage  and  have  to  be  relaid 
from  time  to  time,  at  considerable  trouble  and  expense.  Moreover,  several 
of  the  areas  in  which  the  pipes  are  laid  already  appear  to  be  surcharged 
with  sewage,  notwithstanding  the  dry  weather,  probably  on  account  of  the 
fineness  of  the  material,  which  is  not  adapted  to  the  purification  of  sewage. 

The  best  method  of  disposing  of  the  sewage  of  the  buildings  would  be  to 
collect  it  all  and  convey  it  to  some  place  whei*e  suitable  filter  beds  can  be 
constructed  and  the  sewage  purified  by  intermittent  filtration,  and  it  appears 
to  be  practicable  to  collect  the  sewage  of  most  if  not  all  of  the  buildings, 
and  convey  it  to  a  single  filtration  area. 

Examinations  by  the  board  also  show  that  it  is  probably  practicable  to 
dispose  of  the  sewage  by  discharging  it  into  the  sewerage  system  of  the 
town  of  Westborough ;  and  if  this  could  be  done,  it  would  probably  be  the 
most  satisfactory  method  of  disposing  of  the  sewage,  if  satisfactory  arrange- 
ments can  be  made  with  the  town.  The  board  would  advise  that  you  em- 
ploy an  engineer  of  experience  in  matters  i*elating  to  sewage  disposal  to 
make  an  investigation  as  to  the  feasibility  and  probable  cost  of  disposing 
of  the  sewage  by  collecting  it  and  conveying  it  to  some  convenient  point 
where  it  may  be  purified  by  filtration,  and  of  the  cost  of  conveying  it  into 
the  sewerage  system  of  the  town  of  Westborough.  When  these  investiga- 
tions have  been  made,  the  Board  will,  upon  request,  give  you  further  advice 
in  the  matter. 

Pollution  of  Ponds,  Streams  and  Other  Bodies  of  Water. 

The  following  is  the  substance  of  the  action  of  the  Board  during 
the  past  year  in  reply  to  applications  for  advice  relative  to  the  pol- 
lution of  ponds,  streams  and  other  bodies  of  water :  — 

DRACirr.  A  letter  was  received,  Nov.  4,  1899,  from  the  board 
of  health  of  Dracut,  stating  that  more  than  twenty  cases  of  typhoid 
fever  had  been  reported  in  the  village  of  Collinsville  within  the  pre- 
vious "  week  or  two."  The  letter  also  stated  that  the  water  supply 
famished  to  this  community  by  the  American  Woolen  Company 
appeared  to  be  polluted,  and  a  request  was  made  that  the  State 
Board  would  aid  the  local  board  in  investigating  the  cause  of  the 
epidemic. 

An  investigation  was  therefore  made  by  the  State  Board  of  Health 
of  the  conditions  existing  at  Collinsville,  and  the  following  letter 
was  addressed  to  the  board  of  health  of  Dracut :  — 
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Not.  11, 1899. 

Investigations  conducted  by  this  Board,  in  compliance  with  a  request 
stated  in  your  letter  of  November  3  with  reference  to  a  serious  epidemic  of 
typhoid  fever  at  CoUinsville,  show  that  the  probable  cause  of  the  epidemic 
is  the  poUated  condition  of  the  water  supply  of  the  American  Woolen 
Company  in  that  village.  Measures  should  therefore  be  taken  at  once  by 
your  board  to  prevent  the  further  use  of  this  water  for  drinking  purposes. 

The  Board  will  cheerfully  give  any  advice  to  your  board  or  to  the  mill 
authorities  with  reference  to  a  better  source  of  supply,  should  you  desire  it. 

An  application  was  received  from  the  treasurer  of  the  American 
Woolen  Company,  November  13,  requesting  the  advice  of  the  State 
Board  of  Health  in  relation  to  a  temporary  supply  of  water  for  the 
village  of  Collins ville.  The  Board  replied  to  this  application  as 
follows :  — 

Not.  18,  1899. 

In  response  to  your  communication  of  Nov.  18,  1899,  as  to  a  temporary 
arrangement  for  supplying  water  to  CoUinsville,  the  Board  has  caused  the 
locality  to  be  examined  by  one  of  its  engineers,  but  does  not  find  any 
source  from  which  it  will  be  practicable  to  obtain  at  once  a  suitable  tempo- 
rary supply  of  water  to  replace  the  souroe  now  used,  which  has  evidently 
been  the  cause  of  so  much  sickness  recently  in  the  village. 

It  appears  that  your  works  at  CoUinsville  are  now  being  enlarged  and 
provision  made  for  a  larger  number  of  operatives  and  of  tenement  houses, 
BO  that  it  seems  likely  that  a  considerably  larger  quantity  of  water  will  be 
required  in  the  near  future  than  at  present.  Among  the  sources  from 
which  it  may  be  possible  to  obtain  a  supply  of  good  water  is  Long  Pond, 
and  there  may  be  other  sources  in  the  neighborhood  of  the  village  from 
which  a  suitable  water  supply  can  be  obtained. 

Under  the  circumstances,  the  Board  would  advise  that  you  employ,  with- 
out delay,  an  engineer  of  experience  in  matters  relating  to  water  supply  to 
make  such  investigations  as  may  be  necessary  to  secure  a  suitable  supply 
of  water  for  the  village. 

The  Board  will  assist  you  in  the  investigations  by  making  such  analyses 
of  water  as  may  be  necessary,  and  will  give  you  further  advice  in  the  matter 
when  the  results  of  investigations  are  presented. 

New  Bedford.  A  communication  was  received,  July  17,  1899, 
from  the  board  of  health  of  New  Bedford,  accompanied  with  samples 
of  salt  water  taken  from  the  harbor  at  low  tide  and  high  tide,  and 
the  opinion  of  the  Board  was  requested  with  reference  to  the  pro- 
priety of  locating  a  public  bathing  place  where  these  waters  were 
taken.     The  Board  replied  to  this  communication  as  follows :  — 
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Not.  8,  1899. 

In  response  to  your  request  for  advice  as  to  the  condition  of  the  sea 
water  at  the  proposed  location  of  a  public  bath-house  at  the  southerly  end 
of  the  city  of  New  Bedford,  the  Board  has  caused  the  location  to  be  exam- 
ined and  has  analyzed  samples  of  the  water  sent  in  by  you  and  other 
samples  of  sea  water  collected  in  this  region. 

Comparing  the  results  of  the  analyses  of  samples  collected  at  the  pro- 
posed location  of  the  bath-house  with  those  collected  near  other  shores  in 
this  region  where  the  water  is  not  likely  to  be  polluted  by  sewage,  it  is  seen 
that  the  quantity  of  free  ammonia  is  slightly  greater  at  the  location  of  the 
bath-house  than  elsewhere,  but  otherwise  the  difference  in  the  character  of 
the  samples  is  not  marked.  While  the  water  of  New  Bedford  harbor, 
especially  immediately  in  front  of  the  city,  is  evidently  grossly  polluted  by 
sewage,  the  analyses  do  not  show  that  at  the  time  the  samples  were  col- 
lected the  sewage  of  New  Bedford  had  a  materially  unfavorable  influence 
upon  the  character  of  the  water  at  the  location  of  the  bath-house ;  and, 
unless  the  conditions  are  very  different  at  other  times  from  what  they  were 
at  the  time  these  samples  were  collected,  the  water  is  not  likely,  in  the 
opinion  of  the  Board,  to  be  noticeably  affected  by  the  sewage  of  New 
Bedford. 

UxBRiDOE.  An  application  was  received,  Jan.  27,  1898,  for  the 
advice  of  the  Board  with  reference  to  preventing  the  pollution  of 
Drabbletail  Brook  in  that  town  by  waste  liquid  from  a  creamery  near 
&e  brook.  The  peculiar  character  of  the  drainage  from  this  creamery 
necessitated  a  series  of  experiments,  to  determine  the  best  method 
of  disposal.  The  Board  therefore  entered  upon  these  experiments, 
and  subsequently  replied  to  the  application  as  follows :  — 

Not.  3,  1899. 

The  State  Board  of  Health  received  from  you,  early  last  year,  a  com- 
munication requesting  its  advice  with  reference  to  the  prevention  of  the 
pollution  of  Drabbletail  Brook,  a  stream  which  flows  through  a  thickly 
populated  portion  of  Uxbridge,  by  waste  liquid  from  a  creamery  located 
near  the  brook. 

The  application  was  accompanied  by  plans,  submitted  to  you  by  the 
owners  of  the  creamery,  which  showed  a  proposed  method  of  preventing 
the  pollution  of  the  brook  by  constructing  a  filter  bed  of  sand,  upon  which 
it  was  proposed  to  purify  the  waste  liquid  from  the  treamery  by  filtration. 

As  soon  as  practicable  after  the  application  was  received  the  Board 
caused  the  locality  to  be  examined  and  samples  of  the  waste  liquid  from 
the  creamery  to  be  analyzed.  *^~The  analyses  showed  that  the  liquid  con- 
tained a  large  amount  of  organic  matter,  of  such  a  character  that  it  was 
not  practicable  to  tell,  with  the  information  available,  whether  or  not  it 
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oould  be  purified  satisfactorily  npon  the  proposed  filter  bed ;  and,  as  there 
appeared  to  be  no  other  feasible  method  of  disposing  of  the  waste  liquid 
from  the  creamery  than  by  discharging  it  into  the  brook  after  purification^ 
an  investigation  was  begun  to  obtain  the  necessary  information  by  experi- 
ment, making  necessary  a  delay  in  replying  to  your  application.  In  the 
mean  time,  the  making  of  ice  cream  was  beguu  at  the  creamery,  and  the 
character  of  the  creamery  waste  was  changed  somewhat  by  the  addition  of 
large  quantities  of  salt. 

The  experiments  have  been  made  by  applying  a  liquid  of  similar  chemical 
composition  to  the  waste  liquid  from  the  Uxbridge  creamery  to  small  filters 
constructed  of  various  materials,  at  various  rates.  The  results  of  these 
investigations  show  that  the  waste  liquids  at  pi-esent  discharged  from  the 
creamery  can  be  satisfactorily  purified  by  filtration  through  sand.  The 
rate  at  which  a  filter  receiving  these  liquids  can  be  operated  and  satisfactory 
results  obtained  is  much  less  than  with  equal  quantities  of  ordinai*y  domestic 
sewage,  and  if  too  high  a  rate  is  used,  the  filters  will  become  offensive  in 
the  summer  season.  It  appears  that  the  buttermilk  is  disposed  of  satis- 
factorily by  the  present  method,  and  is  kept  from  polluting  the  brook.  If 
the  buttermilk  should  be  mingled  with  the  other  waste  liquids,  the  difficulty 
of  purifying  them  would  be  greatly  increased  and  a  much  larger  filter  would 
be  required. 

^  Judging  from  the  information  available,  the  Board  is  of  the  opinion  that 
the  best  method  of  preventing  the  pollution  of  the  brook  is  to  apply  all 
of  the  waste  liquids  from  the  creamery,  except  the  buttermilk,  to  a  sand 
filter. 

The  plans  submitted  by  you  show  a  filter  bed  to  be  located  on  low  land 
near  the  factory,  which  is  to  have  an  area  of  about  400  square  feet  and  to 
contain  coarse  sand  of  a  depth  of  from  2  to  2^  feet  above  a  system  of 
underdrains.  Such  information  as  has  been  obtained  as  to  the  quantity 
of  waste  liquids  discharged  from  the  creamery  indicates  that  it  is  desirable 
to  provide  for  present  needs  a  filter  having  an  area  of  as  much  as  600 
square  feet,  to  which  addition  can  be  made  if  a  large  increase  in  the 
quantity  of  waste  liquid  should  take  place.  The  depth  of  sand  should  be 
at  least  4  feet,  and,  as  it  is  necessary  to  apply  the  liquid  to  the  filter  inter- 
mittently, the  area  should  be  divided  into  two  beds. 

If  a  filter  bed  is  constructed  at  the  place  proposed  and  with  the  modifi- 
cations of  your  plan  herein  suggested,  it  will  provide  a  satisfactory  method 
of  purifying  the  waste  liquid  from  the  creamery  without  causing  offence  in 
the  neighborhood,  if  the  liquid  is  applied  to  different  parts  of  Uie  beds  and 
if  the  beds  are  used  alternately  and  for  periods  of  no  more  than  two  days 
at  a  time. 

If  the  land  required  cannot  be  obtained  by  purchase,  it  may  be  possible 
to  secure  it  by  action  of  the  town  under  the  provisions  of  chapter  124  o( 
the  Acts  of  the  year  1890. 
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.  West  Spionqfield.  A  communication  was  received,  June  10, 
1899,  from  the  president  of  the  Springfield  Glazed  Paper  Company 
(a  corporation  doing  business  in  West  Springfield) ,  stating  that  the 
outlet  of  a  sewer  near  their  mill  in  West  Springfield  had  proved  to 
be  a  nuisance.  The  State  Board  was  therefore  requested  <^  to  take 
such  action  as  will  cause  the  nuisance  to  be  speedily  abated."  The 
Board  sent  the  following  communication  to  the  selectmen  of  West 
Springfield,  and  so  informed  the  president  of  the  Springfield  Glazed 
Paper  Company :  — 

JXTLT  7,  1899. 

A  communication  was  received  by  this  Board,  on  June  10,  1899,  from 
the  president  of  the  Springfield  Glazed  Paper  Company,  relative  to  a  nui- 
sance caused  by  a  sewer  outlet  near  the  factory  of  the  company  on  the 
westerly  bank  of  the  Connecticut  River,  just  below  the  West  Springfield 
end  of  the  old  covered  bridge  from  Springfield  to  West  Springfield ;  and 
in  response  to  this  request  the  Board  has  caused  the  locality  to  be  exam- 
ined by  one  of  its  engineers. 

From  this  examination  it  appears  that  the  trouble  is  caused  by  the  sewage 
from  a  large  sewer  in  West  Springfield  which  is  discharged  at  the  edge  of 
the  river,  where  the  water  is  very  shallow  under  ordinary  conditions  and 
the  water  in  the  stream  has  practically  no  current.  Under  these  conditions 
the  sewage  i*emains  in  a  large  mass  close  to  the  river  bank,  and  gives  off 
an  offensive  odor.  In  a  very  dry  season  the  bank  of  the  river  would  be 
considerably  exposed  around  the  sewer  outlet,  and  the  nuisance  from  the 
sewage  would  be  even  worse  than  in  an  ordinaiy  season. 

It  is  practicable,  in  the  opinion  of  the  Board,  to  prevent  this  nuisance 
by  extending  a  pipe  from  the  sewer  just  above  the  present  outlet  to  some 
point  far  enough  out  from  the  shore  so  that  sewage  may  be  discharged  into 
the  current  of  the  river  at  all  times,  and  be  well  diluted  before  it  can  be 
returned  to  the  shore.  If  this  pipe  is  made  large  enough  to  carry  the  flow 
of  sewage  under  ordinary  conditions,  the  excess  of  mingled  sewage  and 
storm  water  during  storms  can  probably  be  allowed  to  overflow  at  the  edge 
of  the  river  without  serious  objection. 

The  dischai^e  of  sewage  at  this  place  in  the  present  way  is  likely  to 
become  even  more  objectionable  in  the  future  than  at  present,  and  the 
Board  would  advise  that  suitable  provision  be  made  without  delay  for  the 
proper  disposal  of  the  sewage. 

Ice  Supplies. 

The  following  is  the  substance  of  the  action  of  the  Board  during 
the  past  year  in  reply  to  applications  for  advice  relative  to  sources 
of  ice  supply :  — 
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HoLTOKE.  A  commanication  was  received  from  the  water  com- 
missioners of  Holyoke,  Jan.  2,  1899,  asking  the  advice  of  the  Board 
with  reference  to  the  proposed  location  of  certain  ice  houses  near 
Ashley  Pond,  one  of  the  sources  of  water  supply  of  the  city,  and  the 
cutting  of  ice  from  that  source  for  domestic  use.  Two  plans  for  the 
location  of  the  ice  houses  and  such  other  buildings  as  were  necessary 
accompanied  the  application.  To  this  application  the  Board  replied 
as  follows :  — 

Fbb.  is,  1899. 

By  plan  No.  1  it  is  proposed  to  cut  off  from  the  water-shed  of  Ashley 
Pond  a  triangular  tract  of  land  comprising  about  7^  acres  near  the  south- 
westerly side  of  the  pond,  one-third  of  which  is  now  covered  with  water  to 
a  depth  of  about  4  feet,  being  a  portion  of  an  arm  of  the  pond.  The 
southerly  boundary  of  this  tract  is  the  Holyoke  &  Westfield  Railroad,  and 
it  is  proposed  to  fill  the  submerged  portion  of  the  tract  with  soil  from  the 
higher  portions,  and  to  arrange  the  surface  drainage  of  all  portions  of  the 
tract  in  such  a  way  that  it  will  flow  towaixl  channels  along  the  railroad  and 
be  diverted  from  Ashley  Pond.  The  water  from  a  water-shed  of  89  acres 
south  of  the  railroad,  which  now  flows  through  a  culvert  into  the  portion 
of  the  pond  which  it  is  proposed  to  fill,  will  be  conveyed  into  Ashley  Pond 
through  a  pipe  20  inches  in  diameter.  The  ice  houses  proposed  will  be 
located  within  this  tract  and  the  ice  conveyed  to  them  from  the  main  por- 
tion of  Ashley  Pond  along  a  channel  cut  in  the  ice  which,  according  to  the 
plan  submitted,  will  be  about  600  feet  in  length.  The  depth  of  the  water 
in  the  portion  of  the  pond  in  which  this  channel  would  be  located  ranges 
from  4  to  7  feet  when  the  pond  is  full.  A  spur  track  about  800  feet  in 
length  is  shown  upon  the  plan,  leading  from  the  railroad  to  the  proposed 
buildings. 

Plan  No.  2  provides  for  the  location  of  the  buildings  near  the  south- 
easterly side  of  the  pond;  and,  since  the  ground  in  this  region  slopes 
rapidly  away  from  the  pond,  the  buildings  can  be  placed  very  close  to  the 
pond  without  being  within  its  water-shed.  Ice  would  be  conveyed  to  these 
ice  houses  from  Ashley  Pond  along  a  channel  about  840  feet  in  length, 
having  a  depth  ranging  from  8^  feet  to  7  feet,  according  to  the  plan.  A 
spur  track  leading  from  the  railroad  to  these  ice  houses  could  be  laid  inside 
of  the  present  railroad  location,  and,  according  to  the  plans,  would  have 
an  approximate  length  of  about  1,400  feet.  This  track  could  be  laid  so  as 
to  slope  either  toward  the  railroad  or  toward  the  ice  houses,  apparently 
without  materially  affecting  its  cost. 

The  Board  has  caused  a  further  examination  of  the  region  about  Ashley 
Pond  to  be  made  by  its  engineer,  and  has  carefully  considered  the  plans  sub- 
mitted for  removing  and  storing  the  ice.  With  regard  to  the  use  of  Ashley 
Pond  as  a  source  of  domestic  ice  supply  for  the  inhabitants  of  Holyoke, 
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the  Board  has  already  expressed  its  opinion  in  a  previous  commanication 
relative  to  this  sabject. 

If  plan  No.  1  should  be  carried  out  as  proposed,  water  which  might  flow 
off  the  surface  of  the  land  upon  which  it  is  proposed  to  locate  the  ice 
houses  and  other  buildings  would  be  diverted  from  the  water-shed  of 
Ashley  Pond ;  and,  if  the  area  is  properly  fenced,  all  trespass  from  it  upon 
the  water-shed  of  Ashley  Pond  could  be  prevented,  but  the  underground 
drainage  with  such  sewage  from  vaults  or  bams  as  might  get  into  it  would 
find  its  way  into  the  pond.  The  cost  of  this  plan  would  be  lai-ge,  princi- 
pally because  the  filling  of  the  arm  of  the  pond  would  require  the  moving 
of  several  thousand  cubic  yards  of  material. 

By  plan  No.  2  it  will  not  be  necessary  to  fill  any  portion  of  the  pond,  and 
the  ice  houses  will  be  located  outside  the  water-shed  of  the  pond.  The 
length  of  channel  along  which  it  will  be  necessary  to  convey  the  ice  from 
the  shores  of  Ashley  Pond  will  apparently  be  no  more  than  250  feet  greater 
than  in  the  case  of  plan  No.  1.  The  spur  track,  as  shown  upon  the  plan 
submitted,  is  considerably  longer  than  in  the  case  of  plan  No.  1,  but  it 
appears  to  be  practicable  to  connect  this  track  with  the  main  track  at  a 
point  somewhat  tiearer  the  ice  houses.  On  the  whole,  the  cost  of  carry- 
ing out  this  plan  will  probably  be  much  less  than  in  the  case  of  plan  No. 
1,  and  by  constructing  a  suitable  fence  the  danger  of  pollution  of  the  pond 
by  trespassers  from  the  buildings  can  be  guarded  against  except  at  times 
of  ice  catting. 

By  either  plan  it  is  proposed  to  cut  and  take  ice  from  the  main  portion 
of  Ashley  Pond  near  its  southerly  end ;  and  the  Board  is  of  the  opinion 
that,  if  ice  is  allowed  to  be  cut  on  the  pond,  it  is  necessary  that  pollution 
of  the  pond  by  those  employed  in  the  work,  or  by  others,  should  be  pre- 
vented by  a  very  careful  inspection  by  persons  employed  in  the  interests 
of  the  city. 

The  Board  is  of  the  opinion  that  the  objections  to  plan  No.  1  are  such 
as  to  make  the  adoption  of  this  plan  inadmissible  under  the  circumstances. 
Plan  No.  2  is  safer,  because  the  ice  houses  and  such  other  buildings  as 
may  be  necessary  will  be  located  outside  the  water-shed  of  Ashley  Pond, 
and  all  drainage  will  be  in  a  direction  away  from  the  pond. 

North  Adams.  A  communication  was  received  from  the  board 
of  health  of  North  Adams,  March  6,  1899,  asking  the  advice  of  the 
State  Board  of  Health  relative  to  the  use  of  ice  from  Hudson  Brook 
in  Clarksburg.  The  Board  replied  to  this  communication  as  fol- 
lows :  — 

Mat  6,  1899. 

The  State  Board  of  Health  has  carefully  considered  your  application  for 
advice  as  to  the  use  of  Hudson  Brook,  Clarksburg,  as  a  source  of  ice  sup- 
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ply  and  as  to  the  quality  of  ice  therefrom,  and  has  caosed  the  locality  to 
be  examined  by  its  engineer  and  a  sample  of  the  ice  from  this  pond  sent 
in  by  yon  to  be  analyzed.  The  resolts  of  the  analysis  show  that  the  quan- 
tity of  organic  matter  was  considerably  larger  than  is  usually  found  in  ice, 
and  an  examination  of  the  water-shed  of  the  pond  shows  that  little 
improvement  has  been  made  in  its  condition  since  a  prcTious  examination 
by  the  Board  early  last  year.  It  appears  that  the  ice  from  this  source  has 
been  condemned  in  the  past  two  years  by  your  board,  and  in  view  of  all  the 
circumstances  this  Board  can  see  no  good  reason  why  the  decision  should 
be  reversed. 

As  stated  in  the  former  reply,  the  Hudson  Brook  Pond  would  appear  to 
be  a  suitable  source  of  ice  supply,  if  care  is  taken  to  prevent  its  pollution 
from  the  few  buildings  situated  in  the  immediate  vicinity  of  the  stream  and 
its  tributaries  above  the  pond. 

Sprikofield.  An  application  was  received  from  the  board  of 
health  of  Springfield,  Oct.  19,  1898,  for  the  advice  of  the  State 
Board  in  regard  to  the  best  method  of  preventing  the  pollution  of  a 
small  brook,  a  tributary  of  Water  Shop  Pond,  used  as  a  source  of 
ice  supply  in  that  city.  The  Board  replied  to  this  application  as 
follows :  — 

JiTLT  7,  1899. 

The  State  Board  of  Health  received  from  you,  in  Ckstober  last,  an  appli* 
cation  for  advice  with  reference  to  the  prevention  of  the  pollution  of  a 
small  brook,  a  tributary  of  Water  Shop  Pond  (a  source  of  ice  supply)  in 
Springfield,  by  sewage  from  houses  in  the  vicinity  of  Gunn  Square,  which 
are  so  situated  that  they  cannot  be  connected  with  the  present  sewers  of  the 
city.  At  the  time  the  application  was  submitted,  it  appears  that  about  five 
houses  dischai^ed  sewage  into  the  brook  referred  to,  but  since  that  time 
several  other  houses  have  been  built  in  this  locality,  and  sewage  from  these 
houses  is  also  discharged  into  the  brook.  From  information  furnished  by 
you,  it  appears  that  the  quantity  of  mingled  sewage  and  water  flowing  from 
the  sewer  into  the  brook  about  the  middle  of  last  November  amounted  to 
about  75,000' gallons  in  twenty-four  hours,  but  the  sewage  was  very  dilute. 

Since  the  application  was  submitted  a  trench  has  been  excavated  in  the 
sandy  soil  along  the  brook  for  a  distance  of  about  700  feet,  and  during 
the  latter  portion  of  the  winter  the  sewage  was  discharged  into  this  trench, 
from  which  it  appears  to  have  filtered  away  through  the  ground,  so  that  it 
was  probably  well  purified  before  reaching  Water  Shop  Pond.  Surface 
water,  however,  finds  its  way  into  the  ditch,  and  there  are  indications  that 
at  times  of  rain  the  mmgled  sewage  and  water  has  flowed  through  the  ditch 
and  out  of  it  at  its  lower  end. 

It  appears  from  the  information  submitted  to  the  Board  that  the  proposed 
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intercepting  sewer  in  the  valley  of  Mill  River,  plans  for  which  have  already 
been  prepared,  will  provide  for  the  disposal  of  the  sewage  of  the  tetritory 
in  the  vicinity  of  Gann  Sqoare  in  the  f utare ;  and  that,  since  this  sewer 
is  likely  to  be  constructed  before  many  years,  a  temporary  method  of  pari- 
fying  the  sewage  and  preventing  the  pollution  of  the  brook  is  all  that  is 
required  at  the  present  time. 

The  Board  is  informed  that  the  trench  already  dug  has  been  capable  of 
disposing  of  the  sewage  except  at  times  of  heavy  rain,  and  that  the  condi- 
tions Are  such  that  it  is  probable  that,  if  surface  water  is  kept  out,  the 
trench  will  be  capable  of  receiving  and  purifying  all  of  the  sewage  from 
the  present  sewer  for  a  considerable  time  in  the  future ;  so  that  this  method 
of  disposing  of  the  sewage  appears  to  be  a  satisfactory  expedient  to 
adopt,  pending  the  construction  of  the  proposed  intercepting  sewer. 

The  Board  would  advise  that  the  quantity  of  sewage  be  reduced  as  much 
as  possible  by  keeping  all  surface  water,  so  far  as  practicable,  out  of  the 
sewer  and  out  of  the  trench  into  which  the  sewage  is  discharged,  and  that 
the  trench  be  separated  into  two  parts,  or  another  trench  dug,  so  that  the 
sewage  can  be  applied  to  the  trenches  intermittently.  It  may  also  be  nec- 
essary to  remove  from  time  to  time  the  sludge  that  may  collect  in  the  bot- 
tom of  the  trenches,  and  the  lower  end  should  be  effectually  stopped  up, 
so  as  to  prevent  sewage  from  escaping. 

Ware.  An  application  was  received,  Sept.  20,  1899,  from  the 
board  of  health  of  Ware,  for  the  advice  of  the  Board  with  reference 
to  the  ase  of  a  certain  pond  in  that  town  as  a  source  of  ice  supply. 
The  Board  replied  to  this  application  as  follows :  — 

Not.  3,  1899. 

The  State  Board  of  Health  has  considered  your  application  for  advice 
with  reference  to  a  source  of  ice  supply  in  the  town  of  Ware,  and  has 
caused  the  pond  from  which  the  ice  is  taken  and  its  surroundings  to  be  ex- 
amined by  one  of  its  engineers  and  samples  of  the  water  to  be  analyzed. 

It  appears  that  the  pond  is  formed  by  flooding  an  area  of  about  half  an 
acre  to  a  small  depth,  and  the  examinations  show  that  the  only  sources 
from  which  the  pond  might  be  polluted  at  present  are  a  house  and  bam 
situated  near  the  brook  a  short  distance  above  the  pond.  Drainage  from 
the  cow  yard  connected  with  the  bam  evidently  finds  its  way  into  the 
brook,  assisted  by  the  flow  of  water  from  the  water  trough  fed  by  a  pipe 
from  a  spring ;  but  it  appears  to  be  feasible  to  remove  the  cow  yard  to  the 
other  side  of  the  bam,  and  prevent  the  direct  contamination  of  the  brook 
from  this  source.  The  sink  drainage  from  the  house  flows  into  a  cesspool 
located  about  50  feet  from  the  brook,  and  care  must  be  taken  to  prevent 
the  danger  that  any  drainage  may  escape  from  this  cesspool  in  such  a  way 
as  to  pollute  the  brook.     If  the  danger  of  pollution  of  the  pond  by  the  cow 
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yard  or  cesspool  is  prevented,  the  Board  is  of  the  opinion  that  this  pond 
would  be  a  suitable  source  of  ice  supply. 

Attention  has  also  been  called  to  another  pond,  located  on  Muddy  Brook, 
a  short  distance  below  the  pond  already  referred  to,  which  is  threatened 
with  contamination  by  the  proposed  deposit  of  night-soil  in  a  pit  not  far 
from  the  pond.  There  is  no  doubt  that  the  deposit  of  night-soil  at  this 
place  would  be  a  serious  menace  not  only  to  the  purity  of  the  water  of  the 
ice  pond  but  also  of  the  water  of  the  public  water  supply,  which  is  drawn 
from  the  ground  a  short  distance  below  this  pond,  and  should  be  prevented. 

Rules   and  Regulations   tor  the   Sanitary  Protection  of 

Sources  of  Water  Supply. 

The  following  rules  and  regulations  were  made  by  the  Board  June 
20,  1899 :  — 

EtUes  and  RegvUaJtions  for  the  Sanitary  Protection  of  Waters  used  by  the 
Metropolitan  Water  Board  for  the  Water  Supply  of  any  City^  Town  or 
Water  Company  under  the  Authority  of  Chapter  488  of  the  Acts  of 
1896j  and  Acts  in  Amendment  thereof  or  AddUion  thereto. 

The  State  Board  of  Health,  acting  under  the  authority  of  section  24  of 
chapter  488  of  the  Acts  of  the  year  1895,  hereby  makes  the  following  rules 
and  regulations  for  the  sanitary  protection  of  all  waters  used  by  the  Metro- 
politiw  Water  Board  for  the  water  supply  of  any  city,  town  or  water  com- 
pany, under  the  authority  of  chapter  488  of  the  Acts  of  the  year  1895,  and 
acts  in  amendment  thereof  or  addition  thereto,  which  shall  remain  in  force 
until  further  order,  and  which  may  be  hereafter  from  time  to  time  amended 
or  added  to  by  the  State  Board  of  Health :  — 

1 .  No  cesspool,  privy  or  other  place  for  the  reception,  deposit  or  storage 
of  human  excrement,  and  no  urinal  or  water-closet  not  discharging  into  a 
sewer,  shall  be  located,  constructed  or  maintained  within  fifty  feet  of  high- 
water  mark  of  any  lake,  pond,  reservoir,  stream,  ditch,  water  course  or 
other  open  waters,  used  by  the  Metropolitan  Water  Board  as  a  source,  or 
for  the  conveyance,  storage  or  distribution,  of  the  water  supply  of  any  city, 
town  or  water  company,  under  the  provisions  of  chapter  488  of  the  Acts  of 
the  year  1895,  and  acts  in  amendment  thereof  or  addition  thereto,  or  within 
fifty  feet  of  high-water  mark  of  any  lake,  pond,  reservoir,  stream,  ditch, 
water  course,  or  other  open  waters  the  water  of  which  flows  directly  or  ulti- 
mately into  any  waters  so  used  by  the  Metropolitan  Water  Board. 

2*  No  human  excrement  shall  be  deposited  or  discharged  in  or  into  any 
lake,  pond,  reservoir,  stream,  ditch,  water  course  or  other  open  waters, 
used  by  the  Metropolitan  Water  Board  as  a  source,  or  for  the  conveyance, 
storage  or  distribution,  of  the  water  supply  of  any  city,  town  or  water  com- 
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pany,  under  the  provisioQS  of  chapter  488  of  the  Acts  of  the  year  1895,  and 
acts  in  amendment  thereof  or  addition  thereto,  or  into  any  lake,  pond,  res- 
ervoir,  stream,  ditch,  water  coarse  or  other  open  waters,  the  water  of  which 
flows  directly  or  ultimately  into  any  waters  so  used  by  the  Metropolitan 
Water  Board ;  and  no  human  excrement  shall  be  kept  in  or  deposited  or 
discharged  in  or  into  any  cesspool,  privy  or  other  receptacle  situated  within 
two  hundred  and  fifty  feet  of  high-water  mark  of  any  open  waters  so  used 
by  the  Metropolitan  Water  Board,  or  within  two  hundred  and  fifty  feet  of 
high- water  mark  of  any  open  waters  flowing  as  aforesaid  into  waters  so 
used  by  the  Metropolitan  Water  Board,  unless  such  cesspool,  privy  or 
other  receptacle  is  so  constructed  that  no  portion  of  its  contents  can  escape 
or  be  washed  into  any  such  waters. 

3.  No  human  excrement,  or  compost  containing  human  excrement,  or 
contents  of  any  privy  or^  cesspool  or  sewer,  or  other  receptacle  for  the 
reception  or  storage  of  human  excrement,  shall  be  deposited  or  discharged 
upon  or  into  the  ground  at  any  place  from  which  any  such  excrement,  com- 
post or  contents,  or  particles  thereof,  may  flow  or  be  washed  or  carried 
into  any  lake,  pond,  reservoir,  stream,  ditch,  water  course  or  other  open 
waters,  used  by  the  Metropolitan  Water  Board  as  a  source,  or  for  the  con- 
veyance, storage  or  distribution,  of  the  water  supply  of  any  city,  town  or 
water  company,  under  the  provisions  of  chapter  488  of  the  Acts  of  the  year 
1895,  and  acts  in  amendment  thereof  or  addition  thereto,  or  into  any  lake, 
pond,  reservoir,  stream,  ditch,  water  course  or  other  open  waters,  the  water 
of  which  flows  directly  or  ultimately  into  any  waters  so  used  by  the  Met- 
ropolitan Water  Board. 

4.  No  house  slops,  sink  waste,  water  which  has  been  used  for  washing  or 
cooking,  or  other  polluted  water,  shall  be  dischai^ed  into  any  lake,  pond, 
reservoir,  stream,  ditch,  water  coarse  or  other  open  waters,  used  by  the 
Metropolitan  Water  Board  as  a  source,  or  for  the  conveyance,  storage  or 
distribution,  of  the  water  supply  of  any  city,  town  or  water  company, 
under  the  provisions  of  chapter  488  of  the  Acts  of  the  year  1895,  and  acts 
in  amendment  thereof  or  addition  thereto,  or  into  any  lake,  pond,  reservoir, 
stream,  ditch,  water  course  or  other  open  waters,  the  water  of  which  flows 
directly  or  ultimately  into  any  waters  so  used  by  the  Metropolitan  Water 
Board ;  no  house  slops,  sink  waste,  water  which  has  been  used  for  washing 
or  cooking,  or  other  polluted  water,  shall  be  discharged  into  the  ground 
within  flfty  feet,  or  upon  the  ground  within  two  hundred  and  fifty  feet,  of 
high-water  mark  of  any  open  waters  so  used  by  the  Metropolitan  Water 
Board,  or  into  the  ground  within  fifty  feet,  or  upon  the  ground  within  two 
hundred  and  fifty  feet,  of  high-water  mark  of  any  open  waters  flowing  as 
aforesaid  into  waters  so  used  by  the  Metropolitan  Water  Board. 

5*     No  garbage,  manure  or  putrescible  matter  whatsoever  shall  be  put  into 
any  lake,  pond,  reservoir,  stream,  ditch,  water  course  or  other  open  waters, 
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used  by  the  Metropolitan  Water  Board  as  a  soarce,  or  for  the  coaveyanoey 
storage  or  distribation,  of  the  water  supply  of  any  city,  town  or  water 
company,  under  the  provisions  of  chapter  488  of  the  Acts  of  the  year  1895, 
and  acts  in  amendment  thereof  or  addition  thereto,  or  into  any  lake,  pond, 
reservoir,  stream,  ditch,  water  course  or  other  open  waters,  the  water  of 
which  flows  directly  or  ultimately  into  any  waters  so  used  by  the  Metro- 
politan Water  Board ;  and  no  garbage,  manure  or  putrescible  matter  what- 
soever shall,  except  in  the  cultivation  and  use  of  the  soil  in  the  ordinary 
methods  of  agriculture,  be  put  upon  the  ground  within  two  hundred  and 
fifty  feet  of  high-water  mark  of  any  open  waters  so  used  by  the  Metropoli- 
tan Water  Board,  or  within  two  hundi*ed  and  fifty  feet  of  high-water  mark 
of  any  open  waters  flowing  as  aforesaid  into  waters  so  used  by  the  Metro- 
politan Water  Board. 

6.  No  stable,  pig-sty,  hen-house,  barn-yard,  hog-yard,  hitching  or 
standing  place  for  horses,  cattle  or  other  animals,  or  other  place  where 
animal  manure  is  deposited  or  accumulates,  shall  be  located,  constructed 
or  maintained,  any  part  of  which  is  within  fifty  feet  of  high- water  mark 
of  any  lake,  pond,  reservoir,  stream,  ditch,  water  course  or  other  open 
waters,  used  by  the  Metropolitan  Water  Board  as  a  source,  or  for  the  con- 
veyance, storage  or  distribution,  of  the  water  supply  of  any  city,  town  or 
water  company,  under  the  provisions  of  chapter  488  of  the  Acts  of  the 
year  1895,  and  acts  in  amendment  thereof  or  addition  thereto,  or  within 
fifty  feet  of  high-water  mark  of  any  lake,  pond,  reservoir,  stream,  ditch, 
water  course  or  other  open  waters,  the  water  of  which  flows  directly  or 
ultimately  into  any  waters  so  used  by  the  Metropolitan  Water  Board ;  and 
no  stable  or  other  place,  as  above  enumerated,  shall  be  located,  con- 
structed or  maintained  within  two  hundred  and  fifty  feet  of  high- water 
mark  of  any  open  waters  so  used  by  the  Metropolitan  Water  Board,  or 
within  two  hundred  and  fifty  feet  of  high  water  mark  of  any  open  waters 
flowing  as  aforesaid  into  waters  so  used  by  the  Metropolitan  Water  Board, 
nnless  suitable  and  adequate  provision  is  made  to  prevent  any  manure  or 
other  polluting  matter  from  flowing  or  being  washed  into  such  open  waters. 

7.  No  interment  shall,  except  by  permission  in  writing  by  the  Metro- 
politan Water  Board,  be  made  in  any  cemetery  or  other  place  of  burial 
within  fifty  feet  of  high-water  mark  of  any  lake,  pond,  reservoir,  stream, 
ditch,  water  course  or  other  open  waters,  used  by  the  Metropolitan  Water 
Board  as  a  source,  or  for  the  conveyance,  storage  or  distribution,  of  the 
water  supply  of  any  city,  town  or  water  company,  under  the  provisions 
of  chapter  488  of  the  Acts  of  the  year  1895,  and  acts  in  amendment  thereof 
or  addition  thereto,  or  within  fifty  feet  of  high-water  mark  of  any  lake, 
pond,  reservoir,  stream,  ditch,  water  course  or  other  open  waters,  the  water 
of  which  flows  directly  or  ultimately  into  any  waters  so  used  by  the  Metro- 
politan Water  Board. 
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8.  No  lands,  which  were  not  ander  the  control  of  cemetery  authorities 
and  used  for  cemetery  purposes  on  July  1,  1899,  from  which  the  natural 
drainage  flows  into  any  lake,  pond,  reservoir,  stream,  ditch,  water  course 
or  other  open  waters,  used  by  the  Metropolitan  Water  Board  as  a  source, 
or  for  the  conveyance,  storage  or  distribution,  of  the  water  supply  of  any 
city,  town  or  water  company,  under  the  provisions  of  chapter  488  of  the 
Acts  of  the  year  1895,  and  acts  in  amendment  thereof  or  addition  thereto, 
or  into  any  lake,  pond,  reservoir,  stream,  ditch,  water  course  or  other  open 
waters,  the  water  of  which  flows  directly  or  ultimately  into  any  waters  so 
used  by  the  Metropolitan  Water  Board,  shall  be  taken  or  used  for  cemetery 
purposes  until  a  plan  and  description  of  the  lands  which  it  is  proposed  to 
use  for  such  purposes,  sufficient  for  their  identification,  shall  be  presented 
to  the  State  Board  of  Health,  and  until  such  taking  or  use  shall  be  approved 
in  writing  by  the  State  Board  of  Health. 

9.  No  manufacturing  refuse  or  waste  products  or  polluting  liquid,  or 
other  substance  of  a  nature  poisonous  or  injurious  either  to  human  beings 
or  animals,  or  other  putrescible  organic  matter  whatsoever,  shall  be  dis- 
charged directly  into,  or  at  any  place  from  which  it  may  flow  or  be  washed 
or  carried  into,  any  lake,  pond,  reservoir,  stream,  ditch,  water  course  or 
other  open  waters,  used  by  the  Metropolitan  Water  Board  as  a  source, 
or  for  the  conveyance,  storage  or  distribution,  of  the  water  supply  of  any 
city,  town  or  water  company,  under  the  provisions  of  chapter  488  of  the 
Acts  of  the  year  1895,  and  acts  in  amendment  thereof  or  addition  thereto, 
or  any  lake,  pond,  reservoir,  stream,  ditch,  water  course  or  other  open 
waters,  the  water  of  which  flows  directly  or  ultimately  into  any  waters  so 
used  by  the  Metropolitan  Water  Board. 

10.  No  system  of  sewers  or  other  works  for  the  collection,  conveyance, 
disposal  or  purification  of  domestic  or  manufacturing  sewage  or  drainage, 
or  any  other  putrescible  organic  matter  whatsoever,  shall,  except  in  accord- 
ance with  plans  first  approved  in  writing  by  the  State  Board  of  Health,  be 
constructed  or  maintained  at  any  place  within  the  water-shed  of  any  lake, 
pond,  reservoir,  stream,  ditch,  water  course  or  other  open  waters  used  by 
the  Metropolitan  Water  Board  as  a  source,  or  for  the  conveyance,  storage 
or  distribution,  of  the  water  supply  of  any  city,  town  or  water  company, 
under  the  provisions  of  chapter  488  of  the  Acts  of  the  year  1895,  and  acts 
in  amendment  thereof  or  addition  thereto.  No  private  or  separate  sewer 
shall  be  constructed  or  maintained  having  an  outlet  upon  or  in  the  ground 
within  two  hundred  and  fifty  feet  of  high-water  mark  of  any  open  waters 
so  used  by  the  Metropolitan  Water  Board,  or  within  two  hundred  and  fifty 
feet  of  high-water  mark  of  any  lake,  pond,  reservoir,  stream,  ditch,  water 
course  or  other  open  waters,  the  water  of  which  fiows  directly  or  ultimately 
into  any  waters  so  used  by  the  Metropolitan  Water  Board. 

11.  No  public  or  private  hospital,  or  other  place  intended  for  the  recep- 
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tion  or  treatment  of  persons  afflicted  with  a  contagious  or  infections  disease, 
shall,  until  the  location  and  construction  thereof  have  been  approved  in 
writing  by  the  State  Board  of  Health,  be  located  or  constructed  at  any  place 
within  the  water-shed  of  any  lake,  pond,  reservoir,  stream,  ditch,  water 
course  or  other  open  waters,  used  by  the  Metropolitan  Water  Board  as  a 
source,  or  for  the  conveyance,  storage  or  distribution,  of  the  water  supply 
of  any  city,  town  or  water  company,  under  the  provisions  of  chapter  488 
of  the  Acts  of  the  year  1895,  and  acts  in  amendment  thereof  or  addition 
thereto.  No  public  or  private  hospital,  or  other  place  intended  for  the 
reception  or  treatment  of  persons  afflicted  with  a  contagious  or  infections 
disease,  shall  be  maintained  at  any  place  within  such  water-shed,  unless  all 
the  provisions  required  by  the  State  Board  of  Health  for  the  parification 
or  disposal  of  sewage,  drainage  or  other  polluting  or  oiganic  matter,  which 
may  be  dischai'ged  therefrom,  have  been  complied  with,  and  unless  all 
orders  issued  from  time  to  time  by  the  State  Board  of  Health  in  relation  to 
the  purification  and  disposal  of  sewage,  drainage  and  other  polluting  or 
organic  matter,  which  may  be  discharged  therefrom,  are  fully  complied 
with. 

12.  No  tannery,  currying  shop  or  other  establishment  or  place  where 
the  skins,  wool,  hair  or  fur  of  any  animal  are  treated,  shall,  until  the  loca- 
tion and  construction  thereof  have  been  approved  in  writing  by  the  State 
Board  of  Health,  be  located  or  constructed  at  any  place  within  the  water- 
shed of  any  lake,  pond,  reservoir,  stream,  ditch,  water  course  or  other  open 
waters,  used  by  the  Metropolitan  Water  Board  as  a  source,  or  for  the  con- 
veyance, storage  or  distribution,  of  the  water  supply  of  any  city,  town  or 
water  company,  under  the  provisions  of  chapter  488  of  the  Acts  of  the  year 
1895,  and  acts  in  amendment  thereof  or  addition  thereto.  No  tannery, 
currying  shop  or  other  establishment  or  place  where  the  skins,  wool,  hair 
or  far  of  any  animal  are  treated,  shall  be  maintained  at  any  place  within 
such  water-shed,  unless  all  the  provisions  required  by  the  State  Board  of 
Health  for  the  purification  or  disposal  of  sewage,  drainage  or  other  pollut- 
ing or  organic  matter,  which  may  be  discharged  therefrom,  have  been  com- 
plied with,  and  unless  all  orders  issued  from  time  to  time  by  the  State 
Boai-d  of  Health  in  relation  to  the  purification  and  disposal  of  sewage, 
drainage  and  other  polluting  or  organic  matter,  which  maybe  discharged 
therefrom,  are  fully  complied  with. 

13.  No  slaughter  house  or  other  building  for  carrying  on  the  business 
of  slaughtering  cattle,  sheep  or  other  animals,  and  no  melting  or  I'endering 
establishment,  shall,  until  the  location  and  construction  thereof  have  been 
approved  in  writing  by  the  State  Board  of  Health,  be  located  or  constructed 
at  any  place  within  the  water-shed  of  any  lake,  pond,  reservoir,  stream, 
ditch,  water  course  or  other  open  waters,  used  by  the  Metropolitan  Water 
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Board  as  a  soaree,  or  for  the  conveyance,  stori^e  or  distribation,  of  the 
water  supply  of  any  city,  town  or  water  company,  under  the  provisions  of 
chapter  488  of  the  Acts  of  the  year  1895,  and  acts  in  amendment  thereof 
or  addition  thereto.  No  slaughter  house  or  other  building  for  carrying  on 
the  business  of  slaughtering  cattle,  sheep  or  other  animals,  and  no  melting 
or  rendering  establishment,  shall  be  maintained  at  any  place  within  such 
water-shed,  unless  all  the  provisions  required  by  the  State  Board  of  Health 
for  the  purification  or  disposal  of  sewage,  drainage  or  other  polluting  or 
organic  matter,  which  may  be  dischai^ed  therefrom,  have  been  complied 
with,  and  unless  all  orders  issued  from  time  to  time  by  the  State  Board  of 
Health  in  relation  to  the  purification  and  disposal  of  sewage,  drainage  and 
other  polluting  or  organic  matter,  which  may  be  discharged  therefrom,  are 
fully  complied  with. 

14.  No  peraon  shall  bathe  in,  and  no  person  shall,  unless  permitted  by 
a  special  regulation  or  by  a  written  permit  of  the  Meti*opolitan  Water 
Board,  fish  in,  or  send,  drive  or  put  any  animal  into,  the  Wachusett  reser- 
voir, so  called,  the  open  channel  of  the  Wachusett  aqueduct,  Sudbury 
reservoir,  Hopkinton  reservoir,  Ashland  re8er\'oir.  Farm  Pond,  Whitehall 
reservoir,  Framingham  reservoir  No.  1,  Fraraingham  reservoir  No.  2, 
Framingham  reservoir  No.  3,  Lake  Cochituate,  Spot  Pond,  Chestnut  Hill 
reservoir,  or  any  other  lake,  pond,  reservoir  or  stream  used  by  the  Metro- 
politan Water  Board  as  a  source,  or  for  the  conveyance,  storage  or  distri- 
bution, of  the  water  supply  of  any  city,  town  or  water  company,  under  the 
provisions  of  chapter  488  of  the  Acts  of  the  year  1895,  and  acts  in  amend- 
ment thereof  or  addition  thereto.  No  persons  other  than  a  member  of  the 
said  Metix)politan  Water  Board,  its  officers,  agents  or  employees,  or  public 
officers  whose  duties  may  so  require,  shall,  unless  so  permitted  by  regulation 
or  permit  of  the  said  Board,  enter  or  go,  in  any  boat,  skiff,  raft  or  other 
contrivance,  on  or  upon  the  water  of  any  of  said  reservoirs,  or  said  lake, 
ponds  or  open  channel,  or  of  other  such  lakes,  ponds  or  reservoirs,  nor 
shall  enter  or  go  upon,  or  drive  any  animal  upon  the  ice  of,  any  of  said 
waters  or  other  such  lakes,  ponds,  reservoirs  or  streams. 

15.  No  person  shall  enter  upon  the  Wachusett  reservoir,  so  called, 
Sudbury  reservoir,  the  open  channel  of  the  Wachusett  aqueduct,  Hopkinton 
reservoir,  Ashland  reservoir,  Framingham  reservoir  No.  1,  Framingham 
reservoir  No.  2,  Framingham  reservoir  No.  3,  Farm  Pond,  Whitehall  res- 
ervoir. Lake  Cochituate,  Spot  Pond,  Chestnut  Hill  reservoir,  or  any  other 
lake,  pond  or  reservoir  used  by  the  Metropolitan  Water  Board  as  a  source, 
or  for  the  conveyance,  storage  or  distribution,  of  the  water  supply  of  any 
city,  town  or  water  company,  under  the  provisions  of  chapter  488  of  the 
Acts  of  the  year  1895,  and  acts  in  amendment  thereof  or  addition  thereto, 
for  the  purpose  of  cutting  or  taking  ice,  or  cut  or  take  ice  from  any  such 
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lake,  pond  or  reservoir,  without  a  written  permit,  signed  by  the  Metro- 
politan Water  Board,  stating  the  time  and  place  for  which  such  pennissioQ 
is  given. 

16.  All  reports  which  may  be  made  to  any  board  of  health,  or  to  any 
health  officer  of  any  city  or  town,  of  cases  of  contagious  or  infectious 
diseases  occurring  within  the  water-shed  of  any  lake,  pond,  reservoir,  stream, 
ditch,  water  course  or  other  open  waters,  used  by  the  Metropolitan  Water 
Board  as  a  source,  or  for  the  conveyance,  storage  or  distribution,  of  the 
water  supply  of  any  city,  town  or  water  company,  under  the  provisions  of 
chapter  488  of  the  Acts  of  the  year  1895,  and  acts  in  amendment  thereof 
or  addition  thereto,  shall  be  open  to  the  inspection  at  all  reasonable  times 
of  the  Metropolitan  Water  Board,  its  officers  or  agents. 

17.  Nothing  contained  in  these  rules  shall  prevent  the  Metropolitan 
Water  Board  from  making  or  enforcing  such  further  rales,  regulations  and 
orders,  not  inconsistent  with  these  rules,  as  it  may  deem  necessary  for 
carrying  out  the  provisions  of  chapter  488  of  the  Acts  of  the  year  1895, 
and  acts  amendatory  thereof  and  additional  thereto. 

By  order  of  the  Board,  Samuel  W.  Abbott, 

Seerelary. 

The  following  rules  and  regulations  were  made  by  the  Board  Aug. 
3,  1899 :  — 

Btdes  and  Regulations  for  the  Purpose  of  preventing  the  Pollution   and 
securing  the  Sanitary  Protection  of  the  Waters  of  Stony  Brook  Reser- 
voir and  its  Tributaries^  used  by  the  City  of  Cambridge  cw  a  Source  of 
Water  Supply. 

The  State  Board  of  Health,  acting  under  the  authority  of  section  1  of 
chapter  510  of  the  Acts  of  the  year  1897,  and  every  other  act  thereto 
enabling,  hereby  makes  the  following  rules  and  regulations  for  the  purpose 
of  preventing  the  pollution  and  securing  the  sanitary  protection  of  the 
waters  of  Stony  Brook  reservoir  and  its  tributaries,  used  by  the  city  of 
Cambridge  as  a  source  of  water  supply,  which  shall  remain  in  force  until 
further  order,  and  which  may  be  hereafter  from  time  to  time  amended  or 
added  to  by  the  State  Board  of  Health :  — 

1.  No  cesspool,  privy  or  other  place  for  the  reception,  deposit  or  storage 
of  human  excrement,  and  no  urinal  or  water-closet  not  discharging  into  a 
sewer,  shall  be  located,  constructed  or  maintained  within  fifty  feet  of  high- 
water  mark  of  Stony  Brook  reservoir,  so  called,  said  reservoir  being  in 
the  town  of  Weston  and  the  city  of  Waltham,  and  used  by  the  city  of  Cam- 
bridge as  a  source  of  water  supply,  or  witliin  fifty  feet  of  high-water  mark 
of  any  reservoir,  lake,  pond,  stream,  ditch,  water  course  or  other  open 
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waterSy  the  water  of  which  flows  directly  or  ultimately  into  said  Stony 
Brook  reservoir. 

2.  No  human  excrement  shall  be  deposited  or  discharged  in  or  into 
Stony  Brook  reservoir,  so  called,  said  reservoir  being  in  the  town  of  Weston 
and  the  city  of  Waltham,  and  used  by  the  city  of  Cambridge  as  a  source 
of  water  supply,  or  into  any  reservoir,  lake,  pond,  stream,  ditch,  water 
course  or  other  open  waters,  the  water  of  which  flows  directly  or  ulti- 
mately into  said  Stony  Brook  reservoir ;  and  no  human  excrement  shall  be 
kept  in,  or  deposited  or  dischai^ed  in  or  into,  any  cesspool,  privy  or  other 
receptacle  situated  within  two  hundred  and  fifty  feet  of  high-water  mark 
of  said  Stony  Brook  reservoir,  or  within  two  hundred  and  fifty  feet  of 
high-water  mark  of  any  open  waters  the  water  of  which  flows  directly  or 
ultimately  into  said  Stony  Brook  reservoir,  unless  such  cesspool,  privy 
or  other  receptacle  is  so  constructed  that  no  portion  of  its  contents  can 
escape  or  be  washed  into  any  such  waters. 

3.  No  human  excrement,  or  compost  containing  human  excrement,  or 
contents  of  any  privy  or  cesspool  or  sewer,  or  other  receptacle  for  the 
reception  or  storage  of  human  excrement,  shall  be  deposited  or  discharged 
upon  or  into  the  ground  at  any  place  from  which  any  such  excrement,  com- 
post or  contents,  or  particles  thereof,  may  flow  or  be  washed  or  carried  into 
Stony  Brook  reservoir,  so  called,  said  reservoir  being  in  the  town  of 
Weston  and  the  city  of  Waltham,  and  used  by  the  city  of  Cambridge  as  a 
source  of  water  supply,  or  into  any  reservoir,  lake,  pond,  stream,  ditch, 
water  course  or  other  open  waters,  the  water  of  which  flows  directly  or 
ultimately  into  said  Stony  Brook  reservoir. 

4.  No  house  slops,  sink  waste,  water  which  has  been  used  for  washing 
or  cooking,  or  other  polluted  water,  shall  be  discharged  into  Stony  Brook 
reservoir,  so  called,  said  reservoir  being  in  the  town  of  Weston  and  the  city 
of  Waltham,  and  used  by  the  city  of  Cambridge  as  a  source  of  water  sup- 
ply, or  into  any  reservoir,  lake,  pond,  stream,  ditch,  water  course  or  other 
open  waters,  the  water  of  which  flows  directly  or  ultimately  into  said  Stony 
Brook  reservoir ;  no  house  slops,  sink  waste,  water  which  has  been  used 
for  washing  or  cooking,  or  other  polluted  water,  shall  be  discharged  into  the 
ground  within  fifty  feet,  or  upon  the  ground  within  two  hundred  and  fifty 
feet,  of  high-water  mark  of  said  Stony  Brook  reservoir,  or  into  the  ground 
within  fifty  feet,  or  upon  the  ground  within  two  hundred  and  fifty  feet,  of 
high-water  mark  of  any  open  waters  flowing  as  aforesaid  into  said  Stony 
Brook  reservoir. 

5.  No  garbage,  manure  or  putrescible  matter  whatsoever  shall  be  put 
into  Stony  Brook  reservoir,  so  called,  said  reservoir  being  in  the  town  of 
Weston  and  the  city  of  Waltham,  and  used  by  the  city  of  Cambridge  as  a 
source  of  water  supply,  or  into  any  reservoir,  lake,  pond,  stream,  ditch,  water 
course  or  other  open  waters,  the  water  of  which  flows  directly  or  ultimately 
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into  said  Stony  Brook  reservoir ;  and  no  garbage,  manure  or  patrescible 
matter  whatsoever  shall,  except  in  the  cultivation  and  use  of  the  soil  in  the 
ordinary  methods  of  agriculture,  be  put  upon  the  ground  within  two  hun- 
dred and  fifty  feet  of  bigh-wat^r  mark  of  said  Stony  Brook  reservoir,  or 
within  two  hundred  and  fifty  feet  of  high-water  mark  of  any  open  waters 
flowing  as  aforesaid  into  said  Stony  Brook  resei'voir. 

6.  No  stable,  pig-sty,  hen-house,  barn-yard,  hog-yard,  hitehing  or 
standing  place  for  horses,  cattle  or  other  animals,  or  other  place  where 
animal  manure  is  deposited  or  accumulates,  shall  be  located,  constructed 
or  maintained,  any  part  of  which  is  within  fifty  feet  of  high-water  mark  of 
Stony  Brook  reservoir,  so  called,  said  reservoir  being  in  the  town  of  Wes- 
ton and  the  city  of  Waltham,  and  used  by  the  city  of  Cambridge  as  a 
source  of  water  supply,  or  within  fifty  feet  of  high-water  mark  of  any 
reservoir,  lake,  pond,  stream,  ditch,  water  course  or  other  open  waters,  the 
water  of  which  flows  directly  or  ultimately  into  said  Stony  Brook  reser- 
voir. No  steble  or  other  places,  as  above  enumerated,  shall  be  located, 
constructed  or  mainteined  within  two  hundred  and  flfty  feet  of  high-water 
mark  of  said  Stony  Brook  reservoir,  or  within  two  hundred  and  fifty  feet  of 
high-water  mark  of  any  open  waters  flowing  as  aforesaid  into  said  Stony 
Brook  reservoir,  unless  suitable  and  adequate  provision  is  made  to  prevent 
any  manure  or  other  polluting  matter  from  flowing  or  being  washed  into 
said  reservoir  or  such  open  waters. 

7.  No  interment  shall,  except  by  permission  in  writing  by  the  Cam- 
bridge water  board,  be  made  in  any  cemetery  or  other  place  of  burial, 
within  fifty  feet  of  high-water  mark  of  Stony  Brook  reservoir,  so  •called, 
said  reservoir  being  in  the  town  of  Weston  and  the  city  of  Waltham,  and 
used  by  the  city  of  Cambridge  as  a  source  of  water  supply,  or  within  fifty 
feet  of  high-water  mark  of  any  reservoir,  lake,  pond,  stream,  diteh,  water 
course  or  other  open  waters,  the  water  of  which  flows  directly  or  ultimately 
into  said  Stony  Brook  reservoir. 

8.  No  lands,  which  were  not  under  the  control  of  cemetery  authorities 
and  used  for  cemetery  purposes  on  July  20,  1899,  from  which  the  natural 
drainage  flows  into  Stony  Brook  reservoir,  so  called,  said  reservoir  being 
in  the  town  of  Weston  and  the  city  of  Waltham,  and  used  by  the  city  of 
Cambridge  as  a  source  of  water  supply,  or  into  any  reservoir,  lake,  pond, 
stream,  diteh,  water  course  or  other  open  waters,  the  water  of  which  flows 
directly  or  ultimately  into  said  Stony  Brook  reservoir,  shall  be  taken  or 
used  for  cemetery  purposes  until  a  plan  and  description  of  the  lands  which 
it  is  proposed  to  use  for  such  purposes,  sufficient  for  their  identificatioo, 
shall  be  presented  to  the  State  Board  of  Health,  and  until  such  taking  or 
use  shall  be  approved  in  writing  by  the  State  Board  of  Health. 

9.  No  manufacturing  refuse  or  waste  producte  or  polluting  liquid,  or 
other  substance  of  a  nature  poisonous  or  injurious  either  to  human  beings 
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or  animals,  or  other  putrescible  organic  matter  whatsoever,  shall  be  dis- 
charged directly  into,  or  at  any  place  from  which  it  may  flow  or  be  washed 
or  carried  into,  Stony  Brook  reservoir,  so  called,  said  reservoir  being  in 
the  town  of  Weston  and  the  city  of  Waltham,  and  used  by  the  city  of  Cam- 
bridge as  a  source  of  water  supply,  or  into  any  reservoir,  lake,  pond,  stream, 
ditch,  water  course  or  other  open  waters,  the  water  of  which  flows  directly 
or  ultimately  into  said  Stony  Brook  reservoir. 

10.  No  system  of  sewers  or  other  works  for  the  collection,  conveyance, 
disposal  or  purification  of  domestic  or  manufacturing  sewage  or  drainage,  or 
any  other  putrescible  organic  matter  whatsoever,  shall,  except  in  accordance 
with  plans  first  approved  in  writing  by  the  State  Board  of  Health,  be  con- 
structed or  maintained  at  any  place  within  the  water-shed  of  Stony  Brook 
reservoir,  so  called,  said  reservoir  being  in  the  town  of  Weston  and  the 
city  of  Waltham,  and  used  by  the  city  of  Cambridge  as  a  source  of  water 
supply.  No  private  or  separate  sewer  shall  be  constructed  or  maintained, 
having  an  outlet  upon  or  in  the  ground  within  two  hundred  and  fifty  feet  of 
high-water  mark  of  said  Stony  Brook  reservoir,  or  within  two  hundred  and 
fifty  feet  of  high-water  mark  of  any  reservoir,  lake,  pond,  stream,  ditch, 
water  course  or  other  open  waters,  the  water  of  which  flows  directly  or 
ultimately  into  said  Stony  Brook  reservoir. 

11.  No  public  or  private  hospital,  or  other  place  intended  for  the  recep- 
tion or  treatment  of  persons  afflicted  with  a  contagious  or  infectious  disease, 
shall,  until  the  location  and  construction  thereof  have  been  approved  in 
writing  by  the  State  Board  of  Health,  be  located  or  constructed  at  any 
place  within  the  water-shed  of  Stony  Brook  reservoir,  so  called,  said  reser- 
voir being  in  the  town  of  Weston  and  the  city  of  Waltham,  and  used  by 
the  city  of  Cambridge  as  a  source  of  water  supply.  No  public  or  private 
hospital,  or  other  place  intended  for  the  reception  or  treatment  of  persons 
afflicted  with  a  contagious  or  infectious  disease,  shaU  be  maintained  at  any^ 
place  within  such  water-shed,  unless  all  the  provisions  required  by  the 
State  Board  of  Health  for  the  purification  or  disposal  of  sewage,  drainage 
or  other  polluting  or  organic  matter,  which  may  be  discharged  therefrom, 
have  been  complied  with,  and  unless  all  orders  issued  from  time  to  time  by 
the  State  Board  of  Health  in  relation  to  the  purification  and  disposal  of 
sewage,  drainage  and  other  polluting  or  organic  matter,  which  may  be  dis- 
charged therefrom,  are  fully  complied  with. 

12.  No  tannery,  currying  shop,  or  other  establishment  or  place  where 
the  skins,  wool,  hair  or  fur  of  any  animal  are  treated,  shall,  until  the 
location  and  construction  thereof  have  been  approved  in  writing  by  the 
State  Board  of  Health,  be  located  or  constructed  at  any  place  within 
the  water-shed  of  Stony  Brook  reservoir,  so  called,  said  reservoir  being  in 
the  town  of  Weston  and  the  city  of  Waltham,  and  used  by  the  city  of  Cam- 
bridge as  a  source  of  water  supply.    No  tannery,  currying  shop,  or  other 
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establishment  or  place  where  the  skins,  wool,  hair  or  fur  of  any  animal  are 
treated,  shall  be  maintained  at  any  place  within  such  water-shed,  unless  all 
the  provisions  required  by  the  State  Board  of  Health  for  the  purification  or 
disposal  of  sewage,  drainage  or  other  polluting  or  organic  matter,  which 
may  be  discharged  therefrom,  hare  been  complied  with,  and  unless  all 
orders  issued  from  time  to  time  by  the  State  Board  of  Health  in  relation  to 
the  purification  and  disposal  of  sewage,  drainage  and  other  polluting  or 
oi^anic  matter,  which  may  be  discharged  therefrom,  are  fully  complied 
with. 

13.  No  slaughter  house  or  other  building  for  carrying  on  the  business 
of  slaughtering  cattle,  sheep  or  other  animals,  and  no  melting  or  rendering 
establishment,  shall,  until  the  location  and  construction  thereof  have  been 
approved  in  writing  by  the  State  Board  of  Health,  be  located  or  con- 
structed at  any  place  within  the  water-shed  of  Stony  Brook  reservoir,  so 
called,  said  reservoir  being  in  the  town  of  Weston  and  the  city  of  Wal- 
tham,  and  used  by  the  city  of  Cambridge  as  a  source  of  water  supply.  No 
slaughter  house  or  other  building  for  carrying  on  the  business  of  slaughter- 
ing cattle,  sheep  or  other  animals,  and  no  melting  or  rendering  establish- 
ment, shall  be  maintained  at  any  place  within  such  water-shed,  unless  all 
the  provisions  required  by  the  State  Board  of  Health  for  the  purification  or 
disposal  of  sewage,  drainage  or  other  polluting  or  organic  matter,  which 
may  be  discharged  therefrom,  have  been  complied  with,  and  unless  all 
orders  issued  from  time  to  time  by  the  State  Board  of  Health  in  relation 
to  the  purification  and  disposal  of  sewage,  drainage  and  other  polluting  or 
oiganic  matter,  which  may  be  discharged  therefrom,  are  fully  complied 
with. 

14.  No  person  shall  bathe  in,  and  no  person  shall,  unless  permitted  by 
a  special  regulation  or  by  a  written  permit  of  the  Cambridge  water  board, 
fish  in,  or  send,  drive  or  put  any  animal  into  Stony  Brook  reservoir,  so 
called,  said  reservoir  being  in  the  town  of  Weston  and  the  City  of  Wal- 
tham,  and  used  by  the  city  of  Cambridge  as  a  source  of  water  supply,  nor 
into  the  reservoir  known  as  the  Hobbs  Brook  reservoir.  No  person  other 
than  a  member  of  said  Cambridge  water  board,  its  officers,  agents  or 
employees,  or  public  officers  whose  duties  may  so  require,  shall,  unless  so 
permitted  by  regulation  or  permit  of  said  Board,  enter  or  go,  in  any  boat, 
skiff,  raft  or  other  contrivance,  on  or  upon  the  water  of  either  of  said 
reservoirs,  nor  shall  enter  or  go  upon,  or  drive  any  animal  upon,  the  ice  of 
said  waters. 

15.  No  person  shall  enter  upon  the  Stony  Brook  reservoir,  so  called, 
said  reservoir  being  in  the  town  of  Weston  and  the  city  of  Waltham,  and 
used  by  the  city  of  Cambridge  as  a  source  of  water  supply,  or  the  reser- 
voir known  as  the  Hobbs  Brook  reservoir,  for  the  purpose  of  cutting  or 

ice,  or  cut  or  take  ice  from  either  of  said  reservoirs,  without  a  writ- 
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ten  permit,  signed  by  the  Cambridge  water  board,  stating  the  time  and  place 
for  which  such  permission  is  given. 

16.  All  reports  which  may  be  made  to  any  board  of  health,  or  to  any 
health  officer  of  any  city  or  town,  of  cases  of  contagions  or  infections  dis- 
ease occurring  within  the  water-shed  of  Stony  Brook  reservoir,  so  called, 
said  reservoir  being  in  the  town  of  Weston  and  the  city  of  Waltham,  and 
used  by  the  dty  of  Cambridge  as  a  source  of  water  supply,  shall  be  open 
to  the  inspection,  at  all  reasonable  times,  of  the  Cambridge  water  board,  its 
ofScers  or  agents. 

By  order  of  the  Board,  Samuel  W.  Abbott, 

Beeretary^ 
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EXAMINATION  OF  WATER  SUPPLIES. 


EXPLANATORY  NOTE. 

The  systematic  ezaininatlon  of  the  water  supplies  of  Massachasetts  was  began  by 
the  State  Board  of  Health  Jane  1, 1887,  and  has  been  contLaned  ap  to  the  present 
time.  The  results  of  the  investigations  which  were  made  daring  the  first  two  years 
were  published  in  the  special  report  of  the  Board  upon  the  Examination  of  Water 
Supplies  (1890),  and  the  results  of  examinations  made  in  succeeding  years  have 
been  published  in  the  annual  reports  of  the  Board  beginning  with  the  twenty-sec- 
ond annual  report  (1690). 

The  special  report  upon  the  Examination  of  Water  Supplies  contains  descriptions 
of  each  of  the  water  supplies  in  the  State  existing  at  the  date  of  that  report,  and  the 
results  of  chemical  and  microscopical  examinations  of  samples  of  water  collected 
from  the  principal  sources  of  supply.  The  annual  reports,  beginning  with  the  re- 
port for  the  year  1890,  contain  descriptions  of  all  new  works  and  the  important 
changes  in  existing  works,  together  with  the  results  of  the  chemical  and  microscopi- 
cal examinations  which  have  been  made  of  the  yarious  sources  of  supply. 

In  the  annual  report  for  the  year  1898  a  brief  description  of  the  sources  of  supply 
was  given  in  cases  where  a  knowledge  of  the  conditions  and  the  surroundings  of  the 
source  would  assist  materially  in  understanding  and  interpreting  the  analyses.  In 
the  present  report  the  descriptions  of  sources  of  supply  have  been  omitted  except 
in  a  few  cases  where  the  sources  are  new  and  have  not  previously  been  described. 

In  certain  cases,  where  a  number  of  samples  from  one  source  have  been  analyzed 
during  the  year,  and  the  results  of  the  various  analyses  show  no  marked  changes 
from  time  to  time,  the  results  of  the  analysis  of  each  individual  sample  have  been 
omitted  and  only  the  average  of  the  results  of  all  the  analyses  of  the  water  of  this 
source  made  during  the  year  are  given. 

The  average  analyses  of  former  years  are  generally  omitted,  except  those  of 
sources  in  which  there  has  been  some  very  marked  change  in  the  character  of  the 
water  during  the  period  covered  by  the  examinations. 

Microscopical  examinations  have  been  made  of  nearly  all  of  the  samples  from 
surface  water  sources  which  have  been  examined  chemically,  and  the  methods  em- 
ployed have  remained  unchanged.  The  results  of  these  examinations  have  been 
generally  omitted  in  this  report,  except  in  cases  where  certain  organisms  which  are 
known  to  have  given  trouble  in  water  supplies  by  causing  disagreeable  tastes  and 
odors  have  been  found  in  considerable  numbers. 

In  this  report,  as  in  former  reports,  an  alphabetical  arrangement  by  towns  has 
been  followed,  the  source  of  supply  being  tabulated  under  the  name  of  the  town 
supplied,  except  that  the  description  and  analyses  of  the  sources  used  for  the  supply 
of  the  Metropolitan  Water  District  are  placed  at  the  beginning.  Waters  not  used 
as  sources  of  supply  are  tabulated  under  the  name  of  the  towns  in  which  they  are 
situated.  The  analyses  of  samples  collected  from  rivers  not  used  directly  as  sources 
of  water  supply  are  given  in  a  subsequent  chapter  on  the  "  Examination  of  Rivers," 
and  the  results  are  tabulated  alphabetically  by  the  name  of  the  river. 
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The  method  of  making  the  chemical  examinations  has  not  been  changed  daring 
the  past  year.  All  sarface  waters  and  such  samples  of  ground  water  as  contain 
suspended  matter  are  filtered  through  filter-paper  before  determining  the  color,  the 
residue  on  evaporation,  the  albuminoid  ammonia  in  solution  and  the  oxygen  con- 
sumed. Some  ground  waters  which  are  perfectly  clear  and  colorless  when  drawn 
from  the  ground  become  turbid  and  colored  on  standing,  in  consequence  of  the  oxi- 
ulation  of  the  Iron  which  they  contain.  In  these  waters  the  residue  on  evaporation 
is  determined  without  filtration,  since  this4fOB4s  an  essential  and  not  an  accidental 
ingredient  in  the  water.  In  the  changes  which  accompany  the  oxidation  of  the  iron 
in  waters  of  this  character,  they  become  first  cloudy  (well  described  by  the  word 
.  milky)  ^  and  finally  deposit  a  precipitate  of  oxide  of  iron.  In  the  cloudy  condition 
they  have  a  distinct  color,  which,  while  it  does  not  have  the  same  significance  as  in 
the  case  of  surface  waters,  and  is  only  a  passing  phenomenon,  is,  nevertheless,  of 
interest,  as  showing  a  color  which  the  water  may  assume  while  the  oxidation  of  the 
iron  is  in  progress.  When  the  iron  is  all  oxidized  and  precipitated  the  water  may 
become  colorless  again.  In  some  cases,  however,  the  iron  occurs  in  combination 
with  organic  matter,  forming  a  much  more  stable  body.  In  such  cases  the  water  Is 
of  a  brown  color  when  first  drawn  from  the  ground,  and,  while  the  iron  begins  to 
oxidize  soon  after  the  water  is  exposed  to  the  air,  the  process  goes  on  slowly,  and 
the  water  may  remain  colored  and  iron  continue  to  precipitate  for  a  long  Ume. 

The  color  of  the  water  is  expressed  by  numbers,  which  increase  with  the  amount 
of  color.  The  standards  used  are  natural  waters,  the  color  of  which  has  been  accu- 
rately determined  by  comparing  them  with  the  nesslerized  ammonia  standards  which 
were  described  on  page  581  of  the  special  report  upon  the  Examination  of  Water 
Supplies  (1890),  and  on  page  829  of  the  annual  report  for  1892.  By  using  natural 
waters  as  standards  for  comparison,  the  apparent  rather  than  the  actual  color  is 
obtained,  as  a  natural  water  nearly  always  has  a  greater  or  less  turbidity,  whidi 
gives  the  water  the  appearance  of  having  a  greater  color  than  the  water  would  have 
if  there  were  no  turbidity. 

The  rainfall  daring  the  year  1899  was  unusually  light,  especially  during  the  last 
nine  months  of  the  year,  in  consequence  of  which  the  fiow  of  streams  was  very 
small  and  many  storage  reservoirs  used  as  sources  of  water  supply  were  drawn  to  a 
low  level.  The  ground-water  level  was  also  much  lower  than  is  usual  during  an 
ordinary  year. 

Tables  showing  the  daily  rainfall  at  various  places  in  the  State,  the  average  rain- 
fall for  a  large  number  of  years  and  the  fiow  of  some  of  the  streams  in  the  State, 
are  given  In  a  subsequent  diapter,  entitled  **  Water  Supply  Statistics  and  Flow  of 
Streams." 
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Water  Supply  of  Metropolitan  Water  District. 

During  the  year  1899  water  was  supplied  from  the  Metropolitan 
Water  Works  to  the  following  cities  and  towns :  — 


CITY  OB  TOWN. 


Fopnlatlon  In 
1895. 


Boston, 

Someryille, 

Chelsea, 

Maiden,* 

Arlington,* 

Qnincy, 

Everett, 

Medford,* 

Melrose, 

Watertown, 

Revere,* 

Winthrop,* 

Belmont, 

Nahant,* 

Swampscott,* 

Total  population  of  cities  and  towns  supplied^  . 


496,920 

62,200 

31,264 

29,708 

6,515 

20,712 

18.573 

14,474 

11,965 

7,788 

7,423 

4,192 

2,843 

865 

3,259 


708,701 


*  Partially  auppUed  from  local  loiiroea. 

Water  from  the  Nashua  Eiver  has  been  drawn  nearly  every  day 
in  the  year  through  the  Wachusett  Aqueduct  into  the  Sudbury 
Beservoir,  from  which  it  is  discharged  into  Framingham  Reservoir 
No.  3  and  thence  sent  to  Chestnut  Hill  Reservoir  and  supplied  to 
the  district.  After  June  16  water  was  also  drawn  from  Framing- 
ham  Reservoir  No.  2y  and  water  from  Lake  Cochituate  was  used 
from  July  28  to  November  6.  Spot  Pond  was  used  for  the  supply 
of  Melrose  from  the  beginning  of  the  year  until  April  24,  after 
which  its  use  was  discontinued. 

A  copy  of  the  rules  and  regulations  made  by  the  State  Board  of 
Health  for  the  sanitary  protection  of  the  waters  used  by  the  Metro- 
politan Water  Board  for  the  water  supply  of  the  district  may  be 
found  on  pages  110  to  116  of  this  volume. 
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METBOFOI^ITAN  WATBB  BISTBICT. 

Chemical  Examination  of  Water  from  the  Quin^poxet  Eiver  in  Holden. 

[ParU  per  100,000.] 
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25840 

ISM. 

Jan.  4 

V.elislit. 

Oone. 

.86 

8.60 

1.40 

.0000 

.0160 

.0106 

.0054 

.0040 

.0000 

0.44 

0.» 

26188 

Feb.  6 

V.elight. 

BUght. 

.20 

8.00 

1.00 

.0006 
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.0068 

.0084 

.20 

.0080 

.0001 

0.86 
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26382 
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0.88 
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2M78 
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BUght. 
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0.05 
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.45 

4.75 

2.35 

.0024 

.0372 

.0266 

.0106 

.22 
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Averages  by  Tears. 


• 
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NoTB  to  analyaee  of  1800:  Odor,  generally  faintly  Tegetable,  occaeionally  unpleasant,  becoming 
stronger  on  beating.  ^— The  eamplee  were  ooUeeted  from  the  river,  at  Bmtth's  Woolen  Mill  in  Holden^ 
and  1,000  feet  above  the  boundary  line  between  Holden  and  West  Boylston.  This  river  Is  one  of  the 
principal  tribntariee  of  the  South  Branch  of  the  Nashua  River  above  the  point  from  which  the  metro, 
politan  water  supply  is  drawn. 
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CTiemical  ExanUncUvm  of  Wdier  frwn  Siilhoater  Biver  in  Sterling. 

[Parte  per  100,000.] 
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NoTS  to  BDBljTMB  of  1800:  Odor,  genenlly  faintly  vegetable,  ocoaalooally  nnpleasaot,  becoming 
Btronger  on  beating.^— The  aamplee  were  collected  from  the  river,  at  a  highway  bridge  about  1  mile 
above  the  boundary  line  between  Sterling  and  West  Boylaton.  The  river  te  one  of  the  principal  trlbn> 
tariee  of  the  Sonth  Branch  of  the  Naahna  Biver  above  the  point  from  which  the  Metropolitan  water 
BQpply  ie  drawn. 
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METROPOLITAN  WATER  DISTRICT. 

Chemical  EzamincUian  of  Water  from  the  South  Branch  of  the  Nashua  River 

above  Clinton. 

[Parte  per  100,000.] 
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- 

.44 

3.81 

1.27  • 

.0014 

.0164 

.0123 

.0081 

.26 

.0042 

.0000 

.42 

- 

1896 

- 

- 

.46 

4.00 

1.44 

.0017 

.0226 

.0189 

.0087 

.26 

.0090 

.0000 

.68 

- 

1896 

- 

- 

.48 

3.66 

1.87 

.0023 

.0199 

.0167 

.0032 

.18 

.0046 

.ooow 

.49 

- 

1897 

- 

- 

.47 

8.81 

1.89 

.0015 

.oin 

.0149 

.0028 

.21 

.0057 

.0900 

.47 

- 

1898 

- 

- 

.49 

3.68 

1.64 

.0018 

.0178 

.0166 

.0022 

.20 

.0062 

.0000 

.51 

- 

1899 

- 

- 

.80 

8.66 

1.34 

1 

.0016 

.0189 

.0161 

.0028 

.20 

.0068 

.0001 

.40 

NoTB  to  analyfef  of  1899 :  Odor,  generally  faintly  vegeCable,  fometinea  unpleaaant.  ^—  The  aamplea 
were  collected  from  the  riTer,  at  the  place  where  water  if  diverted  for  nee  in  f applying  the  IfetropoUtan 
Water  Die trlct. 
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Chemical  Examination  of  WcUer  from  Walker's  Brooke  Marlborough, 

[Purto  per  100,000.] 


• 

1 

Appbaxaxgb. 

RBSiDua  ov 

EVAPOBA- 
TION. 

AmcoiiiA. 

;1.48 

NiTBOOBH 

m 

1 

i 

o 

_m 

«i 

• 

H 

Lost  on 
Ignition. 

1 
t 

ALBDMIKOID. 

• 

1 

• 

1 

7^ 

i: 

1 

1 

"2 

Sus- 
pended. 

i 

i 

25811 

ISM. 

Jan.    2 

Decided. 

Cooe. 

.41 

18.86 

4.00 

.0664 

.0240 

.0160 

.0080 

.2680 

.0017 

.46 

4.4 

20076 

Jan.  81 

Decided. 

SUght. 

.18 

13.20 

4.60 

.1182.0144 

.0104 

.0040 

'l.46 

.2500 

.0021 

.20 

4.6 

28863 

Feb.  28 

Decided. 

Slight. 

.48 

7.66 

2.40 

.0706 

.0888 

.0608 

.0080 

0.76 

.0600 

.0018 

.60 

2.6 

86660 

Apr.   8 

Decided. 

V.eUghi. 

.61 

0.76 

8.20 

.0702 

.0248 

.0188 

.0060 

0.88 

.1600 

.0014 

.60 

3.1 

20085 

May    1 

V.ettglit. 

V.  ■light. 

.40 

11.86 

8.60 

1 

.1160 

.0620 

.0280 

.0040 

1.281 

.2650 

.0082 

.64 

4.0 

27208 

Maj  81 

Decided. 

Gone. 

.86 

14.00 

4.20 

.0616 

.0440 

.0284 

.0166 

1        1 
1.62 

I 

.2000 

.0000 

.46 

4.6 

27661 

jQly    6 

Decided. 

Gone. 

.88 

16.05 

8.20 

.0072 

.0628 

.0428 

.0400 

2.16 

1        1 

.0270 

.0068 

.71 

6.0 

27042 

Jnly  81 

Decided. 

Cone. 

.80 

16.86 

4.00 

.0024 

.0700 

.0528 

.0172 

1.70 

.0800 

.0048 

.06 

4.6 

28422 

Ang.81 

Decided. 

Gone. 

.60 

18.16 

4.86 

.0060 

.0076 

.0620 

.0456 

2.11 

.0620 

.0100 

.07 

4.0 

28861 

Oet.    2 

Decided. 

Heavy. 

.60 

17.76 

8.26 

.0020 

.0710 

.0460 

.0260 

2.5a 

.0520 

.0060 

.64 

6.0 

20188 

Oct.  81 

Decided. 

Gone. 

.67 

10.66 

4.20 

.0128 

.0880 

.0410 

.0470 

8.82 

.0820 

.0050 

.66 

6.8 

2N10 

Not.  28 

Decided. 

Blight. 

.62 

10.40 

4.06 

.1860 

.0346 

.0206 

.0060 

2.88 

1 

.1120 

.0040 

.66 

6.7 

Averages  by  Tears, 


. 

1802 

- 

. 

.40 

16.84 

4.85 

.0607 

.0274 

.0226 

.0048 

2.58 

.2076 

.0087 

- 

6.7 

1808 

- 

- 

.88 

14.06 

8.04 

.0887 

.0267 

.0180 

.0077 

1.06 

.1878 

.0020 

.30 

6.2 

- 

1804 

- 

- 

.46 

14.14 

8.62 

.0871 

.0217 

.0171 

.0046 

2.08 

.1888 

.0018 

.47 

- 

1806 

- 

- 

.67 

14.71 

8.70 

.0202 

.0266 

.0214 

.0042 

2.04 

.1768 

.0066 

.68 

- 

1806 

- 

- 

.68 

14.68 

8.07 

.0486 

.0200 

.0286 

.0064 

1.00 

.1676 

.0048 

.68 

- 

1807 

- 

- 

.72 

14.70 

4.90 

.0670 

.0268 

.0246 

.0023 

2.01 

.1544 

.0066 

.68 

• 

1808 

- 

- 

.68 

14.68 

4.43 

.0660 

.0280 

.0206 

.0024 

1.71 

.2068 

.0046 

.66 

- 

1800 

- 

- 

.60 

14.87 

3.85 

.0710 

.0518 

.0880 

.0188 

1.80 

.1248 

.0046 

.62 

4.8 

KoTB  to  analyaee  of  1800 :  Odor,  generally  faintly  vegetable  and  nnpleaeant,  flometimee  maety,  be- 
ooming  etronger  oo  beating.  ^—  The  eamplee  were  collected  from  the  brook  at  the  flnt  road  bridge  below 
Ifaple  Street,  aboot  1  mile  eonth  of  the  centre  of  the  city  of  Marlborough.  Thia  brook  ia  one  of  the 
tribatariee  of  Stony  Brook  above  the  Badbnry  Beeervoir. 
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MSTBOPOIiITAN  WATEB  DISTRICT. 

Chemieal  Ezaminaiion  of  Water  from  Sudbury  Beservoir^  eoUeeted  near  (he 

Buffaoe. 

[Farts  per  100,000.] 


o 


19M. 

JaoQAry, 

VthtuBTyf 
Marob,    • 
April,     • 
May, 
Jnne, 
Jnly, 
Anguit,  . 
September, 
Oetober, . 
November, 
December, 
Average, 


I 


.86 
.86 
.14 

.84 
.81 

.10 
.18 
.10 
.13 
.10 
.18 
.81 


.10 


Rbsidux  oh 

BvAroiA- 

noM. 


8.64 
8.48 
8.18 
8.80 
8.00 
8.81 
8.10 
8.10 
8.80 
8.84 
8.84 
4.06 


8.84 


§ 


'I 

r 


1.81 
1.84 
1.17 
1.17 
1.03 
1.16 
0.08 
1.00 
1.18 
1.10 
1.06 
1.84 


1.14 


AmCOHIA. 


ALBUMINOID. 

• 

1 

i 

! 

1 

1 

il 

Ui 

H 

a 

00 

.0006 
.0081 
.0048 
.0086 
.0018 
.0006 
.0004 
.0008 
.0011 
.0016 
.0088 
.0086 


.0017 


.0118 

.0107 

.0116 

•0098 

.0188 

.0106 

.0181 

.0106 

.0144 

.0186 

.0164 

.0188 

.0168 

.0148 

.0140 

.0188 

.0168 

.0146 

.0166 

.0168 

.0166 

.0187 

.0168 

.0146 

.0146 

.0136 

.0011 
.0088 


.0018 
.0018 
.0068 
.0081 
.0016 
.0088 
.0018 
.0019 
.0018 


.0019 


.80 
.18 
.16 
.18 
.17 
.80 
.19 
.80 
.31 
.38 
.34 
.86 


.80 


VmOQMK  AB 


s 


.0140 
.0088 
.0100 
.0148 
.0118 
.0080 
.0090 
.0017 
.0018 
.0080 
.0080 
.0048 


.0063 


i 

I 


.0000 
.0001 
.0001 
.0001 
.0001 
.0001 
.0001 
.0000 
.0000 
.0000 
.0000 
.0001 


.0001 


i 


s 


.48 
.88 

.88 
.88 
.81 
.88 
.88 
.88 
.89 
.88 
.87 
.88 


.83 


3 


1.1 

0.0 
0.7 
0.7 
0.7 
0.8 
1.0 
0.0 
0.0 
1.0 
l.l 
1.8 


0.9 


Odor,  genenlly  faintly  vegetable,  eometlmes  none.    On  beating,  tbe  odor  of  all  of  tbe  Mimples  be- 
came vegetable  and  ■ometimee  nnpleaeant. Eaob  analyeli  ie  the  average  of  analyses  of  samples 

oollected  weekly  from  tbe  reservoir,  near  the  gate-honse,  at  a  depth  of  1  foot  beneath  tbe  surface.    For 
monthly  record  of  betgbt  of  water  in  this  reservoir,  see  table  on  page  163. 


Microscopical  Examination  oj  Water  from  Sudbury  Beaervoir^  collected  near  the 

Surface,* 

[Nnmber  of  organisms  per  enbic  centimeter.] 


Jan. 


Feb. 


Mar. 


Apr. 


May. 


Jane. 


jDly. 


Aog. 


SepL 


Oct. 


Nov.,  Dec 


PLANTS. 

DiatomaoeeB,      • 

Asterionella, 
Oyelotella,    . 
Synedra. 
Tabellaria,  ; 


Oyanopbyoead, 


Alffca, 

Protoeooeos, 


V 

18 
3 
1 
0 

0 
0 

6 
0 


6 

4 
0 
1 
0 

0 
0 

0 
0 


8 

6 
0 
8 
0 

0 
0 

0 
0 


61 
1 

18 
8 

0 
0 

1 
0 


151 

84 

8 

70 

48 

8 

8 

18 
0 


968 

861 

79 

166 

460 

85 

86 

108 
98 


1,484 

319 

606 

48 

708 

6 

4 

18 
13 


478 

97 

70 

80 

368 

84 
86 

18 
8 


848 

188 
80 
80 

141 

87 
86 

79 
48 


199 

81 
46 
14 
88 

8 

8 


16 


808 

140 
41 

4 
8 

8 
8 

e 

8 


84 

19 

4 
6 

0 
0 

5 

4 


*  The  flgnree  given  in  this  table  are  averages  of  weekly  examinations. 
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Micrascopieal  ExandtuUian  of  Water  fram  Sudbury  Reservoir ^  collected  near  the 

Buffaee  —  Concluded. 

[Number  of  orguiimiM  per  enble  eentlmeter.] 


189». 


Jan. 


Feb. 


Mer. 


Apr. 


May. 


June. 


Jnly. 


Aug. 


Sept 


Oct 


Hot. 


Deo. 


ANI1CAL8. 
BlilBopoda, 

Inftisorla, 

Dtnobryoo, 

If  oiiea« 

Ferldinlnm, 

Vermee 

CrustAcoAi    •      •      •      •      • 

BoeinlDa,      •       •  •  •  •  ■ 

GftnlboeamptQe,  •  .  •  • 

Cyelopet       •       •  .  .  • 
DephDia,      •     '. 


4 

8 
0 
0 


pr, 
0 

0 
pr. 
pr. 


0 

8 

3 
0 
2 

8 

pr. 
pr. 

0 


4 

800 

1 


pr. 

0 

0 

pr. 


t 

1(8 

114 
S 
1 


0 

0 
0 
0 
0 


0 

14 

10 
0 

1 


pr. 

0 
0 

pr. 

pr. 


80 

1 

I 

80 


pr. 

0 
0 

pr. 

pr. 


8 

8 
0 
2 

1 

pr. 

0 

<o 
pr 
pr 


1 

81 

18 
2 
8 

1 

pr. 

0 
0 

pr. 

pr. 


84 

50 
0 
1 

1 

pr. 

0 
0 


8 

8 

1 
0 
0 

1 

pr. 

0 

0 

pr. 


8 

T 

6 
0 
0 


pr. 
P'- 


8 

6 
0 
0 


pr. 
0 

0 

pr. 


Miteelianeout,  Zo8g]«M, 


8 


14 


8 


18 


8 


TOTAI., 


8» 


16 


834 


281 


108 


1,184 


1,684 


674 


686 


261 


227 


80 


Chemical  Examinaiion  of  Water  from  Sudbury  Beservoir,  colleeted  about  Midway 

between  the  Surface  and  Bottom, 

[Parts  per  160,000.] 


I 

a 


Jasnary, 

February, 

MAreb, 

April, 

May,        . 

Jniie, 

Jnly, 

Aaguat,  • 

September, 

October, . 

November, 

December, 

Average, 


• 


.42 

.80 
.27 
.26 
.21 
.19 
.12 
.10 
.12 
.10 
.18 
.21 


.20 


Bbsioub  ov 

EVAPOBA- 
TICK. 


I 


6.28 
4.22 
3.89 
8.80 
8.17 
8.86 
8.14 
8.87 
3.06 
8.36 
8.46 
4.16 


8.60 


IB* 


s 


1.81 
1.66 
1.20 
1.86 
1.16 
1.20 
1.00 
1.06 
1.17 
1.18 
1.11 
1.82 


1.28 


.0063 
.0060 
.0085 
.0071 
.0024 
.0089 
.0018 
.0010 
.0011 
.0026 
.0024 
.0027 


.0086 


AmoHlA. 


ALBUKIVOID. 

• 

1 

1 
1 

1 

Cm 

^ 

5 

OD 

.0146 

.0188 

.0111 

.0000 

.0117 

.0108 

.0114 

.0106 

.0130 

.0118 

.0180 

.0107 

.0148 

.0120 

.0141 

.0129 

.0160 

.0148 

.0150 

.0144 

.0169 

.0140 

.0162 

.0140 

.0180 

.0126 

.0007 
.0012 
.0011 
.0008 
.0012 
.0028 
.0019 
.0012 
.0017 
.0016 
.0019 
.0012 


.0014 


.31 
.26 
.24 
.26 
.19 
.19 
.19 
.20 
.21 
.28 
.23 
.25 


.23 


NirBoom  am 


it 


.0244 
.0167 
.0190 
.0207 
.0140 
.0046 
.0022 
.0012 
.0008 
.0024 
,0022 
.0087 


.0008 


I 


.0001 
.0002 
.0002 
.0001 
.0001 
.0001 
.0000 
.0000 
.0000 
.0000 
.0000 
.0001 


.0001 


.48 
.42 
.86 
.88 
.82 
.82 
.81 
.82 
.20 
.28 
.26 
.82 


.88 


1.0 
0.6 
1.1 
0.9 
0.8 
0.7 
0.9 
0.9 
1.0 
1.1 
1.1 
1.8 


1.1 


Odor,  fmtotly  vegetable  or  nooe.    A  falotly  vegetable  odor  was  developed  In  all  of  the  aamples  on 

beating. Baeb  aaalyria  la  tbe  average  of  analyaea  of  aamplea  ooUeeted  weekly  from  the  reeervoir, 

near  the  gate-bonee,  at  depths  ranging  from  22  to  27  feet  beneath  the  surface.   For  monthly  record  of 
height  of  water  In  this  reservoir,  see  table  on  page  162. 
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Mieroseopieal  Examination  of  Water  from  Sudbury  Beservoir,  collected  about 

Midway  between  the  Surface  and  Bottom,* 

[Number  of  orguklsms  per  eobto  oentlmeter.] 


ISM. 


Jan. 


Feb. 


Mar. 


Apr. 


May. 


JOM. 


JDI7. 


Aof. 


8«pL 


Oct 


Hot. 


D^c 


PLANTS. 
DlatomaoeeB, 

Aaterlonella, 
Oyelotella,    . 


Bynedra, 
Tabellaria,   . 

OyanophyceeB.  . 
Anaba»Da,     . 


Aier»i 


18 

6 
8 
8 
1 


0 
0 


6 

4 

1 
S 

0 


8 
0 


4 
0 
0 
0 


8 
0 


15 

ST 
1 
6 

e 


8 
0 


100 

86 
1 

]8 
86 


t 

2 

(7 


408 

201 
82 
66 

100 


5 

6 


1,078 

286 
229 

14 
588 


10 


02 

46 

9 

276 


18 
15 

14 


81 

9 

19 

182 


11 
11 


188 

47 
80 
10 
45 


4 

4 

21 


188 

121 

27 

8 

10 


0 
0 


78 

86 

22 

6 

8 


8 
0 


ANIMALS. 
Bhizopoda,   ., 


Infusoria, 
DinobryoD, 


Vermes, 


Orustckcea. 


Boamina, 

Cyelopa, 

Daphnelia, 


1 
0 


pr. 


pr. 


4 
8 


0 
0 
0 


1 

0 


0 
0 
0 


1 

87 
80 


0 
0 
0 


If 
5 

1 

pr. 

0 
pr. 


6 
1 


0 
0 
0 


4 

1 


pr. 


pr. 


18 

6 

1 


pr. 

0 
pr. 
pr. 


18 
10 


pr. 


pr. 
pr. 


7 
8 


pr. 


pr. 


8 
5 

8 


pr. 

pr. 
pr. 


r 

6 


pr. 

0 
pr. 


MUeellaneout,  ZoSgloea,  . 


8       8 


10 


8 


10 


Total, 


28 


18 


15 


68 


160      584 


1,090 


628 


826 


810 


188 


97 


*  The  flgnraa  giTon  In  thia  table  are  averagea  of  weekly  examlnatlona. 
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ChemiceU  Examination  of  Water  frwn  Sudbury  Reservoir^  collected  near  the 

Bottom. 

[Parta  par  100,000.] 


• 

Color. 

RaaiDiTS  OH 

ETAPOaA- 

Tioir. 

AxxoaiA. 

• 

i 

NITSOOXH  A8 

• 

a 

a 
■ 
a 

6 
8 

X 

1 

■ 

it 
3 

1 

ALBUXIKOID. 

• 

1 

• 

8 

s 

8 

Q 

1 

► 
Q 

1 

as 

i 

a 

18M. 

January, 

February, 
March,    .       . 
April,     . 
May,       .       . 
Jane, 
Joly,       . 
August,  . 
Beptember,     . 
Oetober, . 
NoTember,     • 
Deeember, 

.42 

.81 
.27 
.24 
.20 
.10 
.18 
.11 
.18 
.11 
.12 
.24 

6.74 
6.06 
4.14 
8.07 
8.27 
8.22 
8.22 
8.81 
8.23 
8.88 
8.40 
4.07 

1.02 
1.70 
1.40 
1.47 
1.11 
1.10 
1.08 
1.06 
1.26 
1.06 
1.12 
1.87 

.0004 
.0060 
.0079 
.0065 
.0086 
.0052 
.0065 
.0088 
.0020 
.0028 
.0026 
.0027 

.0148 
.0119 
.0116 
.0110 
.0114 
.0108 
.0188 
.0187 
.0174 
.0158 
.0150 
.0147 

.0188 
.0109 
.0103 
.0105 
.0100 
.0005 
.0127 
.0125 
.0154 
.0143 
.0188 
.0187 

.0005 
.0010 
.0018 
.0005 
.0014 
.0018 
.0011 
.0012 
.0020 
.0016 
.0012 
.0010 

.87 
.82 
.26 
.24 
.10 
.19 
.19 
.20 
.21 
.28 
.28 
.26 

.0840 
.0200 
.0182 
.0207 
.0158 
.0180 
.0022 
.0015 
.0006 
.0022 
.0027 
.0040 

.0002 
.0002 
.0002 
.0001 
.0001 
.0001 
.0001 
.0000 
.0000 
.0001 
.0000 
.0001 

.60 
.42 

.87 
.88 
.81 
.81 
.82 
.83 
.28 
.27 
.26 
.82 

3.2 
1.7 
1.8 
0.9 
0.6 
0.8 
0.0 
.09 
1.0 
1.1 
1.1 
1.8 

Average, . 

.21 

8.83 

1.81 

.0046 

.0184 

.0128 

.0011 

.24 

.0112 

.0001 

.88 

1.1 

Odor,  generally  faintly  vegetable,  ■ometlmee  none.    On  heating,  the  odor  of  all  the  samplea  waa 

T^tetable  and  sometlmea  alao  graasy. Each  analysle  Is  the  average  of  analyses  of  samples  eolleeted 

weekly  from  the  reeervolr,  near  the  gate-honse.    For  monthly  record  of  height  of  water  In  this  reser- 
voir, see  table  on  page  152. 


Microscopical  Examination  of  Water  from  Sudbury  Reservoir,  collected  near  the 

Bottom* 

[Nnmber  of  organlams  per  cable  centimeter.] 


Jan. 


Feb. 


Msr. 


Apr. 


May. 


Jane. 


Joly. 


Aug. 


Sept 


Oct. 


Nov.  I  Dec 

i 


PLANTS. 

DiatomaceoB, 


Asterfonella, 
Cyclotella,  . 
tabellaria,   . 


Cyanophycees,  . 

Anabssna,    . 


AlffCa, 


11 

8 
4 

0 


0 
0 


18 

0 
1 
0 


0 
0 


1 

0 
0 


0 
0 


n 

17 
1 
4 


0 
0 


42 

17 

0 

11 


0 
0 

6 


129 

46 

6 

57 


0 
0 

18 


220 
128 
806 


0 
0 


295 

50 

17 

177 


14 

11 


280 

46 

16 

185 


18 
18 


J      ,0 


198 

68 
26 
50 


7 
6 

11 


150 

112 
20 
14 


0 
0 


26 

28 

8 


0 
0 


*  The  flgnree  given  In  this  table  are  averages  of  weekly  examinations. 
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MBTBOPOIilTAN  WATEB  DISTRICT. 

Microscopical  EoMmiituUion  of  Water  from  Sudbury  Reservoir^  coUeeled  near  the 

BoUom  —  Conoladed, 

[Namber  of  ort^aHama  p«r  eablo  oentlmeter.] 


19M. 

Jan. 

r«b. 

Mar. 

Apr. 

Vbj. 

Jnn*. 

Joly. 

Aug. 

Sept.  Oct. 

VOT. 

Dm. 

ANIMALS. 

BbiBopoda, 

0 

0 

0 

0 

0 

0 

0 

0 

1 

0 

0 

0 

Inftiaoria, 

0 

1 

1 

18 

8 

8 

8 

10 

18 

7 

8 

8 

Dinobryon, 

0 

0 

1 

U 

0 

2 

1 

T 

10 

8 

7 

8 

Vermes. 

0 

0 

0 

0 

0 

0 

0 

0 

1 

0 

0 

8 

Crustacea. 

pr. 

0 

0 

pr. 

pr. 

pr. 

pr. 

pr. 

pr. 

pr. 

pr. 

pr. 

Oyclopc, 

DftphnU,      •       .       •       •       . 

^'6 

0 
0 

0 

0 

^'o 

^'i 

^'o 

^'o 

pr. 
pr. 

pr. 
pr. 

^'o 

^'o 

^'o 

Mi9eeUantau9,  ZodgUBH,  • 

6 

7 

8 

10 

10 

6 

10 

14 

8 

11 

7 

4 

Total 

16 

21 

12 

56 

60 

ISl 

700 

840 

276 

220 

166 

60 

Chemical  Examination  of  Water  from  Framingham  Reservoir  No.  d,  Framingham. 

[PlirUp«r  100,000.] 


I 


26822 
26082 
26348 
26638 

26071 
27277 
27647 
27926 
28408 
28836 
20101 
20616 


Av. 


Jan.  2 
Jan.  81 
Fab.  28 
Apr.  8 
May  1 
May  81 
jQly  6 
July  81 
Aag.81 
Oct.  2 
Oot.  81 
Not.  28 


Appeabakoi. 


i 


§ 


Slight. 
Slight. 
V.  alight. 
V.  alight. 
V.  alight. 
Slight. 
V.  alight. 
V.  alight. 
V.  alight 
Slight. 
V.  alight. 
V.  alight. 


Slight, 
y.  alight 
V.  alight. 
V.  aHght. 
Slight. 
Slight. 
Slight. 
Slight. 
V.  alight. 
Slight. 
V.  alight. 
Slight. 


.60 
.88 
.82 
.26 
.22 
.21 
.10 
.12 
.16 
.10 
.11 
.11 


Baamns  on 

EVAPOEA- 

noH. 


I 


6.05 
4.40 
4.15 
8.06 
8.10 
2.00 
8.15 
8.56 
8.55 
8.25 
8.85 
8.55 


8.50 


I 

n 


1.40 
1.70 
1.40 
1.85 
1.15 
1.80 
1.00 
1.20 
1.40 
1.05 
1.10 
1.85 


1.28 


AmoHXA. 


I 


ALBUMIXOID. 


I 


.0030  .0144 


.0014 
.0040 
.0026 
.0004 
.0014 
.0000 
.0000 
.0002 
.0004 
.0014 
.0028 


.0124 
.0120 
.0116 
.0146 
.0148 
.0152 
.0182 
.0168 
.0206 
.0170 
.0152 


.0015 


.0152 


00 


.0124 
.0112 
.0110 
.0100 
.0116 
.0124 
.0128 
.0148 


.0020 
.0012 
.0010 
.0016 
.0060 
.0024 
.0024 
.0034 


•  « 


.0142  .0026 


.0184 
.0152 
.013$ 


.0181 


.0022 
.0018 
.0014 


.0021 


.20 
.22 
.25 
.18 
.22 
.19 
.10 
.20 
.20 
.22 
.24 
.22 


.22 


NITBOOBK 

Aa 


.0180 
.0220 
.0140 


% 

S 


.0002 

.0001 
.0002 


.0120  .0001 

I 

.0100.0001 
.0090  .0001 ! 


.0020 
.0010 


.0001 
.0000 

I 


1 


.51 
.46 
.44 
.86 
.80 
.80 
.82 
.34 


.0010  .0000  .80 


.31 


.0020' .0000' 


.0060 
.0080 


.0001 
.0001 


.0082.0001 


.26 


.85 


I 


1.8 
1.6 
1.4 
0.5 
0.6 
0.6 
1.8 
1.0 
1.0 
0.8 
1.0 
1.1 


1.1 


Odor,  geoerally  faintly  vogvtable.  oeeaalonally  non«. The  aamplea  were  eolleeted  fh>m  the 

reaeiTolr  near  the  gate^honae,  at  a  depth  of  8  feet  beneath  the  aarfaoe.    For  monthly  record  of  height  of 
trater  in  thia  reaenroir,  aee  table  on  page  152. 
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Microscopical  Examination  of  Water  from  Framingham  Reservoir  No.  3, 

Framingham. 

[Nnmber  of  orgaokimt  p«r  cable  centimeter.] 


18»». 


Jan. 


Feb. 


Mar. 


Apr. 


May. 


Jane. 


Jnly. 


July. 


Aog. 


Oct 


Wot. 


JNOT. 


Dmy  of  ezAmlnailon, .... 
Viimber  of  aample,    .       •       •       • 

PLANTS. 
Dlatoinace»,      .      •      .      • 

Aeteiionella,       .... 

C/clotelU, 

Ifeloeira,      .       •       .       .       . 

Synedra, 

T^beUarta, 

CyanopbyceA,  .... 

Anabasiia, 

AlffSD* 

Protoeoeeiu,        .... 

ANDCALB. 
Infusoria, 

DInobryon,  .              .       •       . 
SpUtylia, 

Vermes, 

Crustacea, 

Boemioa, 

Cyelope, 

Daphnia, 

iflaeeitoneotM,  ZoSglcM,  . 

TOTAI^ 


8 
258S2 


1 

26082 


1 
26848 


4 
26688 


2 

26071 


1 
27277 


6 
27647 


81 
27026 


81 
28408 


1 
0 


0 
0 
0 


62 

17 

88 

84 

228 

86 

18 

16 

0 

7 

11 

6 
0 
0 
8 
4 

14 
0 
8 

7 
6 

10 

106 
2 
8 

88 

24 

8 

11 

0 

8 

14 

0 

0 

0 

0 

0 

89 

0 

0 

0 

0 

0 

80 

2 

1 

0 

1 

2 

80 

0 

0 

0 

0 

0 

62 

488 

108 

102 

0 

12 

266 


4 
2 

22 

20 


66 

120 

46 

12 

462 


28 


6 
0 


2 
28886 


1 

28104 


20616 


268 

86 
62 
16 
28 
76 


87 
80 

12 
0 


280 

46 
18 
80 
84 

70 


4 

4 

19 
0 


0 
0 


0 
0 
0 


0 
0 


0 
0 
0 


0 
0 
0 


81 

22 
0 


pr. 


pr. 


6 
0 


pr. 
0 

0 
pr. 


10 

0 

4 


pr. 


pr. 


10 

4 
0 


pr. 


pr. 

0 


9 

0 
0 


0 
0 
0 


8 


8 


12 


8 


68 


28 


40 


71 


276 


148 


681 


742 


10 


826 


81 

14 
10 


0 
0 
0 


8 


818 


100 


81 
0 

6 
16 


7 

7 

1 

0 


6 

1 
0 


0 
0 
0 


10 


124 


80 

81 
87 

4 
2 
6 


0 
0 

M 
28 


8 

0 


0 
0 
0 
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Chemical  Examination  of  Water  from  Indian  Brook  at  Head  of  Hopkinion 


1 

inuuic 

"S"-'' 

— 

,„™.. 

1 
1 

f 

1 

1 

i 

^ 

1 

i 

1 

1 

1 

i 

1 

li 

1 

MOSS 

a«SM 

3Ut2 

assTt 

STMl 

EH  12 
ISM] 

nzM 

■m». 

Jan.     H 

Ab.  U 
Apr.   a 

v'.  'light 
V.  illiht 

Bllgbt 
V.  •Il|hl 
V.  illgbl 

V.  *11ibl 
V.  •light 
V.  illgbl 

fS" 

Com. 
SUgbt 
V.  illght 

V.  •llgbt 

: 
1 

S.M 

a'oa 
also 

.0003 

ioooi 

.OOOB 

;i 

ill: 

OSM 
OSM 

;S 

out 

OHM 
0331 

04N 

.0006 

i 

:do4) 

,0064 

1 

iooa 
iooii 

:= 

.rni 
S 

...J  .. 

O.M     .0 
O^M      ^4 

;:Si  :! 

i.w;  .7 

Ki  ;! 

1.W     .8 

n-o 

i.M 

l.«S 

_ 









Ohemical  Examination  of  Water  from  Hopkittlon  Reservoir,  coUeded  % 
Surface. 

[FmU  p«  100,000.] 


Juerat^  6y  Tears. 

: 

im 

1M7    , 

vm 

19M      1 

.TV 

'« 

.7«l 

s.tB  !  t.u   .001S  .oisi:.aiBe.'.oou  '.to  .  .oo4o{.oaii'  .75  1  i.s 

4.16  'I.M     .0011  L0K»  .0210  .0^  .40     .SS.WO  .T»      l.S 

t.M    1.74   -oonl.usos  .oi;s  .oms^  .m  ...omoIdooi'  .71    b.» 

4.19     1.U    .DOlOI.Oeil'.OlM  .00^  .37   '.oow'.oooi   .n     1.1 
B.I1      1.90  j.OOIi'.OiW.OISS'.OOai   .»     .OOW.OOOW  .00  1  1.1 
S.11  1  l.H  1. 001 1[.017S..010ft. 0018  .M     .004]  .0000  .M  ,  0.8 

Hot  IBM;  Odor,  ■■■■■■^Ij  laliiUy  *«t*<>bl* Tb*  Mmide*  wan  eol 

Uh  duo.    For  moatUf  noord  ol  bdght  of  water  Id  tbli  nMnoIr,  • 


No.  34.]     EXAMINATION  OF  WATER  SUPPLIES. 


139 


MSTBOPOIilTAN  WATEB  DISTRICT. 

Microseapical  Examination  of  Water  from  Eopkinton  Reservoir^  collected  near 

the  Surface. 

[Krnnber  of  organiams  per  onbfo  centimeter.] 


180». 


Jan. 


Feb. 


Mar. 


Apr. 


May 


Jane. 


Jnlj. 


Aug. 


Aug 


Oct 


Nov 


Not. 


Day  of  examination,  . 
Namber  of  eample,    . 


.             •             • 

8 

1 

1 

4 

2 

1 

6 

1 

81 

8 

1 

.    .     . 

25827 

20087 

26854 

26618  26076 

27282 

27652 

2703228413 

28841 

20198 

.          •          • 

27 

19 

2 

8 

80 

104 

80 

63 

224 

180 

87 

•             a              . 

4 

8 

0 

0 

16 

0 

2 

0 

42 

158 

89 

•              •              . 

6 

1 

2 

1 

4 

82 

74 

48 

158 

18 

5 

.              •             . 

2 

0 

1 

1 

0 

16 

24 

27 

12 

11 

1 

•              •             * 

0 

0 

0 

0 

0 

0 

6 

18 

0 

0 

0 

•              .             . 

0 

1 

0 

0 

2 

16 

82 

11 

16 

14 

9 

20 
29520 


PLANTS. 

DiatoznaceeB, 

Asterlonella, 
Cyclotella,    . 

CyanopliycesB,  . 
Mlerocystia, 

JLl(P8Bt  •         ■         . 


160 

180 
0 

0 
0 


ANIMALS. 


InftiBorla. 


Ciliated  Infaaorian,     . 
Dioobryon,  . 
Mallomonae, 
Monaa,  .... 
Perldinlum, .       .       . 


VerxneB,  . 

OruBtacea. 

Bocmiaa, 
pyolope, 


0 

0 
0 
0 
0 
0 

1 


pr. 

0 
pr. 


47 

0 
45 
0 
0 
2 

1 


0 
0 


0 
0 
0 
0 
0 


0 

0 
0 


0 
0 
0 
0 
0 


pr. 


pr. 


Ill 

0 

108 

0 

0 

s 


pr. 


pr. 


40 

0 
86 
0 
0 
0 


0 

0 
0 


10 

0 

8 


0 
0 


pr. 
pr. 


0 
1 
1 
0 
0 


pr. 


pr. 


2 

0 
0 

1 

0 

1 


0 

0 


42 

10 
2 

10 
2 

14 


0 
0 


18 

0 
0 
0 

10 
1 


0 

0 
0 


0 
84 
0 
0 
0 


0 

0 
0 


MUcellofUou*,  ZoSgloBa,  . 

8 

8 

8 

8 

8 

6 

5 

7 

8 

8 

5 

5 

Total,  ...... 

88 

71 

8 

12 

206 

183 

151 

111 

257 

255 

115 

207 

Chemical  Examination  of  Water  from  Eopkinton  Reservotr,  collected  fiear  the 

Bottom . 

[ParU  per  100.000.] 


s 


e 
e 

i 

« 

1 

O 


26088 


26644 

26077 
87888 
87668 
87B8S 
38414 
88842 
20U9 
20S21 


1899. 

Jan.  2 
Jan.  81 
Feb.  28 
Apr.  8 
May  1 
May  81 
Jaly  5 
Jaly  81 
Ang.  81 
Oct.  2 
Oct  81 
Not.  38 


APPBAKaVCB. 


a 

H 


« 

a 


5 


BHght. 

V.  slight 

Slight. 

V.  slight. 

V.  slight. 

V.  sUght. 

V.  slight. 
!  V.  sUght. 
I  V.  slight. 

SUght. 

V.  slight. 

y.  slight. 


Heayy. 
V.  slight. 
Oons. 
SUght. 
Slight. 
V.  slight. 
V.  slight 
V.  slight. 
V.  slight. 
SHght 
V.  sUght. 
SUght. 


.56 
.59 
.51 
.50 
.88 
.40 
.82 
.34 
.20 
.27 
.30 
.34 


Kbsidux  ov 

Etapoba- 

TIOH. 

• 

C 

♦  • 

• 
mm 

81 

1 

1 

8.60 

2.00 

3.85 

1.70 

3.75 

1.76 

4.15 

1.85 

8.00 

1.15 

2.40 

1.15 

3.00 

1.00 

8.50 

1.70 

8.36 

1.25 

2.05 

1.30 

2.80 

1.10 

2.05 

1.85 

AXMOMIA. 


ALBUMiyniD. 

J 

• 

1 

•a 

• 

1 

§ 

si 

b 

H 

C 

00 

.0010 
.0030 
.0012 
.0020 
.0020 
.0026 
.0010 
.0022 
.0030 
.0042 
.0016 
.0026 


.0216 
.0176 
.0274 
.0160 
.0180 
.0126 
.0124 
.0134 
.0182 
.0128 
.0150 
.0204 


.0154 

.0156 
.0210 
.0144 
.0120 
.0122 
.0106 
.0118 
.0128 
.0120 
.0142 
.0170 


.0062 
.0020 
.0064 

.ooioi 

.0010> 
.0004; 
.0018 
.0016 
.00041 
.0008 
.0008 
.0034 


B 

x: 

o 
O 


.84 
.34 
.84 
.81 
.35 
.26 
.26 
.23 
.26 
.27 
.26 
.24 


NiTBOOBM 
AS 


8 


s 


.0030 
.0060 
.0080 
.0060 
.0060 
.0070 
.0040 
.0040 
.0000 
.0060 
.0020 
.U020 


.0000 
.0000 
.0001 
.0000 
.0000 
.0000 
.0001 
.0000 
.0001 
.0001 
.0001 
.0001 


"8 

a 

a 

a 
o 

o 

M 

o 


.71 
.71 
.62 
.64 
.47 
.46 
.46 
.48 
.40 
.88 
.85 
.84 


I 

•s 

el 

n 


0.8 
1.0 
1.8 
0.8 
0.5 
0.5 
0.6 
0.5 
0.6 
0.6 
0.5 
0.8 
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ChemiccU  ExamincUion  of  Water  from  Hopkinton  Beservoir^  collected  near  the 

Bottom — Concladed. 

Averages  by  Years, 

[ParU  per  100,000.] 


I 


B 
O 


6 


18d5 
1896 
1807 
1898 
1899 


Appbaeavob. 


■a 

s 

a 


s 


.76 
.63 
.71 
.62 
.87 


iRbmdub  on 
Evapora- 
tion. 


I 


a 
o 
a 


4.88 
8.82 
4.06 
3.74 
8.27 


1.94 
1.76 
1.72 
1.70 
1.48 


AXMOHXA. 


ALBDiaVOID. 


5 
g 


i 

m  9 
CD 


.0086 

.0018 

.0020 

0022 

0022 


.0204 
.0189 
.0188 
.0168 
.0168 


.0181 
.0164 
.0178 
.0166 
.0141 


.0028 
.0026 
.0016 
.0012 
.0022 


NmooBv 

o 

AS 

4 

1 

1 

JQ 

s 

«p« 

.41 

9q 

^ 

.0064 

.0001 

.86 

.0060 

.0001 

.87 

.0078 

.0001 

.86 

.0067 

.0000 

.28 

.0064 

.0000 

a 

a 

B 

a 

a 

g 

M 

o 


.77 
.71 
.78 
.66 
.60 


i 


1.8 
0.9 
1.1 
1.0 
0.7 


NoTB  to  BDBlyses  of  1899 :  Odor,  generally  faintly  vesetable,  sometimeB  none.    An  nnpleaaant  odor 

was  developed  in  soine  of  the  aamples  on  beating. The  samples  were  oollected  from  the  reservoir, 

near  the  dam.    For  monthly  record  of  height  of  water  In  thts  reservoir,  see  table  on  page  162. 

Chemical  Examination  of  Water  from  Cold  Spring  Brooke  at  Head  of  Ashland 

Beservoir, 


[Parts 

per  100,000.] 

6 

APPBABABOB. 

Bbsidub  ob 

EVAPOBA- 
TIOK. 

Amvovia. 

• 
e 

s 

.81 

NZTBOOBM 
AS 

1 

■ 

a 

s 

s 

6 

a 

k 

M 

o 

1 

«2 

1 

^   ! 

• 

• 

§ 

sa 

1 

albumiboid. 

i 
1 

8 
5 

9 

9i 

• 

1 

■ 

> 

1 

Sus- 
pended. 

1 

26823 

1809. 

Jan.    2 

V.sUght. 

V.  slight. 

1 
0.71 

4.66 

2.86 

.0002 

.0186 

.0180 

.0006 

.0060 

.0000 

0.86 

1.0 

26088 

Jan.  81 

V.  slight. 

V.  slight. 

0.72 

4.00 

2.10 

.0002 

.0192 

.0184 

.0008 

.26 

.0070 

.0000 

0.82 

0.8 

26860 

Feb.  28 

V.  slight. 

V.  slight. 

0.70 

3.76 

1.80 

.0004 

.0182 

.0166 

.0016 

.22 
.19 

.0040 

.0000 

0.74 

0.6 

26689 

Apr.  8 

V.  slight. 

V.  slight. 

0.61 

2.60 

1.86 

.0002 

.0176 

.0162 

.0024 

.0050 

.0000 

0.67 

0.3 

26972 

May    1 

V.  slight. 

V.  slight. 

1.08 

8.80 

2.30 

.0028 

.0810 

.0800 

.0010 

.24 

.0050 

.0000 

1.10 

0.8 

27278 

May  81 

Blight. 

Slight. 

0.98i 

3.76 

2.06 

.0024 

.0280 

.0262 

.0018 

.23 

.0080 

.0000 

0.91 

1.0 

27648 

Jnly    6 

V.sUght. 

V.  slight. 

0.62 

8.70 

1.26 

.0014 

.0238 

.0200 

.0088 

.26 

.0040 

.0001 

0.70 

1.4 

27928 

July  81 

V.  slight. 

V.  sUght. 

0.40 

4.10 

1.66 

.0012 

.0282 

.0218 

.0014 

.26 

.0040 

.0000 

0.68 

1.0 

28408 

Aug.  31 

V.sUght. 

V.  slight. 

0.80 

3.46 

1.46 

.0004 

.0174 

.0168 

.0016 

.24 

.0140 

.0001 

0.32 

1.1 

28887 

Oct.     2 

V.  slight. 

V.sUght. 

0.36 

6.20 

1.76 

.0028 

.0210 

.0200 

.0010 

.31 

.0060 

.0000 

0.53 

1.4 

29196 

Oct.  81 

V.  slight. 

V.  slight. 

0.40 

4.76 

1.66 

.0010 

.0100 

.0178 

.0012 

.32 

.0060 

.0001 

0.48 

1.3 

29616 

Nov.  28 

V.  sUght. 

Cons. 

0.86 
0.68 

6.96 

2.96 

.0018 

.0818 

.0288 

.0080 

.83 
.26 

.0080 
.0065 

.0000 
.0000 

1.06 
0.73 

2.0 

^V... 

4.22 

1.80 

1 
.0012  .O'J-^4 

.0207 

.0017 

1.1 

1 

1 

Odor,  generally  faintly  vegetable,  sometimes  becoming  stronger  on  heating.  < 
collected  from  the  brook,  at  its  entrance  into  Ashland  Reservoir. 


The  samples  were 
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MBTROPOIilTAN  WATER  DISTRICTT. 

Chemical  ExamincUian  of  Water  from  Ashland  Beservoir,  collected  near  the 

Surface, 

[Parts  per  100,000.] 


a 


s 
o 


S&824 

S0S51 
96640 
20073 
87279 
21640 
27020 
28410 


Jan.    2 


20196 
20617 


Jan. 

81 

Feb. 

28 

Apr. 

3 

May 

1 

May 

81 

Jnly 

6 

Jaly 

81 

Aag. 

81 

Oct. 

2 

Oct. 

81 

Not. 

28 

Appbabanob. 


■3 

1 


e 
I 


o 
O 


Slight. 
V.  slight. 
V.  slight 
V.  Blight. 
V.  sUght. 
V.  slight. 
V.  slight. 
V.  slight. 
V.  slight 
V.  slight 
V.  slight. 
V.  slight. 


Slight. 
V.  slight. 
V.  slight. 
V.  slight. 
V.  slight. 
Slight. 
V.  slight. 
V.  Blight. 
V.  Blight. 
V.  Blight. 
SUght. 
V.  slight. 


.64 
.61 
.68 
.40 
.46 
.48 
.88 
.80 
.80 
.23 
.26 
.86 


Residue  ok 

EVAPOHA- 

noM. 


I 


3.86 
8.80 
8.60 
2.40 
3.00 
2.66 
8.26 
2.70 
8.66 
2.60 
2.76 
8.40 


6 

§1 


5 


2.20 
1.85 
1.60 
1.00 
1.40 
1.40 
1.26 
1.20 
1.90 
1.25 
1.05 
1.45 


ALBUMINOID. 

• 

t 

•2 

• 

H 

« 

• 

1 

1 

s 

a 

h 

H 

Q 

00 

AXXOXIA. 


.0014 
.0002 
.0012 
.0006 
.0004 
.0010 
.0000 
.0002 
.0000 
.0000 
.0010 
.0024 


.0388 
.0188 
.0176 
.0166 
.0204 
.0180 
.0190 
.0172 
.0190 
.0168 
.0164 
.0162 


.0290 
.0176 
.0164 
.0186 
.0170 
.0164 
.0166 
.0146 
.0160 
.0162 
.0148 
.0152 


.0048 
.0012 
.0012 
.0020 
.0084 
.0016 
.0084 
.0026 
.0030 
.0006 
.0000 
.0010 


4 


.33 
.28 
.26 
.20 
.19 
.22 
.22 
.21 
.24 
.22 
.20 
.22 


NiTBOOBN 
AS 


s 


.0010 
.0010 
.0070 
.0040 
.0030 
.0040 
.0000 
.0040 
.0020 
.0030 
.0020 
.0030 


.0000 
.0001 
.0000 
.0000 
.0000 
.0000 
.0000 
.0000 
.0000 
.0000 
.0001 
.0001 


s 

a 

a 
o 

s 
» 

o 


.79 
.76 
.62 
.61 
.66 
.66 
.62 
.62 
.48 
.86 
.39 
.40 


R 


0.8 
0.8 
0.6 
0.8 
0.8 
0.6 
0.8 
0.6 
0.6 
0.6 
0.6 
0.8 


Averages  by  Years. 


. 

1888 

• 

- 

.72 

8.88 

1.70 

.0007 

.0277 

- 

- 

.22 

.0064 

.0001 

- 

- 

- 

1889 

- 

- 

.86 

8.48 

1.50 

.0016 

.0261 

.0218 

.0083 

.28 

.0068 

.0002 

- 

- 

1890 

- 

- 

.61 

3.67 

1.40 

.0008 

.0222 

.0191 

.0081 

.24 

.0006 

.0001 

- 

1.7 

- 

1801 

- 

- 

.68 

8.24 

1.66 

.0006 

.0187 

.0156 

.0081 

.20 

.0062 

.0001 

- 

0.9 

- 

1892 

- 

- 

.64 

3.60 

1.62 

.0002 

.0200 

.0168 

.0062 

.23 

.0061 

.0001 

- 

1.1 

- 

1898 

- 

- 

.77 

8.64 

1.63 

.0024 

.0206 

.0178 

.0083 

.23 

.0048 

.0001 

.68 

1.0 

- 

1804 

- 

- 

.83 

4.00 

1.78 

.0027 

.0202 

.0180 

.0022 

.29 

.0045 

.0001 

.78 

1.1 

- 

1895 

- 

- 

.89 

4.22 

2.04 

.0016 

.0246 

.0223 

.0023 

.32 

.0062 

.0000 

.90 

1.1 

- 

1896 

- 

- 

.76 

8.90 

1.86 

.0008 

.0280 

.0210 

.0029 

.27 

.0024 

.0000 

.91 

0.9 

- 

1897 

• 

- 

.84 

4.07 

1.81 

.0017 

.0242 

.0224 

.0018 

.31 

.0027 

.0000 

.79 

1.1 

- 

1898 

- 

- 

.72 

8.76 

1.86 

.0006 

.0221 

.0206 

.0016 

.29 

.0082 

.0000 

.76 

1.0 

- 

1899 

- 

- 

.41 

8.12 

1.46 

.0007 

.0189 

.0168 

.0021 

.28 

.0028 

.0000 

.63 

0.6 

Vorm  to  analyses  of  1809:  Odor,  generally  faintly  vegetable. The  samples  were  collected  from 

the  reaenroir,  near  th«  gate-hoaae.   For  monthly  reeord  of  height  of  water  in  this  reservoir,  see  table  on 
page  162. 
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METBOFOIilTAN  WATER  DISTRICT. 

Microscopical  Examination  of  Water  from  Ashland  Reservoir^  collected  near  the 

Surface, 

[Namber  of  organisma  per  cable  centimeter.] 


1800. 


Jan. 


Feb. 


Mar. 


Apr. 


May. 


Jane.  Jaly. 


Aoff. 


Aog.!  Oct. 


Nov. 


Sot. 


Day  of  examination,  . 
Namber  of  eamplei    . 


8 
258S4 


1 
28084 


1 
26361 


4 
26640 


2 
26078 


1 

27279 


6 
27640 


1 

27029 


81 
28410 


2 

28888 


1 

20106 


20 
20517 


PLANTS. 

Dlatomace», 

Oydotella, 


Tabellarla, 


OyanophyoesB, 

Anabnna,  . 
Clathrocystla, 
Mlorocyatls, . 


AlffSB,       .       . 
Protococena, 


47 

4 

42 

0 

0 
0 
0 

0 
0 


M 

8 

6 

6 
14 

0 
0 

1 

0 

0 

0 

0 

0 
0 
0 

0 
0 
0 

0 
0 
0 

0 

1 

0 

0 

0 

0 

45 

4 

82 

0 

0 
0 
0 

t 

0 


106 

02 
8 

n 

20 
0 
0 


102 

60 


200 

506 

608 

S74 

1 
177 

78 
118 

86 
470 

180 

478 

16 
862 

32 
188 

18 

52 

16 

82 

2 

le 

2 
6 

24 

4 
24 

2 

12 

2 

80 
0 
2 

0 
0 
0 

100 

0 

8 

8 

6 

100 

0 

0 

0 

0 

102 
27 


0 
0 
0 


88 


ANIMALS. 

InftiBoria, 

Dlnobryon,  . 
Eplstylie,  . 
Vortloella,    . 


Vermes,  . 
Orustaoea,  Cyclops, 


0 
0 
0 

0 

0 


8 

1 

447 

4 
0 
2 

1 

0 
0 

444 

0 
0 

0 

0 

1 

0 

0 

0 

80 
0 
0 

2 

0 


0 
16 
20 

1 

pr. 


0 
0 
2 


pr. 


6 

0 
0 
6 

2 

0 


0 

0 
0 
0 

0 
0 


18 

0 
0 
4 

0 

0 


8 

0 
0 
0 

0 
0 


0 

0 
0 
0 

0 
0 


MUcellaneout,  Zodglcoa, 


8 


8        8 


Total, 


62 


36 


8 


468 


136 


272 


828 


671 


640 


485  ,  103     146 


Chemical  Examination  of  Water  Jrom  Ashland  Reservoir^  collected  near  the 

Bottom, 

[Parts  per  100,000.] 


«• 

a 

1 

^ 

1 

1 

»Q 

a 

1800. 

26626 

Jan.  2 

26086 

Jan.  81 

26862 

Feb.  28 

26611 

Apr.  8 

26074 

May  1 

27280 

May  81 

27660 

July  6 

27080 

Jnly  31 

88411 

Ang  81 

88880 

Oct.  2 

29107 

Oct.  81 

20618 

Nov.  28 

Appsabakcb. 


V.  slight 
V.  slight 
V.  slight. 
V.  slight. 
V.  slight. 
V.  slight. 
V.  slight. 
V.  slight. 
V.  slight. 
Slight. 
V.  slight. 
V.  slight. 


e 

a 


o 


y.  slight.  .64 
V.  slight.,. 61 
V.  slight.  .60 
V.  slight  .42 
v.  slight.!. 46 
V.  slight.  .46 
V.  slight.  .88 
V.  slight.  .88 
V.  slight.  .88 
Slight.  .81 
Slight.  .28 
Slight.      .82 


Rbsidub  oh 
Evapora- 
tion. 


1 


4.00 
4.00 
8.40 
2.66 
2.96 
2.76 
2.60 
2.70 
8.26 
2.60 
2.80 
8.80 


I 
§1 


S' 


2.00 
1.66 
1.66 
1.06 
1.70 
1.60 
1.06 
1.20 
1.86 
1.16 
1.06 
1.40 


AmomA. 


ALBUMIHOID. 

• 

• 

> 

•S 

• 

1 

I 

•  e 

ss. 

Pn 

H 

O 

00 

.0006 
.0004 
.0010 
.0006 
.0006 
.00141 
.0024 
.0028 
.0004 
.0022! 
.00141 
.0080 


.0198 
.0100 
.0184 
.0164 
.0142 
.0142 
.01281 
.0138! 
.0164< 
.0162 
.0168! 
.0176, 


.0180 
.0182 
.0176 
.0144 
.0130 
.0132 
.0104 
.0132 
.0142 
.0144 
.0160 
.0168 


.0018 
.0008 
.0008 
.0010 
.0012 
.0010 
.0024 
.0006 
.0012 
.0008 
.0008! 
.0018 


.82 
.29 
.26 
.21 
.20 
.22 
.28 
.21 
.22 
.21 
.28 
.24 


.0010.0000 
.0060.0000 
.00601.0000 
.00401.0000 

.ooaoi.oooo 

.00701.0000,1 
.0070.0002 


.0060 
.0070 
.0030 
.0020 


.0000 
.0000;' 
.0000 
.0001 


.74 
.73 
.67 
.66 
.63 
.48 
.60 
.60 
.44 
.41 
.36 
.39 


0.8 
0.8 
0.8 
0.3 
0.2 
0.6 
0.6 
0.8 
0.6 
0.6 
0.8 
0.8 
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METROPOLITAN  WATER  DISTRICT. 

Chemical  Examinaiion  of  Water  from  Ashland  Reservoir^  collected  near  the 

Bottom  —  Concluded. 

Averages  by  Years, 

[Parts  per  100,000.] 


• 

Rksiduk  on 

• 

^22 

O 

o 

Appbahakcb. 

EVAPUSA- 
TIOM. 

Ammomia. 

1 

2 

NiTBOOBM 

AS 

T3 
«• 

a 

a 

■a 
c 
o 

i 

a 

i 
1 

1 

■ 

1 

Lots  on 
Ignition 

i 

ALBUM  niOID. 

i 
i 

1 
1 

1 

• 

1 

1 

i 

• 

i 

9q 

Q 

H 

O 

H 

k 

H 

s 

00 

.28 

9S, 

^ 

O 

n 

1888 

. 

.72 

4.02 

1.70 

.0025 

.0261 

. 

. 

.0059 

.0001 

. 

1880 

. 

. 

.86 

3.55 

1.49 

.0023 

.0224 

.0108 

.0026 

.22 

.0086 

.0002 

. 

. 

. 

1890 

— 

. 

.66 

3.97 

1.54 

.0017 

.0190 

.0168 

.0081 

.28 

.0120 

.0001 

. 

1.6 

. 

1806 

. 

- 

.73 

4.07 

1.89 

.0012 

.0213 

.0186 

.0027 

.26 

.0089 

.0000 

.88 

1.0 

. 

1807 

. 

— 

.86 

4.80 

1.94 

.0022 

.0228 

.0207 

.0016 

.81 

.0047 

.0001 

.78 

1.2 

. 

1808 

- 

. 

.69 

3.84 

1.87 

.0015 

.0203 

.0101 

.0012 

.20 

.0087 

.0001 

.73 

1.0 

* 

1800 

"• 

•• 

.48 

3.07 

1.39 

.0014 

.0160 

.0148 

.0012 

.24 

.0042 

.0000 

.52 

0.6 

NoTS  to  analyses  of  1899 :  Odor,  generally  faintly  vegetable. The  samples  were  collected  from 

the  reserrolr,  near  the  gate-honse.    For  monthly  record  of  height  of  water  In  this  reservoir,  see  table 
on  page  152. 


Chemical  Examination  of  Water  from  Sudbury  Biver,  at  Head  of  Framijigham 

Beservoir  No.  2. 

[ParU  per  100,000.] 


1 

o 
2 
2 

Appxabaxck. 

KR8IDUE  ON 

EVAPOHA- 

TION. 

Ahmonia. 

• 

a 

i 

a 

.30 
.30 
.27 
.21 
.25 
.26 
.28 
.31 
.26 
.24 
.27 
.44 

.28 

STlTBOGKN 
AS 

i 

w 

s 

■5 

a 

8 

§ 

JQ 
»« 
O 

H 

1 

t: 

o 

6 

• 

1 

e 

o 

§1 

• 

1 

ALBUMINOID 

1 

1 

• 

s 

* 

0 
7i 

1 

1 

00 

• 

1 

26810 
26080 
26846 
26686 
16060 
27275 
27645 
27023 
28406 
28884 
20102 
20518 

1M». 

Jan.    2 
Jan.  81 
Feb.  28 
Apr.    8 
May     1 
Hay  81 
Jnly    6 
Jaly  81 
Aug.  81 
Oct.     2 
Oct.   81 
Nov.  28 

V>  slight. 
V.  slight. 
V.  slight. 
V.  slight. 
V.  slight. 
Blight. 
Slight. 
V.  slight. 
Slight. 
Slight. 
V.  slight 
V.  slight. 

Blight. 
BlighL 
V.  slight. 
V.  slight. 
V.  slight. 
Slight. 
Slight. 
V.  slight. 
V.  slight. 
V.  slight. 
V.  slight. 
V.  slight. 

.64 
.61 
.60 
.88 
.73 
.66 
.46 
.44 
.38 
.27 
.28 
.46 

.46 

4.05 
4.06 
3.60 
2.75 
3.75 
3.75 
4.20 
4.40 
3.45 
2.05 
3.05 
6.85 

1.75 
1.60 
1.76 
1.35 
1.85 
1.00 
1.45 
1.66 
1.06 
1.16 
1.20 
2.36 

.0002 
.0014 
.0012 
.0010 
.0020 
.0028 
.0018 
.0020 
.0022 
.0010 
.0002 
.0018 

.0016 

.0184 
.0156 
.0166 
.0150 
.0277 
.0250 
.0320 
.0376 
.0314 
.0268 
.0148 
.0242 

.0233 

.0120 
.0186 
.0168 
.0142 
.0249 
.0210 
.0266 
.0862 
.0266 
.0248 
.0140 
.0230 

.0209 

.0014 
.0020 
.0008 
.0008 
.0028 
.0040 
.0064 
.0024 
.0048 
.0010 
.0008 
.0012 

.0024 

.0110 
.0080 
.0060 
.0060 
.0060 
.0020 
.0070 
.0040 
.0030 
.0040 
.0020 
.0060 

.0052 

.0001 
.0001 

.oouo 

.0000 
.0000 
.0001 
.0001 
.0001 
.0000 
.0000 
.0000 
.0001 

.0000 

.64 
.66 
.60 
.49 
.86 
.64 
.56 
.69 
.50 
.42 
.33 
.70 

.68 

1.0 

0.8 
0.8 
0.8 
0.5 
1.0 
1.6 
1.0 
0.5 
0.6 
0.6 
2.2 

At..  » 

8.00 

1.68 

0.9 

Odor  of  the  first  two  samples,  none;  of  the  others,  vegetable,  becoming  stronger  and  occasionally 

mouldy  or  grassy  on  heating. The  samples  were  collected  from  the  river,  near  the  old  dam  at  the 

npper  end  of  Framingham  Reservoir  No.  2,  at  a  depth  of  1  foot  beneath  the  surface. 
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METROPOLITAN  WATER  DISTRICT. 

Chemical  Examination  of  Water  from  Framingham  Reservoir  No.  2. 

[Parts  per  100/)00.] 


I 

B 

a 


2ft820 
26081 
20847 
20087 
20070 
27270 
27040 
27024 
28407 
28885 
20108 
20514 


• 

a 

1 

jg 

s 

15 

S 

tf 

o 

1890. 

Jan. 

2 

Jan. 

81 

Feb. 

28 

Apr. 

8 

May 

1 

May 

81 

July 

5 

Jnly. 

81 

Ang. 

81 

Oct. 

2 

Oct. 

81 

Nov. 

28 

Appkarakcb. 


2 

0 

H 


a 


I 

o 


V.  slight. 
Slight. 
V.  slight. 
V.  Blight. 
V.  Blight 
SUght. 
Blight. 
V.  sUght. 
Blight. 
V.  slight. 
V.  slight. 
V.  slight. 


V.  Blight 
V.  Blight. 
V.  Blight. 
V.  Blight. 
V.  alight. 
Blight. 
Slight. 
V.  slight. 
Blight. 


0.52 
0.40 
0.40 
0.87 
0.60 
0.67 
0.85 
0.44 
0.88 


y.  slight.  0.25 


V.  slight.  0.20 
V.  slight.  0.22 


KSSIDUK  OK 
EVAPOBA- 

TIOK. 

1 

- 

Lobs  on 
Ignition. 

4.15 

1.70 

3.85 

1.40 

8.85 

1.50 

2.00 

1.40 

2.75 

1.50 

8.55 

1.80 

8.75 

1.45 

8.80 

1.05 

3.75 

1.70 

2.75 

1.00 

8.15 

1.25 

8.40 

1.40 

AmCOKXA. 


ALBDMIKOin. 


I 

.9 
Q 


•a 
•  £ 
a  a 

00 


.0004 
.0000 
.0012 
.0002 
.0012 
.0014 
.0000 
.0002 
.0000 
.0000 
.0000 
.0010 


.0140 
.0158 
.0150 
.0185 
.0221 
.0210 
.0248 
.0242 
.0270 
.0204 
.0102 
.0108 


.0182 
.0140 
.0150 
.0124 
.0104 
.0204 
.0202 
.0228 
.0222 
.0180 
.0148 
.0148 


.0008 
.0018 
.0000 
.0011 
.0080 
.0012 
.0040 
.0014 
.0054 
.0024 
.0014 
.0020 


9 
C 

o 
O 


.80 
.27 
.22 
.28 
.25 
.20 
.25 
.27 
.24 
.27 
.25 


NmtOOBN 

AS 


8 


.0110 
.0070 
.0110 
.0050 
.0060 
.0080 
.0020 
.0020 
.0080 
.0010 
.0040 
.0010 


.0001 
.0000 
.0000 
.0000 
.0000 
.0000 
.0000 
.0000 
.0000 
.0000 
.0000 
.0001 


1 

I 

a 

I 

M 

o 


.04 
.65 
.00 
.40 
.00 
.08 
.40 
.54 
.48 
.41 
.85 
.86 


S 

e 


0.8 
0.8 
0.8 
0.8 
0.3 
0.6 
1.8 
0.8 
0.5 
0.0 
0.6 
0.8 


Averages  by  Years, 


- 

1888 

. 

- 

1.08 

4.08 

2.01 

.0005 

.0800 

- 

o 

.80 

.0102 

.0001 

- 

- 

- 

1880 

- 

- 

1.04 

8.42 

1.26 

.0015 

.0206 

.0252 

.0044 

.20 

.0075 

.0002 

- 

- 

- 

1800 

- 

- 

0.77 

4.58 

1.83 

.0010 

.0285 

.0101 

.0044 

.28 

.0128 

.0001 

- 

1.7 

« 

1881 

- 

- 

0.72 

4.02 

1.68 

.0004 

.0280 

.0104 

.0030 

.24 

.0105 

.0001 

- 

1.0 

- 

1802 

- 

- 

0.80 

4.85 

1.02 

.0004 

.0231 

.0102 

.0080 

.20 

.0082 

.0001 

- 

1.8 

- 

1888 

- 

- 

0.08 

4.28 

1.86 

.0010 

.0210 

.0100 

.0020 

.81 

.0054 

.0001 

.81 

1.2 

- 

1804 

- 

- 

1.12 

4.80 

2.05 

.0008 

.0210 

.0108 

.0028 

.88 

.0058 

.0000 

i.ts 

1 

1.8 

- 

1805 

- 

- 

1.08 

4.05 

2.05 

.0015 

.0244 

.0211 

.0038 

.84 

.0000 

.0001 

.M 

1.2 

- 

1880 

- 

.B 

0.74 

4.08 

1.87 

.0011 

.0288 

.0200 

.0083 

.80 

.0051 

.0001 

.84 

1 

0.0 

- 

1807 

- 

- 

0.06 

4.58 

2.04 

.0018 

.0252 

.0220 

.0023 

.82 

.0067 

.0001 

.80 

1.1 

- 

1806 

- 

- 

0.80 

4.47 

2.10 

.0022 

.0241 

.0220 

.0021 

.20 

.0054 

.0001 

.08 

1.1 

- 

1800 

- 

- 

0.40 

8.30 

1.48 

.0000  .0104 

.0173.0021 

.26 

.0040 

.0000 

.53 

1 

0.7 

NoTB  to  analyses  of  1800 :  Odor,  generally  faintly  vegetable,  sometimes  becoming  stronger  on  heat- 
ing.  The  samples  were  collected  from  the  reservoir,  near  the  gate-hoose,  at  a  depth  of  8  feet 

beneath  the  surface.    For  monthly  record  of  height  of  water  in  this  reservoir,  see  table  on  page  152. 
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MBTBOPOIilTAX  WATER  BISTBICT. 

Mieroseopical  Examination  of  Water  from  Framingham  Beservoir  No,  2. 

[Nnmber  of  orgaolnns  per  onbio  oeDtimeter.] 


1899. 

Jan. 

Feb. 

Mar. 

Apr. 

May. 

Jane. 

July.  July. 

Aug. 

Oct 

Nov. 

Not- 

Day  of  ezamlnatioii 

Number  of  sample,    .       .       .       . 

8 

26820 

1 
20081 

1 
28847 

4 

26887 

2 
20070 

1 
27276 

6 
27646 

81 
27024 

81 
28407 

2 
28886 

1 
29108 

29 
29614 

PLANTS. 

Diatomacees.            •      . 

10 

» 

7 

60 

52 

80 

W 

202 

2tO 

180 

40 

28 

Cyelotella,    . 
Tabellaria,    . 

2 
4 

1 
2 

1 
1 

0 
12 

2 

8 

4 
0 

128 
4 

176 

4 

200 
8 

26 
104 

4 
24 

10 
10 

CyanopliycesB, 

0 

0 

0 

0 

0 

0 

25 

14 

50 

1 

0 

0 

Anabnna,     • 

0 

0 

0 

0 

0 

0 

24 

8 

40 

0 

0 

0 

AlgWBt 

0 

0 

0 

0 

2 

40 

2tO 

22 

86 

26 

1 

0 

Protoeoceua, 

0 

0 

0 

0 

0 

40 

200 

0 

80 

0 

0 

0 

ANIMALS. 

Inftiaoria,     • 

0 

0 

0 

6 

7 

14 

8 

12 

260 

6 

8 

0 

Sptotylla, 

MaUomonaa,        .... 
VorUoeUa, 

0 
0 
0 

0 
0 
0 

0 
0 
0 

0 

0 
0 

1 
0 
0 

10 
0 
0 

0 
0 

4 

8 
0 
0 

0 

236 
10 

0 
0 
0 

0 
0 
0 

0 
0 
0 

Vormftfi.  ...... 

0 
0 

0 
0 

0 
0 

0 
0 

0 
0 

0 
0 

0 

pr. 

0 
0 

2 

0 

0 
0 

2 

0 

0 
0 

OruBtacea,  Boamlna,  . 

ifi«e«/ton«ou«,  ZoQglcM,  • 

8 

8 

6 

5 

7 

10 

7 

10 

10 

7 

7 

5 

Total 

18 

82 

12 

61 

68 

04 

412 

260 

698 

222 

68 

88 
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METROPOLITAN  WATKB  DISTRICT. 

Chemical  Examination  of  Water  from  Lake  Cochiluate  in  Wayland. 

[ParU  per  100,000.] 


B 


S6SS1 
26001 
16840 
S6645 
MOTS 
S7S87 
S7666 
S7026 
S8416 
28846 
202U0 
20606 


Appsakamcb. 


■ 


i 


"S 


1899. 

Jan.    2 

1 
Bliglti. 

Cons. 

Jan.  81 

Sllgbl. 

Blight. 

Fob.  28 

V.iltghi. 

Blight. 

Apr.    8 

Slight. 

Blight. 

May    1 

V.  lUght 

Blight. 

May  81 

V.sUghl. 

Blight. 

jQly    5 

V.  slight. 

V.  alight. 

July  81 

None. 

V.  Blight. 

Aug.  81 

y.  alight. 

V.  alight. 

Oct.     2 

V.  illght. 

Cods. 

Oct.  81 

V.aUght. 

V.  slight. 

Not.  28 

Blight. 

Blight. 

.87 
.46 
.83 
.81 
.26 
.20 
.16 
.00 
.10 
.00 
.10 
.22 


Kbsidub  ov 

EVAPOKA- 
TIOH. 


I 


6.25 
6.40 
6.00 
4.65 
4.65 
4.06 
i  4.05 
I  4.85 

'  4.60 

I 

I  4.10 
I  4.40 
!  4.45 


s 

?.6 


1.00 
2.40 
2.00 
1.06 
1.65 
1.60 
1.15 
1.80 
1.05 
1.80 
1.85 
1.65 


Ammohia. 


ALBUMIXOID. 

1 

s 

3 

1 

^1 

•- 

Q 

0  O, 

tK 

H 

O   1 

oc 

.0020 
.0012 
.0086 
.0010 
.0016 


.0462 
.0804 
.0218 
.0184 
.0220 


.0046.0284 


.0008 


.0158 


.0004  .0162 


.0004 
.0012 
.0016 
.0056 


.0180 
.0216 
.0220 
.0176 


.0814 
.0234 
.0176 
.0150 
.0180 
.0286 
.0146 
.0158 
.0168 
.0194 
.0200 
.0156 


.0148 

.0070 

.0042 

.0084 

.0040 

.0048' 

I 

.0012! 

.0004' 

I 
.0012 

I 

.0622 
.0020 
.0020; 


.55 

.51 
.40 
.88 
.88 

.42 
.48 
.80 

• 

.88 
.44 

.42 
.48 


NrTBOoxv'i  y, 
A«   II  B 

D 


B 
O 


m 

h 


«  ! 


s 


B 


.0100 


.0002 


.0110 .0001 

.0180.0001 

I 

.0110.0000 

I 

.01501.0003 

I 

.olio[.0002; 

.0060.0002 


.62 
.68 
.54 
.48 
.42 
.37 
.43 


.0050. 0001 1 1. 36 

.0020  .0000,. 34 

I    It 
.0060;.0000j,.33 

.00601.0001;  .32 

i   I 

.0070,. 00021). 81 


S 

n 


8 
1^ 


Averages  by  Years, 


1888 

- 

- 

1880 

- 

- 

1800 

- 

- 

1801 

- 

- 

1802 

- 

- 

1898 

- 

- 

1804 

- 

- 

1805 

- 

- 

1806 

- 

- 

1807 

- 

- 

1808 

- 

- 

1890 

- 

- 

.19  i 

4.90 

I 
1.24  1 

.0033 

.0217 

- 

- 

1 

1 
;.0127 

1 

.0003      - 

88 

5.06 

1.62 ; 

.0025 

.0210 

.om 

.0088 

1 

.46  > 

.0208 

.0003!     - 

.21 

4.74 

1.08  1 

.0016 

.0184 

.0149 

.0085' 

.49 

1.0206 

.0003.     -  i 

1'        1 

.24 

4.66 

1.44 

.0017 

.0182 

.0145 

.0087 

I 

.42 

.0212,  .0002      - 

1 

.0152^.0001      > 

.15 

4.61 

1.85 

.0018.0168 

.0183  .0035' 

.48 

.21 

4.64 

1.58 

.00151.0168 

.0188 

.0080 

.46 

.0008  .0002'  .39 

.20 

4.76 

1.59 

.0008  .0168 

.0187 

.0026 

.51 

.0070- .0001  .87 

.25 

5.06 

1.68 

1 

.0015  .0178 

.0153 

.0025 

.51 

.0112.0001   .42 

1 

.28 

4.89 

1.65 

.0012  .0176 

.0145  .OO81' 

1 

.50 

.0122.0001  .45 

[ 

.31 

1  5.11 

1.73 

.0012 

.0202 

.0172  .0030 

.52 

.0002.0001  .44 

.30 

1  4.02 

1.79 

.0016  .0203 

.0178 

.0080 

.47 

.0066 .0001   .45  1 

;                                   1 

.22 

1  4.74 

1.68  . 

.00» 

.0282 

.0193 

.0089! 

.48 

1.0090 

i 

'.0001.  .48 

1 

2.1 
1.8 
2.0 
2.0 
2.1 
2.1 
1.9 
2.1 
2.1 
1.7 


NoTB  to  anaiysea  of  1899 :  Odor  of  the  first  throe  samplos,  dlsagroeable;  of  the  others,  faintly  ▼ego- 
table,  becoming  stronger  and  aomeUmes  also  grassy  on  heating.— The  samples  were  eollected  from 
the  gate-house.    ?or  monthly  record  of  height  of  water  in  this  lake,  see  table  on  page  152. 
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MBTROPOIilTAN  WATEB  DISTRICT. 

Microscopical  ExamincUion  of  Water  from  Lake  CockUuaU  in  Wayland. 

[Nnmber  of  CMrgaoiims  per  cubic  centimeter.] 


18»». 


Jan. 


Feb. 


Mar. 


Apr. 


May. 


Jane. 


July. 


July. 


Aug. 


Oct. 


Not. 


Nov. 


Day  of  examination, . 
Nnmber  of  aample,    • 


8 
26821 


1 
260B1 


1 
26349 


4 

26846 


2 

26878 


1 
27287 


6 
27866 


81 
37026 


81 
28416 


8 

28846 


1 
29200 


28 
29606 


PLANTS. 

Dlatoxnaoe», 

Aaterlonella, 


Ovelotella, 

ICeloalra, 

Tabellaria, 


CyanophyceeB, 


Anabseoa,     . 
A  phanlzomenon, 
Meriamopoedia, 
Mlerocystla, 


AlffSD, 


50 

60 
0 
0 
0 


140 

0 

140 

0 

0 


14 

9 
0 
0 

4 


40 

0 

40 

0 

0 


6 

8 
1 
0 
1 


26 

0 

26 

0 

0 


28 

8 
2 
7 

4 


0 
0 
0 
0 


70 

26 
2 
0 
0 


0 
0 
0 
0 


18 


8p200 

2^92 
448 
24 
812 


84 

82 

0 
0 
0 


0 
4 

0 
0 


20 

14 
0 
0 

4 


24 


410 

888 

0 

0 

12 


88 

12 
0 
0 

18 


20 

2 
0 
0 
0 


78 

26 

0 

14 

88 


18 


50 


2 

12 

0 


126 

24 

62 

0 

86 


8 


182 

146 

0 

28 

4 


106 

4 

0 

102 

0 


866 

0 

880 

10 


12 


6 
0 
0 
0 


10 


ANIHALB. 
B]llzopoda«  Actlnophrya, 


Inftisorla, 


Ciliated  infnaorlan, 
Cryptomonaa, 
Dlnobryon,  . 
Pertdioinm, . 
Bynara, 


VermeB, 


Oruataoea,    . 

Boamina, 
Cyelopo. 

Daphnia,      .        • 
Entomoatra  eanoTa, 


MUcellaneou9t  Zo<JgloBat 


0 

0 

0 

1 

0 

0 

0 

0 

0 

0 

0 

186 

64 

8 

41 

26 

42 

88 

1 

1 

8 

86 

40 

16 

0 

0 

0 

0 

0 

0 

0 

0 

0 

74 

16 

1 

1 

0 

0 

0 

0 

0 

2 

0 

8 

9 

8 

6 

20 

88 

88 

0 

0 

0 

84 

22 

16 

1 

28 

1 

0 

0 

0 

0 

2 

8 

88 

6 

1 

1 

0 

0 

0 

0 

0 

4 

0 

2 

0 

pr. 

pr. 

0 

8 

pr. 

1 

0 

8 

0 

pr. 

pr. 

pr. 

pr. 

0 

0 

0 

pr. 

pr. 

pr. 

0 

0 

0 

0 

0 

0 

0 

0 

0 

pr. 

0 

0 

pr. 

pr. 

pr. 

pr. 

0 

0 

0 

P',: 

P*!: 

P'.: 

0 

0 

0 

pr. 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

pr. 

0 

0 

0 

0 

0 

0 

0 

0  1 

1 

•  •  • 


8 


17 


Total, '381 


128 


46 


72 


180  :  8,291 


189 


464 


124 


10 


206 


888 


20 

0 
0 
6 
2 
0 


0 
0 
0 
0 


8 


748 
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MBTBOPOIilTAN  WATEB  DISTBICT. 

Chemical  Examination  of  Water  from  the  Terminal  Chamber  of  the  Sudbury 

Aqueduct  at  Chestnut  ffUl  Reservoir, 

[Parts  per  100,000.] 


• 

g 

t 

Q 

Appkabamcb. 

RS8IDCB  OH 

EVAPOBA- 

TIOV. 

AVXONXA. 

• 

1 

.27 

NiTROaBM 
Aft 

s 

1 

g 

• 

^ 

1 

^ 

• 

1 

§1 

9 

I 

AU 

• 

1 

tUMINOID. 

1      ^ 

Q     CO 

• 

i 

5 

• 

1 

i 

26867 

1899. 

Jan.    6 

V.tUght. 

V.  slight. 

.46 

4.76 

1.60 

.0086 

.0148 

.0144 

.0004 

.0280 

.0001 

.61 

l.T 

26117 

Feb.    2 

V.  slight. 

V.  slight. 

.88 

4.80 

1.66 

.0016 

.0110 

.0104 

.0006 

.24 

.0120 

.0002 

.41 

1.4 

28410 

Mar.    6 

V.  slight. 

V.  slight. 

.28 

4.10 

1.66 

.0028 

.0104 

.0094 

.0010 

.28 

.0190 

.0002 

.86 

1.8 

26864 

Apr.   8 

Slight. 

Slight. 

.27 

8.76 

1.80 

.0020 

.0128 

.0122 

.0006 

.19 

.0100 

.0008 

.86 

0.8 

20090 

May    1 

V.  slight. 

V.  slight. 

.20 

8.76 

1.20 

.0016 

.0128 

.0117 

.0011 

.18 

.0060 

.0002 

.80 

0.8 

27800 

May  81 

V.  slight. 

Slight. 

.22 

8.66 

1.20 

.0026 

.0182 

.0120 

.0012 

.21 

.0080 

.0000 

.82 

0.8 

27686 

Jaly    6 

Slight. 

Slight. 

.21 

8.10 

1.16 

.0014 

.0188 

.0182 

.0006 

.17 

.0020 

.0000 

.82 

1.1 

27943 

July  81 

V.  slight. 

Slight. 

.12 

4.06 

1.76 

.0086 

.0176 

.0146 

.0080 

.26 

.0020 

.0000 

.82 

1.0 

S8484 

Aug.  31 

V.  slight. 

V.  slight. 

.16 

4.16 

1.66 

.0022 

.0174 

.0164 

.0020 

.21 

.0010 

.0000 

.84 

1.0 

28003 

Oct.    6 

V.  slight. 

SUght. 

.20 

3.06 

1.40 

.0008 

.0160 

.0162 

.0008 

.24 

.0020 

.0000 

.88 

1.0 

29214 

Nov.   1 

V.  sUght. 

Slight. 

.26 

8.80 

1.86 

.0010 

.0164 

.0168 

.0006 

.24 

.0080 

.0002 

.83 

0.8 

29628 

Nov.  28 

Blight. 

V.  slight. 

.20 

8.40 

1.06 

.0020 
.0021 

.0164 
.0143 

.0144 
.0182 

.0010 
.0011 

.26 
.22 

.0010 
.0078 

.0001 
.0001 

.26 
.36 

1.8 

Av... 

.24 

8.77 

1.40 

l.l 

Odor,  generally  faintly  vegetable,  sometimes  none. 

Microscopical  Examination  of  Water  from  the  Terminal  Cumber  of  the  Sudbury 

Aqueduct  at  Chestnut  HiU  Reservoir, 

[Number  of  organisms  per  eiible  centimeter.] 


1899. 


Jan. 


Feb. 


Mar. 


Apr. 


May. 


June. 


July. 


Aog. 


Ang. 


Oct. 


Not. 


Nov. 


Day  of  examination,  . 
Number  of  sample,    • 


9 
26867 


8 
26117 


8 
26410 


4 
26664 


8 
26090 


1 
27800 


2766627048 


81 
28484 


6 
28008 


2 

29214 


29 


PLANTS. 

DiatomacesB, 

Asterionella, 
Cyclotella,    . 
Melosira, 
Bynedra, 
Tabellarla,   . 

CyanophycesB,  . 
Anab8»na,     • 

Alff89, 


28 

82 

10 

fS 

296 

14 

782 

7 

10 
0 
8 
2 

18 
0 
0 
6 
8 

0 
0 
0 
6 
2 

22 
0 
0 
8 

14 

90 
2 
66 
94 
88 

19 

268 

282 

20 

6 

224 

0 

0 

0 

0 

2 

0 

29 

0 

0 

0 

0 

2 

0 

28 

0 

0 

1 

1 

1 

16 

80 

546 

100 

808 

106 

82 

80 

26 

40 

64 

16 

82 

41 

0 

0 

86 

10 

84 

8 

18 

8 

408 

44 

184 

12 

12 

6 

« 

1 

6 

0 

2 

0 

10 

8 

8 

t 

26 
88 

IB 
7 
1 


0 
0 
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METROPOIilTAN  WATER  DISTRICT. 

Microscopicdl  Examination  of  Water  from  the  Terminal  Chamber  of  the  Sudbury 

Aqueduct  at  Chestnut  Hill  Reservoir  —  Concluded. 

[Kmnber  of  orgaolBms  per  cubic  centimeter.] 


18»». 


Jan. 


Feb. 


Mar. 


Apr. 


M«7< 


Jaue. 


jDly. 


Aug. 


Aug.  I  Oct 


Wov. 


Nov. 


ANIMALS. 
BlilBopoda,  AotlDophiyt,    • 


Inftiaoria* 

CodoDella,    .       .       •      «       • 
IHoobryon, 

CniBtacea, 

Cyclops, 

iMpbDella 

Dapbnia, 


0 
0 


0 
0 
0 


0 
6 


0 
0 
0 


0 
0 


21 

0 
17 


0 
0 
0 


0 
0 
0 


48 

14 
26 


pr. 

pr. 
0 
0 


0 
2 


pr. 

pr. 
pr. 


0 
0 


0 
0 
0 


6 

0 
2 


pr. 
pr. 


10 

0 
0 


pr. 

0 

0 

pr. 


0 
0 


0 
0 
0 


6 

0 

4 


pr. 

pr. 

0 

pr. 


8 

2 

0 


0 


MUeeUatutmSf  Zo9glcM,  . 

8 

8 

7 

5 

12 

7 

10 

12 

25 

12 

8 

5 

Total, 

81 

41 

18 

71 

861 

64 

821 

687 

148 

884 

126 

08 

Chemical  Examination  of  Water  from  Spot  Pond^  Stoneham 

[Parte  per  100,000.] 


m 

g 

ApPBABAVOa. 

RJISIDUB  ON 
EVAPOBA- 

AanfOHiA. 

NlTBOGBB 

1 
^ 

1 

TIOH. 

$. 

AS 

1 

d 
0 

^ 

«] 

ti 

• 

1 
§1 

ALBUXIKOID. 

1 

• 

• 

1 

1 

1 

i 

§ 

1 

1 

1 

H 

r 

1 

1^ 

00 

i 

s 

1 

1 

1899. 

25816 

J«n.    2 

BUght. 

Bligbt. 

0.04 

4.76 

1.86 

.0004 

.0264 

.0224 

.0040 

.41 

.0020 

.0002 

.66 

1.7 

26112 

Feb.    2 

BUgbt. 

V.  Bllgbt. 

0.88 

4.86 

2.00 

.0006 

.0260 

.0206 

.0062 

.40 

.0080 

.0001 

.68 

1.8 

26846 

Feb.  28 

Bligbt. 

V.  sHgbt. 

0.41 

4.60 

2.10 

.0006 

.0278 

.0218 

.0060 

.42 

.0060 

.0001 

.62 

1.7 

26684 

Apr.   8 

Bllgbt. 

V.sllgbt. 

0.67 

4.60 

1.80 

.0028 

.0260 

.0212 

.0048 

.42 

.0110 

.0001 

.60 

1.4 

26001 

May    2 

Decided. 

Gone. 

0.88 

4.86 

2.10 

.0004 

.0848 

.0204 

.0144 

.36 

.0040 

.0000 

.52 

1.4 

27272 

May  81 

BUgbt. 

Cone. 

0.40 

6.00 

2.26 

.0002 

.0880 

.0242 

.0138 

.42 

.0020 

.0000 

.64  ;  2.6 

27688 

Jaly    6 

Decided. 

Cons. 

1.16 

8.80 

0.66 

.0188 

.0128 

.0084 

.0044 

.21 

.0020 

.0000 

.28 

1.0 

27020 

July  81 

Bllgbt. 

Bligbt. 

0.16 

2.66 

0.76 

.0180 

.0110 

.0094 

.0016 

.21 

.0010 

.0000 

.10 

0.8 

28418 

Ang.81 

BUgbt. 

Bligbt. 

0.20 

7.40 

2.26 

.0004 

.0294 

.0242 

.0052 

.42 

.0020 

.0000 

.46 

2.8 

28846 

Oct.     2 

Decided. 

Cons. 

0.11 

7.80 

2.00 

.0004 

.0352 

.0288 

.0064 

.88 

.0040 

.0000 

.88 

8.0 

20218 

Not.    1 

Bllgbt. 

Bllgbt. 

0.18 

8.45 

2.10 

.0128 

.0280 

.0200 

.0080 

.42 

.0020 

.0000 

.20 

8.6 

20606 

Nov.  28 

Decided. 

V.  sUgbt. 

0.21 
0.88 

10.16 

2.16 

.0294 
.0066 

.0108 
.0262 

.0170 

.0023 
.0063 

.44 
.88 

.0020 
.0034 

.0001 
.0000 

.81 
.44 

4.0 

A.T... 

5.66 

1.83  ! 

! 

.0190 

2.1 

Odor,  generally  distinctly  disagreeable,  sometimes  vegetable  or  nnpleasant.  On  beating,  tbe  odor 
of  some  of  tbe  samples  became  offensive.  Tbe  water  of  Spot  Pond  was  drawn  down  to  an  unosnally 
low  level  daring  tbe  work  of  removing  tbe  mad  from  tbe  bottom  of  tbe  pond.  For  monthly  record  of 
beigbt  of  water  In  this  pond,  see  table  on  page  152. 
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METROPOLITAN'  WATBB  BISTBICH?. 

Microscopical  Examination  of  Water  from  Spot  Pond,  Stoneham. 

[Nnmber  of  orgaoUms  per  cable  oentlmeter.] 


Day  of  ezamlOAtlOD,  • 
Namber  of  a«mplei    . 


PLANTS. 

Diatomaoe«t 

Aeterlonella, 
Oyelotella,    . 
Meloslra,      .       • 
Bynedni 
TsbelUtrta,    . 


CyanophyoeA 


»   • 


AnabsDa,     . 
AphanlBomenoD, 


Algm, 


Rapbldiooii  . 
SelenaatriiiD, 


ANIMALS. 
Rhizopoda,  DiiUngla,  . 


Infusoria, 


CblamydomonM, 
CryptomoDMi 
DiDobryoD,  . 


jn$e*llan§QUit  Zottg  1<m,   • 


Total, 


1899. 


Jao. 


Fob. 


Feb 


Apr. 


May. 


Siay. 


July. 


8 
26816 


8 

26112 


28 
26846 


8 
26684 


8 
26091 


81 
27272 


6 

27688 


July. 


81 
27020 


Sept. 


Oct. 


Not. 


Not. 


1 
28418 


8 
28846 


2        28 
29218'2060S 


56 

116 

0 

16 

6 


194      88 


10 


8 
2 


82 
87 

0 
10 

4 


45 

89 
6 


16 

0 
6 

7 

4 
0 


80 

6 
0 
6 
10 
2 


86 

86 
0 


658  1,028 


8 
0 

84 
880 

80 


16 
68 


0 

4 

48 

944 

82 


20 
0 


186 

186 
0 


64 

44 

8 
0 
2 


0 


0 
0 


0 
0 
0 

1 

3 


0 
0 


0 
0 


180 

2 

0 

128 

46 

'  4 


212 

10 
200 


86 

22 

0 


896  608 


2 
2 

826 

62 

4 


100 

0 
08 


86 
0 


0 

4 
686 

4 
6 


0 
0 


6 
0 


Vermes, 


Orustaoea,  Cyelopa,    • 


4,060 

4,000 
0 
0 


8,064 

8,000 
8 
0 


7,001 

7,000 
1 
0 


pr, 


4,002 

4,000 
0 
2 


pr. 


0 

0 

0 

0 

1 

0 

0 

9,068 

8,086 

0 

0 

188 

508 

66 

9,000 
60 
12 

8,000 
20 

0 

0 
0 
0 

0 
0 
0 

160 
0 
0 

600 
0 
0 

6 

0 

44 

0 

2 

0 

0 

1 

0 

4 

0 

0 

0 

0 

pr. 

pr. 

0 

8 


10 


60 


180 


160 


80 


10 


4.209 


8,186, 7,088  4,078 


9,769 


9,208 


176 


164 


1,672 


688 


86 

6 
0 

20 
0 
0 


0 
0 


86 

0 
0 


75 

0 

0 

70 


pr. 


188 
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MSTBOPOLITAN  WATEB  DISTRICH?. 

Chemical  Examination  of  Water  from  the  High  Service  Reservoir  at  Middlesex 

Fells, 


[Parts 

per  100,000.] 

1 

Uboiddk  ok 

_i 

a 

Appkabasck. 

l(VAPOBA-     i 

AXMOHIA. 

NITBOOBN 

IS 

TION.          1 

AS 

B 

0 

1         .                           1 

a 

B 

ALBUMINOID.      | 

1 

o 

m 

1 

a 

6 
S 

Turbldltj. 

*i 

6 

1 

Loss  on 
Ignitlo 

• 

1 

• 

1 

s 

J! 
Q 

• 

a 

OQ 

• 

i 

• 

1 

• 

s 

a 
t 

7 

• 

1899. 

28485 

Sept.  5 

V.  sHght 

V.  slight.  .18 

6.85     1.60 

.0012  .0170 

.0102 

.0008 

.22 

.wm  .0000 

.27 

0.9 

28486 

Sept.  6 

V.  slight. 

V.  slight.  .12 

4.75  ,  1.85  1 

1            1 

.0004.0100 

1 

.0150 

.0010 

.22 

.OOBOj.OOOO 

.81 

0.9 

Odor,  Dooef  beeomlog  very  faintly  vegetable  on  beating. The  first  sample  was  collected  from 

the  reservoir,  near  the  Intake ;  the  seeond,  from  the  reservoir,  on  the  opposite  side  from  the  intake. 
The  samples  were  ooUeeted  a  short  time  after  the  reservoir  was  filled,  and  before  any  water  from  li  hod 
been  used  for  the  supply  of  the  district. 

Chemical  Examination  of  Water  from  a  Faucet  at  the  State  House^  Boston.  ' 

[ParU  per  100,000.] 


Rkbiddb  ok 

• 

§ 

Appkakamcb. 

EVAPOBA- 

AmioNiA. 

NlTBO«BN 

1 

TIOW. 

AS 

s 
s 

1 

1 

M 

« 

B 

ALBUMINOID. 

umber. 
ateofOo 

• 

1 

i 

1 

.4 

Loss  on 

IlfDltiO 

• 

1 

1 

■ 

1 

• 

.•8 

•9 

• 

1 

3s 

• 

s 
1 

1 

• 

'A               S 

h* 

£ 

W 

H 

h 

H 

s 

X 

U 

a; 

S 

o 

9 

1899. 

25809 

Jon.     2 

Slight. 

V.  slight. 

.46 

5.55 

1.75 

.0020 

.0158 

.0180 

.0028 

.88 

.0800 

.0001 

.49 

2.0 

96110 

Feb.    2 

V.  slight 

V.  slight 

.38 

4.10 

1.35 

.0012  .0124 

.0102  .0022 

'.28 

.0200  .0001 

.42 

1.4 

28800 

Mar.    1 

V.  slight. 

V.  slight. 

.80 

4.15 

1.85 

.0014.0114!. 0108  .0006 

.26 

.0220 

.0002 

.89 

1.8 

20630 

Apr.    3 

I  V.  slight. 

Slight. 

.21 

8.20 

1.26 

.00101.0108.0106.0002 

1.21 

.0190 

.0002 

.84 

0.8 

XOHWO 

May    2 

>  V.  slight 

V.  slight. 

.18 

8.45 

1.10 

.00041.0108.0092.0016 

.22 

.0800.0001 

.80 

1.0 

27808 

June  2 

V.  slight. 

Slight. 

.18 

8.16 

1.05 

.0000.0108.0092.0016 

.21 

.0130  .0000 

.25 

1.0 

27687 

Jnly    5 

1  Slight. 

Blight. 

.20 

8.40 

1.40 

.0000.0150.0126.0024 

.20 

.0070 

.0000 

.87 

1.0 

27038 

Aug.    1 

'  V.  slight 

V.  slight.  .13 

8.80 

1.20 

.0006  .0146  .0126  .0020 

.24 

.0060 

.0000 

.31 

1.0 

28417 

Aug.  31  ' 

'  Slight. 

V.  slight  1.20  ' 

8.80 

1.55 

.0000  .0162  .0154  .0008 

.22 

.0030 

.0001 

.87 

1.1 

28852 

Oct.     8 

HliKht. 

V.sHght.j.2l 

8.70 

1.45 

.0006  .0168. 0160 

.0008 

.23 

.0040 

.0000 

.38 

0.8 

29187 

Oct.  31 

Slight. 

V.  slight  .24 

8.15 

1.15 

.0002  .0150  .0140 

.0010 

.24 

.0030 

.0000 

.84 

1.0 

29508 

Nov.  28 

1 

V.  slight. 

1 

V.  slight. 

.18 

8.45 

1 

1.05 

.0000.0186.0182 

1          1 

.0004 

.22 

.0070 

.0000 

.26 

1 

1.8 

Averagi 

j«  by  Tears.* 

. 

1888 

^ 

^ 

.88 

4.94 

1.53 

.0012 

.0215 

. 

.40 

.0188 

.0002 

. 

1889 

. 

. 

.61 

4.71 

1.43 

.0005 

.0199 

.0176 

.0023 

.42 

.0272 

.0002 

. 

. 

. 

1890 

. 

« 

.85 

4.70 

1.25 

.OOOS 

.0169 

.0148 

.0021 

.42 

.0241 

.0001 

. 

2.2 

. 

1891 

. 

• 

.87 

4.89 

1.63 

.0006 

.0161 

.0136 

.0025 

.87 

.0227 

.0001 

_ 

1.7 

. 

1892 

.. 

• 

.87 

4.70 

1.67 

.0007 

.0168 

.0188 

.0030 

.41 

.0210 

.0001 

• 

1.9 

. 

1893 

. 

. 

.61 

4.64 

1.84 

.0010 

.0174 

.0147 

.0027 

.88 

.0143 

.0001 

.60 

1.8 

. 

1894 

» 

• 

.69 

4.64 

1.83 

.0006 

.0160 

.0150 

.0019 

.41 

.0106 

.0001' 

.68 

1.7 

. 

1895 

- 

. 

.72 

4.90 

2.02 

.0006 

.0197 

.0175 

.0022 

.40 

.0171 

.0001 

.69 

0.7 

. 

1896 

. 

. 

.49 

4.29 

1.67 

.0005 

.0165 

.0142 

.0023 

.87 

.0155 

.0001 

.56 

1.4 

. 

1897 

- 

• 

.65 

4.82 

1.84 

.0009 

.0193 

.0177 

.0016 

.40 

•0137 

.0001 

,64 

1.6 

. 

1898 

• 

. 

.41 

4.19 

1.60 

.0008 

.0152 

.0136 

.0016 

.29 

.0p97 

.0001 

.44 

1.4 

■ 

1899 

" 

-     i-a 

3.70 

1.80 

.0006 

1 

.0136 

.0122 

.0014 

.24 

.0137 

.0001 

.85 

1.1 

*  Frevious  to  1897  these  samples  were  collected  from  a  faucet  at  the  Institute  of  Technology.  The 
character  of  the  water  at  this  place,  however,  does  not  differ  materially  from  that  of  the  water  drawn 
from  the  faucet  at  the  State  House. 

IToTB  to  analyses  of  1899 :  Odor,  generally  faintly  vegetable,  sometimes  none.  On  heating,  the  odor 
of  some  of  the  samples  beoame  stronger. 
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METBOPOIilTAK  WATBB  BISTBICT. 

Microscopical  Examination  of  Water  from  a  Faucet  at  the  SiaJte  House^  Boston, 

[Nnmber  of  organlama  p«r  onbto  oentimeter.] 


18M. 

Jan. 

Feb. 

Mar. 

Apr. 

Msy. 

Jnne. 

Jnly. 

Aug. 

Aug. 

Oct. 

Oct. 

Not. 

Day  of  ezamf  nation,  .... 
Number  of  sample,    .... 

2 
86800 

2 
26110 

1 
26800 

8 
26680 

8 
26006 

2 
27808 

6 
27687 

1 
27086 

81 

28417 

8 
28862 

31      28 
20187  20608 

PLANTS. 

DiatomaoesB,      .... 

Aaterionelia,       •       .       «       . 

Oyolotella 

Meloalra, 

Bynedra 

TabeUaria, 

Oyanopbyoen,  .... 
Anabnna,     ..... 

Alff» 

Protoooeena,        .... 

S5 

28 

11 

0 

6 

14 

0 
0 

0 
0 

n 

4 
0 
0 
4 
10 

0 
0 

0 
0 

16 

6 
0 
0 
6 
2 

0 
0 

0 
0 

18 

6 
0 
0 
1 

4 

0 
0 

0 
0 

1M 

64 

0 

8 

60 

26 

0 
0 

0 
0 

64 

22 
8 
6 
2 

18 

S4 

84 

t 

0 

810 

102 

74 

6 

6 

118 

1 
0 

64 

04 

826 

80 

12 

0 

88 

246 

10 

4 

t 

0 

188 

20 
40 
12 
0 
52 

It 
12 

6 

0 

m 

24 
20 
68 

82 
114 

t 

2 

8 
0 

208 

58 

6 

44 

10 
88 

0 
0 

14 

0 

62 

88 

10 

0 

5 

6 

0 

0 

10 
0 

ANIlfALS. 
Bhisopoda,  Aetinophrys,    . 

InftiBoriat 

Dlnobryon,  ..... 

Vermes,  Polyarthra,    . 

Oriistaoea,  Oyeiopa,   . 

0 

1 

0 
0 
0 

0 

4 
0 

0 
0 

1 

4 
4 

0 

0 

0 

6 

8 

0 
0 

0 

10 
8 

0 
0 

0 

0 
0 

0 

0 

0 

0 
0 

0 
0 

0 

0 
0 

0 

0 

0 

t 

0 
0 
0 

0 

t 

0 

0 
pr. 

0 

to 

20 
0 
0 

0 

12 
12 

1 
0 

Ififce/tefMout,  ZoSglosa,  . 

s 

8 

0 

6 

5 

It 

r 

7 

16 

8 

6 

8 

Total, 

60 

86 

21 

24 

201 

112 

882 

846 

172 

288 

247 

n 

Table  showing  Monthly  Heights^  in  Feet^  above  Tide-marsh  Level  of  the  Water  in 
the  Lakes  and  Storage  Reservoirs  of  the  Metropolitan  Water  Works,  from 
which  Samples  of  Water  were  collected  during  the  Tear  1899* 


•    • 

mingham 
lervoir    No. 
Stone  Crest, 
.60. 

11^ 

III 

mingham 
ervolr  No.  3. 
ih     Boards, 
13. 

Cochltnate. 
gh    Water, 

• 

00 

n 

Lake 
HI 
144 

1 

18M. 

Jan. 

1 

268.80 

186.00 

804.12 

224.55 

176.20 

148.88 

161.78 

Feb. 

1. 

368.10 

184.06 

804.20 

224.40 

176.10 

148.11 

140.43 

llareh  1. . 

268.80 

186.14 

800.65 

220.87 

176.46 

141.20 

147.44 

AprU 

260.80 

186.16 

801.02 

221.48 

176.46 

148.45 

148.27 

May 

260.07 

186.10 

804.22 

224.87 

176.17 

148.70 

148.67 

Jnne 

260.78 

186.80 

806.04 

225.24 

177.70 

144.84 

141.48 

Jnly 

268.28 

185.20 

804.82 

225.18 

176.22 

144.87 

141.28 

Ang. 

256.26 

185.02 

804.61 

223.87 

175.80 

144.11 

141.88 

Sopt. 

268.17 

188.47 

804.20 

222.06 

176.78 

142.80 

141.44 

Oct. 

262.28 

177.80 

801.47 

212.14 

176.72 

140.58 

180.85 

Nov. 

261.26 

185.86 

285.27 

106.82 

177.00 

188.76 

130.40 

Deo. 

f 

.       < 

1               a              . 

260.80 

184.00 

280.26 

103.88 

175.06 

180.15 

180.88 
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abingtox  akd  bockiianb. 
Water  Supply  of  Abington  and  Rockland. 

Chemical  Examination  of  Water  from  Big  Sandy  Pond^  Pembroke, 

[Parts  per  100,000.] 


a 

9 


6 

o 

S 

m 


28127    Feh.    6 


27022 
28066 
20280 


At. 


May    7 

Ang.  6 
Nov.   6 


Appbasahob. 


t 

1 


s 
« 

a 

00 


I 


V.  slight. 
V.  slight. 
V.  slight. 
V.  slight. 


V.  slight. 
V.  slight. 
V.  slight. 
V.  slight. 


.14 
.10 
.07 
.08 


.10 


RXSIDUB  OH 

SVAPORA- 

TIOV. 


3 

o 


B 
O 

S 


J 


8.86 
8.20 
8.76 
8.66 


8.40 


1.26 
1.16 
1.00 
1.66 


1.24 


AXMOVIA. 


ALBUVINOID. 

•s 

• 

5 

i 

1 

1 

h 

H 

Q 

00 

.0000 
.0012 
.0006 
.0006 


.0006 


.0160 
.0164 
.0182 
.0178 


.0188 


.0186 
.0184 
.0180 
.0104 


.0141 


.0014 
.0020 
.0002 
.0014 


.0012 


NITROOBH 

• 

« 

AS 

• 

• 

• 

1 

s 

^ 

■S 

^A 

ja 

—< 

.64 

» 

aq 

.0020 

.0001 

.67 

.0040 

.0000 

.67 

.0010 

.0000 

.67 

.64 

.0010 

.0000 

.0020 

.0000 

1 

a 

B 

o 
a 


o 


.20 
.22 
.20 
.20 


.28 


s 

I 


0.6 
0.8 
0.6 
0.8 


0.4 


Odor,  generally  faintly  vegetable. The  samples  were  collected  from  a  faucet  in  the  pumping 

station. 


Water  Supply  of  Adams  Fire  District,  Adams. 

Chemical  Examination  of  Water  from  Bassett  Brook  Reservoir^  Adams. 

[Parts  per  100,000.] 


• 

O 

▲ppbababob. 

Kbsidub  om 
£tai»oba- 

TIOM. 

1 
Akmohxa. 

■ 

1 

.07 
.08 
.06 
.10 
.06 

NiTBoasir 

AS 

i 

1 

1 

4i 

a 

i 

• 

1 
§1 

r 

1 

ALBCmVOID. 

• 

i 

• 

i 
1 

• 

1 

• 

1 

i 

00 

.0002 
.0000 
.0008 
.0012 
.0006 

■ 

» 

26810 
27182 
28282 
20486 

Feb.  21 
May  22 
Ang.  10 
Not.  18 

None. 
V.  slight. 
V.  slight. 
V.  slight. 

V.  sUght. 
V.  slight. 
V.  slight. 
Blight. 

.00 
.04 
.08 
.08 
.04 

8.75 
2.05 
6.45 
2.60 

1.00 
0.66 
0.66 
1.00 

.0000 
.0000 

.0000^ 
.0000 
.0000 

.0020 
.0040 
.0046 
.0064 
.0042 

.0018 
.0040 
.0088 
.0062 
.0087 

.0280 
.0170 
.0080 
.0140 
.0166 

.0000 
.0000 

.0000 
.0000 
.0000 

.07 
.14 
.12 
.16 
.12 

2.T 
1.7 
8.8 

1.4 

At... 

8.60 

0.80 

2.8 

... 

Odor,  faintly  Tegetable  or  none.  —  The  eamples  were  collected  from  a  faucet  supplied  with  water 
from  the  reserroir. 
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ADAMS. 

Chemical  Examination  of  Water  from  Dry  Brook  Reservoir  in  Adams  and 

Cheshire, 


[Parts 

per  100,000.] 

• 

6 
1 

Appbarasos. 

Rbsidus  ox 
Eyafgra- 

TION. 

AmfOHU. 

1 
.08 

KXTBOOBV 

AM 

• 

1 
if 

o 

• 

1 

1 

1 

1 

Loss  on 
Ignition. 

1 

ALBUXIirOID.     i 

• 

S 

1 

1 

1 

00 

s 

S6800 

18M. 

Feb.  21 

None. 

y.fliigh*. 

.10 

0.06 

1.66 

.0010 

.0046 

.0042 

.0004 

.0100 

.0001 

.22 

8.0 

27188 

May  22 

y.  slight. 

Slight. 

.14 

6.60 

1.26 

.0000 

.0008 

.0084 

.0014 

.07 

.0040 

.0000 

.20 

8.0 

S8288 

Aag.  10 

y .  flUght. 

y.  slight. 

.00 

11.26 

2.00 

.0024 

.0004 

.0060 

.0008 

.21 

.0080 

.0000 

.24 

6.0 

SB487 

Nov.  18 

y.aUght. 

y.  slight. 

.81 

0.20 

2.26 

.0006 
.0010 

.0122 

.0118 

.0004 
.0007 

.10 
.11 

.0060 
.0000 

.0000 
.0000 

.62 

8.8 

At... 

.16 

7.26 

1.04 

.0000 

.0088 

.82 

4.8 

Odor  of  the  first  two  samples,  none,  beoomiog  very  faintly  vegetable  on  heating;  of  the  last  two, 

very  faintly  vegetable,  becoming  distinctly  vegetable  on  heating. The  samples  were  collected  from 

•  fianoet  snpplied  with  water  from  the  reservoir. 


Water  Supply  of  Amesbury.  — Powow  Hill  Water  Company. 

Chemical  Examination  of  Water  from  the  Wells  of  the  Powow  HiU  Water 

Company, 

[Parts  per  100,000.] 


• 

• 

AmoKiA. 

1 

1.10 
0.67 

HtnOQKK 

AS 

Oxgen                   1 
Consamed.  | 

1 

SB 

1 

• 

i 

a 

1 

s 

1 

• 

Averages  of  fonr  samples  collected  in) 
Jnlv,  Aiignst,  September  and  October,  > 

.01 
.06 

20.16 
0.82 

.0044 
.0006 

.0017 
.0022 

.0012 
.0477 

.0000 

.0001 

.08 
.02 

8.0 
4.0 

.0000 
.0160 

Odor,  none. «—  The  first  analysis  is  the  average  of  the  analyses  of  foar  samples  collected  from  the 
tobnlar  wells  near  Karket  Street;  the  last  is  the  average  of  the  analyses  of  fonr  samples  collected  fh>m 
the  tubnlar  wells  near  Main  Street. 
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AJNl>OVBB. 

Water  Supply  of  Andover. 
Chemical  Examiiiatum  of  Water  from  HaggetVs  Pond,  Andover, 


[Parte  p«r  100,000.] 

Date  of  Collection. 

APPBARAMCB. 

Rksxodb  on 

EVAPOBA- 
TION. 

Ammonia. 

1 

e 

.81 

.30 
.88 

.38 

MiTROOBN 
A8 

1 

1 

a 

• 

s 

c 

§ 
1 

1 

1 

§1 
J" 

1 

ALBDMINOID. 

• 

1 

• 

1 

1 

a 

a 

1 

• 

t 
1 

.1 

00 

i 

25938 
26680 
28011 

Jan.  11 
Apr.  10 
Oet.     0 

NODO. 

V.  slight. 
V.  slight. 

V.  Slight. 
V.  slight. 
V.  slight. 

.21 
.22 
.10 

8.80 

8.50 

12.45 

1.30 
1.25 
2.45 

.0010  .0144 
.0012.0146 
.0008  .0152 

.0010  .0147 

1 

.0188 
.0144 
.0182 

.0188 

.0006 
.0002 
.0020. 

.ooop 

.0000 
.0080 
.0000 

.0027 

.0000 
.0000 
.0000' 

.0000 

.88 
.87 
.25 

.88 

1.8 
0.8 
2.1 

A»...* 

.18 

6.42 

1.67 

1.4 

1 

Odor,  none,  becoming  faintly  vegetable  on  heating. The  samples  were  collected  from  a  faucet  at 

the  pumping  station. 

Water  Supply  of  Arlington. 

(See  also  Metropolitan  Water  District^  pages  127  to  152.) 
The  low-service  district  of  Arlington  was  supplied   during  the 
year  from  the  Metropolitan  Water  Works,  the  high-service  district 
being  supplied  from  the  driven  wells  at  East  Lexington. 


Chemical  Examination  of  Water  from  Tubular  Wells  at  East  Lexington. 

[Parts  per  100,000.] 


i 

§ 

7! 


26041 
265W 
27302 
27866 
28n5 
2»407 


o 
^^ 

S 

m 


Jan.  25 
Mar.  SB 
Jane  1 
Jnly  24 
Sept.  27 
Nov.  27 


Appsjlhavcs. 

• 

1 

• 

t 

1 

§1 

1 

i 

SH 

3 

oS 

6 

i 

Decided. 

Cone. 

.40 

8.20 

Decided. 

Slight. 

.60 

9.00 

Slight. 

Slight. 

.58 

6.80 

Decided. 

V.  slight. 

.70 

0.50 

Decided. 

^6one. 

.70 

0.80 

Decided. 

Cone. 

.60 

0.50 

Ammonia. 

« 

O 

S 

« 

sfl 

g 

iO 

fik 

< 

.0212 
.0272 
.0188 
.0268 
.0202 
.0268 


.0108 
.0116 
.0182 
.0006 
.0114 
.0104 


9 

a 
1 


.47 
.47 
.48 
.52 
.66 
.55 


KiTROOBM 
A8 


s 

S 

1 

B 

9Q 

SQ 

.0010 
.0000 
.0080 
.0040 
.0160 
.0110 


.0000 
.0001 
.0000 
.0000 
.0000 
.0001 


s5 


.20 
.18 
.85 
.28 
.27 
.21 


8 


4.0 
4.0 
2.6 
4.4 
4.2 
4.2 


.1700 
.1700 
.0880 
.0850 
.1000 
.8800 


Averages 

by  Years, 

1895 

. 

. 

.17 

9.90 

.0097 

.0075 

.52 

.0045 

.0001 

.18 

5.5 

.0958 

_ 

1806 

• 

. 

.24 

9.88 

.0090 

.0102 

.54 

.0052 

.0001 

.21 

5.8 

.0742 

.. 

1897 

— 

- 

.45 

9.05 

.0167 

.0102 

.55 

.0042 

.0000 

.22 

4.7 

.0008 

_ 

1898 

- 

. 

.47 

8.72 

.0190 

.0118 

.52 

.0014 

.0000 

.24 

4.0 

.1842 

^ 

1809 

" 

.56 

8.68 

.0250 

.0120 

.50 

.0067 

.0000 

.24 

8.0 

.1647 

NoTX  to  analjwee  of  1899:  Odor  of  the  fonrtb  sample,  faintly  unpleasant;  of  the  others,  none,  be- 
ooming  fiintlj  vegetable  or  unpleasant  on  heating.  — -  The  samples  were  collected  from  a  faucet  at  the 
pumplfig  station. 
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▲SHBUBNHAM. 


Water  Supply  of  Ashburnham. 


ChemiccU  Examination  of  Water  from  the  AsMurnham  Storage  Reservoir, 


Parte 

per  100,000.] 

1 

Bbsidub  oh 

1 

1 

APPKAJtAVOB. 

EVAPOSJL- 
TIOM. 

Ammokia. 

I^ITROOBV 

1 

a 

0 
« 

1 

1 

■ 

1 

e 

a 

1 

1 

• 

i 

Lots  on 
Ignition. 

1 

ALBUMIMOID.      | 

1 

1  i 

6 

! 

1 

• 

s 

Oxygen  Con 

1 

• 

1 

• 

1 
1 

Sus- 
pended. 

i 

c 

1 

18M. 

I 

1 

SIMO 

Jane  20 

Decided. 

V.  illght. 

.24 

a.8o 

1.20 

.0000 

.0888 

.0292 

.0006 

.12 

.0000 

1 

.0000 

,.27 
1 

1.1 

Odor,  faintly  mouldy  and  anpleasant. 


Water  Supply  of  Athol. — Athol  Water  Company. 

Chemical  Examination  of  Water  from  the  Large  Reservoir  in  Phillipston. 


[Parte 

per  100,000.] 

• 

1 
1 

Appkasaxcb. 

RSSIDDB  OH 

EVAPOBA- 

TIOK. 

AxMomA. 

S         Chlorine. 

NITBOOBH 

A8 

■ 

m 
e 

1 

• 

s 

1 

1 

• 

Loss  on 
Ignition. 

• 

1 

ALBDMIHOID. 

• 

• 

1 

1 

s 

• 

1 

• 

1 

00 

• 

1 

28M8 

Mar.  28 

V.  allffht. 

V.  BllgbU 

0.84 

2.60 

1.00 

.0020 

.0188 

.0160 

.0028 

.0070 

.0000 

0.40 

0.8 

S7610 

Joiie28 

Decided. 

Heayy. 

0.62 

8.26 

1.70 

.0020 

.1090 

.0800 

.0780 

.11 

.0000 

.0000 

0.76 

0.6 

38748 

Sept.  26 

V.  slight. 

V.sligbt. 

1.00 

6.60 

2.76 

.0000 

.0280 

.0242 

.0024 

.10 

.0060 

.0001 

1.80 

0.9 

29795 

Dec.  27 

V.sligbt. 

y .  slight. 

0.80 

5.46 

2.00 

.0222 

.0222  .0210 

1 

.0012 

.10 

.0070 

.0001 

1.02 

1.0 

Odor,  generally  faintly  Tegetable. 

Microscopical  Examination. 

An  inslgnlfieant  nomber  of  organisms  was  fonnd  in  each  of  these  eamplea,  eioept  la  the  June 
■ample,  wliieh  oontained  14,800  Anctbama  OteiUaroidt  per  cable  centimeter. 
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ATHOIi« 

Chemical  Examination  of  Water  from  Bucknam  Brook  Reservoir^  AihoL 

[Parts  per  100,000.] 


• 

0 

1 

o 

1 

Appbabahcb. 

Kksidui  on 

EVAPOBA- 
TIOK. 

AlOfOKIA. 

• 

1 

O 

.00 
.10 
.20 
.10 

.14 

NiTROOIN 
▲8 

• 

1 

a 

0 

o 

• 

1 

0 

1 

• 

1 

• 

1 

§1 

r 

1 

JLLBClinfOID. 

■ 

• 

• 

« 

• 

• 

1 

1  o 

GO 

• 

1 

26507 
27620 
28742 
20704 

18M. 

Mar.  28 
Jane  28 
Sept.  25 
Dee.  27 

None. 
V.  Blight. 
Decided. 
V.  alight. 

None. 
Cons. 
Cons. 
V.  Blight. 

.20 
.82 
.66 

.80 

.80 

2.56 
2.85 
4.65 
4.80 

0.80 
1.25 
2.20 
1.70 

.0006 
.0016 
.0012 
.0002 

.0000 

.0074 
.0282 
.0860 
.0160 

.0206 

.0070 
.0164 
.0810 
.0148 

.0178 

.0004 
.0068 
.0050 
.0012 

.0038 

.0060 
.0000 
.0020 
.0020 

.0022 

.0000 
.0000 
.0000 
.0001 

.0000 

.81 
.65 
.06 
.65 

.M 

o.s 

0.6 
0.8 
1.0 

At... 

3.50 

1.40 

O.T 

Odor  of  the  firat  and  last  samplee,  none;  of  the  otherB,  faintly  Tegetable,  becoming  stronger  on  heat- 


ing. 


Water  Supply  of  Attleborough. 

The  advice  of  the  State  Board  of  Health  to  the  water  commis- 
sioners of  Attleborough,  relative  to  the  quality  of  the  water  supplied 
to  that  town,  may  be  found  on  pages  5  and  6  of  this  volume. 

Chemical  Examination  of  Water  from  the  Well  of  the  Attleborough  Water  Work^ 

[Parte  per  100,000.] 


Date  of 

Oollccllon. 

Appbarancb. 

1 

Resldae  on 

Evaporation. 

Ammovia. 

s 

1 

NiTROQBN 
AS 

Oxygen 

Consnmed. 

i 

a 

1 

S 

i 

a 

s 

0 

H 

• 

0 

1 

• 

1 

• 

i 

■ 

1 

1 

25885 
26155 
26450 
26764 
27068 
27467 
27728 
28262 
28676 
28042 
28274 
20615 

Jan.    0 
Feb.    6 
Mar.  10 
Apr.  14 
May    0 
Jane  15 
July  11 
Aoff.  16 
Sept.  12 
Oct.   10 
Nov.    7 
Dec.  12 

None. 
1  None. 
None. 
None. 
None. 
None. 
None. 
None. 
None. 
None. 
None. 
None. 

V.  alight 

None. 

None. 

None. 

None. 

v.  slight. 

None. 

V.  Blight. 

None. 

V.  Blight. 

None. 

None. 

1 

.00 

.00 

.00 

.02 

.00 

.00 

.00 

.00  : 

.00 

.00 

.06 

.07 

.01 

8.60 
4.30 
4.70 
8.00 
3.70 
2.40 
8.00 
4.40 
3.80 
4.80 
4.00 
8.60 

.0000 
.0000 
.0000 
.0000 
.0000 
.0000 
.0000 
.0000 
.0000 
.0000 
.0002 
.0002 

.0012 
.0018 
.0012 
.0014 
.0010 
.0022 
.0024 
.0026 
.0014 
.0034 
.0028 
.0042 

.34 
.88 
.81 
.28 
.80 
.20 
.27 
.28 
.80 
.81 
.82 
.83 

.0080 
.0000 
.0140 
.0120 
.0160 
.0110 
.0000 
.0070 
.0160 
.0000 
.0140 

.0070 

1 

.(iooo 

.0001 
.0000 
.0000 
.0000 
.0000 
.0000 
.0000 
.0000 
.0000 
.0000 
.0000 

1  .03 

1  .04 

.04 

1  .04 

'  .04 

.04 

.04 

.06 

.02 

'  .04 

1  .07 

.06 

2.0 
2.1 
2.0 
1.6 
1.8 
1.8 
1.3 
1.7 
2.0 
2.2 
2.8 
1.7 

.0010 
.0080 
.0010 
.0080 
.0080 
.0020 
.0080 
.0040 
.0070 
.0030 
.0020 
.0020 

At... 

8.88 

.0000 

.0021 

.30 

.0110 

.0000 

.04 

1 

1.8 

.0028 

Odor,  none. Nos.  25885, 26155  and  27723  were  collected  from  the  well ;  the  others,  from  a  f aaoet 

at  the  pomplng  station,  while  pomping. 
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AVON. 


Water  Supply  of  Avon. 

Chemical  Examinaiion  of  WcUer  from  the  Well  of  the  Avon  Water  Works. 


[Paru 

per  100,000.] 

o 

6 

Residue  on 

Evaporation. 

AMMONIA. 

• 

1 
g 

.3« 

1 

NITROOBK 

AS 

Oxygen 

Consumed. 

i 

e 
S 

S 

X 

Alba- 
mlnold. 

1 

• 

5 

• 

Average  of  five  aamplea  collected  io  June, 
Jolv,  Aagnst.  September  and  October, 

.01 

8.50 

.0001 

.0008 

.0224 

1 
1 

.0000 

.02 

0.0 

.0088 

Odor,  none. 

Water  Supply  of  Ayer. 
Chemical  Examinaiion  of  Water  from  the  Well  of  the  Ayer  Water  Works, 


[Parts 

per  100,000.] 

i 

a 

1 
Residue  on 

Evaporation. 

Ammokia. 

1 

• 

« 

B 

a 
o 

.46 

NlTROOBM 
AS 

Oxygen 

Consumed. 

• 

at 

8 

B 

1 

m 

« 

1 

Albu- 
minoid. 

• 

s 

2 

• 

i 

Average  of  six  samples  collected  In  May, 
Jane,  Jalyi  Angnst,  September  and  Oc- 
tober, 1809. 

.01 

1 
6.85 

.0001 

.0012 

.0415 

.0000 

.08 

2.8 

.0022 

Odor,  none. 

Water  Supply  of  Barre.  —  Barre  Water  Company. 

Chemical  Examination  of  Water  from  the  Reservoir  of  the  Barre  Water  Company, 


[Parts 

per  100,000.] 

• 

i 

1 

Appbarahob. 

Rbsiddb  ok 
Evapora- 
tion 

1 

Ammonia. 

• 

• 

6 

X 
.12 

NiTROOKN  ' 
AS           1 

1 

a 

1 

& 

1 

• 

1 

«j 

• 

1 

1 

Lesson 
Ignition. 

albuminoid. 

• 

s 

1 

1 
•0    ' 

£  1 

i 
1 

• 

1 

> 

1 

pended. 

it 

s 

e 

1 

33 

26844 

18M. 

Jan.    4 

1 

1 
V.  slight. 

V.  slight. 

.18 

2.60 

1.00 

1 

.0002 

1 

.0006,.  0004 

.0002 

.0180 

.0000 

.24 

1.0 

26080 

Apr.   5 

None. 

V.  slight. 

.10 

2.50 

1.10 

.0006 

1 

.0106 

.0102 

.0004 

1 

.00 

.0130 

.0000 

.21 

0.3 

27677 

July    6 

V.  slight. 

V.  sUght. 

.03 

2.80 

1.05 

.0024 

.0190 

.0144 

.0016 

1 

.10 

1 

.0020 

.0000 

.26 

0.6 

28882 

Oct.     4 

1  Blight. 

Blight. 

.05 
.08 

3.76 

1.60 

:.0056 

.0022 

1 

.0868 
.0190 

.0826 
.0166 

.0042' 
.0024 

.14; 

.11  1 

1 

.0020 

.0087 

1 

.0000 
.0000 

.29 
.25 

1.8 

Av... 

1 

2.01 

1.16 

0.9 

1 

Odor,  faintly  vegetable  or  none.  • 
line;  the  others,  from  the  reservoir. 


•  The  flnt  sample  was  collected  from  a  fancet  on  the  main  pipe 
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Water  Supply  or  Belmont. 

(See  Metropolitan  Water  District,  pages  127-152.) 
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BELMONT, 


Watee  Supply  or  Beverly. 
(See  Salem,) 


Water  Supply  of  Billerica. 

Chemical  Examination  of  Water  from  the  WeUs  of  the  Billerica  Water  Works, 

[Part*  per  100,000.] 


Date  of 

Collection. 

API 

WAS&VnK. 

Residue  on 
Evaporation. 

Ammokla. 

6 

NlTROOBir 

1 

• 

o 

• 

s 

s 
1 

AS 

1 

■ 

1 

• 

a 
1 

i 

I 

mlnoid. 

1 

S 

1 

36407 

19M. 
Mar.    7 

V.  alight. 

V.  alight. 

.01 

6.70 

.0000 

.0008 

.28 

.0060 

.0000 

.05 

2.1 

.0070 

266» 

Mar.  80 

V.  alight. 

None. 

.00 

6.40 

.0000 

.0010 

.26 

.0000 

.0000 

.02 

2.0 

.0010 

aoosi 

Apr.  24 

V.  alight. 

V.  aUght. 

.04 

6.60 

.0000 

.0006 

.25 

.0070 

.0000 

.02 

2.0 

.0100 

S7238 

May  22 

V.aUgfat. 

Slight. 

.08 

6.40 

.0000 

.0014 

.24 

.0100 

.0000 

.08 

1.8 

.0070 

sr02e 

Jane  28 

V.  aHght. 

V.  alight. 

.08 

6.50 

.0000 

.0016 

.26 

.0000 

.0000 

.08 

1.8 

.0180 

sreis 

Joly  20 

None. 

None. 

.00 

6.60 

.0000 

.0006 

.26 

.0130 

.0000 

.06 

2.0 

.0010 

884M 

Sept.  1 

V.  Blight. 

V.  alight. 

.03 

6.80 

.0000 

.0012 

.26 

.0060 

.0000 

.04 

2.0 

.0070 

S8T02 

Sept.  26 

V.  Aght. 

V.  alight. 

.02 

6.80 

.0004 

.0014 

.28 

.0090 

.0000 

.06 

1.7 

.0060 

S9208 

Got.  80 

V.  alight 

V.  alight. 

.05 

6.10 

.0008 

.0010 

.24 

.0070 

.0000 

.06 

2.0 

.0100 

»481 

Nov.  22 

V.  alight. 

BUght. 

.04 

6.80 

.0002 

.0016 

.26 

.0070 

.0000 

.07 

2.2 

.0250 

S9813 

Dee.  26 

Slight. 

V.  alight. 

.06 
.03 

6.60 

.0006 

.0014 

.28 

.0070 

.0000 

.04 

2.2 

.0180 

Av..* 

6.66 

.0002 

.0012 

.24 

.0084 

.0000 

.04 

2.0 

.0101 

1 

Odor,  none.— The  aamplea  were  eolleeted  from  a  fanoet  at  the  pumping  station. 

*  Where  more  than  one  aample  waa  collected  in  a  month,  the  mean  analyala  for  that  month  haa  been 
aaed  in  making  the  average. 


Blackstone. 

The  advice  of  the  State  Board  of  Health  to  the  town  of  Black- 
stone,  relative  to  a  proposed  water  supply  for  that  town,  may  be 
found  on  pages  7  and  8  of  this  volume.  The  results  of  analyses 
of  samples  of  water  collected  from  various  sources  in  the  town  and 
vicinity  are  given  in  the  following  tables  :  — 
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BliACKSTONE. 

Chemical  Examination  of  Water  from  Various  Surface  Water  Sources  in  Black- 
stone  and  Vicinity, 

[Parts  p«r  100,000.] 


I 
5«5 


c 
o 

3 
o 

o 

o 
O 


20684 
29685 
29686 
90687 


Deo.  6 

Dee.  6 

Deo.  6 

Deo.  6 


Appkabakob. 


0 


d 

a 


Slight. 
V.  alight. 
V.  Blight. 
V.  alight. 


Ctona. 
V.  slight. 
V.  Blight. 
V.  sUght. 


u 
o 

6 


.86 
.67 


Rbsiddb  ok 

£VAPOBA- 

TIOB. 

• 

a 

o 

3 

• 

§& 

1 

«h7 

2.86 

1.86 

8.66 

1.40 

4.06 

1.76 

4.70 

1.00 

Ammomia. 


ALBD1tIHOU>. 

• 

t 

£ 

3 

p 

s 

• 

si 

k 

H 

o 

00 

.0010 
.0010 
.0024 
.0012 


.0844 
.0166 
.0200 
.0226 


.0262 
.0144 
.0178 
.0204 


.0082 
.0012 
.0022 
.0022 


a 

■c 

e 


.26 
.27 
.20 
.80 


KiTBOOBV 

A8 


s 


.0010 
.0010 
.0010 
.0010 


.0000 
.0000 
.0000 
.0000 


a 

a 

a 
« 

Ml 

Is 

M 

o 


a 

I 

a 


.47 
.60 
.78 
.86 


0.8 
0.6 
0.6 
1.0 


Odor  of  the  first  two  aamplet,  none,  becoming  faintly  vegetable  on  heating ;  of  the  third,  none,  becom- 
ing  distinctly  fishy  on  heating;  of  the  last,  faintly  vegetable,  becoming  dlatlnotly  vegetable  on  heating. 
—  The  first  sample  was  collected  from  the  outlet  of  the  upper  pond  on  Ironstone  Brook  In  Soatb 
Bmithfleld,  R.  I.;  the  second,  from  the  westerly  branch  of  Ironstone  Brook,  at  the  point  where  It  Jolna 
iht  southerly  branch;  the  third,  from  Emerson  Brook,  In  Uzbrldge,  at  the  outlet  of  Lee's  Pond;  the 
last,  from  Fox  Brook,  In  Blackstone,  at  the  outlet  of  Crane's  Ice  Pond,  about  1}  miles  above  the  mouth 
of  the  brook. 

Chemical  Examination  of  Water  from  Springs  in  Uxbridge. 

[ParU  per  100,000.] 


• 

g 

Appbabahcb. 

• 

AuuomA. 

KiTBOOBV 

'   i 

1 

CS  9 

AS 

i 

1 

1 

Date  of 
Coll 

• 

1 

g 

II 

1 

• 

i 

2 

6 

a 

o 

• 

I 

s 

f 

Oxygen 
Con 

• 
1 

• 

i 

ISM. 

20628 

Dec.  11 

None. 

V.  slight. 

.02 

2.70 

.0000 

.0006 

.26 

.0780 

.0000 

.01 

0.6 

.0080 

20624 

Deo.  11 

None. 

V.  slight. 

.00 

8.20 

.0000 

.0000 

.27 

.0080 

.0000 

.01 

1.1 

.0030 

Odor,  none. The  first  sample  was  collected  from  a  spring  at  the  base  of  a  bluff  Just  south  of  the 

oonfinence  of  Ironstone  Brook  and  Blackstone  Biver;  the  last,  from  a  spring  Just  below  the  site  of  an 
old  dam  near  the  mouth  of  Ironstone  Brook. 


Water   Supply  of  Boston. 

(See  Metropolitan  Water  District^  pages  127-162.) 
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Water  Supply  of  Braintree. 


BRAINTBEE, 


Chemical  Examination  of  Water  from  the  Filler-gallery  of  the  Braintree  Water 

Works. 

[Parta  per  100,000.] 


Date  of 

Collection. 

APP£AXAK0B. 

Sesidue  on 
Evaporation. 

▲mmonia. 

i 
g 

NiTROOBV 
AS 

Oxygen 

Consumed. 

• 

s 

1 

<• 

n 

a 

(3 

s 

• 

1 

1 

• 

1 

1 

Albu- 
minoid. 

i 

1 

s 

5 

• 

1 

26839 

18M. 

Jan.    4 

None. 

None. 

.06 

6.10 

.0014 

.0064 

.87 

.0260 

.0000. 

.11 

2.0 

.0060 

26102  1  Feb.    1 

None. 

None. 

.03 

6.80 

.0014 

.0032 

.00 

.0620 

.0001 

.10 

2.2 

.0020 

26S72    Mar.    1 

None. 

None. 

.06 

6.60 

.0026 

.0046 

.86 

.0280 

.0000 

.10 

2.1 

.0080 

26973 

Apr.    6 

None. 

None. 

.04 

6.00 

.0014 

.0088 

.76 

.0610 

.0000 

.08 

1.7 

.0040 

27000  J  May    8  | 

None. 

None. 

.03 

6.00 

.0000 

.0022 

.78 

.0830 

.0001 

.07 

1.4 

.0070 

27340 

June   6 

None. 

None. 

.04 

6.00 

.0016 

.0046 

.76 

.0240 

.0000 

.10 

1.7 

.0060 

27688    July    6 

None. 

None. 

.03 

4.70 

.0008 

.0040 

.78 

.0120 

.0000 

.11 

1.7 

.0080 

28038 

Aug.   2 

None. 

V.  aligtal. 

.01 

6.40 

.0000 

.0024 

.81 

.0860 

.0000 

.08 

2.0 

.0060 

28488    Sept.  6 

None. 

None. 

.07 

6.40 

.0084 

.0064 

.79 

.0100 

.0000 

.12 

1.6 

.0180 

»900    Oct.     6 

None. 

V.  alight. 

.06 

6.10 

.0034 

.0060 

.82 

.0880 

.0000 

.07 

2.0 

.0060 

29216 

Nov.   2 

None. 

None. 

.08 

6.30 

.0086 

.0064 

.78 

.0260 

.0001 

.10 

2.8 

.0080 

20688  !  Dec.    6  ! 

None. 

None. 

.06 
.04 

6.10 

.0060 

.0086 

.84 

.0410 

.0000 
.0000 

.09 

2.0 

.0060 

Av... 

6.20 

.0020 

.0044 

.81 

.0868 

.09 

1.9 

.0061 

'^          1 

Odor,  none. Noa.  26889, 26102, 26872, 26678  and  28900  were  collected  from  the  filter-gallery ;  the 

othera,  from  a  faneet  at  the  pumping  station. 

Chemical  Examination  of  Water  from  Little  Pond,  Braintree. 

[Parte  per  100,000.] 


§ 

1 

▲ppsaaahcs. 

Rksidub  oh 

£VA1K>KA- 

Tioir. 

1 

AUMOKIA. 

1 

.86 

NiTBOOBK 
AS 

• 

s 
« 
e 

& 

e 

1 

Turbidity. 

Sediment 

o 
O 

* 

1 

Loss  on 
ignition. 

• 

1 

.0022 

ALBnUIHOID. 

■ 

1 

• 

1 

■ 

1 

0 

SB 

1 

• 

Sus- 
pended. 

• 

S 

« 

26101 

ISM. 

Feb.    1 

Slight. 

V.  alight. 

.80 

4.76 

2.60 

.0248 

.0216 

1 

1 

.0032 

.0080 

.0001 

.60 

1.1 

26672 

Apr.    6 

Slight. 

Slight. 

.22 

8.25 

1.26 

.0008 

.0176 

.0168 

.6018 

.63 

.0080 

.0001 

.35 

0.6 

27839 

June   6 

V.  alight. 

Cona. 

.20 

8.36 

1.25 

.0006 

.0236 

.0186 

.0060 

.64 

.0000 

.0000 

.40 

0.6 

28082 

Aag.  2 

V.  alight. 

Cona. 

.16 

8.85 

1.80 

.0004 

.0286 

.0198 

.0088 

.78 

.0000 

.0001 

.39 

1.0 

28487 

Bept.  6 

Slight. 

Slight. 

.18 

4.80 

1.76 

.0006 

.0800 

.0286 

.0014 

.74 

.0010 

.0000 

.38 

0.6 

28800 

Oct.     6 

V.  alight. 

Blight. 

.11 

3.00 

1.00 

.0006 

.0246 

.0220 

.0026 

.74 

.0010 

.0000 

.88 

1.0 

20682 

Dec.    6 

Slight. 

Cons. 

.18 
.19 

4.10 

1.46 

.0030 
.0012 

.0274 
.0246 

.0218 
.0212 

.0066 

1 

.0033 

.74 

.72 

1 

.0080 
.0080 

.0000 
.0000 

.30 
.40 

1.3 

^T*  .  m 

3.89 

1.60 

0.9 

Odor,  generally  faintly  vegetable,  becoming  atronger  on  heating. 
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BliACKSTONB. 

Chemical  Examination  of  WaUr  from  Various  Surface  Wdier  Sources  in  Black- 
stone  and  Vicinity. 

[Parte  per  100,000.] 


I 
5«5 


a 

£ 
o 


S9684 
29686 
S96M 
89687 


18M. 

Deo.    6 

Dee.  5 
Deo.  6 
Dec.    6 


Appxabakob. 


2 


a 


Slight. 
V.  alight. 
V.  slight. 
V.  alight. 


Cons. 
V.  slight. 
V.  sUght. 
V.  alight. 


u 
o 

6 


.86 

.67 
.68 
.68 


RasiDna  ok 

EVAPOKA- 

TION. 

• 

a 

o 

•M 

• 

§a 

1 

r 

2.86 

1.85 

8.66 

1.40 

4.06 

1.76 

4.70 

1.00 

AMXOiriA. 


ALBUM  IMOID. 

■ 

1 

• 

• 

1 

1 

il 

U4 

H 

fi 

QO 

.0010 
.0010 
.0024 
.0012 


.0844 
.0166 
.0200 
.0226 


.0262 
.0144 
.0178 
.0204 


.0082 
.0012 
.0022 
.0022 


KiTBOOBV 

AS 

1 

2 

e 

• 

1 

*» 

■*^ 

6 

.26 

SK 

as 

.0010 

.0000 

.27 

.0010 

.0000 

.20 

.0010 

.0000 

.80 

.0010 

.0000 

-i 


a 

a 

a 

I 

O 


8 

o 
o 


.47 
.60 
.78 
.86 


0.3 
0.6 
0.6 
1.0 


Odor  of  the  first  two  aamplea,  none,  beoomlng  faintly  Tegetable  on  heating;  of  the  third,  none,  beeom. 
ing  distinctly  fishy  on  heating;  of  the  laat,  faintly  vegetable,  becoming  distinctly  vegetable  on  heating. 
—  The  first  sample  was  collected  from  the  outlet  of  the  upper  pond  on  Ironstone  Brook  in  Booth 
Bmithfleld,  R.  I.;  the  second,  from  the  westerly  branch  of  Ironstone  Brook,  at  the  point  where  it  joins 
the  southerly  branch;  the  third,  from  Emerson  Brook,  in  Uzbrldge,  at  the  outlet  of  Lee's  Pond;  the 
last,  from  Fox  Brook,  In  Blackstone,  at  the  outlet  of  Crane's  Ice  Pond,  about  1}  miles  above  the  mouth 
of  the  brook. 

Chemical  Examination  of  Water  from  Springs  in  Uxbridge. 

[ParU  per  100,000.] 


• 

Appxabahcb. 

• 

AXUOMIA. 

NITBOOBV 

■ 

-« 

■a 

AS 

g 

9 

§1 

1 

a 

j 

Date  of 
Colli 

• 

1 

1 

i 

o 

a 

< 

s 

• 

1 

1 

Oxygen 
Cons 

• 

S 

9 

a 

I 

» 

1 

ISM. 

29628 

Dec.  11 

None. 

V.sUght. 

.02 

2.70 

.0000 

.0006 

.26 

.0780 

.0000 

.01 

0.6 

.0080 

29624 

Dec.  11 

None. 

V.  slight. 

.00 

3.20 

.0000 

.0000 

.27 

.0080 

.0000 

.01 

1.1 

.0030 

Odor,  none. The  first  sample  waa  collected  from  a  spring  at  the  base  of  a  bluff  Jnst  south  of  the 

oonfluence  of  Ironstone  Brook  and  Blackstone  Biver;  the  last,  from  a  spring  just  below  the  site  of  an 
old  dam  near  the  mouth  of  Ironstone  Brook. 


Water   Supply  of  Boston. 

(See  Metropolitan  Water  District^  pages  127-152.) 
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161 


Water  Supply  of  Braintree. 


BRAINTREE« 


Chemical  ExamincUion  of  Water  Jrom  the  FUter-gaUery  of  tJie  Braintree  Water 

Works, 

[Parte  per  100,000.] 


Date  of 

Collection. 

Appbasaxob. 

Beaidue  on 
Evaporation. 

Amuokia. 

• 

s 
1 

NlTBOOKir 
AB 

• 

•g 

g 

1 

% 
1 

i 

a 

s 

as 

• 

• 

1 

1 

i 

• 

Alba- 
minoid. 

1 

i 

• 

26839 

Jan.    4 

None. 

None. 

.06 

5.10 

.0014 

.0064 

.87 

.0260 

.0000. 

.11 

2.0 

.0060 

26102  '  Feb.    1 

None. 

None. 

.08 

6.80 

.0014 

.0032 

.00 

.0620 

.0001 

.10 

2.2 

.0020 

26872  1  Mar.    1 

None. 

None. 

.06 

5.50 

.0026 

.0046 

.86 

.0280 

.0000 

.10 

2.1 

.0080 

26673    Apr.    5 

None. 

None. 

.04 

5.00 

.0014 

.0088 

.76 

.0510 

.0000 

.08 

1.7 

.0040 

27009  I  May     3 

None. 

None. 

.03 

5.00 

.0000 

.0022 

.78 

.0830 

.0001 

.07 

1.4 

.0070 

27340    Jnne    6 

None. 

None. 

.04 

5.00 

.0016 

.0046 

.76 

.0240 

.0000 

.10 

1.7 

.0060 

27683  !  July    6 

None. 

None. 

.03 

4.70 

.0008 

.0040 

.78 

.0120 

.0000 

.11 

1.7 

.0080 

28088    Aug.  2 

None. 

V.  aligbt. 

.01 

6.40 

.0000 

.0024 

.81 

.0860 

.0000 

.06 

2.0 

.0060 

28488  \  Sept.  6 

None. 

None. 

.07 

5.40 

.0084 

.0054 

.79 

.0100 

.0000 

.12 

1.6 

.0180 

28900 

Oct.     6 

None. 

V.  alight. 

.05 

6.10 

.0034 

.0060 

.82 

.0880 

.0000 

.07 

2.0 

.0050 

29215  '  Nov.    2  ! 

None. 

None. 

.08 

6.80 

.0086 

.0054 

.78 

.0260 

.0001 

.10 

2.8 

.0080 

29583 
Av... 

Dee.    6  ; 

None. 

None. 

.05 

.04 

1 

5.10 

.0050 

.0056 

.84 

.0410 

.0000 
.0000 

.09 

2.0 

.0060 

..J 

5.20 

.0020 

.0044 

.81 

.0368 

.09 

1.9 

.0061 

1        ; 

Odor,  none. Nob.  26889, 26102, 26372, 26678  and  28900  were  collected  from  the  filter-gallery;  the 

othera,  from  a  faucet  at  the  pumping  atatlon. 

Chemical  Examination  of  Water  from  Little  Pond,  Braintree. 

[Parte  per  100,000.] 


• 

s 
o 
s 

S 

§ 

O 

s 

Appbaramcb. 

'  Rrsidub  ok 
Evapora- 

TIOK. 

1 

Ammokia. 

• 

1 

.85 

NITBOOBN 
AS 

• 

1 

s 
aa 

1 

B 

g, 

• 

1 

Sediment. 

• 

1 

3 

Losaon 
ignition. 

• 

.0022 

ALBCUIKOID. 

• 

1 

■ 

s 

1 

9i 

• 

i 

> 

1 

OS 

Sus- 
pended. 

i 

1 

26101 

18M. 

Feb.    1 

Slight. 

V.  alight. 

.80 

4.76 

2.60 

.0248 

.0216 

.0032 

.0080 

.0001 

.50 

1.1 

26672 

Apr.    5 

Slight. 

Slight. 

.22 

8.25 

1.25 

.0008 

.0176 

.0168 

.6018 

.63 

.0080 

.0001 

.35 

0.6 

27839 

June   6 

V.  Blight. 

Cone. 

.20 

3.35 

1.25 

.0006 

.0236 

.0186 

.0060 

.64 

.0000 

.0000 

.40 

0.6 

28082 

Aug.   2 

V.  alight. 

Cona. 

.16 

8.86 

1.30 

.0004 

.0286 

.0198 

.0038 

.78 

.0000 

.0001, 

.39 

1.0 

28487 

Bept.  6 

Slight. 

Blight. 

.18 

4.80 

1.76 

.0006 

.0800 

.0286 

.0014| 

.74 

.0010 

.0000 

.88 

0.6 

28899 

Oct.    6 

V.  alight. 

Blight. 

.11 

3.60 

1.00 

.0006 

.0246 

.0220 

.0026 

.74 

.0010 

.0000 

.38 

1.0 

29682 

Dee.    6 

Blight. 

Cona. 

.18 
.19 

,  4.10 

1.45 

.0030 
.0012 

.0274 
.0246 

.0218 
.0212 

.0066 

•! 

.0033 

.74 

1 

.72 

.0080 
.0080 

.0000 
.0000 

.39 
.40 

1.8 

At... 

3.89 

1 

1.60 

0.9 

Odor,  generally  faintly  vegetable,  becoming  atronger  on  heating. 
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brldgewateb  anb  east  bribgewateb. 

Water  Supply  of  Bridgewater  and  East  Bridgewater.  —  The 

Bridgewaters  Water  Company. 

Chemical  Examination  of  WcUerfrom  the  Wells  of  the  Bridgewaters  Water  Company, 

[Parts  per  100,000.] 


• 

▲ppbaraxcb. 

• 

e 

AiofoiaA. 

NlTBOOKM 
AS 

1 

s 

.  1 

1 

• 

Is 

i 

i 
1 

1 

Residue  oi 
Evapo 

1 

Albu- 
minoid 

• 

5 

• 

at 

1 

■ 

1 

1 
1 

n 

• 

1 

18M. 

27218 

May  84 

Vrallght. 

Cone., 
white  floo. 

.20 

7.00 

.0000 

.0010 

.42 

.0030 

.0000 

.02 

2.0 

.0200 

27677 

June  26 

Decided. 

Cods., 
white  floe. 

.17 

0.80 

.0010 

.0014 

.42 

.0020 

.0000 

.04 

2.5 

;0700 

27866 

July  28 

Blight, 
milky. 

V.  slight. 

.10 

6.10 

.0010 

.0010 

.44 

.0060 

.0000 

.08 

2.0 

.0200 

28885 

Aug.  28 

Blight, 
milky. 

Slight, 
rusty. 

.11 

8.00 

.0018 

.0020 

.80 

.0080 

.0000 

.06 

2.6 

.0000 

28721 

Sept.  26 

Slight, 
milky. 

Slight. 

.22 

7.20 

.0010 

.0082 

.60 

.0620 

.0001 

.27 

2.0 

.0150 

29118 

Oct.  24 

Dec1de!a, 
milky. 

Cons., 
rusty. 

.16 
.16 

8.60 

.0010 

.0008 

.43 

.0040 

.0000 

.01 

2.0 

.0560 

Av... 

7.78 

.0010 

.0024 

.43 

.0132 

.0000 

.07 

2.8 

.0450 

Odor,  none. The  samples  were  collected  from  a  faucet  at  the  pumping  station. 


Water  Supply  of  Brockton. 

Chemical  Examination  of  Water  from  Salisbury  Brook  at  its  Entrance  to  the 

Storage  Reservoir, 

[Parts  per  100,000.] 


« 

a 

a 


26846 
26157 
20867 
28670 
27008 
27883 
27672 
28020 
28480 
28884 
20207 
29570 


Av. 


a 
o 

I 


1809. 

Jan.  4 

Feb.  6 

Mar.  1 

Apr.  5 

May  3 

June  6 

July  6 

Aug.  2 

Sept.  5 

Oct.  4 

Nov.  1 

Dec.  6 


Appxabakgb. 


I 


a 

OQ 


O 


None. 
None. 
V.  slight 
V.  slight, 
Blight. 
Blight. 
Blight. 
Slight. 
Slight. 
V.  slight. 
V.  slight 
None. 


V.  slight. 
V.  Blight. 
V.  Blight. 
Slight. 
Blight. 
Slight. 
Coos. 
Slitcht. 
Slight. 
V.  slight 
Slight. 
V.  slight. 


.60 

.40 

.43 

.44 

.60 

.42 

.561 

.52i 

.46 

.71 

.70 

.08 


0.66 


Bbsidub  ok 

EVAPORA- 
TIOK. 


5 

o 


3.06 
8.7U 
3.05 
2.46 
2.66 
2.60 
3.15 
3.76 
3.85 
8.60 
7.76 
6.86 


4.18 


c 

i 


1.75 
1.50 
1.85 
1.30 
1.45 
1.35 
1.00 
1.50 
1.45 
3.65 
4.00 
2.85 


1.06 


Ammokia. 


ALBUICINGID. 

• 

• 

1 

•9 

• 

1 

o 

s  o> 

h« 

t- 

a 

OC 

.ooou 

.00041 

.ooool 

.00021 
.0012 
.00061 
.00041 
.0004 
.0028 
.0004 
.0006 
.0002 


.0182 
.0128 
.0126 
.0148 
.0104 
.0216 
.0252 
.0220 
.0206 
.0352 
.0458 
.0258 


.0120 
.01.- 
.01^2 
.0134 
.0180 
.0184 
.0206 
.0206 
.0248 
.0340 
.0442 
.0244 


.0006.0232.0212 


.0012 
.0016; 
.0004 
.0014 
.0014 
.0082, 
.0046' 
.0014 
.0048 
.0012i 
.0016 
.0014 

.0020 


.40 
.37 
.24 
.26 
.34 
.30 
.30 
.36 
.33 
.36 
.47 
.41 


.34 


NlTBOOBH 
AS 


.0010 
.0040 
.0010 
.0050 
.0080 
.0010 
.0000 
.0080 
.0000 
.0020 
i.0080 
.0010 


.0020 


.0000 
.0002 
.0000 

.ooool 

.0000 
.0000 
.0000| 
.00011 
.OOOOi 
.00001 

.ooooi 

.0000 


s 

p 

oe 
B 

s 


1 

S3 


.0000 


0.64 
0.56 
0.64 
0.56 
0.68 
0.55 
0.61 
0.53 
0.88 
1.41 
2.04 
1.22 


0.80 


1.0 
0.8 
0.6 
0.2 
0.8 
0.2 
0.2 
0.2 
0.2 
2.8 
1.3 
1.8 

O.T 


Odor,  generally  faintly  vegetable,  sometimes  becoming  stronger  on  heating. 
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BROCKTON. 

Chemical  Examination  of  Water  from  Saiiahury  Brook  Storage  Reservoir. 

[Paru  per  100,000.] 


• 

c 

1 
1 

Appbabavob. 

Bkbidub  on 

EVAPORA- 
TIOK. 

AKlffOVIA. 

i 
i 

.41 

NITROOBN 
AS 

• 

i 

g 

1 

1 

i 

1 

1 

Lou  on 
Ignition. 

1 

ALBUMINOID. 

• 

1 

■ 

1 

5 

1 

a 

9 

; 

• 

1 
il 

CO 

1 

25840 

1809. 

Jan.    4 

y.  sUght. 

V.  Blight. 

.00 

4.15 

1.75 

.0000 

.0180 

.0168 

.0012 

.0010 

.0000 

.78 

0.8 

26168 

Feb.    6 

V.ellght. 

y . BUght 

.60 

3.30 

1.55 

.0006 

.0160 

.0186 

.0024 

.34 

.0020 

.0001 

.58 

1.0 

26888 

Mar.    1 

V.sUght. 

V.  BUght. 

.42 

8.25 

1.60 

.0010 

.0148 

.0144 

.0004 

.34 

.0040 

.0000 

.53 

0.8 

26671 

Apr.    5 

V.  eUght. 

Slight. 

.82 

1.90 

1.00 

.0000 

.0132 

.0122 

.0010 

.28 

.0010 

.0000 

.88 

0.2 

2T008 

May    8 

y.  Blight. 

y.  BUght 

.85 

2.80 

1.15 

.0012 

.0176 

.0150 

.0026 

.22 

.0010 

.0000 

.50 

0.0 

27884 

June   6 

BUght. 

SUght. 

.40 

2.45 

1.20 

.0002 

.0188 

.0162 

.0026 

.31 

.0010 

.0000 

.55 

0.2 

27673 

Jnly    6 

BUght. 

CODB. 

.49 

2.80 

1.00 

.0000 

.0201 

.0176 

.0026 

.29 

.0020 

.0000 

.68 

0.8 

28080 

Aug.  2 

SUght. 

CODB. 

.44 

2.80 

1.10 

.0000 

.0284 

.0180 

.0044 

.31 

.0010 

.0000 

.58 

0.2 

28100 

Sept.  5 

BUght. 

Slight 

.46 

8.45 

1.55 

.0020 

.0316 

.0282 

.0084 

.30 

.0020 

.0000 

.52 

0.2 

28885 

Gel.    4 

SUght. 

OODB. 

.44 

8.85 

1.60 

.0006 

.0640 

.0256 

.0084 

.33 

.0010 

.0000 

.57 

0.8 

20208 

Not.   1 

BUght. 

BUght. 

.50 

4.00 

1.60 

.0012 

.0862 

.0268 

.0091 

.82 

.0010 

.0000 

.67 

0.8 

28671 

Dee.    6 

BUght. 

y.  BUght. 

.77 

4.65 

1.80 

.0014 

.0290 

.0256 

.0084 

.36 

.0010 

.0000 

.77 

1.0 

Averages  by  Tears, 


- 

1888 

- 

- 

.76 

3.76 

1.61 

.0031 

.0360 

- 

• 

.31 

.0066 

.0001 

- 

- 

- 

1880 

- 

- 

.78 

2.79 

1.01 

.0028 

.0806 

.0218 

.0088 

.30 

.0048 

.0002 

- 

- 

- 

1880 

- 

- 

.75 

4.07 

1.98 

.0016 

.0274 

.0219 

.0066 

.32 

.0068 

.0001 

- 

0.9 

- 

1891 

- 

- 

.62 

3.15 

1.45 

.0010 

.0213 

.0160 

.0044 

.28 

.0061 

.0001 

- 

0.6 

- 

1892 

- 

- 

.55 

3.41 

1.87 

.0004 

.0213 

.0168 

.0046 

.36 

.0030 

.0000 

- 

0.7 

- 

1888 

- 

- 

.67 

3.50 

1.70 

.0007 

.0237 

.0106 

.0041 

.40 

.0019 

.0001 

.05 

0.7 

- 

1894 

- 

- 

.81 

3.71 

1.68 

.0012 

.0228 

.0188 

.0040 

.44 

.0021 

.0000 

.66 

0.7 

- 

1895 

- 

- 

.80 

3.75 

1.86 

.0009 

.0^68 

.0224 

.0039 

.48 

.0018 

.0000 

.74 

0.9 

- 

1896 

- 

- 

.64 

3.69 

1.56 

.0007 

.0224 

.0186 

.0038 

.38 

.0022 

.0000 

.66 

0.6 

- 

1807 

- 

- 

.85 

3.80 

1.72 

.0011 

.0286 

.0105 

.0011 

.44 

.0020 

.0000 

.75 

0.8 

- 

1808 

- 

- 

.78 

3.72 

1.92 

.0009 

.0237 

.0207 

.0030 

.37 

.0012 

.0000 

.79 

0.8 

- 

1899 

- 

- 

.48 

3.24 

1.40 

.0007 

.0226.0187 

1 

.0039 

.31 

.0016 

.0000 

.58 

0.5 

Nora  to  analyBeB  of  1899:  Odor,  generally  faintly  vegetable,  beoomlng  atronger  and  ocoasionally 

fiehy  or  oUy  on  heating. The  BampleB  were  collected  from  the  reeervolr,  near  the  gate-house,  1  foot 

beneath  the  surface. 


164 


STATE   BOARD   OF   HEALTH.         [Pub.  Doc. 


BROCKTON. 

Microscopical  ExamincUion  of  Water  from  Salisbury  Brook  Storage  Reservoir, 

[Nnmber  of  organtoms  per  cable  centimeter.] 


18M. 


Jan. 


Feb. 


Mar. 


Apr. 


Ua7. 


Jane. 


Jaly. 


Aag. 


Sept. 


Oct. 


Nov. 


Dec 


Day  of  examination*  . 
Kamber  of  eample,    . 


6 
25846 


7 
26168 


2 

26868 


6 

26671 


4 
27008 


7 
27834 


7 
27678 


8 


6 


8808028490 


6 
28885 


2 
29208 


6 
29571 


PLANT8. 

Diatomac68B,      .      .      .      . 

Asterionella,        .       .       .       . 

Cyclotella, 

Meloaira, 

Bynedra,       .       .       .       .       . 
Tabellaria,    .       .       . 

Alff8B 

Btanraatram,        .       •       .       . 

ANIMALS. 
InftiBoria, 

Cereomonaa,        .       .       .       . 

Dinobryon 

Monaa, 

Peridlnlam 

Uroglena, 

Vermes 

CrustcMseat 

Bosmlna 

Cyclops, 

Daphnia, 

Jfi«c«<ton«<mt,  Zo'dglcea,   . 

Total, 


43 

8 

18 

81 

64 

254 

980 

1,856 

442 

740 

400 

10 
0 
0 

83 
0 

0 
0 
0 
6 
0 

8 
0 
0 
1 
4 

4 

7 

0 

23 

28 

7 

0 

8 

17 

36 

60 
0 
0 

80 
160 

88 

18 

0 

826 

498 

116 

100 

0 

1,200 

240 

240 

0 

10 

80 

112 

296 

0 

60 

8 

386 

40 

8 

116 

44 
188 

1 

0 

0 

1 

1 

6 

44 

IK 

18 

52 

8 

0 

0 

0 

0 

0 

0 

20 

80 

4 

0 

0 

57 

80 
0 

ao 

6 
0 


82 

0 


18 

48 

85 

157 

32 

20 

28 

88 

0 

0 

0 

u 

0 

0 

0 

0 

0 

26 

80 

142 

19 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

18 

7 

12 

89 

2 

4 

12 

28 

0 

0 

0 

0 

1 

1 

0 

0 

0 

I 

1 

2 

2 

6 

4 

4 

7 

0 

0 

0 

0 

0 

0 

0 

pr. 

0 

0 

0 

0 

0 

0 

0 

pr. 

0 

0 

0 

0 

0 

0 

0 

pr. 

0 

0 

0 

0 

e 

0 

0 

0 

115  '1,132 


1,736     16 


0         0       0 

106    1,126  1,720 

0,        0 

2         0 

18       12 


10 


0 
0 
0 


0 
0 


pr. 


pr 


0  ,    pr. 


0'        0 
0     pr 


0 
2 
0 

4 
0 


8 


0 
0 
0 


8 


10 


12 


15,     25 


16 


lOl 


61 


63 


108 


231  ,  102 


205 


1,021 


1,848 


677  11,979 


2,158 


110 


Water  Supply  of  Broobxine. 

The  advice  of  the  State  Board  of  Health  to  the  town  of  Brook- 
line,  relative  to  enlarging  the  yield  of  the  present  sources  of  water 
supply  of  that  town,  may  be  found  on  pages  8  to  10  of  this  volume. 
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BBOOKIilNE* 

Chemical  Examination  of  Water  from  a  Faucet  at  the  Louhservice  Pumping 

StcUion  of  the  Brookline  Waier  Works. 

[Parts  per  100,000.] 


Date  of 

Collection. 

Appsasascb. 

Reildne  on 
Evaporation. 

Ammokia. 

• 

« 
1 

NITIOOBK 
AS 

■ 

"S 

m 
P 

f 

• 

1 

n 

1 

§ 

• 

1 

1 

• 

i 

1 

Alba- 
minold. 

■ 

• 

§ 

9^ 

• 

e 
^4 

25M» 

1999. 

Jan.  17 

None. 

None. 

.08 

7.80 

.0016 

.0086 

.55 

.0220 

.0001 

.11 

4.2 

.0010 

M280 

Feb.  20 

None. 

None. 

.00 

8.50 

.0016 

.0028 

.55 

.0820 

.0001 

.11 

4.8 

.0010 

28470 

Mar.  18 

None. 

None. 

.05 

8.00 

.0014 

.0036 

.52 

.0170 

.0001 

.10 

8.0 

.0010 

26707 

Apr.  10 

None. 

None. 

.05 

7.20 

.0010 

.0080 

.48 

.0140 

.0001 

.18 

8.6 

.0010 

S7125 

May  10 

None. 

None. 

.01 

8.20 

.0020 

.0080 

.54 

.0410 

.0001 

.00 

4.2 

.0020 

27520 

June  20 

None. 

None. 

.02 

0.80 

.0018 

.0080 

.56 

.0400 

.0002 

.06 

4.6 

.0020 

27707 

July  17 

None. 

None. 

.04 

8.60 

.0016 

.0024 

.57 

.0880 

.0002 

.08 

4.2 

.0010 

28212 

Aug.  14 

None. 

None. 

.02 

0.80 

.0026 

.0028 

.56 

.0410 

.0000 

.00 

8.8 

.0020 

28648 

Sept.  18 

None. 

None. 

.08 

0.40 

.0020 

.0026 

.50 

.0480 

.0002 

.00 

4.8 

.0020 

20066 

Oet.  17 

None. 

None. 

.04' 

8.70 

.0026 

.0068 

.60 

.0820 

.0006 

.11 

4.8 

.0050 

20871 

Not.  13 

None. 

None. 

.01 

0.10 

.0028 

.0042 

.60 

.0870 

.0008 

.08 

4.2 

.0060 

20688 

Deo.  18 

None. 

None. 

.08 

0.20 

.0028 

.0062 

.68 

.0210 

.0005 

.06 

4.8 

.0080 

Averages  by  Tears, 


1888 

- 

- 

.04 

6.76 

.0002 

.0040 

.52 

.0826 

.0000 

- 

- 

1804 

- 

- 

.02 

0.01 

.0010 

.0017 

.65 

.0808 

.0001 

.06 

4.5 

1805 

- 

- 

.02 

0.15 

.0005 

.0026 

.60 

.0861 

.0000 

.07 

4.4 

1806 

- 

- 

.03 

8.48 

.0007 

.0081 

.57 

.0002 

.0000 

.10 

4.6 

1807 

- 

t 

.06 

0.02 

.0016 

.0041 

.56 

.0858 

.0000 

.10 

4.6 

1808 

- 

- 

.07 

8.85 

.0012 

.0041 

.56 

.0821 

.0001 

.18 

4.8 

1800 

- 

- 

.06 

8.65 

.0020 

.0032 

.56 

.0615 

.0002 

.00 

1 

4.2 

.0085 
.0022 
.0018 
.0012 
.0082 
.0022 


NoTS  to  analyses  of  1800 :  Odor,  none. 
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CLINTON  ANI>  liAKCASTEB. 

Water  Supply  of  Clinton  and  Lancaster. 

Chemical  ExamincMon  of  Water  from  a  Faucet  supplied  from  the  Clinton  Water 

Works, 

[Parts  per  100,000.] 


2 

i 


»616 


ISM. 

Sept.  5 


Appkabavob. 


tf 

3 


V.  elight. 


a 

! 


I 


V.  elight. 


.10 


Bbsidob  ox 

EVAPOKA- 

noN. 


& 


I 


3.76 


Ajckohia. 


ALBUICIHOID. 

• 

1 

■ 

1 

1 

5^ 

1.00 


.0004 


.0070 


.0068 


.0002 


ua 
o 


15 


NITBOOBH 


■ 

S 


I 


.0040 


.0001 


a 

I 


.10 


1.0 


Odor,  none. 


Chemical  Examination  of  Water  J¥om  Various  Sources  of  Water  Supply  in  Sterling, 

[Parte  per  100,000.] 


» 


2861S 
S8618 
28614 


I 

S 


18M. 

Sept.  6 

Sept.  6 
Sept.  6 


Appbabahob. 


& 


None. 
V.  elight. 
V.  slight. 


4i 

8 


SUght. 
V.  alight 
V.  elight. 


.10 
.18 
.82 


Rbsidub  oh 

BVAPOBA- 
TXOB. 


a 

§ 

u 


4.86 
4.10 
4.00 


1.16 
1.10 
1.66 


AJCKOiriA. 


I 


ALBCXnrOZD. 


0002 
0012 
,0008 


.0082 
.0122 
.0100 


1 


.oou 

.0106 
.0170 


•  s 

ss. 

QO 


.0000 
.0014 
.0090 


6 


.18 
.18 
.10 


NlTBOOBH 
AB 


* 

i 


I 


,0080 
.0080 
.0080 


.0000 

.0000 
.0001 


1 

m 

s 

i 

M 

o 


18 
.10 
.47 


1.0 
1.0 
0.8 


Odor  of  the  flret  two  eamplee,  very  faintly  vegetable  or  none;  of  the  last,  decidedly  nnpleaeant. 
•^The  first  sample  was  eolleeted  from  Spring  Brook;  the  second,  from  Spring  Basin;  the  last,  from 
Heywood  Brook. 
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CAMBRIDGE. 


Water  Supply  of  Cambridge. 

Chemical  EzamirMtion  of  Water  from  Fresh  Pond^  Cambridge, 


1 

ParU 

per  100,000.] 

■ 

e 

t 

Appbaxahcs. 

BssiDCS  oir 

EVAPOBA- 
TIOK. 

AmiOHIA. 

S         Chlorine. 

NtTROOSH 
AS 

• 

8 

9 

s 

6 

M 

o 

* 

1 

^ 

1 

3 

Loss  on 
Ignition. 

1 

ALBUMINOID. 

s 

• 

^ 

^ 

• 

1 

1 
1 

.1 

1 

1 

S6841 

18M. 

Jan.    8 

BUght. 

Slight. 

.80 

0.00 

1.85 

.0020 

t 

.0220 

.0108 

.0022 

.0800 

.0000 

.45 

8.3 

MOOO 

Feb.    1 

Slight. 

Slight. 

.20 

7.15 

2.56 

.0004 

.0220 

.0190 

.0080 

.52 

.0400 

.0001 

.45 

8.0 

Stt04 

Mar.   1 

V.  slight. 

V.  slight. 

.28 

7.00 

2.40 

.0004 

1 

.0170 

.0170 

.0008 

.64 

.0680 

.0001 

.41 

8.1 

9M83 

Apr.   4 

Slight. 

SUght. 

.27 

7.10 

1.75 

.0008 

1 

.0190 

.0188 

.0002 

.68 

.0080 

.0001 

.89 

8.1 

37000 

May    1 

V.  slight. 

Cons. 

.20 

0.80 

2.25 

.0040 

.0220 

.0174 

.0040 

.60 

.0800 

.0000 

.88 

8.8 

S7810 

June   5 

V.aUght. 

Cons. 

.20 

0.70 

1.05 

.0084 

.0220 

.0102 

.0004 

.62 

.0400 

.0005 

.88 

2.0 

37002 

July    6 

V.  slight. 

Oons. 

.18 

0.75 

1.95 

.0014 

.0240 

.0100 

.0080 

.60 

.0280 

.0007  .87 

8.8 

S8040 

Ant.  2 

V.  slight. 

Slight. 

.18 

7.10 

2.60 

.0010 

.0828 

.0274 

.0054 

.00 

.0240 

.0005 

.48 

8.1 

2862S 

Sept.  0 

Slight. 

Oons. 

.15 

0.75 

2.05 

..0010 

.0584 

.0204 

.0270 

.00 

.0080 

.0005 

.44 

2.7 

28877 

Got.    3 

Slight. 

SUght. 

.10 

0.75 

1.50 

.0040 

.0824 

.0252 

.0072 

.00 

.0140 

.0006 

.81 

8.0 

»185 

Got.  81 

V.  sUght. 

V.  slight. 

.10 

7.10 

2.06 

^.0108 

.0240 

.0212 

.0028 

.59 

.0180 

.0006 

.86 

8.0 

SM06 

Nov.  27 

V.  alight. 

SUght. 

.24 

0.75 

1.85 

.0270 

.0254 

.0200 

.0054 

.08 

.0090 

.0010 

.81 

8.0 

Averages  by 

Tears. 

- 

1888 

- 

- 

.17 

11.14 

1.79 

.0182 

.0200 

- 

1.10 

.0201 

.0007 

- 

- 

- 

1889 

- 

- 

.11 

9.80 

1.88 

.0145 

.0220 

.0170 

.0050, 

0.90 

.0884 

.0008 

- 

- 

- 

1890 

- 

1 

.11 

8.90 

1.84 

.0008 

^0221 

.0108 

.0068 

0.88 

.0008 

.0004 

- 

4.1 

- 

1891 

- 

- 

.16 

7.04 

1.80 

.0095 

.0286 

.0102 

.0078 

0.76 

.0888 

.0004 

- 

8.8 

- 

1892 

- 

- 

.18 

7.23 

1.57 

.0086 

.0210 

.0161 

.0049 

0.07 

.0349 

.0008 

- 

8.4 

- 

1898 

- 

- 

.27 

0.60 

1.82 

.0100 

.0202 

.0106 

.0087 

0.58 

.0285 

.0006 

.40 

8.2 

- 

1804 

- 

- 

.80 

8.98 

1.81 

.0008 

.0199 

.0102 

.0087 

0.06 

.0188 

.0007 

.41 

8.1 

- 

1895 

- 

- 

.86 

7.48 

2.15 

.0064 

.0245 

.0189 

.0056 

0.00 

.0221 

.0004 

.47 

8.8 

- 

1890 

- 

- 

.29 

7.68 

2.10 

.0020 

.0220 

.0176 

.0045 

0.72 

.0872 

.0006 

.42 

8.4 

- 

1897 

- 

- 

.80 

7.87 

2.20 

.0040 

.0220 

.0176 

.OOU 

0.06 

.0205 

.0000 

.42 

8.5 

- 

1808 

- 

.86 

7.07 

2.27 

.0009 

.0282 

.0187 

.004^ 

0.00 

.0820 

.0000 

.40 

8.2 

1899 

- 

.20 

0.90 

2.06 

.0048 

.0207 

.0200 

.0001 

0.56 

.0882 

.0006 

.89 

3.1 

Non  to  aoalysea  of  1889 :  Gdor,  generally  faintly  vegetable,  becoming  stronger  and  sometimea  also 
graaay  or  unpleasant  on  heating.-— The  samples  were  collected  from  the  pnmp  well  at  the  pnmplng 
atatloD. 
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CAMBRIDGE. 

Microscopical  ExamincUion  of  Water  from  Fresh  Pond^  Cambridge. 

[Number  of  orgaDitms  per  oable  centimeter.] 


ISM. 


Jan. 


Feb. 


Mar.  Apr.  May. 


Jane. 


July. 


Aug. 


Sept. 


Oct. 


Nov. 


Nor. 


Day  of  ezaminatloD,  • 
Number  of  aample,    . 


4 

36841 


S 
26099 


2 
26S64 


26603 


8 
27000 


5 
27810 


6 
27662 


s 

7 

6 

1 

28040 

28628  288n  29185  < 

408 

8 

66 

874 

4 
0 
0 
0 
4 
386 
8 

0 
0 
0 
0 
0 
0 
8 

2 
12 

0 
24 

6 
22 

0 

80 
22 

0 
68 

0 
82 
20 

888 

8C8 

814 

8 

804 

80 

0 

920 
0 
0 

280 

80 

0 

8 
0 
0 

80 

n 

28 

86 

0 

24 

0 

80 

27 
29496 


PLANTS. 

Diatomacees 

AsterlODellm»        .       .       .       . 

Cyclotellm, 

Fragilarla 

Melottra, 

StephanodlsoQa,  •       .       •       . 

Bynedra, 

Tabellarta,   .       •       .       .       . 

CyanophyceeB,  .      .      .      . 

Anabnoa, 

ApbanlsomenoOi .       •       •       • 
Mierocystia 

AlgTflB* 

Protocooeas,        .       .       .       . 

ANIMALS. 
InftiBoria 

Cryptomonaa,      .       .       .       . 

Mooaa,  ...... 

Vortleella, 

Vermes, 

Annrea, 

OniBtacea, 

Oyclopa, 

Daphnla 

Total,  ...... 


684 

286 

20 

174 

1,184 

222 

11 

2 

13 

218 

2 

7 

0 

3 

0 

82 

0 

0 

4 

36 

80 

28 

4 

131 

732 

82 

0 

2 

0 

88 

46 

82 

6 

11 

144 

220 

168 

5 

11 

16 

ID 

17 

18 

0 

0 

0 

0 

0 

0 

0 

10 

17 

12 

0 

0 

0 

0 

0 

0 

0 

18 

10 

8 

0 

6 

0 

0 

0 

0 

0 

144 

0 

24 

82 

146 

172 

144 


116 

82 

78 
0 


80 
0 


180 

20 
0 
80 
10 
14 
6 
20 


804 

114 
66 

18 


40 
0 


8,048 

1.312 

78 

120 

418 

0 

80 

68 


0 

4 
0 


178 
166 


8 

14 

8 

1 

0 

6 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

8 

0 

0 

0 

2 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

42 
40 
10 


pr. 
^o' 


8 


677 


276 


10 


6 


48 


188 


1. 


14 

0 
0 

4 


8 

2 


6 

0 
0 
0 


0 
0 


pr. 

pr. 
pr. 


0 
0 


18 


14 

4 
0 
0 


8 

8 


0 
0 


822 


412 


868 


80 

12 

4 
0 


4 

0 


0 
0 


18 

6 
0 
0 


16 
10 

pr. 

0 
pr. 


16 


14 

0 
0 
0 


0 
0 


pr. 
pr. 


994 


468 


887 


0 
0 
0 


0 
0 


pr. 
pr. 


2,242 
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CAMBRIDGE. 

Chemical  ExamincUion  of  WaUr  from  Stony  Brook  Storage  Beservoir,  Waliham. 

[Parts  per  100.000.] 


• 

§ 
o 

6 
t 

Appsabahcb. 

Krsidub  oh 

EVAPOSA- 
TIOK. 

AmioiiiA. 

• 

e 

•c 
.40 

NiTUOOBN 
A8 

• 

•s 

a 

w 
C 

8 

1 

O 

■ 

2 

a 

1 

1 
^ 

Loss  on 
Ignition. 

t 

ALBUXIVOID. 

s 
S 

• 

5 

,• 

s 

1 

• 

1 

Sus- 
pended. 

n 

2S8S2 

ISM. 

Jan.    3 , 

V.  slight. 

V.  slight. 

.83 

5.80 

2.26 

.0002 

.0240 

.0224 

.0016 

.0320 

.0002 

.50 

2.2 

26098 

Feb.    1 

Slight. 

V.  slight. 

.38 

6.50 

1.65 

.0010 

.0226 

.0214 

.0012 

.42 

.0300 

.0001 

.55 

2.1 

26876 

Mar.    1 

SUght. 

V.  slight. 

.30 

5.10 

1.95 

1.0064 

.0172 

.0160 

.0012 

.40 

.0220 

.0002 

.45 

2.0 

266W 

Apr.    4 

V.  slight. 

V.  slight. 

.20 

4.76 

1.85 

.0002 

.0174 

.0156 

.0018 

.81 

.0220 

.0001 

.41 

1.7 

20080 

May    2 

V.  sUght. 

\r.aUght. 

.41 

4.60 

1.65 

.0006 

.0236 

.0214 

.0022 

.34 

.0140 

.0003 

.55 

1.6 

27800 

Jane  6 

Blight. 

V.  slight 

.42 

5.86 

2.00 

.0002 

.0202 

.0178 

.0024 

.30 

.0100 

.0003 

.53 

2.0 

27686 

July    6 

Slight. 

Slight. 

.31 

4.75 

1.66 

.0000 

.0252 

.0216 

.0036 

.42 

.0100 

.0002 

.47 

2.2 

27940 

Aug.   1 

i  y.  sUght. 

V.  slight. 

.20 

5.00 

1.60 

.0044  .0246 

.0220 

.0026 

.44 

.0040 

.0001 

.48 

2.0 

28464 

Sept.  6 

V.  slight. 

Slight. 

.14 

4.76 

2.00 

.0002.0240 

.0216 

.0024 

.34 

.0260 

.0000 

.35 

2. 

28866 

Oet.     8 

Slight. 

V.  slight 

.20 

6.20 

1.60 

.0082.0228 

.0206 

.0022 

.42 

.0040 

.0000 

.38 

2.2 

29184 

Oct  81 

Slight. 

Slight. 

.12 

5.10 

1.75 

.0010  .0222 

.0204  .0018 

.43 

.0030 

.0004 

.36 

2.2 

29403 

Nov.  27 

V.  slight. 

Slight. 

.27 

5.36 

1.75 

.0000.0218 

.0184  .0034 

.43 

.0040 

.0001 

.44 

2.8 

Averages  by  Tears. 


1888 

- 

- 

.78 

5.16 

1.93 

1880 

- 

- 

.87 

4.59 

1.47 

1880 

- 

- 

.61 

5.86 

2.02 

1891 

- 

■* 

.56 

4.99 

1.86 

1892 

- 

- 

.72 

6.48 

1.70 

1898 

- 

- 

.66 

5.82 

1.97 

1894 

- 

- 

.78 

5.61 

2.08 

1896 

- 

- 

.84 

5.90 

2.41 

1896 

- 

- 

.61 

5.98 

2.08 

1897 

- 

- 

.69 

6.40 

2.82 

1898 

- 

- 

.69 

5.67 

2.40 

1889 

- 

- 

.28 

5.10 

1.80 

.0031 
.0082 
.0016 
.0016 
.0015 
.0020 
.0018 
.0015 
.0026 
.0026 
.0014 
.0014 


.0285 
.0280.0240 
.0222  .0182 


.0213 


.0188 


.0241  .0202 


.0286 
.0211 
.0280 
.0250 
.0278 


.0106 
.0189 
.0235 
.0210 
.0286 


.0246.0220 


.0221 


.0199 


.0081 
.0040 
.0030 
.0030 
.0039 
.0022 
.0045 
.0031 
.0087 
.0026 
.0022 


.84 
.38 
.37 
.34 
.37 
.44 
.46 
.40 
.49 
.47 
.46 


.0169 
.0162 
.0208 
.0168 
.0208 
.0208 
.0174 
.0253 
.0210 
.0904 
.0182 
.0151 


.0002 
.0008 
.0002 
.0001 
.0001 
.0001 
.0001 
.0001 
.0001 
.0002 
.0002 
.0002 


.60 

.64 

« 

.70 
.65 
.66 

.66 
.46 


2.8 
1.9 
2.2 
2.1 
2.1 
2.2 
2.2 
2.4 
2.1 
2.0 


NOTK  to  analyses  of  1899 :  Odor,  generally  faintly  Tegetable,  becoming  stronger  and  sometimes  also 
anplettWDt  or  mouldy  on  heating.  —  The  samples  were  collected  from  the  reservoir,  near  the  surface 
at  tlie  dam. 
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CAMBBIBGE. 

Chemical  Examination  of  Water  Jrom  the  Upper  Basin  on  Hobbs  Brook, 

[Parts  per  100»000.] 


• 

1 
1 

Appxabavcb. 

Rbsiddb  ok 

EVATOBA- 
IIOH. 

AmcHiA. 

• 

o 
a 

1 

6 

.28 

NlTXOOUl 
AS 

■ 

1 

a 

s 

• 

«i 

1 

S 

Loss  on 
Ignition. 

1 

▲LBUmilOID. 

• 

1 

m 

m 
9^ 

1 

^ 

1 

• 

1 

00 

1 

26«81 

18M 

Apr. 

1 

V.  sUght. 

V.sUght. 

.47 

8.05 

1.06 

.0044 

.0100  .0168 

.0082 

.0210 

.0001 

.64 

1.1 

28981 

May 

1 

Slight. 

BUghU 

.60 

4.40 

1.00 

.0044 

.0884 

.0228 

.0066 

.26 

.0110 

.0002 

.07 

1.6 

2T816 

Jane 

6 

Decided. 

Cone. 

.47 

4.00 

2.16 

.0024 

.0606 

.0244 

.0064 

.28 

.0080 

.0000 

.77 

l.T 

27M2 

July 

6 

Decided. 

OODS. 

.40 

6.00 

1.86 

.0002 

.0822 

.0204 

.0068 

1 
.80 

.0060 

.0000 

.06 

1.8 

28018 

Aug. 

2 

Deelded. 

SUght. 

.26 

6.20 

2.16 

.0008 

.0200 

.0840 

.0060 

.87 

.0020 

.0000 

.02 

1.8 

88478 

Sept. 

6 

Decided. 

OODS. 

.24 

6.46 

2.26 

.OOM 

.0604 

.0878 

.0120 

.80 

.0080 

.0000 

.08 

1.6 

28801 

Oet. 

8 

Decided. 

Cons. 

.84 

6.60 

2.00 

.0000 

.0428 

.0320 

.0106 

.80 

.0000 

.0000 

.02 

l.T 

20224 

Nov. 

8 

Decided. 

Slight. 

.10 

6.80 

2.80 

.0004 

.0860 

.0612 

.0048 

.87 

.0020 

.0000 

.08 

2.0 

29661 

Dee. 

1 

Decided. 

Oons. 

.81 
.84 

6.00 

8.80 

.0010 
.0024 

.0604 
.0630 

.0886 
.0270 

.0078 
.0000 

.87 
.88 

.0010 
.0060 

.0000 
.0000 

.01 

8.0 

^v>.. 

6.04 

2.00 

.04 

l.T 

1 

Odor,  generally  vegetable  or  nnpleaaant.    A  fishy  odor  waa  developed  on  heating  the  aamplea  col- 
lected In  Jnly  and  December. The  aamplea  were  collected  from  the  basin,  near  its  ontlet  into  th* 

lower  basin. 


Microscopical  Examination  of  Water  from  the  Upper  BaHn  on  Hobbs  Brook. 

[Number  of  organisms  per  cnbic  centimeter.] 


1890. 


Apr. 


May. 


Jane. 


jQly. 


Aug. 


Sept 


Oct 


Nov. 


Dec 


Day  of  examloatloni 
Number  of  sample,  . 

PLANTS. 
DlatomaoesB,    . 

Cyclotella, . 
Synedra,    •       •       • 
Tabellarla, 

OyanophyoesB, 
Aphanizomenon, 

AlgrsBi  .   .   •   • 
Protoeoceos, 


8 
80081 


8 
30081 


0 
37810 


6 

87043 


3 

88018 


0 
88478 


4 
28861 


8 

20224 


1 
20661 


8 

866 

880 

608 

800 

144 

448 

0 
8 
0 

6 

100 

00 

220 

100 

84 

130 

400 

2 

82 
160 

4 

0 

180 

18 

70 

864 

0 

0 

0 

0 

8 

180 

0 

4 

0 

0 

0 

0 

110 

0 

0 

0 

8 

816 

76 

84 

0 

84 

0 

0 

200 

40 

0 

0 

0 

196 

3 

170 

0 


0 
0 

0 
0 


180 
a 

83 
40 


0 
0 

4 
0 


No.  34.]     EXAMINATION  OF  WATER  SUPPLIES.  171 


cambbii>gjb:. 

Microscopical  Examination  of  Water  from  ike  Upper  Basin  on  Eobbs  Brook — 

Concluded. 


[Knmber  of  organlimi 

per  caMc  ceotlmeter.] 

1899. 

ak. 

auy. 

June. 

July. 

Aug. 

Sept 

Oct 

Not. 

Dec 

ANIMALS. 
Bliizopoda,  ActlDophrja, . 

InfyiBorla 

ChUmydomonae, 

GodonellA, .... 

Cryptomonae,    . 

DlnobryoD, 

Haiteiia,     .       .       .       . 

MODBS,         .... 

PeiidlQinm, 

Vermes 

Crustacea,  Cyelope, . 

MUceltamecnUt  ZoSglcn, 

Total,      .... 


0 

0 

0 

0 

0 

0 

1 

0 

10 

82 

140 

m 

144 

8 

116 

40 

0 

0 

6 

100 

00 

0 

100 

20 

0 

82 

0 

0 

pr. 

0 

0 

0 

0 

3 

8 

10 

40 

0 

0 

2 

0 

16 

06 

0 

24 

0 

0 

16 

0 

SO 

0 

0 

pr. 

0 

2 

0 

0 

10 

80 

4 

0 

0 

0 

0 

4 

0 

0 

6 

12 

8 

10 

2 

1 

.8 

t 

1 

4 

0 

0 

• 

4 

0 

pr. 

0 

0 

0 

0 

0 

0 

0 

100 

100 

30 

20 

85 

80 

5 

0 
0 
68 
0 
0 
2 


6 
0 


17 


478 


888 


836 


612 


187 


617 


246 


281 


Chemical  Examination  of  Water  from  the  Lower  Basin  on  Eobbs  Brooke  at  Surface. 

[Parts  per  100,000.] 


* 

g 

1 

o 

Appbasavcb. 

RasiDos  ov 

Etaposa- 

noH. 

AMMOiriA. 

1 

m 

s 

i 

.23 

NlTBOOBN 
AS 

• 

a 

s 

w 

1 

c 

1 

i 

1 

• 

1 

8.00 

Loss  on 
ignition. 

• 

• 

1 

ALBDMIVOID.      \ 

• 

«s 

9< 

5 

2 

1 

a 

3 

m 

1 

i 

> 

s 

•• 

o 

Sus- 
pended. 

i 

26682 

1899. 

Apr.    1 

Slight. 

V.  slight 

.08 

1.20 

.0012 

.0156 

.0110 

.0046 

.0210 

.0002 

.24 

0.6 

20082 

May     1 

Slight. 

V.  alight. 

.20 

6.10 

1.85 

.0010 

.0278 

.0238 

.0040 

.32 

.0210 

.0002 

.60 

1.7 

2T817 

Jooe  6 

Slight. 

Slight. 

.20 

4.60 

1.60 

.0020 

.0238 

.0210 

.0028 

.35 

.0080 

.0002 

.45 

1.8 

27648 

July    6 

Slight. 

Cons. 

.12 

5.10 

1.60 

.0048 

.0288 

.0250 

.oossj 

.34 

.0030 

.0001 

.46 

2.0 

29019 

Aug.   2 

Slight. 

Slight 

.11 

5.00 

1.60 

.0020 

.0228  .0218 

.ooio' 

1 

.30 

.0040 

.0000 

.46 

1.7 

28479 

Sept.  6 

Slight. 

Oons. 

.10 

4.70 

1.60 

.0050 

.0272  .0258 

.00141 

.85 

.0020 

.0000 

.38 

1.8 

28869 

Oet.    a 

Deelded. 

OODS. 

.00 

6.26 

1.76 

.0008 

.0272  .0246 

.0026 

.35 

.0050 

.0000 

.37 

2.0 

20222 

Not.   3 

Slight. 

Slight. 

.10 

4.60 

1.55 

.0010 

.0270  .0252 

.0018 

.88 

.0010 

.0000 

.34 

2.2 

20662 

Dee.    1 

Deelded. 

Cons. 

.07 
.12 

4.66 

1.65 

.0006 

.0020 

1 

.0256.0208 
.0261   n^i 

.0048 
.0030, 

.36 
.34 

.0020 
.0074 

.0000 

.34 
.30 

1.8 

At... 

4.66 

1.56 

.0001 

1-7 

Odor,  generally  faintly  Tegetable,  occasionally  unpleasant,  sometimes  becoming  stronger,  and  in 
Norember  faintly  oily,  on  heating. 
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CAMBRIDGE. 

Microscopical  Ezaminatian  of  WcUer  from  the  Lower  Basin  on  Hobbs  Brooke  at 

Surface 

[Knmber  of  organisms  per  coble  centimeter.] 


ISM. 


Apr. 


Migr. 


June. 


Julj. 


Anff. 


Sept 


Oct. 


Not. 


Deo. 


Day  of  examination, 
Nnmber  of  sample,  . 

PLANTS. 

DiatomacesB,    . 

Cyolotella, . 
Meloeira,    .       .       • 
Bynedra,     .        . 
Tabellarla, . 

OyanophyceeB, 

A198B 

Protococons, 

ANIMALS. 
InftLBoria,    . 

Cblamydomonas,  • 
Cryptomonas,  .  . 
Dinobryon, 

Vermes, 

AnarcA,      ... 

Orustaceat  Cyclops, . 


8 

S 

6 

6 

2 

0 

4 

8 

20682 

20982 

27317 

27043 

28019 

28479 

28859 

30222 

7 

240 

180 

1,144 

40 

296 

204 

414 

0 

82 

84 

1,004 

0 

12 

60 

22 

0 

0 

0 

0 

4 

12 

10 

70 

7 

188 

92 

180 

24 

272 

118 

812 

0 

10 

68 

8 

0 

0 

14 

6 

0 

0 

2 

0 

2 

0 

0 

0 

7 

62 

100 

56 

66 

8 

15 

10 

0 

24 

80 

40 

80 

0 

0 

0 

1 

29568 


146 

0 

0 

110 

26 


6 

0 


192 

59 

506 

96 

16 

4 

88 

172 

0 

0 

600 

84 

12 

0 

80 

80 

1 

2 

0 

12 

0 

0 

0 

0 

171 

44 

0 

0 

0 

0 

6 

84 

0 

2 

2 

0 

0 

0 

to 

0 

0 

0 

1 

0 

0 

0 

4 

0 

0 

0 

pr. 

0 

0 

0 

0 

0 

56 

22 

0 

20 

10 
10 


Jf{ac«//an«ou«,  Zo5gl(Ba, 

5 

12 

25 

12 

8 

8 

20 

6 

60 

Total 

211 

876 

826 

1,808 

184 

811 

842 

001 

278 

Chemical  Examination  of  Water  from  the  Lower  Basin  on  Hobbs  Brooke  at  BoUam. 

[Parts  per  100,000.] 


« 

a 

o. 


26088 
20983 
27318 
27044 
S8020 
28620 
88860 


89668 


At. 


a 

e 


Apr.  1 

May  1 

June  6 

July  6 

Aug.  8 

Sept.  7 

Oot.  8 

Not.  8 

Dee.  1 


Appiaxahob. 


a 
i 


V.  slight. 

V.  slight. 

Slight. 

Slight. 

Slight. 

V.  slight 

Slight. 

Slight. 

Slight. 


V.  slight 

Slight. 

SUght. 

Slight. 

Slight. 

SHght. 

SUght. 

Slight. 

SUght. 


I 


.88 
.20 
.21 
.18 
.14 
.18 
.06 
.06 
.07 


.U 


Bbsidus  ok 

EVAPOKA- 
TIOW. 


I 


4.86 
6.00 
4.96 
6.00 
4.96 
4.90 
4.86 
4.00 
4.06 


4.80 


I 

§1 


3 


1.96 
1.76 
1.90 
1.60 
1.75 
1.06 
1.40 
1.80 
1.40 


l.( 


AmcoHiA. 


.0084 
.0004 
.0006 
.0004 
.0002 
.0044 
.0000 
.0000 
.0080 


.0018 


ALBDMIHOtD. 


•6 

a 


00 


i 

c 
«) 


.0180 
.0200 
.0222 
.0380 
.0210 
.0268 
.0228 
.0883 
.0818 


.0286 


.0104 
.0178 
.0180 
.0802 
.0178 
.0828 
.0804 
.0200 
.0188 


.0191 


.0010 
.0022 
.0042 
.0084 
.0082 
.0080 
.0084 
.0082 
.0024 

.0084 


• 
o 


.86 
.81 
.34 
.87 
.89 
.86 
.80 
.80 
.86 


.86 


Nrraoom 

AS 


s 
I 

9i 


.0800 
.0180 
.0070 
.0080 
.0080 
.0120 
.0080 
.0010 
.0010 


.0067 


.0008 
.0008 
.0002 
.0001 
.0000 
.0000 
.0000 
.0000 
.0001 


.0001 


i 

a 

S 

5 


.48 
.80 
.40 
.89 
.44 
.36 
.40 
.88 
.31 


8 

e 

1 


1.7 
1.8 
1.8 
8.1 
1.8 
8.0 
8.0 
8.0 
8.0 

1.9 


Odor,  generally  Tegetable,  and  sometimes  unpleasant  or  disagreeable.   On  heating,  the  odor  of  sot. 
eral  of  the  samples  beeame  llahy  or  oily. 


No.  34.]     EXAMINATION  OF  WATER  SUPPLIES.  173 

CANTON. 

Water-supply  of  Canton. 

Chemical  Examination  of  Water  Jrom  the  Springdale  Well  of  the  Canton  Water 

Works. 


1 

[Pans  per  100,000.] 

*. 

d 

1 

Appsabamob. 

• 

1 

1 

AmiONXA. 

• 

NXTBOaBX 
AS 

• 

1 

o 
BO 

1 

s 

« 

a 

1 

m 

• 

if 

1 

1 

1 

1 

Albn- 
minold. 

1 

1 

21820 

ISM. 

Jan*  6 

None. 

None. 

.00 

4.80 

.0000 

.0004 

.86 

.0280 

.0000 

.02 

0.8 

.0080 

27778 

Jaly  16 

V.  Blight. 

V.  slight. 

.02 

4.10 

.0000 

.0000 

.86 

.0080 

.0000 

.04 

0.0    .0000 

2MQ0 

Aag.   6 

None. 

None. 

.08 

8.80 

.0000 

.0008 

.80 

.0020 

.0000 

.02 

1.0 

.0010 

2S682 

8«pt.   8 

V.  slight. 

Slight. 

.08 

4.80 

.0000 

.0010 

.36 

.0060 

1 

.0000 

.02 

1.1 

.0600 

28879 

Oct.     3 

None. 

None. 

.00 

8.80 

.0000 

.0006 

.84 

,.0020 

1 

.0000 

.08 

0.8 

.0010 

A.W 

■ 

.01 

1    4.00 

1 

,.0000 

.0006 

.86 

.0080 

.0000 

.08 

0.0 

.0188 

■.1=3 

i 

Odor,  none. 

Chemical  Examination  of  Water  from  the  Well  near  Henry^s  Spring,  Canton, 

[Parts  per  100,000.] 


Dateof 

OoUeotion. 

Appbakarcb. 

1 

• 

1 

a 

1 

1899. 

27821 

Jane  6 

V.  slight. 

V.  slight. 

.16 

27777 

Jaly  16 

y.  slight. 

V.  slight. 

.26 

28060 

Aag.  6 

None. 

V.  Blight. 

.80 

28681 

Sept.  8 

V.  slight. 

V.  slight. 

.29 

28878 

Get.     3 

Slight. 

Slight. 

.80 
.26 

ATt-- 

a 
e 
a 

4 

a  > 


S 


4.20 
6.90 
8.40 
6.80 
8.80 


;     6.10 


Ammoxxa. 


1 

■ 

is 

*• 

•< 

.0000 
.0008 
.0010 
.0006 
.0008 


.0006 


.0062 
.0070 
.0092 
.0080 
.0080 


.0076 


9 

o 


.87 
.42 
.43 
.41 


.40 


NITBOOBH 
AS 


i 

% 

I 

K 

^ 

.0160 
.0080 
.0070 
.0060 
.0170 


.0106 


.0000 
.0000 
.0000 
.0000 
.0000 


.0000 


.21 
.88 
.80 
.81 
.29 


.29 


1.0 
1.8 
2.2 
2.0 
2.9 
2.0 


.0090 
.0090 
.0100 
.0200 
.0180 
.0182 


Odor,  none.    A  faintly  anpleasant  odor  was  developed  in  the  third  sample,  on  heating. 


Water  Supply  of  Cheshire.  —  Cheshire  Water  Company. 

The  advice  of  the  State  Board  of  Health  to  the  Cheshire  Water 
Company,  with  reference  to  obtaining  an  additional  supply  of  water 
from  Kitchen  Brook  in  that  town,  may  be  found  on  page  10  of  this 
volume.  Analyses  of  samples  of  water  from  this  source  and  from 
the  present  sources  of  supply  are  given  in  the  following  table :  — 


\ 
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CHESHIRE. 

Chemical  Examination  of  Water  from  Thunder  and  Kitchen  Brooke^  in  Cheshire, 

[Parte  per  100,000.] 


I 

§ 

as 


3 


28342 
S88M 

SSMS 
88S66 


1M9. 

Aug.  10 
Aug.  28 
Aug.  16 
Aug.  28 


Appsarahcs. 


€ 

e 


Q 

o 


N'one. 
None. 
None. 
None. 


V.  slight, 
y.  illght. 
V.  lUght. 
V.  slight. 


.00 
.01 
.00 
.00 


BK8ID17K  OK 

Evapora- 
tion. 


S 

^ 


% 


6.10 
6.00 
6.45 
6.86 


0.66 
0.60 
0.60 
0.66 


AmioiriA. 


ALBamMOIO. 

t 

« 

■ 

1 

• 

1 

.  > 

^1 

^ 

H 

a 

00 

.0006 
.0004 
.0000 
.0004 


.0028 
.0044 
.0012 
.0024 


.0028 
.0088 
.0012 
.0020 


.0000 
.0006 
.0000 
.0004 


NiTttOOBX 

i 

AB 

•s 

• 

a 

1 

8 

s 

£ 

s 

d 

.07 

s 

£ 

.0050 

.0000 

.07 

.0050 

.0000 

.06 

.0060 

.0001 

.06 

.0050 

.0000 

a 


Odor  of  No.  28866,  Tery  faintly  regetAble;  of  the  others,  none. The  first  two  samples  were 

collected  from  Thunder  Brook,  at  outlet  of  reservoir  of  Cheshire  Water  Company ;  the  last  two,  from 
Kitchen  Brook,  at  site  of  proposed  reservoir. 

Water  Supply  of  Chicopee. 

Chemical  Examination  of  Water  from  Cooley  Brook  Reservoir^  Chicopee, 

[Parts  per  100,000.] 


I 

0 


26836 
260O4 
90000 
27882 
20119 

Av.» 


e 
o 

I 

•3 


ISM. 

Jan.  8 
Jan.  23 
Apr.  24 
Jaly  24 
Oct.   24 


Appsaravob. 


^ 

s 


8 

a 


V.  slight. 
Slight. 
V.  slight. 
V.  slight. 
Slight. 


a 


Cons. 
Slight. 
V.  slight. 
V.  slight. 
V.  slight. 


.48 
.81 
.70 
.20 
.64 


.48 


Rksiduk  om 

BVAPOKA- 
TIOV. 


I 


3.40 
8.66 
8.76 
4.20 
4.80 


3 


§ 

3 


1.00 
1.25 
1.46 
1.16 
1.26 


8.08     1.24 


Amkokia. 


ALBDMIHOID. 

• 

• 

1 

1 

1 

1 

o 

si 

u* 

H 

ft 

OD 

.0006 

.0014 
.0002 
.0026 
.0006 


.0011 


.0128 
.02U 
.0118 
.0122 
.0184 


.0152 


.0072 
.0216 
.0102 
.0078 
.0168 


.0120 


.0066 
.0028 
.0016 
.0044 
.0026' 


.0082, 


4 

a 

o 


.12 
.18 
.18 

.00 
.09 


.11 


• 

NXTBOGBK 

% 

AB 

a 

1 

o 

e 

• 

s 

s 

1 

1 

SQ 

^ 

o 

.0040 
.0060 
.0010 
.0020 
.0040 


.0029 


.0000; 

.48 

.0000) 

.86 

.0001 1 

.64 

.0004 

.28 

.0000 

.64 
.42 

.0001 

0.8 
0.6 
0.8 
1.0 
0.8 

0.7 


Odor,  faintly  vegetable  or  none.    On  heating,  the  odor  of  ail  of  the  samples  was  faintly  vegetable. 

*  Where  more  than  one  sample  was  oollected  in  a  month,  the  mean  analysis  for  that  month  has  been 
used  in  making  the  average. 

Chemical  Examination  of  Water  from  Dingle  Brook  Reservoir^  Chicopee, 

[Parte  per  100,000.] 


§ 


8 

'8 

li 


26884 


1899. 

Jan.    S 


Appbabaxob. 


• 


V.  slight. 


Slight. 


j 


.06 


Rbsidub  ov 

EVAPOBA- 
TIOK. 


I 


6.10 


I 

SI 


i 


1.80 


Ammobia. 


ALBDMIBOtO. 

• 

1 

• 

■i 

1 

1 

it 

h 

H 

o 

oS 

.0086.0098 


.0002 


.0086 


i 
i 


.26 


NiTBOOBB 
AS 


t 


.1920 


8 


.0008 


.00 


1.7 


Odor,  none,  baeomlng  very  fUntly  vegetable  on  heating. 
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CHICOFEE* 

Chemical  Examination  of  Water  from  Morton  Brook  Beservoir,  Chicopee, 

[Parts  per  100,000.] 


§ 


o 
O 

O 


Appeabakcb. 


STM3 
»190 


At.*. 


18M. 

Jan.  8 
Jan.  23 
Apr.  24 
Jnly  24 
Oot.  24 


1 


i 


5 

o 


V.  alight. 

y .  alight. 
!  V.  slight. 
I  V.  slight. 

V.  slight 


V.  slight. 
V.  slight. 
Blight. 
V.  Blight. 
V.  slight. 


.05 
.02 
.06 
.06 
.10 


.06 


Rbsidub  on 

EVAPOKA- 

TIOM. 

• 

a 

o 

a 

£ 

§1 

r 

2.06 

0.06 

8.60 

1.06 

8.46 

1.00 

8.70 

0.86 

8.80 

0.90 

8.64 

0.00 

Ammokxa. 


ALUmiVOID. 

m 

1 

i 

XI 

I 

1 

si 

k 

^ 

Q 

CO 

.0003 
.0000 
.0008 
.0006 
.0008 


.0006 


.0088 
.0100 
.0022 
.0084 
.0068 


.0046 


.0082 
.0078 
.0020 
.0082 
.0056 


.0041 


.0006 
.0022. 
.0002 
.0002, 
.0002! 

.0006, 


13 

I 

O 


.14 
.18 
.14 
.11 
.00 


.12 


NiTBOOSN 
A8 


9i 


i 

s 


.0070 
.0060 
.0070 
,0040 
0060 


,0057 


.0000 
.0000 
.0000 
.0000 
.0000 


.0000 


.05 
.10 
.06 
.07 

1.00 

I 


.07 


i 


0.6 
0.6 
0.2 
0.6 
0.8 

0.6 


Odor  of  the  first  sample,  Mntly  unpleasant,  beeomlng  faintly  Tegetable  on  heating ;  of  the  others,  none. 

*  Wliere  more  than  one  sample  was  eolleeted  in  a  month,  the  mean  analysis  for  that  month  has  been 
used  In  making  the  average. 


Water  Supply  of  Cohasset.  —  Cohasset  Water  Company. 

Chemical  Examination  of  Water  from  the  Tubular  Wells  of  the  Cohasset  Water 

Company^  situated  West  of  the  Main  VUlage, 

[ParU  per  100,000.] 


Date  or 

CoUectlon. 

Appsabaxcc. 

Residue  on 

Evaporation. 

Ammoiiia. 

1 
0 

KiTSOOKX 

AS 

Oxygen 

Consumed. 

i 

1 

Turbidity. 

0 

1 

1 

Albu- 
minoid. 

f 

i 
s 

1 

1899. 

281S8 

Feb.    61  Slight. 

V.  sUght, 
elayey. 

.08 

11.70 

.0000 

.0014 

1.72 

.0170 

.0000 

.06 

6.9 

.0080 

26764 

Apr.  1*2    V.  slight. 

None. 

.04 

18.30 

.0008 

.0018 

1.76 

.0180 

.0600 

.06 

6.0 

.0060 

S7804 

June   2 

V.  slight. 

None. 

.06 

18.00 

.0000 

.0014 

1.74 

.0180 

.0000 

.02 

6.7 

.0060 

S8002 

Aug.   7 

V.  slight. 

V.  slight 

.07 

12.40 

.0000 

.0012 

1.70 

.0420 

.0000 

.01 

5.6 

.OlM 

mliky. 

Averages  by  Years, 


1888 

16.20 

.0001 

.0021 

1.60 

.0811 

.0003 

» 

1808    ! 

. 

•   . 

17.14 

.0001 

.0007 

1.64 

.0268 

.0001 

.04 

8.6 

.0461 

. 

1894 

. 

. 

17.94 

.0004 

.0016 

i.n 

.0204 

.0000 

.08 

8.4 

.0748 

^ 

1896 

. 

. 

17.22 

.0002 

.0016 

1.89 

.0211 

.0000 

.08 

8.8 

.0680 

_ 

1896 

. 

- 

16.10 

.0004 

.0018 

2.06 

.0118 

.0000 

.09 

7.9 

.066S 

_ 

1897 

_ 

• 

16.80 

.0006 

.0028 

2.12 

.0267 

.0000 

.04 

6.7 

.0888 

. 

1898 

« 

• 

.07 

14.81 

.0004 

.0019 

1.76 

.0284 

.0000 

.08 

6.3 

.0196 

— 

1899 

"* 

*" 

.06 

12.60 

.0002 

.0014 

1.76 

.0287 

1 

.0000 

.04 

6.8 

.0086 

NoTB  to  analyses  of  1899 :  Odor,  none. The  samples  were  collected  firom  a  fancet  at  the  pump- 

lug  stetlon,  and  reprssent  water  from  the  original  sonree  of  sopply. 
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COHASSET. 

Chemical  Examinalion  of  Water  from  the  Tubular  Wells  of  the  Cokasstt  Water 

Company  in  EUms  Meadow. 

[Puta  per  100,000.] 


Data  of 

Collection. 

Appsabascb. 

KoBiduo  on 
Evaporation. 

1' 

AmioviA. 

Chlorlna. 

'   Nmoosa 

AB 

1 

c 

K 

o 

• 

ae 
« 
C 

1 

1 

• 

1 

e 

1 

i 

m 

• 

1  £ 

Albu- 
minoid. 

1 

i    i 
1    i 

1 

• 

a 

18M. 

' 

1 

1 

2T805 

JniM   2 

None. 

None. 

.02 

9.00 

.0000   .0010 

1-ftl 

.0070 

.0000 

.02 

4.6 

.oow 

28061 

Aug.   7 

None. 

None. 

.02 

10.70 

j.OOOO    .0000 

l.M 

.0060 

.0000 

.01 

4.0 

•.0010 

1 

280S7 

Oct.     0 

None. 

None. 

.00 

10.20 

,.0000    .0021 

!  1.26 

.0430 

.0000 

!.02 

4.4 

1.0020 

2002S 

Dee.  is! 

None. 

None. 

.02 

14.00 

1.0000  1.0010 

1.49 

.0740 

.0000 

.02 

6.4 

!.0050 

At... 

i 
.........  '..... .....1... ....... 

.01 

|n.» 

Loooo  .MI19 

1  1.45 

.0007 

.0000 

.02 

*• 

4.8 

.0027 

1                  1 
1                   1 

■ 

Odor,  BoiM. The  aamplea  were  ooUeeted  from  a  faneeC  In  the  pampiagatBlloa  aft  Ellme  Meadow. 

and  repreeent  the  new  aouroe  of  anpply. 


Water  Supply  of  Concord  and  Lincoln. 

Chemical  Examination  of  Water  from  Sandy  Pond^  Lincoln. 

[PBrU  per  100,000.] 


a 

a 
95 


I  : 

S  i' 

o  ' 

s  i; 


a 


e 
1 


'  RsaiDUB  OB  'I 
Ktapoba-   1 1 
nov. 


Ammobia. 


o  i 

1 


981M 


S806S 


At.*. 


Feb.    6  I  V.  alight 
Apr.  10  I'V.  alight. 
Jooe  12  I  None. 
Aug.  8     None. 
Aug.   7!  V.aUght. 
Oct.  10'  V.aUght. 


V 


V.  alight 
V.aUght. 
BUght. 
V.aUght 
V.  aUght. 
V.  aHght. 


.10 
.10 
.06 
.06 
.06 
.02 


.06 


■ 

e 

c 

•a 

■  on 
Ignl 

z 

S 

H 

^ 

2.00 

1.00 

2.90 

0.90 

ALMVWaWIK 

• 
0 

Im 

1 

0 

• 
1  e 

£ 

1 ' 

m 
m 

C 

3& 

iKlTBOOBX 
I  AS 


2.26     0.85 


.0000,  .0124  .0110 
.0000 .0000  .0004 
.0000.0110.0008 


o 


Si-        Si 


c   ', 


5  s 

S  I     « 

£,  ■    B 

O  M 


1: 


0014  .29   ,.0010.0001   .26  1  1.0 


I  S.06 

2.06 

I  2.76 


2.56 


0.90  '.OOOO.OW 


t- 


1.00 
1.10 


0.96 


.0004 
.0004 

.0003 


.0118 


I'        '. 
.0002. .21  ;'.0080.0000 

.0012  .»  ,!.0040  .0000 


.ooooj 


.012»  .0118 .0006 

I  I  I 

.0112' .0100'. 0000' 


.81 


.0040.0001 
.0040J.OOOO 
.0010,.  0000 


I 

I 

.22  I  0.0 

I 
.19     0.5 

.20  i  1.8 

I 

.15  ;  0.0 

.16  !  0.8 


.0118.0106.0008^^1.26  :;.0026^.00OO  .20  1  0.8 


ll 


i 


Odor,  geoefmlly  falDtly  Tegetable. 
-  Ko.  28919  waa  eoUected  from  the 


*  Where  more  than  one  aample 
la  makiag  the  aTemge. 


A  graaay  odor  waa  dereloped  in  aome  of  the  aamplea  on  heating* 
pood,  and  the  othera  from  a  faaeet  aft  the  pumplDg  atatlon. 


eoUeoted  in  a  month,  the 


aoalyaia  f6r  that  month  haa  been 
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cottage  city. 
Water  Supply  of  Cottage  City.  —  Cottage  City  Water 

Company. 

Chemical  Examination  of  WcUerfrom  the  Springs  of  the  Cottage  City  Water  Comjmny 

[Parta  per  lOO.OOO.J 


« 

e 

Appbaramcb. 

on. 

Ammokia. 

NiTBOOBN 

1 

3 

•J 

A8 

B 

S 

1 

. 

B 

• 

9i 

Date  of 
CoU 

Turbidity. 

6 

o  g, 

«  01 

B  »> 

s 

1 

AlbQ- 
mlnold 

Chlorine. 
NItratea. 

• 

1 

Oxygen 
Con 

m 
m 
« 
e 

•E 

OS 

i 

1999. 

1 

27840 

Jane    7 

None. 

None 

.01 

4.60 

.0000 

.0006 

.05 

.0120 

.0000 

.01 

0.5    .0030 

27667 

July    5 

1  None. 

V.  alight. 

.03  1 

8.00 

.0000 

.0004 

.80 

.0080 

.0000 

.02 

0.6    .0080 

28042 

Aug.    2 

,  None. 

None. 

.02 

4.20 

.0000 

.0008 

.04 

.0080 

.0000 

.03 

0.5    .0080 

28M8 

Sept.   6 

1  None. 

V.  alight. 

.00 

4.40 

.0006 

.0008 

.92 

.0120 

.0000 

.02 

0.5 

.0200 

28014 

Oct.     8 

1  None. 

V.  alight. 

.02 
.02 

4.00 

.0006 

.0014 

.06 

.0100 

.0000 

.04 

0.5 

.0060 

At... 

1 

4.22 

.0002 

.0008 

.08 

.0100 

.0000 

.02 

0.5 

.0070 

Odor,  none. The  aamplea  were  collected  from  a  faucet  in  the  pumping  atation. 

Water  Supply  of  Danvers  and  Middleton. 

Chemical  Examination  of  Water  from  Middleton  Pond^  Middleton, 


[Parta 

per  100,000.; 

, 

• 

a 

a 

s 

Appbabakcb. 

Rksidcb  on 
Evapora- 

TIOS. 

Ammonia. 

• 

9 
C 

1 

O 

.81 
.81 
.80 
.28 

.80 

NlTROOBN 
A8 

1 

s 

§ 

e 

o 

• 

1 

a 
« 

•a 

o 

1 

!l 

1 

ALBUMINOID. 

s 
s 

• 

1 

5 

1 

1 

1 

s 

■ 

1 
1^ 

26601 
27832 
28478 
20670 

1S99. 

Mar.  28 
June   6 
Sept.  5 
Deo.    5 

V.  alight 
V.  slight. 
V.  alight. 
Slight. 

V.  alight 
V.  alight. 
V.  alight. 
Slight. 

.70 

.55 
.40 
.80 

.40 

3.50 
8.25 
3.66 
8.15 

1.80 
1.60 
1.05 
1.85 

1 
[ 

.0000 
.0000 
.0002 
.0006 

.0024 

.0106 
.0160 
.0184 
.0186 

.0188 
.0146 
.0178 
.0164 

.0008 
.0014 
.0006 
.0022 

.0012 

.0010 
.0040 
.0030 
.0010 

.0022 

.ooor 

.0000 
.0000 
.0000 

.0000 

1 

.80 
.72 
.55 
.51 

.64 

0.6 
1.1 
0.5 
1.0 

At.  •• 

8.80 

1.67 

.0181 

.0160 

0.8 

1 

Odor  of  the  flrat  two  aamplea,  Tegetable ;  of  the  laat  two,  none. The  aamplea  were  collected  from 

a  faacet  at  the  pumping  atation. 

Dartmouth. 

The  advice  of  the  State  Board  of  Health  to  Alvin  F.  Waite  and 
James  T.  Smith  of  Dartmouth,  relative  to  a  proposed  water  supply 
for  the  summer  settlement  known  as  Salter's  Point  in  Dartmouth, 
may  be  found  on  pages  10  and  11  of  this  volume. 

The  advice  of  the  Board  to  Franklyn  Rowland  of  New  Bedford, 
relative  to  the  quality  of  the  water  of  a  well  used  as  the  water  sup- 
ply of  Bay  View  in  the  town  of  Dartmouth,  may  be  found  on  pages 
11  and  12  of  this  volume.  Analyses  of  samples  of  water  collected 
from  the  sources  under  copsideration  are  given  in  the  following 
table-. — 
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BABTMOUTH. 

ChemiccU  Examination  of  Water  from  a  Well  at  Bay  View  and  from  a  Well  at 

Salter's  Point  in  the  Town  of  Dartmouth, 

[ParU  per  100,000.] 


JS 

a 


§ 


i 


ISM. 

27827  I  Jaly  18 

27828  i  July  18 


Appsasahos. 


t 


o 


None. 
None. 


None. 
None. 


.00 
.00 


g 


« « 

a  > 


S 


10.60 
8.00 


Ammovia. 


i 


9 
C 

1 


.0000 
.0000 


NXTBOOBy 

Al 


.0010    ,  8.06 
.0008      0.96 


S 


I 


.7300 
.1160 


.0001 
.0000 


8 

e 

I 

o 


I 

n 


i 


.04 
.06 


4.6 
2.1 


.0010 
!.001O 


I 


Odor,  none.  ^— The  first  aample  waa  eoUected  from  a  well  on  the  premlaea  of  Franklyn  Howlaad 
In  Bay  View,  need  for  the  anpply  of  aeveral  honaes;  the  laet,  from  a  well  on  the  premlaea  of  Watte  and 
Smith,  at  Salter'a  Point,  and  need  for  the  anpply  of  a  number  of  houaes  at  that  place. 


Water  Supply  of  Dedham.  —  Dedham  Water  Company. 

Chemical  Examination  of  Water  from  the  Wells  of  the  Dedham  Water  Company. 

[Parts  per  100,000.] 


Date  of 

Collection. 

APPCABAVaB. 

• 

Reildae  on 
Evaporation. 

AmcoifiA. 

• 

i: 

MITBOQBH 

Aa 

t 

s 

c 

1 

S 

« 

1 

e 

1 

8 

1 

Albu- 
minoid. 

• 

1 

ISM. 

1 

1 

25888 

Jan.    4  ' 

None. 

None. 

.01 

,  10.00 

.0006 

.0042 

0.86 

.2200 

.0000 

.02 

4.0 

.0090 

26103 

Feb.    1 

None. 

V.  alight. 

.00 

10.10 

.0012 

.0072 

0.92 

.1000 

.0000 

.04 

4.8    .0080 

26885 

Mar.    6; 

None. 

None. 

.01 

0.00 

.0006 

.0018 

0.83 

.2240 

.0000 

.04 

4.0    .0010 

26682 

Apr.    7  1 

None. 

V.  alight. 

.00 

8.60 

.0026 

.0209 

0.74 

.1400 

.0000 

.08 

8.5   .0020 

26990 

May    3 
June   7^ 

None. 

None. 

.00 

8.60 

.0000 

.0006 

0.74 

.1900 

.0000 

.08 

8.8   .0080 

27846 

None. 

None. 

.00 

7.70 

.0000 

.0020 

0.64 

.1220 

.0000 

.04 

8.1  1.0020 

27668 

July    6 

None. 

None. 

.02 

7.50 

.0008 

.OOU 

0.59 

.0980 

.0000 

.05 

2.9  1.0010 

28028 

Aug.   2 

None. 

None. 

.02 

11.60 

.0004 

.0014 

1.00 

.2960 

.0000 

.02 

S.9    .0000 

28084 

Aug.    7 

None. 

V.  alight. 

.03 

9.70 

.0002 

.0012 

0.84 

.2600 

.0000 

.04 

8.5   .0010 

28469 

Sept.   5 

Decided, 
clayey. 

Blight, 
clayey* 

.02 

12.00 

.0000 

.0014 

0.92 

.8680 

.0000 

.06 

S.8    .0280 

28876 

Oct.     4 

None. 

None. 

.00 

12.30 

.0000 

.0006 

1.15 

.3500 

.0000 

.02 

4.8   .0080 

Nov.    li 

None. 

None. 

.01 

11.60 

.0000 

.0010 

1.09 

.2700 

.0003 

.02 

4.7    .0020 

28619 

Dec.  12 

1 

None. 

None. 

.08 

8.70 

.0018 

.0046 

0.68 

.1200 

1 

.0000 

.04 

3.8  !.0020 

Averages  by  Tears, 


^ 

1 

1892 

.00 

10.65 

.0000 

.0006  1 

0.95 

.2982 

.0000 

4.4 

.0007 

* 

1803 

. 

• 

.00 

10.14 

.0000 

.0024  , 

0.92  ! 

.2325 

.0000 

.06 

4.2 

.0000 

-. 

1894 

. 

. 

.01 

10.18 

.0000 

.0017 

0.86  ■ 

.2008 

.0000 

.08 

4.0 

.0018 

- 

1895 

. 

. 

.02 

9.92 

.0000 

.0015 

0.85 

.1768 

.0000 

.04 

3.9 

.0000 

- 

1896 

. 

. 

.01 

9.80  i 

.0001 

.0028  1 

0.82 

.1205 

.0000 

.04 

8.9  i.OOU 

- 

1887 

. 

• 

.01 

9.42 

.0008 

.0031  : 

0.84 

.1750 

.0000 

.03 

4.8  '.0015 

• 

1898 

• 

• 

.02 

9.48 

.0005 

.0088 

0.82 

.1895 

.0000 

.06 

3.9  1.0020 

•• 

1899* 

~ 

• 

.01 

9.72  ' 

i 

.0007 

.0042      0.84 

.2142 

.0000 

.04 

8.7    .0048 

*  Where  more  than  one  sample  waa  eoileeted  in  a  month,  the  mean  analyala  for  that  month  haa  been 
need  in  making  the  average. 


Non  to  analyses  of  1889 :  Odor,  none. No. 26885  was  collected  from  a  faneet  In  the  pumping  sta- 
tion; No.  28064,  from  a|faueet  in  the  town;  No.  28876,  from  a  6-lnch  driven  well  altuated  near  the  large 
well;  the  othera,  from  the  well. 
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£AST  BBIDOEWATSB. 

Water  Supply  of  East  Bridgewater. 

(See  Bridgewater.) 

Water  Supply  of  Easthampton. 
Chemical  Examination  of  Water  from  Baasett  Brooke  Easthampton, 


[Parte  per  100,000.] 

Q       1 

APPS4IA>0S. 

KsaiDDB  ON 

£VAPOSA- 

TIOH. 

Amkovia. 

8         Chlorine. 

Nmtoour 

Afl 

■ 

1 

a 
m 

1 

1 

1 

a 

a 

1 

1 

m 

I 

Loason 
Ignition. 

• 

ALBUMIMOID. 

m 

1 

■ 

3 

% 

m 

5 

a 

•8 

> 

1 

m 

s 

1 
-1 

9650S 

1 
ICar.  23 

V.  sUght. 

Blight. 

.11 

2.90 

1.26 

.0008 

.0060 

.0042 

.0024 

.0070 

.0000 

.17 

0.6 

37600 

Jane  84 

SUght. 

Slight. 

.21 

4.26 

1.00 

.0018 

.0114 

.0008 

.0016 

.12 

.0090 

.0002 

.20 

1.0 

S8782 

Sept.  27 

V.  alight. 

v.  aUght. 

.66 

4.00 

2.10 

.0008 

.0166 

.0160 

.0006 

.12 

.0010 

.0000 

.76 

1.8 

SMOO 

Dee.    6 

V.  alight. 

None. 

.20 
.27 

3.66 

0.90 

.0004 
.0009 

.0072 
.0104 

.0066 
.0091 

.0006 
.0013 

.11 
.11 

.0010 
.0046 

.0000 
.0000 

.27 

.86 

1.1 

At»»* 

' 

3.82 

1.81 

1.0 

. 

Odor  of  the  firat  aample,  none;  of  the  third,  faintly  nnpieaaant;  of  the  othera,  faintly  vegetable. —— 
The  flrat  two  aamplea  were  eoUeoted  from  the  reaervoir,  and  the  iaat  two  from  a  faaoet. 

Water  Supply  of  North  Easton  Village  District,  Easton. 

Chemical  Examination  of  Water  from  the  WeU  of  the  North  Easton  Village  District. 

[ParU  per  100.000.] 


• 

e 
o 

1 

%^ 

« 

Appbabahci. 

Bealdne  on 
Evaporation. 

AKMOXIA. 

Chlorine. 

NiTBOOBM 
AB 

J? 

o 

e 

i 

a 

1 

1 

4i 
1 

1 

1 

Albu- 
min old. 

i 
1 

1 

^4 

17860 

18M. 

Jane   6 

None. 

None. 

.01 

4.60 

.0000 

.0008 

.44 

.0600 

.0000 

.02 

1.8 

.0080 

S7600 

Jaly    6 

Kone. 

V.  aUght. 

.00 

8.90 

.0000 

.0018 

.48 

.0280 

.0000 

.01 

1.8 

.0000 

S8068 

Ang.   7 

None. 

V.  alight. 

.00 

4.20 

.0002 

.0006 

.41 

.0170 

.0000 

.02 

1.7 

.0010 

28621 

Sept.  6 

None. 

None. 

.02 

4.40 

.0000 

.0018 

.43 

.0120 

.0000 

.03 

1.8 

.0080 

S808ft 

Got.    9 

None. 

V.  alight. 

.06 
.02 

4.80 

.0000 

.0016 

.40 

.0240 

.0000 

.02 

1.8 

.0080 

At 

4.88 

.0000 

.0013 

.48 

.0262 

.0000 

.02 

1.4 

.0020 

1 

Odor,  none. The  aamplea  were  eoUeoted  from  a  faaeet  at  the  pnmplog  atatton. 


Water  Supply  of  Everett. 

(See  Metropolitan  Water  District,  pages  127-152.) 
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faibhav£n. 

Water   Supply  of  Fairhaven.  —  Fairhayen  Water  Company. 

ChemicaX  Examination  of  Water  from  the  Tubular  Wells  of  the  Fairhaven  Water 

Company. 

[Pmita  per  100,000.] 


Date  of 

CoUeotlon. 

ArVMAMAMC*. 

5        AmoviA. 

Chlorine. 

NlTBOOBK 

A8 

1' 

S     1 

B     .       • 

bS         • 

S       £ 

i 

a 

8 

as 

Turbidity. 

• 

B 
• 

a 

Keaidue  on 
Erapon 

Free. 

Albu- 
minoid. 

■ 

i 

MItritea. 

• 

27541 
27870 
28295 
28687 
29013 

18M. 

June  21 

July  21 
Aug.  17 
Sept.  16 : 
Oet.   12, 

None. 
None. 
V.  aUght 
V.  alight. 
V.  alight 

None. 
None. 
None. 
None. 
None. 

.10 

.n 

.09 
.U  < 
.20 

4.70   1.0006 
5.30    .0000 
5.10  ,.0000 
4.90    LOOOO 
7.00     .0008 

.0022 
.0072 
.0046 
.0088 
'.0100 

.63 

.63 

.67 

.66' 

.74 

.0000 
.0250 
.0290 
.0840 
.0200 

i 
.0000  1 

.0001  1 

.0000 

.0000  ' 

.0002 

.11       1.3 
.83       1.1 
.27  1    1.8 
.18       1.3 
.62       1.6 

.0189 
.0060 
.0099 
.0100 

.0170 

1 

/if... 

6.28  r.0003  '.noM 

.67 

.0288 

.0001 

.80       1.3 

!.oi«i 

If 

1 

Odor  In  July,  very  faintly  Tegetable,  becoming  diatinctly  Tegetable  on  hoatlng;  at  other  times, 
none.  A  faintly  v^etable  odor  waa  developed  in  the  Angoat  aample,  on  beating.  —^  The  aamplea  were 
eollected  from  a  faneet  in  the  pumping  autlon. 

Water  Supply  of  Fall  River. 

Chemical  Examination  of  Water  from  North  Watuppa  Lake, 

[Parte  per  100,000.] 


• 

1 

1 

O 

m 

Appsajuncb. 

RUIDrB  ov 

EVAPOBA- 

TIOX. 

AHKOaXA. 

Chlorine.                  1 

1 

KiTBOGBV 

Aa 

f 

• 

1 

a 

m 
B 

a 

B 
1 

• 

s 

Losion 
Ignition. 

1 

1 

ALBUKIKOID. 

S 

S  1 

1 

to 

m 

> 

s 

i 

si 

oo 

.  !   ^ 
•    1.   a 

2      5 

■ 
33 

ISM. 

1 

t 

1 

26962 

Jan.  15 

V.  alight. 

V.  ulight. 

.80 

'  3.90 

1.70 

.0004 

.0168  .0158 

.0010 

.54 

1 

.0020  .0000,  .54 

0.5 

26281 

Feb.  16 

Slight. 

Slight. 

.28 

-  3.65 

1 

1.50 

.0010 

.0164  .0152  .0012 

;.6« 

.0060  .0001,  .48 

0.6 

26461 

Mar.  18 

Slight. 

Slight. 

.28 

8.25 

1.40 

.0004 

.0172^.0154.0018 

.60 

.0080  .0001. 42 

0.8 

26704 

Apr.  10 

Slight. 

Cone. 

.20 

3.10 

1 

1.50 

.0006  .0200.  .0178,  .0022 

.87 

.0040  .0001 '.45 

•          1 

0.4 

27008 

May  15 

V.  alight. 

V.  alight. 

.29 

3.05 

1.20 

.00041. Ol8o|. 0160 

.0020 

.48 

.0060.0001 

1 

.46 

1 

0.8 

27471 

Jnne  19 

Slight. 

Cona. 

.22 

2.65 

1.16 

.0010 

.0206  .0188 

j 

.0018 

.48 

.0010!  .0000 

1 
.44 

0.2 

27784 

July  17 

Slight. 

Cone. 

.12 

3.90 

1.60 

.0040 

.0252  .0182 

.0070 

1 

.48 

.0010  .0000.. 29 

1 

0.8 

28184 

Aug.  11 

Slight. 

Slight. 

.12 

3.75 

1.80 

.0042-.0106  .0102  .0086 

1 

.52 

.0000  .0000.  .40 

1            '' 

0.8 

28642 

Sept.  18 

V.  alight. 

Slight. 

.11 

2.90 

1.40 

.0Q06j.0282  .0206 .002^ 

.47 

.0000  .0000  .36 

1 

0.8 

29026 

Oet.  16 

SUght. 

V.  alight. 

.09 

3.15 

1.10 

.0008 

1 

.0224  .0198|. 0026 

.45 

.0010.0001  ,.34 

1 

0.6 

28865 

Nov.  18 

1  Decided. 

1 

Slight. 

.13 

8.40 

1.85 

.0006 

.0262.0290 

.0032 

.48 

.0010 

.0000".S4 

0.6 

29781 

Dee.  20    V.  alight. 

y.  alight. 

.14 

8.85 

1.40 

.0010 

|.0249 

t.0208|.0084 

.61 

1.0010 

.0001  .M 

1 

0.6 
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CheviiccU  ExamiruUion  of  Water  from  North  Watuppa  Lake 

Averages  by  Years, 

[ParU  per  100,000.] 


FALL.  BIVEB. 

-  Concladed. 


1 

S      Date  of  Collection. 

Appbabavcb. 

Kksiddk  on  ' 

EVAPOHA- 
TIOH. 

Ammonia. 

• 

€ 

o 

§ 

.62 

NiTBOGBll 
A8 

• 

1 

9 

• 

5 

a 

1 

o 

1 
1 

*i 

• 

1 

1 

Loss  on 
Ignition. 

• 

i 

ALBUMIMOID. 

• 

f 

• 

E 

1 

• 

1 

Dissolved. 

Sus- 
pended. 

• 

1 

- 

- 

.17 

3.18 

0.03 

.0004 

.0158 

- 

- 

.0067 

.0001 

- 

- 

- 

1892 

- 

- 

.08 

2.06 

0.86 

.0012 

.0130 

.0107 

.0023 

.62 

.0117 

.0001 

- 

0.6 

- 

1800 

- 

- 

.22 

3.82 

1.14 

.0011 

.0160 

.0137 

.0023 

.61 

.0041 

.0000 

.36 

0.7 

- 

1807 

- 

- 

.23 

8.50 

1.17 

.0010 

.0144 

.0188 

.0006 

1 

.68 

.0082 

.0000 

.86 

0.7 

- 

1808 

- 

- 

.31 

3.45 

1.44 

.0011 

.0104 

.0171 

.0023' 

1 

.68 

.0024 

.0000 

.44 

0.8 

1800 

- 

- 

.20 

8.29 

1.42 

.0012  .0207 

.0180 

.0027 

1 

.48 

.0026 

.0000 

.40 

0.6 

Note  to  anmlyMfl  of]  1809 :  Odor,  generally  faintly  vegetable,  sometimee  none.    On  heating,  the 
odor  of  the  aamples  collected  in  March  and  April  became  fiahy. 


Microscopical  Examination  of  Water  from  North  Watuppa  Lake. 

[ETamber  of  organiams  per  cubic  centimeter.] 


1S9». 


Jan. 


Feb. 


Mar.i  Apr. 


May. 


Jane. 


July. 


Ang 


Sept 


Oct. 


Not. 


Dec. 


Day  of  ezaminatiOD,  . 
Namber  of  sample,    . 


17 


17 


21062  28231 


14 


11 


26461:26704 


16 
27008 


20 
27471 


18 
27784 


14 
28184 


10  !    17 


14 


28642.2902629865 


21 

20731 


PLANTS. 
Diatomacefls, 
Cyclotella,    . 


Oyanophyoe», 

Anabsena,     . 
Mlcrocyatla, 


Alff». 


107 

19 

80 

m 

m 

tt 

4 

10 

t 

9 

18 

76 

8 

10 

66 

260 

10 

2 

0 

0 

0 

2 

0 

0 

1 

t 

0 

14 

IB 

68 

46 

8 

0 

0 

0 

0 

0 

0 

0 

12 

6 

0 

0 

0 

0 

0 

0 

2 

0 

14 

4 

60 

46 

8 

0 

0 

1 

0 

0 

M 

t 

5t 

0 

It 

6 

0 

46 
29 

0 

0 
0 

50 


ANIMALS. 
RblzopodSy  AeUnophrya, 

InAisorla. 

Dinobryon,  •  .  • 
Vermes,  Poljarthrm,  • 
Crustacea,    . 


Cyclops, 
Dttphnla, 


8 
8 


pr. 


pr. 


8 

8 


0 

0 
0 


435 
0 

0 
0 


188 
182 


pr. 
pr. 


4 

0 

0 

pr. 

pr. 
0 


0 

0 
0 


0 
0 


8 

0 


pr. 


pr. 


8 

0 

0 

pr. 

pr. 
pr. 


0 
0 


0 

0 
0 


0 
0 


0 
0 


0 
0 


pr. 

pr. 
0 


0 
0 


pr. 
pr. 


Jfi$ctllane<nt9,  ZoSgkw, 


Total, 


118 


88 


10 


686 


80 


286 


10 


322 


10 


48 


50 


128 


to 


100 


8 


68 


8 


21 


tl 


104 


182 


STATE  BOARD  OF  HEALTH.         [Pub.  Doc, 


TAXJii  BIVJSEL    « 

Chemical  Examination  of  Water  from  South  Watuppa  Lake. 

[Paru  per  100,000.] 


a 

B 


i 


"B 


2N58 


S04O8 
S8706 
27009 
27472 
27786 
28186 
28643 
29026 
29866 
29681 


Av. 


Jan.  16 
Feb.  16 
Mar.  18 
Apr.  10 
May  16 
Jane  19 
July  17 
Aug.  11 
Bepi.18 
Oct.  16 
Nov.  18 
Dee.  18 


AmuuLscm. 


>* 

♦* 

? 


8 


Blight. 
V.  aUgfat. 
BHght. 
BHght. 
V.  alight. 
Blight, 
y.  alight 
V.  alight. 
V.  alight. 
Blight. 
Deeided. 
Blight. 


BUght. 

Blight. 

Blight. 

Slight. 

V.  alight. 

Gone. 

BUght. 

V.aUght. 

Blight. 

V.  alight 

Blight. 

Blight. 


.80 
.88 
.28 
.80 
.80 
.24 
.19 
.10 
.16 
.10 
.17 
.17 


.22 


RsaiDUB  out 

EVAPOKA- 
TIOV. 


S 
e 


e 
o 

si 


3 


8.66 
4.60 
8.40 
8.80 
8.80 
8.26 
4.86 
6.26 
8.16 
6.40 
6.40 
6.90 


4.88 


1.86 
1.60 
1.40 
1.40 
1.70 
1.26 
1.60 
1.60 
1.10 
1.46 
1.40 
1.60 


AXMOHIA. 


I 


ALBomiroiD. 


i 


a  o. 


1.48 


.0002 

.0020 
.0002 
.0010 
.0022 
.0004 
.0016 
.0076 

.0010 

I 
.0012 

.0018 

.0006 


.0210 


.0104 


.0214  .0184 


.0184 
.0288 
.0862 
.0214 


.0160 
.0192 
.0880 
.0166 


.0208  .0182 
.0176'. 0160 
.021o'.0202 


.0212 


.0016 


.0204 


.0218  .0194 
.0210.0198 
.0220 


.0197 


.0016 
.0080 
.0024 
.0046 
.0022 
.0048 
.0026 
.0016 
.0008 
.0008 
.0024 
.0012 


e 


.0023 


.68 

.67 

.46 

.47 

.68 

.48 

.66 

.78 

.49 

.70 

.71 

.76 


NiTBOOBV 


Si 


.61 


.0010 
.0070 
.0080 
.0040 
.0090 


.0001 
.0001 
.0000 
.0001 
.0001 


.00001.0000 


1 

9 

i 

I 

M 

o 


i 

a 


.0080 
.0000 
.0010 
.0010 
.0020 
.0010 


.0001 
.0000 
.0000 
.0001 
.0000 
.0000 


,00811.0000 


.66 
.66 
.46 
.47 
.61 
.48 
.43 
.40 
.80 
.41 
.31 
.41 


.44 


0.6 
1.1 
0.3 
0.4 
0.6 
0.3 
1.8 
1.7 
0.6 
1.6 
1.4 
1.7 


1.0 


Odor,  generally  faintly  vegetable,  aometlmea  none.    On  heating,  the  odor  of  moat  of  the  aamplea 
waa  vegetable,  and  In  Febmary,  ICareh  and  April,  fiahy. 

Microscopical  Examination  of  Water  from  South  Watuppa  Lake. 

[Number  of  organiama  per  enbie  centimeter.] 


1S99. 


Jan. 


Feb. 


Mar. 


Apr. 


May. 


Jane. 


July. 


Aug. 


Sept.  Oct. 


Nov. 


X^Vv* 


Day  of  examination,  . 
Number  of  aample,    . 


17 
26968 


17 
20232 


14 
26462 


11 
26706 


16 
27099 


20 
27472 


18 
27786 


14 


19 


17 


28186  28643.29026 


14 

208661 


19 
296BI 


PLANTB. 

Dlatomacefl»,      .      .      .      . 

Oyolotella 

Bynedra, 

Tabellaria, 

Oyanophyce»,  .      .      .      . 

Anabiena, 

MeriamopiBdla,    .       .       .       . 
Mierocyatia, 

AlffflB, 

Protoeoeeua,        .... 


182 

124 
24 

8 


0 
0 
0 


0 
0 


8 

2 
1 
0 


0 

0 
0 
0 

1 
0 


41 

8 
22 
10 


0 
0 
0 


1 
0 


182 

189 

4 

1 

2 

28 

4 

11 

6 

72 
60 
60 

106 

10 

0 

8 
0 
0 

0 
0 
2 

4 

8 
2 

0 

1 

2 

3 

1 
2 

2 
1 
3 

0 

0 

15 

68 

42 

1 

18 

0 

0 
0 
.0 

0 
0 
0 

0 

11 

4 

3 

66 

8 

18 

0 
18 

0 
0 

1 

16 
0 
8 

0 
0 

0 

0 

2 

17 

88 

82 

15 

0 

0 

0 

0 

8 

1 

86 

00 

16 

1 

0 

0 

18 
1 
0 


0 
0 
0 


0 
0 
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Microscopical  Examination  of  Waierfrom  SotUh  Watuppa  Lake  —  Ck)Dcluded. 

[Nnmber  of  organiama  per  cable  eentlmeter.  ] 


1899. 


Jan. 


Feb. 


Mar. 


Apr. 


May. 


Jane. 


Jnly. 


Aug. 


Sept 


Oct 


Nov. 


Dec. 


ANIMALS. 
Bhizopoda*  Actinophrya, 

Inftisoxia, 

Dinobryoo,  .       .       . 

Vermes,  .... 


Crustacea,  Cyelopa, 


•  • 


7 

0 


92 

92 


207 
197 


140 
118 


0 
0 


0 
0 


pr. 


4 
8 


0 
0 


6 
6 


0 
0 


4 
4 


0 

8 

0 


pr. 


pr. 


MitceUanwug^  Zo*dgl<Ba,  . 

5 

8 

8 

* 

20 

10 

10 

5 

10 

8 

8 

8 

6 

Total 

174 

99 

267 

844 

161 

46 

166 

142 

80 

82 

14 

48 

Chemical  Examination  of  Water  from  the  Tributaries  of  North  Watuppa  Lake. 

[FarU  per  100,000.] 


• 

e 

s 

ArpBAXAHoa. 

Rbsidvk  ok 
Etapoba- 

IIOH. 

AmiONiA. 

1 
1 

• 

« 

1 

o 

.81 
.49 
.68 
.76 
.40 
.49 
.33 
.46 
.84 
.81 
.3^ 
.45 
.32 
.46 
.44 
.59 
.34 
.48 

.46 
.46 

NiTBOOBB 
A8 

1 

s 

1 

s 

1 

6- 

u 
1 

• 

I 

• 

i 

• 

g 

it 
3 

i 

ALBUMINOID. 

• 

1 

« 

m 

1 

1 

§ 

as 

• 

1 

1 
1 

• 

S  ft 

00 

5 
1 

26680 
27208 
28681 
27200 
28682 
27210 
26688 
27211 
28684 
27212 
28686 
27218 
28688 
27214 
28687 
27216 
26588 
27218 

26680 
27217 

isee. 

Mar.  27 
May  28 
Mar.  27 
May  23 
Mar.  27 
May  28 
Mar.  27 
May  28 
Mar.  27 
May  28 
Mar.  27 
May  28 
Mar.  27 
May  28 
Mar.  27 
May  28 
Mar.  27 
May  28 

Mar.  27 
May  23 

V.  alight. 

V.  alight. 

Slight. 

BUght. 

None. 

V.  alight 

None. 

V.  alight 

None. 

V.  alight. 

V  alight 

Slight. 

None. 

V.  alight. 

Slight. 

Decided. 

None. 

V.  alight 

V.  alight. 
Slight. 

V.  alight 
Slight. 
Slight. 
Cona. 
V.  alight. 
V.  alight. 
V.  Blight. 
V.  alight 
V.  alight 
Cona. 
V.  ullght. 
Cooa. 
V.  alight. 
Slight. 
Cona. 
Slight 
V.  alight 
Cona., 

greeo. 
V.  alight 
Slight 

1.14 

8.00 

0.20 

0.06 

0.60 

1.00 

0.81 

1.90 

0.39i 

0.70 

0.61 

1.65 

0.63 

1.56 

0.30 

1.80 

0.60 

1.40 

0.27 
1.06 

8.66 
6.70 
6.00 
4.76 
4.20 
6.60 
8.10 
6.20 
6.50 
6.60 
8.60 
6.76 
2.66 
4.36 
3.60 
5.60 
3.06 
4.20 

4.60 
6.46 

2.20 
4.75 
2.20 
1.00 
1.80 
2.20 
1.96 
8.06 
2.26 
2.26 
1.90 
8.50 
1.40 
2.60 
1.60 
2.60 
1.6.<i 
2.40 

1.76 
2.80 

.0016 
.0062 
.0038 
.0040 
.0016 
.0020 
.0000 
.0086 
.0010 
.0066 
.0010 
.0086 
.0002 
.0044 
.0014 
.0046 
.0012 
.0016 

.0014 
.0100 

.0200 
.0476 
.0188 
.0179 
.0284 
.0278 
.0148 
.0308 
.0288 
.0520 
.0264 
.0622 
.0102 
.0800 
.0226 
.0384 
.0132 
.0196 

.0150 
.0472 

• 

.0181 
.0436 
.0170 
.0132 
.0218 
.0282 
.0140 
.0296 
.0246 
.0468 
.0208 
.0670 
.0102 
.0284 
.0200 
.0316 
.0132 
.0168 

.0142 
.0460 

.0016 
.0040 
.0018 
.0047 
.0016 
.0016 
.0008 
.0012 
.0042 
.0052 
.0056 
.0062 
.0000 
.0016 
.0026 
.0068 
.0000 
.0028 

.0008 
.0012 

.0010 
.0010 
.0480 
.0180 
.0130 
.0260 
.0080 
.0010 
.0290 
.0050 
.0040 
.0000 
.0010 
.0000 
.0120 
.0240 
.0010 
.0040 

.0610 
.0050 

.0000 
.0000 
.0008 
.0001 
.0001 
.0000 
.0000 
.0000 
.0002 
.0001 
.0000 
.0000 
.0001 
.00041 
.0001 
.0002 
.(K)00 
.0000 

.0003 
.0002 

1.18 

8.12 

0.32 

0.13 

0.86 

1.10 

0.79 

2.10 

0.57 

1.03 

0.69 

{2.02 

'u.60 

1 1.70 

0.51 

11.22 

0.80 

1.88 

0.39 
1.80 

0.2 
0.8 
1.7 
1.0 
0.6 
1.0 
0.0 
0.8 
1.1 
1.8 
0.8 
0.8 
0.0 
0.8 
0.2 
0.6 
0.0 
0.8 

0.8 
0.8 

Odor,  generally  faintly  vegetable,  sometlmea  none.  On  heating,  the  odor  of  aome  of  the  aaniplea 
became  diatinctly  vegetAble.  — —  The  aamplea  were  collected  Jnat  above  the  meaanriog  wt-lrn.  on  the 
tribniariea  of  North  Watuppa  Lake,  as  followa :  Noa.  26580  and  27208,  from  Bloaaom  Brook;  Nos.  26581 
and  27200,  from  Oreaa  Brook;  Noa.  26582  and  27210,  from  Highland  Brook,  at  Meridian  Street ;  Noa. 
26683  and  27211,  from  nonh  branch  of  King  Phillip  Brook;  Noa.  26584  and  27212,  from  north  branch  of 
Nat  Brook ;  Noa.  26685  and  27213,  from  aonth  branch  of  Nat  Brook ;  Noa.  26586  and  27214,  from  Qaeen*a 
Oatter  Brook;  Noe.  26587  and  27216,  from  Ralph  Brook,  below  junction  of  aonth  and  oaat  brMuchea; 
Noe.  26688  and  27216,  from  Run  Brook,  at  npatream  aide  of  highway  croaalng;  Noa.  26589  and  27217, 
from  Terry  Brook,  at  Meridian  Street. 
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fal.mouth. 
Water  Supply  of  Falmouth. — Falmouth  Water  Company. 

Population  in  1895,  2,655.  The  works  are  owned  by  the  Fal- 
mouth Water  Company,  and  were  completed  early  in  1899.  The 
source  of  supply  is  a  system  of  15  tubular  wells,  located  on  the 
southerly  shore  of  Long  Pond,  in  a  narrow  strip  of  land  separating 
Long  Pond  from  Grew's  Pond.  The  wells  are  2^  inches  in  diam- 
eter, about  45  feet  deep,  and  are  located  from  10  to  30  feet  from 
the  shore  of  Long  Pond.  Water  is  pumped  to  an  iron  tank,  from 
which  it  is  supplied  to  the  town. 

The  advice  of  the  State  Board  of  Health  to  the  Falmouth  Water 
Company,  relative  to  the  use  of  the  water  of  Long  Pond  in  Fal- 
mouth and  of  water  taken  from  a  system  of  tubular  wells  near  Long 
Pond  as  sources  of  water  supply  for  that  town,  may  be  found  on 
pages  12  and  13  of  this  volume.  Analyses  of  samples  of  water  col- 
lected from  the  system  of  tubular  wells  during  a  pumping  test,  and 
from  the  pond,  are  given  in  the  following  tables  :  — 


Chemical  Examination  of  Water  from  a  Hydrant  supplied  from  (he  Works  of  the 

FalmotUh  Water  Company. 

[ParU  per  100,000.] 


Date  of 

Collection. 

ApPBABAirCS. 

Heeldne  on 
Evaporation. 

Ammokia. 

Chlorine. 

MiTBOQBIf 

aa 

m 

•  gS 

5 

o 

i 

e 

1 

a 

1 

as 

1 
1 

g 
B 

1 

o 

1 

Albu- 
mlnold. 

.   i 
s 

Nitrites. 

e 
8 

S6458 
20164 

ISM. 

lUr.    0 

1 

1 

V.aliglit. 

1 

SUght. 

.01 

2.70 

.0000 

.0014 

.01 

.0020 

1 
.0000 

.02 

0.8 

.0010 

Mar.    7 

jNOM. 

V.allghi. 

.00 

2.M 

.0000 

.0012 

.80 

.0020 

.0001 

.02 

0.8 

.0010 

80IA6 

Mar.    8 

None. 

None. 

.00 

8.00 

.0000 

.0010 

.88 

.0080 

.0000 

.02 

0.8 

.0010 

204M 

Mar.   0 

Ifona. 

None. 

.00 

2.80 

.0000 

.0006 

.89 

.0010 

.0000  ' 

.02 

0.S 

.0010 

90457 

Mar.  10 

Ifone. 

V.aH^t. 

.01 

2.80 

.0000 

.0006 

.89 

'.0010 

f 

.0000  1 

.01 

0.8 

.0010 

^0468 

Mar.  11 

None. 

None. 

.00 

8.00  1 

.0000 

.0006 

.89 

.0010 

1 

.0000  : 

t 

.04 

0.8 

.0020 

^180 

May  22 

y.  alight. 

V.eHglit. 

.01 

2.00 

1 

.0000 

.0014 

.00 

.0080 

.0000  ' 

1 

.08 

0.5 

.0010 

Odor,  none. The  first  tAx  eamples  ware  eoUeetad  from  a  hydraoi  at  the  pBrnping  aUlion,  dnrlDg 

a  pnmpJng  teal  wUeh  hegan  at  7  a.m.,  Mareh  6,  and  dnriog  which  water  waa  draws  from  the  welte  at 
the  fate  of  200,000  gaUona  per  day;  the  laat  aampla  waa  eolleeted  from  the  hydrant,  at  a  tima  whoa  bo 
'Water  had  been  drawn  from  the  welle  for  fonr  daye. 
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FAI.MOI7TH. 

Chemical  Examin€Uion  of  Wdter  from  Long  Pond  in  Falmouth, 

[Parte  per  100,000.] 


Date  of  Collection. 

AmABAKCB. 

KB8IDDB  OH 

EVAPOBA- 

TIOM. 

AmiOHiA. 

• 

s 

i 

.00 

NiTROOBK 
AS 

■ 

S 

s 

« 

«i 

• 

1 

9 

■ 

1 

r 

1 

ALBDMIHOID. 

1 

S 

1 

as 

• 

i 

■ 

Sus- 
pended. 

1 

S7188 

18M. 

May  82 

None. 

V.  •Itsfat. 

.01 

2.70 

0.00 

.0008 

.0128 

.0120 

.0008 

.0020 

.0000 

.11 

o.a 

Odor,  none,  becoming  very  faintly  vegetable  on  heating. The  sample  was  eolleeted  from  thft 

pood,  near  the  pnmping  atatlon  of  the  Falmonth  Water  Company. 

Water  Supply  of  Fitohburq. 
Chemical  Examination  of  Water  from  ScoU  Reservoir^  FiUhburg. 

[ParU  per  100.000.] 


Rbsidub  oh 

. 

g 

AmAXAVCB. 

EVAPOBA- 

Amkohia. 

MITBOOBK 

1 

TIOK. 

AB 

1 

1 

1 
1 

1 

J 

1 

• 

Loss  on 
Ignition. 

i 

ALBUMINOID. 

1 

i 

1 

1 

• 

• 

1 

1 
1 

pended. 

i 

t 
1 

aq 

Q 

H 

00 

0 

H 

h 

H 

Q 

00 

^ 

Ta 

o 

M 

18M. 

• 

26087 

Jan.  17 

Blight. 

V.  Blight. 

.11 

2.26 

1.10 

.0006 

.0180 

.0108 

.0022 

.18 

.0000 

.0001 

.81 

0.2 

28717 

Apr.  11 

V.  Blight. 

y.  Blight. 

.11 

1.60 

0.70 

.0084 

.0124 

.0100 

.0024 

.06 

.0040 

.0000 

.22 

0.0 

27864 

July  21 

V.  Blight. 

Slight. 

.08 

2.00 

0.80 

.0000 

.0204 

.0146 

.0068 

.11 

.0080 

.0000 

.81 

0.0 

2B064 

Oct.  17 

Decided. 

Cona. 

.10 
.10 

2.80 

1.00 

.0012 
.0013 

.0276 

.0174 
.0182 

.0102 
.0061 

.16 
.11 

.0060 
.0027 

.0004 
.0001 

.26 
.27 

0.0 

At... 

2.01 

0.90 

.0188 

0.0 

Odor  of  the  first  sample,  none;  of  the  second  and  last,  vegetable;  of  the  third,  distinctly  nnpleaaant. 


Chemical  Examination  of  Water  from  Meetinghouse  Pond^  Westminster, 

[Parts  per  100,000.] 


I 

a 

o 
99 


26080 
26716 
87858 
2M63 


Av. 


I 
s 


189». 

Jan  17 
Apr.  11 
Jnly  21 
Oct    17 


ArPBABAKOB. 


• 


a 

a 


% 


V.  slight. 
V.  slight. 
V.  slight. 
V.  slight. 


Slight. 
V.  slight. 
Slight. 
V.  slight 


.14 
.12 
.08 
.10 


.11 


RBSIDUB  OB 

EVAPOBA- 

TION. 


n 

o 
H 


e 
o 


2.76 
2.60 
3.16 
2.75 


2.81 


1.60 
0.95 
1.05 
1.05 


1.14 


AXXOBIA. 


Al  BDMIKOin. 

^ 

• 

s. 

w 

• 

.s 

■o 

• 

1 

1 

i 

a 

fix 

f. 

S 

oc 

.0012 
.0010 
.0020 


.0010  .0162 


.0018 


.0158 
.0168 
.0196 


.0171 


.0144  .0018 
.0130,. 0028 
.0142.0026 
.0178.0018 


.0148;. 0023 


1 

1 

.15 
.14 
.15 
.17 

.15 

KITBOOBN 
AB 

1 

1 

.0010 
.0050 
.0010 
.0050 

.0030 

.0000 
.0001 
.0000 
.0000 

.0000 

c 

I 

o 


.87 
.33 
.31 
.24 


.81 


§ 


0.6 
0.2 
0.5 
0.6 


0.4 


Odor  of  the  first  and  third  samples,  faintly  vegetable  or  none;  of  the  second,  faintly  nnpleaaant* 
becoming  faintly  vegetable  and  fishy  on  heating;  of  the  last,  none. 
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foxbobottgh. 

Water  Supply  of  Foxborough  Water  Supply  District,  Fox- 
borough. 

Chemical  Examination  of  Water  from  the  Tubular  Wells  of  the  Foxborough 

Water  Supply  District, 

[Parte  per  100,000.] 


• 

g 

APrSABAltOS. 

• 

Ammohia. 

Nimoour 

m 

A8 

8 

1 

1 

1 

1 

s 
H 

*i 

s 

§1 

1 

1 

Albu- 
minoid. 

1 

1 

i 

s 

o 

i 

e 

1 

O 

J 

ISM. 

S5887 

Jan.    3 

Nona. 

None. 

.00 

8.00 

.0000 

.0000 

.40 

.0680 

.0000 

.01 

0.8 

.0010 

27468 

June  16 

None. 

None. 

.00 

8.M 

.0000 

.0004 

.99 

.0480 

.0000 

.00 

0.7 

.0090 

17685 

Jnly    6 

None. 

None. 

.00. 

8.60 

.0000 

.0006 

.87 

.OftftO 

.0000 

.02 

0.6 

.0020 

38088 

Aug.  2 

None. 

None. 

.00 

8.60 

.0000 

.0004 

.88 

.05M 

.0000 

.01 

1.0 

.0010 

tuao 

Sept.  6 

None. 

None. 

.00 

4.10 

.0000 

.0014 

.80 

.0820 

.0001 

.01 

1.0 

.0020 

S8888 

Oct.     4 

None. 

None. 

.06 
.01 

4.10 

.0000 

.0008 

.87 

.0880 

.0001 

.02 

1.0 

.0010 

AT**t 

8.68 

.0000 

.0006 

.88 

.0486 

.0000 

.01 

0.8 

.0017 

Odor,  none. The  nmplea  were  collected  from  a  fanoet  at  the  pumping  atatlon. 


Water  Supply  of  Framingham.  —  Framingham  Water  Company. 

Chemical  Examination  of  Water  from  the  FiUer-gaUery  of  the  Framingham  Water 

Company, 

[Parte  per  100,000.] 


>5 


26480 
27088 

2nio 

28663 
29263 


Jan.  12 
Mar  18 
May  8 
Jnly  10 
Sept.  11 
Nov.    6 


AmAMASO*. 


a 


None. 

None. 

None. 

V.  alight. 

None. 

None. 


V.  alight. 

None. 

None. 

V.  aUght. 

None. 

None. 


.02 
.00 
.01 
.10 
.00 
.01 


I 

0  ► 


I 


8.60 
7.60 
7.60 
6.00 
7.60 
7.40 


AlIMOMIA. 


2 
o 

B 

a 

< 


.0028 
.0088 
.0024 
.0024 
.0026 
.0038 


.0088 
.0020 
.0066 
.0064 
.0074 
.0040 


e 


0.00 
0.82 
0.82 
0.84 
0.89 
0.86 


NiTBOoav 

AS 


I 


.0580 
.0630 
.0480 
.0090 
.0260 
.0860 


.0002 
.0008 
.0008 
.0002 
.0001 
1.0006 


.06 
.06 
.04 
.05 
.06 
.06 


8.6 
8.3 
8.3 
2.0 
8.0 
8.8 


.0040 
.0080 
.0020 
.0090 
.0060 
.0060 


Averages  by  Tears. 


1888 

. 

.10 

5.81 

.0027 

.0081 

0.44 

.0808 

.0004 

1880 

. 

. 

.00 

6.18 

.0031 

.0060 

0.56 

.0366 

.0002 

. 

_ 

1800 

- 

• 

.00 

7.00 

.0020 

.0039  1 

0.66 

.0681 

.0001 

« 

8.0 

1801 

. 

- 

.00 

6.25  1 

.0028 

.0036 

0.63 

.0707 

.0001 

• 

2.8 

1898 

— 

— 

.04 

6.07 

.0026 

.0088 

0.62 

.0460 

.0001 

.11 

2.6 

1894 

. 

. 

.03 

6,76  ' 

.00*26 

.0043 

0.79 

.0515 

.0001 

.08 

2.8 

1896 

. 

« 

.04 

7.82  : 

.0020 

.0040 

0.92 

.0280 

.0000 

.07 

8.0 

1896 

• 

. 

.04 

7.87 

0022 

.0040 

0.91 

.0317 

.0002 

.04 

8.2 

1897 

. 

m, 

.04 

7.00 

.0021 

.0076 

1.00 

.0246 

.0001 

.06 

8.8 

1888 

• 

- 

.06 

7.46 

.0U30 

.0065 

0.90 

.0808 

.0001 

.00 

8.2 

1899 

~ 

• 

.02 

7.67 

.0030 

.0044 

0.86 

.0682 

.0008 

.06 

8.2 

.0099 
.0272 
.0180 
.0146 
.0072 
.0090 
.0047 


NoTB  to  analyiea  of  1899 :  Odor,  none. 
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fsamingham* 
Water  Supply  op  State  Camp  Gbound,  Framingham. 

The  advice  of  the  State  Board  of  Health  to  the  Medical  Director 
of  the  First  Brigade,  M.  V.  M.,  with  reference  to  the  quality  of 
the  water  sapply  of  the  camp  at  South  Framingham^  may  be  foand 
on  pages  13  to  15  of  this  volame. 

Chemical  Examination  of  Water  Jram  LeamecPs  Pand^  Framingham, 

[Pftrta  per  100»000.] 


2 

8 

0 


o 
S 

i 


Sept.  11 
Sept.  11 


S 


a 


I 


None. 
Decided. 


V.  flight. 

OoDf. 


.05 
.08 


KsaiDDB  OM 

Etapoka- 

TIOM. 


I 


d 
o 

I 


1.70 
1.00 


0.60 
0.00 


AXMOXIA. 


I 


.0004 
,0018 


ALBUMIMOID. 


I 


.0168 
.0U2 


I 


.0140 
.0110 


I 

00 


.0012 
.0012 


4 

a 
r 


.22 
.26 


NiTBOOBH 


.0000 

.0010 


8 


.0000 

.0000 


I 

a 

s 


.10 
.00 


i 


0.0 
0.0 


Odor  of  the  flret  eample,  faintly  tegetable;  of  the  aeeond,  dtstioetly  nopleaeant. The  first  aample 

rae  eoUeoted  from  the  pond  near  the  pumping  atatlon ;  tho  aeoondi  from  a  faucet  at  the  camp  ground. 


Water  Supply  op  Franklin. — Franklin  Water  Company. 

Chemical  Examination  of  Water  from  the  WeUs  of  the  Franklin  Water  Company. 

[ParU  per  100,000.] 


Date  of 

Collection. 

ArPBAXAVOB. 

• 

AVMONIA. 

1 

NiTBOOBH 
AS 

J 

1 

n 

1 

■ 

A 

• 

i 

'} 

S 

• 

1 

1 

27001 

laM. 

May    3 

V.  flight. 

v.  Blight. 

.06 

7.00 

.0006 

.0014 

0.71 

.2000 

.0000 

.00 

2.6 

.0180 

27846 
27809 

Jane  7 
July    0 

'Decided, 
milky. 
V.  alight. 

Oona. 
V.  alight. 

.80 
.06 

6.80 
8.90 

.0004 
.0010 

.0168 
.0006 

0.41 
0.84 

.0620 
.2470 

.0000 
.0000 

.87 
.08 

1.7 
2.0 

.0260 
.0040 

^8026 

Ang.  2 

V.  alight. 

V.  alight. 

.08 

8.00 

.0002 

.0016 

0.88 

.1880 

.0000 

.04 

8.1 

.0100 

28628 

Sept.  7 

v.  alight. 

V.  alight. 

.07 

8.90 

.0004 

.0014 

0.94 

.1900 

.0000 

.02 

8.0 

.0100 

AoWM 

Oct.    4 

V.  flight. 

V.  alight. 

.01 

9.00 

.0006 

.0014 
.0037 

1.00 

.2700 

.0000 

.02 

8.8 

.0060 

At... 

.09 

8.08 

.0006 

0.79 

.1012 

.0000 

.09 

2.8 

.0120 

Odor  of  the  aeeond  aample,  faintly  masty ;  of  the  others,  none. 
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GABDmSR. 

Water  Supply  of  Gardner. — Gardner  Water  Company. 

Chemical  Examination  of  Water  from  Crystal  Lake^  Gardner. 

[Partfl  per  100,000.] 


• 

RaaiDrB  ok 

1 

1 

1     . 

e 
o 

i 

Appbaramcb. 

Eyapora- 

TIO». 

Ammohxa. 

• 

1 

i 

NITEOOKH 

Aa 

II 

9 

M 

e 

5 

1    S 

O 

• 
0 

• 

6 

i 

Loaion 
Ignition. 

• 

ALBUMIBOID. 

• 

1 

£ 

• 

1 

a 

• 

6 

1 

• 

1 

• 

i 

G 

1 

18M. 

1 

MUUM 
ZOBVS 

Mar.  S8 

y.  Blight. 

V.  Blight. 

.07 

8.40 

1.15 

.0056 

.0140 

.0130 

.0010 

.84 

.0180 

.0002 

.22 

1.0 

S76U 

June  28 

V.  alight. 

V.  alight 

.00 

3.00 

1.25 

.0010 

.0180 

.0170 

.0010 

.82 

|.0070 

.0002 

.24 

1.1 

S87M 

Sept.  28 

V.  Blight. 

V.  alight. 

.08 

S.U 

1.00 

.0006 

.0238 

.0220 

.0018 

.2» 

<.Q02l) 

.0000 

.26 

0.8 

SB688 

D«c.    0 

V.  aUght. 

V.  alight. 

.02 

2.90 

1.00 

.0014 

.0102 

.0182 

.0010 

.86 

1 

.0010  .0000 

.10     0.6 

Averages  by  Tears* 


1883 

. 

. 

.06' 

2.65 

0.82 

.0012 

1884 

. 

. 

.04  . 

2.75 

0.08 

.0000 

1805 

• 

• 

.05 

2.75 

0.07 

.0008 

1886 

- 

— 

.06  1 

3.07 

0.94 

.0020 

1897 

. 

. 

.12 

3.31 

1.04 

.0010 

18P8 

— 

. 

.08  i 

8.46 

1.81 

.0014 

1890 

~ 

~ 

.06  > 

8.11 

1.10 

.0021 

.0126 
.0111 
.0102 


.0105 
.0084 
.0170 


.0156'. 0120: 
.0176 .0145> 


.0152 
.0187 


.0133 
.0175 


'I 
.002li|.27 
.0017>|.31 
.0022'|.S4 
.00S6!.S3 
OOSI  '.88 
.0019,;. 87 
.0012.:. S3 

J I 


.0021 
.0028 


.0000  .10 

.00001.15 


0020.0000  .17 


.0000!. 18 
.0000' :.  10 


.0060 

.0096 .  ..^ 

.0082*. 0000 1.28 
.0070  .0001 '.28 


If 


0.8 
1.0 
1.2 
1.1 
1.0 
1.2 
0.9 


NOTB  to  analyaaa  of  1890 :  Odor  of  the  flrat  three  aamplea,  ftdatly  Teget«ble;  of  the  laat,  none, 
heating,  the  odor  of  tlie  firat  earn  pie  beeame  ftdntly  flahy. 


On 


Water  Supply  of  Gloucester, 

Chemical  Examinalion  of  Water  from  Dike^s  Brook  Storage  Reservoir^  OUmcesUr. 

[ParU  per  100,000.] 


1 

Rksidcb  ov 

,                     1 

r 

e 

Appbababcb. 

Etapora- 

AMMOlflA. 

1 
I        1 

'  KITBOOKH  1     "5 

j     1 

1 

TIO». 

1        t 

AS 

5 

, 

1 

1         s 

a 

«s 

1 
1 

• 

o 

■ 

1 

1 

r 

ALEinilHOtD. 

i 

e 

1 

1    JS    1 

• 

• 

s 

1' 

• 

S 

c 

,1 

K 

l'  t 

8    '       S, 

B           S 

i  i 

1 

• 

1 

it 

• 

1 

SB          a 

H 

oi 

H 

.      Si- 

t-  *    a  '« 

I  O  ' 

SQ        K 

c 

•M 

18M.   > 

_ 

• 

1 

26550 

Mar   22 

V.  alight. 

V.  alight. 

.20 

3.60 

1.50 

.0002 

.0134 

.0098 

.0036<.84 

.0010.000]   .31 

0.3 

27612 

June  2S    V.  alight. 

Slight. 

.14  . 

3.65  , 

1.40  i 

.0016 

.0188  .0144 

.0044, .88  . 

.OOnO  .0000  .26 

0.2 

27818 

July  18     V.  alight. 

V.  alight. 

.12 

3.65  - 

1.45 

.0004  .0144. 0130 

.00141.86  : 

.0010.0000  .80 

0.6 

28889 

Aug.  28  '  V.  alight. 

V.  alight. 

.27  1 

8.50  1 

1.70 

.0004'. 0204. 0180 

.0024 j. 79  , 

.0020.0000  .37 

0.2 

28789 

S«pt.26  .  V.  alight. 

V.  allghi. 

.49 

3.75  , 

1.50  t 

.015«:  .0240. 0216^0014  :.91  j 

.0040  .0000.. 49 

0.6 

29124    0«t.   24     V.  aUfrht 

V.  Blight. 

.61 

4.00 

1.90  1 

.0222  .0273i. 0254!. 0018  !.90 

.0050.0001    .53 

0.3 

8M50 

Not.  22     V.  alight. 

V.  alight. 

•"  1 

4.40 

1.65 

.Ol16.O248;.0234;.00I4 

.84 

.0030  .0000 -.61 

0.2 

29603 

Dee.  27  '  Slight. 

Slight. 

.65  ' 
.40  ■ 

4.35  ' 

1.65  ' 

.0054  .0240 

— 

.0072  -QMM 

.0214 

.0026 

.86 

.0070 
.0029 

.0000 

.57 
.43 

1 

0.2 

Av-.» 

._^ *.-   *.      .«......_. 

3.04 

1.50 

1 

.0181 

.0025    ftt  ' 

.0000 

0.3 

t                 1 

i 

1 

\-\ 

Odor  of  the  flrat  aample,  diatioetly  nnpleaaant,  becoming  distinctly  flahy  on  heating;  of  the  othera* 
vegetable. 
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GLOX7CBSTBB. 

Chemical  Examinatwn  of  Water  frcm  Wallace  Pond,  OlouceaUr, 

[ParU  per  100,000.] 


1 

1 

15 

& 

Appbabavcs. 

Krsiduk  ok 

EVAPOBA- 
TIOH. 

Amxomia. 

Chlorine. 

NlTSO«KN 
▲8 

* 

a 

a 
« 

1 

• 

r 

6- 

g 

a 

o 

6 

1 

• 

1^ 

« 

fa 

ALBDMINOID. 

1 

7S 

i 

s 

i 

a 

3 

• 

1 

9 

1 

pended. 

• 

i 

18M. 

26660 

Mar.  22 

V.  slight. 

V.  slight. 

.18 

4.26 

1.65 

.0002 

.0100 

.0076 

.0024 

1.22 

.0010 

.0001 

.38 

0.6 

27618 

Jaoe  28 

Decided. 

Ck>ns. 

.25 

8.50 

1.65 

.0000 

.0258 

.0104 

.0064 

1.11 

.0000 

.0000 

.40 

0.2 

27814 

Joly  18 

V.  flight. 

Slight. 

.20 

8.00 

1.25 

.0002 

.0206 

.0170 

.0088! 

1.08, 

.0020 

.0000 

.45 

0.8 

28387 

Aug.  28 

Blight. 

Cods., 
green. 

.80 

4.35 

2.10 

.0004 

.0208 

.0222 

.00761 

1.15' 

1 

.0010 

.0000 

.51 

0.8 

28740 

8«pt.26 

Decided. 

Cods. 

.46 

4.85 

1.65 

.0056 

.0340 

.0254 

.0086 

1.15! 

.0020 

.0000 

.40 

0.8 

20126 

Ool.  24 

Slight. 

Slight. 

.40 

4.00 

1.40 

.U002 

.0334 

.0256 

.0078! 

1.06 

.0040 

.0000 

.50 

0.8 

2»460 

Not.  22 

V.  slight. 

Slight. 

.42 

4.45 

1.70 

.0044 

.0806 

.0246 

.0060! 

l.lli 

.0010 

.0000 

.44 

0.2 

29804 

Dec.  27 

Decided. 

Cons. 

.67 
.85 

4.40 

1.60 

.0114 
.0028 

.0276 
.0265 

.0102 
.0201 

.0084 
.0064 

1.13! 
1.13 

.0020 

.0000 
.0000 

.46 
.45 

0.2 

A.V.mm 

Is«a««s*»«a 

4.15 

1.62 

.0016 

0.3 

Odor  of  Nos.  20125  and  20460,  faintly  nnpleasant,  becoming  distinctly  nnpleasant  and  fishy  on  heat- 
ing; of  the  others,  faintly  yegetable,  beoomlng  stronger,  and  in  March  and  September  fishy  on  heating. 

Microscopical  Examinalion  of  Water  from  Wallace  Pond,  Gloucester, 

[Number  of  organisms  per  cnblc  centimeter.] 


18M. 

Mar. 

Jane. 

jQly. 

Aog. 

Sept. 

Oct. 

Nov. 

Dec. 

Day  of  ezaminatSoD, 

Namber  of  sample,  .... 

28 
26560 

20 
27618 

10 
27814 

20 
28387 

27 

28740 

25 
20125 

28 
20460 

20 

20804 

PLANTS. 

DlatomaceeB, 

Synedra,     . 

CyanophycesB, 

Anabflsna,   . 
Algss,     . 


8 
1 

0 
0 


488 

480 

0 
0 

26 


220 
186 

10 
10 


82 

100 
08 

8 


12 
10 

148 
144 


10 

4 

4 

0 


15 
12 

0 

0 


80 
26 

0 
0 


ANIMALS. 
Bhicopoda,  Aotlnophrys, 

InftLSoria,    . 

Ciliated  Infnsorian, 
Crypcomonas,    . 
Dioobryon, 
Perldininm,        . 
Raphidomonas, . 
Urogiena,    . 


Vermes, 


86 

0 
0 

11 

10 
0 
0 


0 
258 

10 

10 

12 

218 

2 

0 

0 


208 

0 

40 

10 

150 

0 

0 


98 

0 
0 
0 
78 
14 
0 


528 

0 

2 

8 

468 

16 

20 


294 

0 
80 

0 
186 

0 
10 


47 

0 
4 
0 
88 
0 
0 


46 

0 

4 
4 
82 
0 
0 


MUeellaneouit  Zo^glosa, 

5 

20 

7 

12 

8 

7 

5 

5 

Total 

51 

700 

440 

805 

606 

817 

78 

80 
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GliOXJCGBSTSB. 

Chemical  Examination  of  Water  frwn  HaskelTs  Pond^  Gloucester. 

[Parts  per  100,000.] 


I 


D«c.  14 


Apfkasawob. 


s 

o 


«s 

a 

i 


Decided. 


Sllglit. 


s 


.00 


KsaiDCS  ON 

EVAPOBA- 
TION. 


I 


a 
I 


4.06 


t.l6 


AXMOKIA. 


.QS48 


ALBDMIVOID. 


•6 

I 

s 


i 

I  a 


.0810 


.0868.0048 


a 
V 


.06 


NinOOBM 


8 


S 

S 

s 


.0010 


.0000 


! 


s 

9 

n 


.88 


0.8 


Odor,  TegeUble. — The  MUBple  wm  eoUeeted  from  Uie  pond*  et  Us  outlet. 


Water  Supply  op  Graiton.  —  Grafton  Water  Company. 

Ckemieal  Examination  of  Water  from  the  FiUer-gaUery  of  the  Grafton  Water 

Company. 

[Puts  per  100,000.] 


I 


^s 


S80S4 


At. 


1«M. 

Jone   0 

Jaly  7 
Aug.  1 
Sept.  7 


3 


I 


.3 

6 


None. 
y.eUght 
V.eHghl. 
y.ellClii. 


None. 

None. 

V.eUi^t. 

Sllffht, 
ebyey. 


.00 
.08 
.08 
.08 


.08 


eg 
ex 

e« 

S 


10.90 
0.60 

10.80 
0.70 


0.8S 


i 


I 


a 


.0000 
.0010 


.0008 


.0018 


.0018 
.0040 


.0080 


1.81 
1.18 
1.14 
0.07 


1.14 


NlTBOQBH 


.1700 


.2140 


.0008 


.0000 


4 
6 

N 

o 


a 


.M 


.06 

8.4 

.00 

3.8 

.04 

8.0 

.06 

8.0 

8.4 


a 
& 


.0070 


.0810 


Odor,  none.— -The  ftnt  foar  iMBplee  were  eoUected  from  feneete  la  the  Iowa;  the  leet,  from  the 
pomp  well  e(  thepompliig  etetion. 
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Granville. 

The  advice  of  the  State  Board  of  Health  to  Claude  A.  Magill  and 
others,  with  reference  to  a  source  of  water  supply  for  the  town 
of  GranyillCy  may  be  found  on  pages  15  and  16  of  this  volume. 
Analyses  of  samples  of  water  collected  from  suggested  sources  of 
supply  are  given  in  the  following  table  :  — 

Chemical  Examination  of  Water  from  Brooks  in  ChranviUe, 

[Pftru  per  100,000.] 


I 


t76M 


snn 


a 

I 


Jane  21 
Aoff.  0 
Jaoe21 
Aug.  0 


ArPBABAirCB. 


I 


V.  flight. 
None. 
V.  ellght. 
None. 


« 
B 

1 


o 

o 


Slight. 
V.  tUght. 
Slight. 
V.  tltght. 


.21 
.08 
.45 

.09 


RB8IDUB  OW 

EVAPOKA- 

TIOK. 


a 


8.60 
8.06 
8.80 
8.25 


0.85 
0.90 
1.00 
0.85 


AmfoifiA. 


ALBUMINOID. 


I 


I 
I 

s 


i 


.0014'. 0122 


.0018 
.0006 
.0000 


.0006 
.0200 
.0084 


.0110 
.0062 
.0180 
.0066 


.0012 
.0014 
.0020 
.0028 


o 


.18 
.29 
.11 
.10 


NiTKOOBN 
AS 


S 


.0020 
.0040 
.0000 
.0040 


.0000 
.0000 
.0000 
.0000 


1 

i 

I 


.82 
.21 
.70 
.19 


1.0 
0.6 
0.5 

o.a 


Odor,  fBlntly  Yegetmble,  or  none.— -The  flnt  two  lamptee  were  eolleoted  from  Tinker  Brook,  oil 
north  Bide  of  roed  from  OrftDvllle  to  Oranville  Centre;  the  last  two,  from  Beymoor  Brook,  aboat  half 
a  mile  above  Jnnetton  with  Tmmble  Brook. 


Water  Supply  of  Great  Barrington. 

The  advice  of  the  State  Board  of  Health  to  the  town  of  Great 
Barrington,  with  reference  to  the  present  sources  of  water  supply 
of  the  town  and  the  quality  of  the  water  of  a  proposed  additional 
source  of  supply,  may  be  found  on  pages  16  and  17  of  this  volume* 
Analyses  of  samples  of  water  collected  during  the  investigations 
from  various  sources  in  Great  Barrington  and  vicinity  are  given  in 
the  following  table  :  — 
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GREAT  BABRINGTOX. 

Chemical  Examination  of  Water  from  Various  Surface  Water  Sources  in  Oreat 

Barrington  and  Vicinity. 

[Parts  per  100,000.] 


■ 

O 

« 

Appbabahcs. 

Kbsioob  om 
Evapora- 
tion. 

Ammomia. 

• 

.00 

NITBOOBN 
AS 

■ 

1 

« 
C 

1 

m 

ti 

s 

s 

1 

• 
la 
O 

t- 

Loss  on 
Ignition 

1 

ALBUMINOID. 

• 

I 

I 

S 

■ 

1 

B 

B 
a 
V. 

1 

% 
1 

Q 

• 

1 

il 

• 

1 

S8M5 

Aug.  24 

None. 

None. 

.00 

0.10 

1.25 

1 
.0006.0026 

.0026 

.0000 

.0100 

.0000 

.05 

5.7 

S8871 

Aag.24 

V.illgbt.  Blight. 

.00 

6.10 

1.45 

.0066  .0132 

.0004 

.0088 

.08 

.0010 

.0001 

.24 

8.8 

38872 

Aug.  24 

V.  slight    Blight. 

.10 

11.90 

8.20 

.0006.0602 

.0866 

.0186 

.07 

.0020 

.0000 

.56 

8.8 

S8038 

Sept.  15 

Slight. 

Cons. 

.06 

11.00 

8.80 

.0016 

.0640 

.0482 

.0108 

.00 

.0010 

.0000 

.56 

8.9 

28366 

Aag.24 

None.        v.  elight. 

.00 

7.75 

1.05 

.0026 

.0030 

.0026 

.0004 

.06 

.0090 

.0001 

.04 

4.6 

28630 

Sept.  15 

V.  slight.  V.sUght. 

.02 

9.80 

1.25 

.0014 

.0044 

.0042 

.0002 

.08 

.0070 

.0000 

.12 

6.1 

270  U    July  27 

V.  slight. 

V.sUght. 

.06 

7.20 

- 

.0020 

.0054 

- 

- 

.09 

.0040 

.0000, 

.05 

4.4 

28367     ADg.  24 

V.  slight.  V.  slight 

.14 

5.25 

1.90 

.0014 

.0072 

.0058 

.0014 

.05 

.0010 

.0000 

.22 

3.8 

2S63I  ,  Sept.  15 

Slight.     1  Cons. 

.15 

7.70 

1.65 

.0002 

.0186 

.0164 

.0022 

'.07 

.0000 

.0000' 

1 

.31 

5.0 

2836S  i  Ang.24 

V.  slight. 

Slight. 

.14 

13.85 

2.25 

.0018 

.0000 

.0068 

.0082 

.07 

.0110 

.0001   .17 

8.1 

28860    Ang.24 

V.  slight.  Slight. 

.10 

11.05 

8.45 

.0018 

.0196 

.0172 

.0024 

.07 

.0010 

.0000! 

.29 

7.1 

28370 

Ang.24 

None.        V.  slight. 

.02 

6.00 

1.60 

.0022.0146 

.0188 

.0008, 

.07 

.0000 

.0000 !  20 

4.8 

28878 

Ang.24 

V.  slight.  Slight. 

.08 

8.50 

2.80 

.0024.0274 

.0232  .0042! 

.07 

1 

.0020 

.0000  .29 

1 

4.9 

28682 

Sept.  15 

V.  sUght.  Slight. 

.06 

8.80 

2.85 

.0010 

.0292 

.0268  .0024  .06 

.0020 

.0000'. 37 

1 

5.7 

28684 

Sept.  15 

^                                 ■» 

- 

- 

- 

- 

- 

- 

- 

- 

- 

"  1 

_ 

9.8 

28374 

Aug.  24 

v.  slight.^  Slight. 

.10 

11.85 

2.75 

.0014 

.0088 

.0074 

.0014 

.11 

.0110 

.0002 

1 

.16 

7.4 

Odor  of  Nos.  28S65«  28630  and  27914,  none;  of  No.  28871,  faintly  vegeUble;  of  Noe.  28372,  28638. 
28682  and  28374,  distinctly  unpleasant;  of  Nos.  28366  and  28367,  none,  becoming  distinctly  vegetable  on 
beating;  of  Nos.  28631,  28370  and  28373,  distinctly  vegetable;  of  Nos.  28368  and  28369,  none,  beeomiof 

distlDCtly  vegetable  on  heating.    The  odor  was  not  determined  In  No.  28684. No.  28865  was  collected 

from  the  low-service  pumping  station,  drawing  water  from  Green  River;  No.  28371  from  Bast  Mountain 
Beservolr,  one  of  the  sources  of  supply  of  the  town;  Nos.  28372  and  28638,  from  Lake  Mansfield,  from 
which  water  Is  drawn  for  fire  protection ;  Nos.  28.366  and  28630,  from  Seekonk  Brook,  Jnst  above  the 
bridge  in  Alford  Village;  No.  27914,  from  spring  near  Roaring  Brook,  on  Laird  Farm;  Nos.  28367  and 
28631,  from  Roaring  Brook,  near  Laird  Farm;  No.  28638,  from  Muddy  Brook  or  Konkapot  River,  Just 
east  of  Three  Mile  Hill ;  No.  28369,  from  the  north-westerly  end  of  Lake  Buel;  No.  28370,  from  Prospect 
Lake  In  Bgremont;  Nos.  28373  and  28632,  from  the  easterly  side  of  Long  Pond;  No.  28634,  from  Round 
Pond;  No.  28374,  from  Seymour  Brook  near  the  saw  mill. 
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Water  Supply  of  Greenfield. 

Chemical  Examinaiion  of  Water  from  Qlen  Brook  Storage  Reservoir  in  Leyden. 

[Pftrta  per  100,000.] 


• 

8 

1 

Appsaiahob. 

1 

RsaiDDB  OS 
BVAPOBA- 

noN. 

AXKOMIA. 

« 

1 

.10 

NiTBOOBH 
AB 

• 

1 

1 

e 
g 

S 

• 

1 

Sediment 

1 

• 

• 

Lota  on 
Ignition. 

AI.BUXIMOID. 

1 

• 

s 

i 

1 

• 

i 

> 

1 

Sna- 
pended. 

i 

M677 

Mar.  27 

V.alighi 

V.alighi. 

.01 

4.25 

0.60 

.0018 

.0028 

.0026 

.0002 

.0040 

.0000 

.08 

2.6 

27821 

Jane  28 

V.  alight. 

V.  alight. 

.02 

6.20 

0.86 

.0028 

.0168 

.0146 

.0092 

.18 

.0120 

.0000 

.11 

8.6 

28781 

Sept.  27 

V.  aUght. 

y.  alight. 

.07 

6.00 

1.15 

.0018 

.0108 

.0098 

.0010 

.18 

.0010 

.0000 

.16 

3.6 

29708 

Dee.  27 

V.  alight. 

None. 

.07 
.04 

6.86 

0.80 

.0000 
.0016 

.0060 
.0088 

.0048 
.0079 

.0002 
.0009 

.12 
.12 

.0110 
.0070 

.0000 
.0000 

.10 
.10 

8.S 

At... 

6.86 

0.82 

8.2 

1        1 

Odor,  Bone.    A  faintly  TegeUble  odor  wbb  dereloped  in  the  aeoond  aample  on  heating. 


Water  Supply  of  Groton.  —  Groton  Water  Company. 
Chemical  Examinaiion  of  Water  from  the  Well  of  the  Groton  Water  Company. 

[Parte  per  100,000.] 


Date  of 

CoUectlon. 

1 

Appbabahob. 

Reeidue  on 
Evaporation. 

Amhoxia. 

• 

s 

NiTBOOBH 
AB 

Oxygen 

Conamned. 

• 

m 

a 

3 
35 

• 

! 

■ 

a 

1 

1 

Albo- 
mlnold. 

• 

i 
1 

1 

26833  1  Jan.    8 

None. 

None. 

.00 

4.10 

.0000 

.0000 

.16 

.0070 

.0000 

.01 

2.0 

.0010 

26287     Feb.  21 

None. 

V.  alight. 

.00 

6.60 

.0000 

.0006 

.17 

.0080 

.0000 

.02 

2.2 

.0020 

26666     Apr.   4 

None. 

None. 

.00 

4.20 

.0002 

.0006 

.16 

.0070 

.0000 

.02 

1.4 

.0040 

27080    BCay     8 

None. 

None. 

.00 

8.00 

.0000 

.0010 

.16 

.0090 

.0000 

.02 

1.6 

.0020 

27344    Jiin«    6 

V.  alight. 

None. 

.02 

8.70 

.0000 

.0010 

.20 

.0100 

.0000 

.02 

1.7 

.0040 

27664  1  Jaly    6 

V.  Blight. 

None. 

.02 

4.80 

.0004 

.0020 

.20 

.0080 

.0000 

.01 

2.0 

.0080 

28046 

Ang.   8 

None. 

None. 

.08 

6.10 

.0000 

.0016 

.22 

.0120 

.0000 

.08 

2.1 

.0060 

28466 

Sept.  4; 

V.  alight. 

None. 

.07 

4.90 

.0000 

.0014 

.16 

.0040 

.0000 

.06 

2.0 

.0150 

28916 

Oet.     6 

V.  alight. 

None. 

.06 

6.40 

.0000 

.0010 

.18 

.0030 

.0000 

.02 

2.6 

.0060 

29240 

Not.   4 

None. 

None. 

.04 

6.60 

.0000 

.0012 

.17 

.0070 

.0000 

.08 

8.0 

.0070 

29699 

Dee.    7' 

1 

None. 

None. 

.00 
.02 

4.80 

.0000 

.0008 

.18 

.0080 

.0000 
.0000 

.02 

2.3 

.0080 

At... 

1 

4.60 

.0001 

.0010 

.18 

.0071 

.02 

2.1 

.0048 

_ 

Odor,  none. 
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GBOTON. 

Chendcal  ExamincUtan  of  Water  Jram  Baddaeook  Fond^  Cfroion, 

[Parts  per  100,000.] 


• 

1 

Rbsibub  on 
Eyapoxa- 

TIOK. 

AmonA. 

• 

§ 
.08 

NmOOBH 
AH 

i 

i 

1 

■ 

1 

«2 

1 

1 

1 
• 

§1' 
•^   1 

• 

1 

ALBUmVOID. 

i 

e 

• 

J 

i 

• 

1 

• 

1 

a 

m 
.0108 

MMO 

18M. 

Fab.  21 

Deelded. 

BUght. 

.90 

S.60 

1 

2.60 

.0048 

.0048 

.0180 

.0010 

.0001 

1.28 

1.0 

Apr.   4 

SUffht. 

BHght. 

.06 

1.00 

0.66  1 

.0006 

.0114 

.0081 

.0082 

1 

.06 

.0000 

•0000 

0.20 

0.0 

iTMS 

Jan«  6 

BH^t. 

Blight. 

.48 

6.S5 

1.T6  i 

1 

.0010 

.0248 

.0800 

.0048' 

.18 

.0010 

.0000  o.n 

2.0 

»0M 

Aug.  S 

V.eUgkt. 

V.eligM. 

.ST 

6.80 

2.00  > 

.0000 

.0218 

.Q«M 

.0014 

.19 

.0020 

.0000 

0.68 

2.0 

18016 

Oct.     6 

Deelded. 

Oons. 

.S6 

6.06 

1 
1.00 

.0010 

.ono 

.0220 

.0010 

.19 

.0010 

.0000 

O.fid  2.0 

SNM 

Dee.    T 

v.  ettght. 

V.  ellght 

.80 

6.16 

1.66 

.0004 

.OOIS 

.0214 

.0194 

.ooio! 

— 1 

.0049 

1 

.18 
.14 

.0010 

1 

1.0010 

t 

.0000 
.0000 

0.6o|  2.8 

Av>** 

.ST 

4.S1 

LOT 

1 

.0180 

0.08 

1 

1.0 

Odor,  vnpleMUit  or  none.    An  unpleeimt  odor  wm  derdoped  te  oil  of  the  eemplee  on  heating. 


Habvard. 

The  advice  of  the  State  Board  of  Health  to  Hildreth  Bros,  of 
Eburvard,  with  reference  to  the  quality  of  the  water  of  a  well  used 
as  an  aaxiliary  soarce  of  sapply  for  several  houses  in  the  village  of 
Ebirvard,  may  be  found  on  pages  17  and  18  of  this  volume. 


Gtonteol  Examinatkm  of  Waierfrom  a  WeU  near  the  Fadory  of  EUdreth  Bros., 

[Flute  perlOO.080.] 


i 


<3 


v. 


v. 
v. 


mm 

il 


10.60 
4.80 


I 


r 


:i  MM 


I  i 


S 

5 


\ 


I:         9 


So 


>s 


0.4 
1.4 


Odor»i 


The  froS  le 


for 
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HABTABD. 

CkenUeal  Elimination  of  Water  from  a  WeU  in  Harvard, 

[ParU  per  100,000.] 


Collection. 

ArrsAKAVCB. 

• 

1 

II 

2 

AaaoaiA. 

6 

S 

NiTioonr 

A8 

• 

§ 

p 

• 

a 
"E 

5 

t 

e 

1 
1 

1 

1 

1^ 

1 

■ 

• 
»i4 

S8M4 

Mar.SS 

V.  tUght. 

Gtons. 

.06 

S.40 

.0000 

.0034 

.66 

.0040 

.0000 

.07 

0.6 

.0660 

Odor,  none.— —  The  ■ample  wae  colleeted  from  a  pnblto  well,  looated  In  the  common  In  the  village 
of  Harvard. 


Water  Supply  of  Haverhill. 

Chemical  Examination  of  Water  from  Inlet  of  Crystal  Lake, 

[Parte  per  100,000.] 


SQ 


SOOOT 


srito 

17666 
S7872 


S7S8 


At.*. 


a 

s 


Jan  2 
Jan.  28 
Feb.  20 
Mar.  20 
Apr.  24 
ICay  22 
Jnne20 
Jnl7  24 
Ang.28 
Sept.  26 


APPBAKAirCB. 


I 


e 

I 


6 


V.  eHght. 
V.  alight 
V.  alight. 
None. 
V.aUgbt 
V.  alight. 
V.  alight. 
V.sUght. 
V.  alight. 
V.  alight 


None. 
Slight. 
V.  alight. 
V.  alight. 
V.sUght. 
V.  alight 
V.  alight. 
V.  eHght. 
V.aUght 
V.  alight. 


.10 
.20 
.17 
.18 
.26 
.24 
.20 
.11 
.11 
.08 


.H 


lUeioua  on 
ETAPoaA- 

TIUN. 


^ 


g 


!l 


I 


8.26 
8.76 
8.76 
2.66 
2.06 
8.46 
4.10 
2.86 
2.»6 
2.60 


8.18 


1.10 
1.40 
1.46 
1.26 
1.10 
1.40 
1.86 
1.46 
1.70 
1.16 


1.84 


AHMOmA. 


ALBUMIVOID. 

• 

> 

1 

i 

1 

s 

m 

si 

k 

H 

Q 

00 

.0006 
.0008 
.0090 
.0040 
.0006 
.0014 
.0024 
.0012 
.0012 
.0002 


.0016 


.0162 
.0006 
.0180 
.0118 
.0182 
.0146 
.0178 
.0204 
.0208 
.0188 


.0166 


.0146 
.0076 
.0108 
.0108 
.0116 
.0186 
.0164 
.0104 
.0100 
.0168 


.0148 


.0016 
.0020 
.0022 
.0010 
.0016 
.0010 
.0024 
.0010 
.0018 
.0020 


.0016 


e 

-c 

p 


.20 
.80 
.28 
.20 
.27 
.18 
.10 
.21 
.17 
.22 


.22 


MrraoGSM 

AS 


I 


8 


.0060 
.0140 
.0170 
.0120 
.0020 
.0080 
.0010 
.0000 
.0010 
.0080 


.0064 


.0001 
.0001 
.0000 
.0000 
.0000 
.0000 
.0000 
.0000 
.0000 
.0001 


.0000 


6 

6 

a 

g 

o 


.84 
.30 
.34 
.88 
.80 
.80 
.88 
.87 
.88 
.88 


.86 


s 

"E 
S 


1.8 
1.1 
1.0 
0.6 
0.6 
1.8 
1.0 
0.8 
0.6 
1.1 
0.0 


Odor,  generallj  ftdntly  TegeUble,  somettmea  nooe.    On  heating,  the  odor  of  some  of  the  samplea 
dletinetlyTefeUble.^— The  lamplea  were  eolleeted  from  the  piindpal  feeder,  Jnat  abOTO  Ita 
eatraaee  into  the  lake. 

*  Where  more  than  one  sample  waa  eolleeted  In  a  month,  the  mean  analyala  for  that  month  haa  been 
la  maUag  the  arerafe. 
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HAVBBHILI.. 

Chemical  Examination  of  Water  from  Crystal  Lake^  HaverhiU, 

[PftrU  per  100,000.] 


• 

a 

1 

3 

s 
& 

APrSABAHCB. 

KSSIDDK  OM 

EVAPOBA- 

TIOH. 

Ajcxonia. 

e 

1 

.28 

NITBOQKH 
AS 

• 

1 

s 

1 

8 

• 

1 

i 

s 

1 

• 

Loss  on 
Ignition. 

• 

1 

ALBUXIIIOID. 

i 
1 

9i 

• 

1 

a 

9 

2; 

H 

• 

1 

Sus- 
pended. 

1 

26830 

1899. 

Jan.  2 

Blight. 

Cons. 

.21 

8.46 

1.66 

1 
.0010 

.0834 

.0236 

.0008 

.0010 

.0001 

.46 

1.0 

20008 

Jan.  28 

None. 

V.  slight. 

.21 

8.26 

1.66 

1.0004 

.0140 

.0124 

.0016 

.20 

.0010 

.0001 

.88 

1.0 

26276 

Feb.  20 

None. 

V.  slight. 

.14 

8.76 

1.60 

'.0028 

1 

.0160 

.0148 

.0012 

.88 

.0060 

.0001 

.86 

1.8 

26535 

Bfar.  20 

V.  slight. 

V.  slight. 

.11 

3.40 

1.40 

;.0024 

.0148 

.0144 

.0004 

.20 

.0060 

.0001 

.84 

1.0 

26801 

Apr.  24 

V.  slight. 

V.  slight. 

.18 

2.70 

1.00 

.0006 

.0120 

.0116 

.0004 

.27 

.0030 

.0001 

.80 

0.8 

27191 

l£ay  22 

V.  slight. 

V.  slight. 

.18 

2.05 

1.06 

'.0000 

1 

.0148 

.0142 

.0006 

.26 

.0080 

.0007 

.83 

1.1 

27590 

June  26 

V.  slight. 

V.  slight. 

.21 

3.00 

1.60 

.0010 

.0208 

.0104 

.0014 

.20 

.0010 

.0000 

.40 

0.8 

27873 

July  24 

V.  slight. 

V.  slight. 

.16 

2.85 

1.45 

.0004 

.0216 

.0108 

.0018 

.21 

.0000 

.0001 

.41 

0.8 

28393 

Aag.  28 

V.  slight. 

Cons. 

.11 

3.16 

1.60 

.0008 

.0210 

.0176 

.0084 

.17 

.0010 

.0000 

.38 

1.1 

28734 

Sept.  25 

V.  slight. 

V.  slight. 

.08 

3.60 

1.00 

'.0006 

1 

.0162 

.0168 

.0004 

.46 

.0050 

.0001 

.10 

1.7 

29154 

Oct.  25 

V.  slight. 

1 

V.  slight. 

.10 

2.00 

1.26 

.0004 

.0170 

.0168 

.0012 

.28 

.0040 

.0000 

.20 

0.8 

29161 

Oct.  26 

v.  slight. 

V.  slight. 

.10 

2.70 

0.90 

.0014 

.0172 

.0166 

.0016 

.26 

.0020 

.0000 

.31 

0.6 

29465 

Nov.  22 

'  None. 

V.  slight. 

.09 

8.30 

1.00 

.0010 

.0160 

.0164 

.0006 

.46 

.0010 

.0000 

.18 

1.8 

29466 

Nov.  22 

iV.  slight. 

V.  slight. 

.08 

8.06 

0.96 

.0010 

.0166 

.0164 

.0012 

.87 

.0010 

.0000 

.26 

1.0 

29802 

Dec.  27 

V.  slight. 

V.  slight. 

.14 

8.76 

1.16 

.0002 

.0134 

.0130 

.0004 

.44 

.0010 

.0000 

.19 

1.7 

Averages  by  Tears, 


1803 

- 

- 

.26 

2.78 

1.12 

.0003 

1804 

- 

- 

.17 

3.06 

1.03 

.0017 

1895 

- 

- 

.11 

3.82 

1.22 

.0012 

1896 

- 

- 

.26 

3.00 

1.22 

.0007 

1897 

- 

- 

.28 

2.99 

1.26 

.0008 

1898 

- 

- 

.21 

3.18 

1.37 

.0014 

1809* 

- 

- 

.14 

3.20 

1.27 

.0009 

.0182 
.0220 
.0180 
.0219 
.0177 
.0201 


.0160 
.0193 
.0169 
.0162 
.0141 
.0178 


.0173  .0168 


.0032 

.24 

.0027 

.27 

.0021 

.80 

.0067 

.27 

.0036 

.29 

.0025 

.31 

.0016 

.80 

.0020 

.0000 

.87 

.0007 

.0000 

.34 

.0015 

.0000 

.36 

.0050 

.0000 

.38 

.0022 

.0000 

.36 

.0038 

.0000 

.87 

.0026 

.0001 

.32 

1.0 
1.0 
1.6 
1.1 
1.0 
1.0 
1.1 


NoTB  to  analyses  of  1899:  Odor  of  the  first  sample,  distinctly  fishy  and  oily;  of  the  seoond,  none, 
becoming  distinctly  fishy  and  oily  on  heating;  of  the  others,  generally  faintly  vegetable. —— Nos.  26S76» 
28734,  29164  and  29161  were  collected  from  faucets  in  the  town;  the  others,  from  the  lake,  near  Its  outlet. 


Microscopical  Examination. 

An  insignificant  nnmber  of  organisms  was  found  in  each  of  the  samples,  except  in  the  sample 
collected  on  June  8,  which  contained  76  UrogUna  per  cubic  centimeter. 

*  Where  more  than  one  sample  was  collected  In  a  month,  the  mean  analysis  for  that  month  has 
been  used  in  making  the  average. 


No.  34.]     EXAMINATION  OF  WATER  SUPPLIES. 


197 


HAVSBHIX.I.. 

Chemical  Examination  of  Water  from  Kenoza  Lake^  ffaverkiU, 

[ParU  per  100,000.] 


• 

ArPKAVANOK. 

Rksiddb  cm 

EVAPOBA- 
TION. 

Ammomu. 

1 

S 

S 

.87 

NlTSOOBH 
AS 

Oxygen  Consumed. 

i> 

1 

S 

1 
1 

1 

• 

1 

• 

B 

4 

r 

^ 

ALBOMIMOID. 

■ 

1 

S 

1 

• 

1 

s 

Sus- 
pended. 

1 

20012 

1899. 

Jan.  23 

Bltght. 

V.  slight. 

.12 

8.05 

1.85 

.0004 

.0144 

.013« 

.0008 

.0010 

.0001 

.80 

26451 

Mar.    5 

V.  alight 

OODS. 

.08 

8.75 

1.00 

.0016 

.0148 

.0182 

.0016 

.42 

.0020 

.0002 

.24 

20808 

Apr.  24 

V.  slight 

V.  slight. 

.07 

8.80 

1.05 

.0004 

.0148 

.0120 

.0028 

.86 

.0040 

.oooo; 

.24 

27874 

Jaly  24 

V.  slight. 

V.  sUght. 

.05 

8.65 

1.25 

.0004 

.0176 

.0170 

.0006 

.87 

.0020 

.0001 

.25 

29158 

Oet.  25 

V.  slight. 

None. 

.08 

8.65 

1.20 

.0006 

.0172 

.0164 

.0008 

.40 

.0020 

.0001 

.28 

Averages  by  Tears. 


- 

1888 

- 

- 

1 
.01 

8.47 

0.81 

.0003 

.0148 

- 

- 

.84 

.0060 

.0000 

- 

. 

- 

1808 

- 

- 

.00 

8.55 

1.12 

.0013 

.0202 

.0163 

.0089 

.41 

.0010 

.0000 

.26 

- 

1804 

- 

- 

.06 

8.40 

0.78 

.0015 

.0148 

.0182 

.0016 

.40 

.0027 

.0(N)0 

.22 

- 

1805 

- 

- 

.00 

3.97 

1.17 

.0005 

.0177 

.0165 

.0012 

.44 

.0000 

.0000 

.25 

- 

1890 

- 

- 

.10 

8.86 

1.19 

.0011 

.0162 

.0142 

.0020 

.80 

.0021 

.0000 

.24 

- 

1807 

- 

- 

.12 

8.88 

1.27 

.0012 

.0178 

.0163 

.0015 

.88 

.0022 

.0000 

.27 

- 

1898 

- 

- 

.10 

8.72 

1.22 

.0006 

.0154 

.0144 

.0010 

.40 

.0022 

.0000 

.27 

1800 

- 

- 

.08 

8.66 

1.17 

.0007 

.0157 

.0144 

.0013 

.38 

.0022 

.0001 

.27 

Non  to  analyses  of  1800 :  Odor  of  the  second  sample,  faintly  mvaty  and  disagreeable;  of  the  others, 
faintly  yegetabie. 


Chemical  ExamincUion  of  Water  from  Lake  SaUonstaU^  Haverhill. 

[Parts  per  100,000.] 


tf 

• 

1 
3 

•s 

1 

Appbabaiiob. 

Krsidcb  on 

EVAPOBA- 
TIOK. 

Ammohia. 

• 

« 
c 

1 

.74 
.63 
.64 
.72 
.68 

NiTKOOBN 
AS 

a 

m 

a 

o 

■ 

1 

1 

1 

5 

H 

1 

■ 

1 

ALBUIIINOID. 

• 

1 

1 

• 

m 

Si 

• 

1 
i 

• 

1 

1 

s 

99 

n 

20014 
26897 
27878 
29160 

1890. 

Jan.  23 

Apr.  24 
Jnly  24 
Oct.  25 

1 

V.  slight. 
V.  slight. 
V.  slight 
V.  slight. 

V.  slight. 
V.  slight 
V.  slight 
V.  slight. 

.07 
.06 
.08 
.06 
.07 

6.25 
5.45 
6.25 
6.25 

1.50 
1.00 
1.40 
1.50 

.0008 
'.0006 

1 

.0010 

1 

.0014 
.0009 

.0126 
.0128 
.0196 
.0190 
.0160 

.0118 
.0114 
.0190 
.0182 
.0151 

i 
.ooos' 

1 

.0014 
.0006 
.0008 
.0009 

.0120 
.0110 
.0010 
.0010 
.0062 

1 

.0001 
.0002 
.0001 
.0000 
.0001 

.20 
.17 
.28 
.22 
.72 

2.0 
2.5 
2.5 
2.9 

At-*. 

6.05 

1.85 

2.7 

Odor  of  the  seoond  sample,  faintly  grassy,  becoming  distinctly  grassy  on  heating;  of  the  others,  none. 
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HAVERHILL. 

Chemical  Examination  of  Water  from  Lake  Pentueket^  HaverhiU. 

[PftrUp«r  100,000.] 


tn 


M018 


517975 
9B1M 


Ay. 


Jan.  88 
Apr.  S4 
July  S4 
Oet.  26 


APPBABAMOS. 


i 


^ 

§ 


V.dlght. 
V.tttght. 
V.  tUgfat. 
V.  aught. 


V.  tUght. 
V.  tliglit. 
V.tllgbt. 
Slight. 


.07 
.06 
.06 
.06 


.06 


RsaiDDK  ox 

EVAPOKA- 
TIO«. 


^1 


I 


8.60 
8.16 
8.76 
8.76 


8.64 


1.40 
1.00 
1.10 
1.10 


1.16 


AlOIOSlA. 


.0000 

,0000 

ooot 

0010 


.0004 


ALBUMDIOID. 


^ 


I 


.0144 
.0116 
.0192 
.0206 


.0164 


.0140 
.0101 
.0184 
.0200 


.0166 


.0004 
.0014 
.0008 
.0006 


.0008 


6 


.46 
.88 
.80 

.46 


.42 


HiTBoauf 


I 


.0010 
.0010 
.0000 

.0020 


.0010 


.0001 
.0000 
.0001 
.0000 


.0000 


s 

a 

a 


.28 
.18 
.20 


s 


1.8 
1.8 
1.6 
1.8 
1.4 


Odor  of  the  teeond  ■amplei  distinctly  vegotable  and  moaldy ;  of  the  others,  none. 


Chemical  Examination  of  Water  from  Johneon^s  Pond  in  Boxford  and  Oroveland, 

[Peru  per  100,000.] 


1 


26011 
26892 
27879 
20167 


i 


1S99. 

Jan.  28 

Apr.  24 
July  24 
Oct.  26 


APPSARAMOa. 


t 

a 


s 

a 


V.  alight. 
V.  alight. 
V.  alight. 
None. 


V.  alight. 
V.  alight. 
V.  alight. 
V.  Blight. 


.18 
.11 
.10 

.07 


RxazDUB  ox 

£VAPOKA- 
TIOH. 

Ammoxia. 

1 
.86 

NiTBOGBX 

AS 

Lost  on 
Ignition. 

ALBUXIKOID. 

1 

s 

1 

• 

H 

1 
8 
S 

■ 

1 

a 

oo 

4.00 

1.60 

.0000 

.0122 

.0116 

.0006 

.0080 

.0001 

8.40 

0.86 

.0002 

.0122 

.0114 

.0008 

.87 

.0080 

.0001 

6.66 

1.66 

.0000 

.0182 

.0176 

.0006 

.82 

.0020 

.0000 

8.66 

1.16 

.0010 

.0194 

.0182 

.0012 

.87 

.0010 

.0000 

B 

9 

e 
o 
O 
e 
& 

J? 

O 


.82 
.26 
.81 
.28 


i 


2.0 
1.6 
2.6 
1.7 


Averages  by  Years, 


- 

1896 

- 

- 

.19 

4.82 

1.82 

.0011 

.0186 

.0167 

.0029 

.40 

.0082 

.0000 

1 
.82 

2.0 

- 

1807 

- 

- 

.19 

4.28 

1.88 

.0011 

.0201 

.0180 

.0021 

.40 

.0048 

.0000 

.88 

2.1 

- 

1808 

- 

- 

.18 

4.02 

1.89 

.0010 

.0196 

.0182 

.0014 

.86 

.0082 

.0000 

.86 

1.9 

- 

1899 

- 

- 

.11 

4.16 

1.26 

.0008 

.0165 

.0147 

.0008 

.86 

.0022 

.0000 

.29 

2.0 

NoTB  to  analyaea  of  1809 :  Odor  of  the  flrat  aample,  none;  of  the  third,  none,  becoming  faintly  nn- 
pleasant  on  beating;  of  the  othera,  faintly  vegetable.-— > The  aeoond  aample  waa  coUeeted  from  the 
pond ;  tbe  others,  from  fanoets  in  the  city. 
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Chemical  Exaniinalian  of  Water  fivm  East  Meadow  Biver  at  its  Entrance  itUo 

MillvaU  Reservoir  J  Haverhill, 

[PftiH  p«r  100,000.] 


I 


» 


soooo 

9sm 


M8M 

27601 
27870 


S8786 
20166 
20407 
29T82 


o 


e 
S 


Jan.  28 
Feb.  20 
Mar.  20 
Apr.  24 
Umj  22 
June  26 
July  24 
Aug.  28 
Sept.  26 
Oet.  86 
Not.  22 
Dec.  20 


Appbabavc^. 


V.  slight. 
V.  dighU 
V.  eligbt. 
V.elight. 
Blight, 
y.  ellght. 
V.  slight. 
V.snght. 
Blight, 
y.  slight, 
y.  slight. 

y .  slight 


y.  slight, 
y.sught. 
y.  slight, 
y .  slight. 

Slight. 

y.  slight, 
y.  slight, 
y.  slight. 

Blight. 

y .  slight, 
y .  slight, 
y.  slight. 


.68 

.40 
.80 
.68 
.07 
.87 
.88 
.18 
.40 
.46 
.60 


Rtsmov  OM 

EVAPOBA- 

noM. 


I 


4.46 
4.76 
8.00 
4.06 
6.00 
4.60 
4.80 
4.70 
6.40 
0.00 
0.20 
0.00 


e 
3 


1.86 
1.76 
1.60 
1.00 
2.26 
1.00 
1.66 
1.00 
1.00 
2.00 
2.20 
2.16 


AMMOnA. 


ALBUXIHOID. 

• 

1 

• 

t 

1 

1 

a 

k 

H 

A 

00 

.0000 

.0082 
.0018 
.0002 
.0010 
.0006 
.0002 
.0006 
.0002 
.0008 
.0028 
.0020 


.0122 
.0188 
.0142 
.0142 
.0214 
.0180 
.0184 
.0004 
.0108 
.0106 
.0280 
.0178 


.0108  .0014 


.0120 
.0184 
.0180 
.0184 
.0164 
.0160 
.0088 
.0186 
.0162 
.0278 
.0174 


.0018 
.0008 
.0006 

.0080 
.0086 
.0008 

.0000 

.0012 
.0014 
.0014 
.0004 


.26 
.44 
.24 
.22 
.26 
.28 
.20 
.81 
.84 
.88 
.80 
.88 


MmOOKH 
AS 


i 


.0070 
.0100 
.0020 
.0080 
.0030 
.0010 
.0080 
.0020 
.0080 
.0020 
.0010 
.0060 


B 
S 

s 

a 

o 


.0001 

.0001 

.0000 

.0000 

.0000 

.0000 

.0000 

.0001 

.0002 

.0000 

.0000 

.0000 


.64 
.61 
.64 
.68 
.78 
.66 
.40 
.27 
.00 
.64 
.70 
.80 


i 


1.4 
1.7 
0.8 
1.0 
1.8 
1.8 
1.7 
1.6 
2.0 
2.1 
2.0 
2.2 


Averages  by  Tears. 


. 

1800 

- 

- 

.77 

1 
6.62 

2.13 

.0012 

.0201 

.0177 

.0024 

.82 

.0040 

.0000 

.80 

1.0 

- 

1807 

- 

.88 

6.61 

2.26 

.0012 

.0213 

.0101 

.0022 

.82 

.0000 

.0000 

.70 

2.0 

- 

1806 

- 

.00 

6.16 

2.87 

.0000 

.0231 

.0200 

.0022 

.20 

.0040 

.0000 

.08 

1.7 

- 

1800 

- 

- 

.46 

4.06 

1.88 

.0012 

.0160 

.0166 

.0014 

.31 

1 

.0036 

.0000 

.60 

1.6 

NOCT  to  analyses  of  1800 :  Odor,  Ihintly  vegetable  or  none.    On  heating,  the  odor  of  all  of  the 

•amples  became  Tegetable  and  sometimes  monldy  or  unpleasant. The  samples  were  collected  from 

the  rlTcr,  at  Tliompson's  Bridge,  Jast  above  its  entrance  into  Millvale  storage  reservoir. 
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HAYBBHIJLIi. 

Chemical  Examinaium  of  Water  from  MiUvaie  Beeenmr  on  Easl  Meadow  River ^ 

Haverhai. 

[Pluto  per  100,000.] 


I 


s 

2 


17198 


IftTT 


MOIO  Jmi.  iS 
Feb.  SO 
Mar.  90 
Apr.M 
Msj  S8 
JumSO 
Jvly  « 
Aoff.  S8 
BepUSft 

»1M  jovl.  15 

Dm.  to 


Rbsidcb  ox  ' 

EVAPOKA- 
;  TIOR. 


s 


I     I. 


e 

i 


e 


I  I 

V.  ■light.;  V.  sUfht.  .AS 

j  V.  Blltbu!  V.  »ligkt. .» 

;  V.  Blight.' y.attfbu;. 30 

;  V.  Blight.' 


Slight.     , 

y.  Blight.' 

I 

Slight. 
SU^U     I 
DMld«I. 

V.BUght., 

V.BHght. 
Sllghl.     . 


y.Bllght..4S 
Slight.  |LiO 
V.allghtJ.OT 
Slight. 


SU^k 


Ml 


I 
y.  Blight.. 96 

y.Biight.'.4ft 

I 
y.  Blight.  .40 


? 


§1 


5 


AxMoaiA. 


ALBnaKOIlK 

t 

• 

i. 

• 

• 

V 

s 

1 

1 

a 

hi 

H 

o 

00 

t 

4.66  '  1.70  I  .0009 


6.00  ;  1.60 
8.96  ^  1.86 


.OOU 
.0000 


.0194,  .0106 


8.46  I  1.70    .0010 


4.96     1.06 

6.90  ,  1.06    .0010* 

'  '  I 

4.00     1.80 

8.46  ,  1.06  ,  .OOOOl 

4.00     1.60 

4.76     1.40 

6.16  i  1.00    .001 

6.86     1.86    . 


.oua  .01801 

.0168!. 0190 
.0819  .0108 


.0819 


.0180 


080»..O19O 


.0010 
.0019; 


e 
2 


.97 


.0008!. 96 

.0089. 

.0014  .94 
.91 
.97 

.0080 '.18 

I. 

.OOM  .98 
.0018,1.89 
.0014;;. 84 
,0016  .88 


NiTSOOKir 

AS 


S 


*£   ii 


.0060.0000 


.0070 
.0010 
.0010 


.0010 


•a 
w 

8 


s 


8 


.00 
.46 
.64 
.66 


.OOOlj 
.0000, 
.0000 
.0000 
.0000 
.0000 

.0000! 

Il 

.OOOOjj.SO 


c 


1.4 
9.0 
0.8 
0.8 
1.8 
1.7 
1.7 
1.1 
9.0 

.0810'.0000||.46  j  1.7 
.0010  .0000 (.60  1  1.8 

.0010  .oooai.oo ;  i.8 


Averages  6y  Tears. 


1807 
1888 


.74   6.16  9.00  .0010  .Oaaj.QlM. 0010  .89  .0044.0000.78  1.8 

.80  !  1.8 

I    t   i 
0001!  .n  1.8 


.84   4.80  9.93  .0000 .09». 0911 .0896  .31  .0040.0000 


.74   4.78  9.99 


.40   4.49  1.08  .00Q&  .0184 .010S« . 0010 :. 97  .0084 


.OOOOl 


.64  .  1.8 


Kara  to  biibIjbbb  of  1888:  Odor,  gcoorBlly  fiilatly  Wftlmblek 
odor  of  OMMt  of  th«  BBOiplaB  beoBino  dtBtlnetly  TBgBtBblo 
wore  eoUeetod  from  th«  ibbbhuIt,  obbt  Ito  oattot. 


Ob  healing. 


the 

piBB 


Mieroseopioai  ExaminatioH. 

The  BTorBft  nnmber  of  organlcoiB  per  cohle  ecotlmctcff  fbood  la  theee 
chlellj  of  Symmdra  aod  />iJio6fyon.    A  aaall  aaaiber  of  CVof/< 


theaaMple 


roUeclBdiB 
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201 


HINGHAM  AND  HUIiIf. 

Water    Supply    of    Hingham    and    Hull.  —  Hingham   Water 

Company. 

Chemicdl  Examination  of  Water  from  Accord  Pond^  Hingham, 

[PnrU  p«r  100,000.] 


• 

ArpBABijroB. 

Rbbidub  ov 

SVAPOSA- 

noM. 

AMMOnA. 

• 

i 

.66 

NiraoOBM 

A8 

i 

s 

h 

^ 

* 

H 

Lost  on 
Ignition. 

1 

ALBUMnoID. 

1 

• 

i 

7i 

Date  of  Od 

i 

1 

00 

i 

• 

10M. 

V.  sUghi. 

V.  alight. 

.28 

8.88^ 

1.47 

.0008 

.0164 

.0130 

.0024 

.0018 

.0001 

.47 

0.8 

February, 

V.  alight. 

V.  alight. 

.81 

8.00 

1.80 

.0011 

.0167 

.0187 

.0020 

.66 

.0016 

.0000 

.68 

0.2 

ICareh,     .       . 

V.  Blight. 

y .  aUght. 

.24 

2.06 

1.86 

.0014 

.0186 

.0118 

.0022 

.66 

.0018 

.0000 

.80 

0.2 

April, 

V.  alight. 

SUght. 

.27 

8.11 

1.87 

.0006 

.0140 

.0126 

.0016 

.61 

.0020 

.0000 

.48 

0.1 

May,        .       . 

V.  alight. 

Blight. 

.22 

8.06 

1.80 

.0008 

.0164 

.0148 

.0021 

.61 

.0004 

.0000 

.46 

0.0 

June, 

V.  alight. 

V.  alight. 

.20 

8.06 

1.20 

.0006 

.0160 

.0141 

.0028 

.66 

.0017 

.0000 

.44 

0.1 

Jaly,       .       . 

V.  Blight. 

V.  alight. 

.16 

2.76 

1.10 

.0000 

.0170 

.0140 

.0080 

.60 

.0000^ 

.0001 

.80 

0.2 

Angnat,    . 

V.  alight. 

V.aUght. 

.10 

2.86 

1.26 

.0004 

.0124 

.0116 

.0008 

.67 

.0000 

.0000 

.86 

0.6 

September,     . 

V.  aUght 

V.  alight. 

.10 

8.86 

1.60 

.0002 

.0166 

.0146 

.0010 

.64 

.0020 

.0000 

.84 

0.8 

Oetober,  . 

V.  alight. 

V.  alight. 

.18 

8.00 

1.40 

.0002 

.0148 

.0128 

.0020 

.61 

.0020 

.0001 

.28 

0.8 

Nofvember, 

V.  alight. 

i  V.  alight. 

.16 

8.10 

1.40 

.0002  .0148 

.0142 

.0006 

.60 

.0060 

.0000 

.84 

0.8 

Deeember, 

V.  alight 

V.  alight. 

.21 

2.60 

0.00 

.0010  .0144 

.0182 

.0012 

1 

.66 

.0020 

.0000 

.80 

0.8 

Averages  by  Years, 


1888 

- 

- 

.22 

2.03 

0.07 

.0001 

.0162 

- 

- 

.66 

.0046 

.0001 

- 

. 

1808 

- 

- 

.16 

8.02 

1.00 

.0008 

.0121 

.0108 

.0018 

.68 

.0082 

.0000 

.20 

0.8 

1804 

- 

- 

.20 

8.04 

1.11 

.0002 

.0114 

.0007 

.0017 

.62 

.0024 

.0000 

.88 

0.8 

1806 

- 

- 

.22 

8.60 

1.87 

.0006 

.0186 

.0121 

.0014 

.67 

.0110 

.0000 

.81 

0.8 

1806 

- 

- 

.22 

8.02 

1.22 

.0007 

.0160 

.0182 

.0018 

.62 

.0027 

.0000 

.87 

0.8 

1807 

- 

- 

.28 

8.01 

0.06 

.0006 

.0146 

.0117 

.0028 

.60 

.0087 

.0000 

.86 

0.6 

1806 

- 

- 

.81 

8.10 

1.40 

.0000 

.0176 

.0180 

.0086 

.68 

.0008 

.0000 

.42 

0.6 

1800* 

- 

- 

.20 

8.06 

1.86 

.0006 

.0161 

.0188 

.0018 

.62 

.0016 

.0000 

1 

.40 

0.2 

Non  to  aoalyBea  of  1800 :  Odor,  generally  faintly  Tegetable  and  aometimea  oily  and  fishy.  A  dia- 
tlnetly  oily  and  flahy  odor  waa  developed  in  all  of  the  aamplea  oollected  from  January  to  May,  inolaaive. 

The  analyaea  for  the  montha  from  January  to  June,  inclvaive,  are  the  aTeragea  of  aereral  aamplea 
eolleeted  daring  the  month.   I>nring  each  of  the  remaining  montha  only  one  aample  waa  collected. 

*  Where  more  than  one  aample  waa  oollected  in  a  month,  the  mean  analyala  for  that  month  haa 
been  oaed  in  making  the  aTcrage. 
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BINGHAM  ANB  HUI^Ii. 

Microscopical  Examination  of  Water  from  Accord  Fond^  ffingham, 

[Nnmber  of  orgMiitnif  per  cnbie  oentimetar.] 


X>tii6  of  ezAmliiatioii,    . 


1890. 


Jan. 


Feb. 


Mar. 


Apr. 


May. 


Jane. 


Jal7. 


Ang. 


Sept 


Oct 


Not. 


Dee. 


PLANTS. 

Diatomaoaie. 

Atterlonella, 

Oyanophyoeea,   . 

Herlemopcsdia,    . 
Mierooyetls,         • 

AlflpflDi       .      .      ■ 

Funfflt  Hold!, . 


IS 
0 

0 

0 
0 

1 

0 


4 
1 

0 

0 
0 

0 
0 


18 

10 

0 

0 
0 

0 
0 


0 
0 

0 

b 


106 
7ft 

I 

0 
0 

I 

0 


8 

0 
0 

1 
1 


11 

8 

0 

0 
0 

0 

0 


4 
0 

26 

0 
24 

M 

0 


T 

0 

16 

16 
0 

8 
0 


19 
1 

84 

0 
84 

0 

0 


46 

0 

0 

0 
0 

0 
0 


t 

0 

2 

0 
0 


ANIMALS. 

Inftisorla,     .... 

Ciliated  iofaeorlAD,     . 
Cryptomonaa,      .       •       . 
DiDobryon,  .       .       .       . 

PeridiDlam 

XTroglena,     .       •       .       . 

Vermes, 

Orustaoea,  Cyeiope,    . 


88 

54 

M 

48 

49 

26 

28 

11 

10 

.7 

« 

8 

0 

80 

2 

0 

0 

0 

0 

0 

0 

0 

0 

11 

1 

0 

1 

1 

2 

0 

2 

0 

0 

0 

0 

0 

8 

12 

80 

8 

0 

0 

0 

4 

6 

0 

1 

1 

1 

0 

17 

22 

0 

0 

0 

0 

14 

8 

6 

28 

6 

0 

0 

0 

0 

0 

0 

0 

0 

2 

2 

1 

2 

0 

0 

0 

1 

0 

0 

0 

pr. 

pr. 

pr. 

0 

0 

0 

0 

pr. 

pr. 

18 

0 
0 
9 
0 
0 


MUe«lUmMu$,  ZoDglcBa,   . 

8 

2 

8 

4 

8 

4 

8 

8 

8 

8 

8 

8 

Total, 

65 

00 

42 

187 

176 

72 

87 

68 

44 

60 

65 

00 

Chemical  Examination  of  Water  from  a  Faucet  in  Hingham^  supplied  from 

Accord  Pond, 

[Parte  per  100,000.] 


I 

&5 


I 

I 

6 
& 


26082 
20078 
26166 


26878 
20895 
20408 
20588 
20A70 
26602 
26708 
26866 
27032 


1S99. 

Jan.  24 
Jan.  80 
Feb.  6 
Peb.  20 
Mar.  1 
Mar.  6 
Mar.  18 
Mar.  20 
Mar.  27 
Apr.  4 
Apr.  10 
Apr.  17 
May    8 


Appbabahcb. 


i 


y.  alight. 
V.  alight. 
V.  alight. 
V.  alight. 
V.  alight. 
V.  alight 
y.  slight. 
None, 
y.  alight. 
None. 
y.  alight, 
y.  alight, 
y.  alight. 


S 
e 

1 


S 


y.  Blight, 
y.  alight, 
y.  alight. 

y.  Blight. 

y.  alight. 
Blight. 

y.  Blight. 

y.  aHght. 
y.  alight, 
y.  Blight, 
y.  all^t. 

y.  Blight. 

y.  aHght. 


Rbbidcb  ox 

EVAPOKA- 
TIOR. 


6 

e 
S 


3' 


.81 

8.80 

.80 

4.00 

.26 

8.86 

.26 

4.00 

.88 

4.05 

.21 

4.75 

.27 

4.60 

.2! 

4.70 

.28 

4.15 

.82 

4.60 

.28 

8.00 

.26 

3.25 

.It 

5.00 

1.40 
1.80 
1.55 
1.50 
1.60 
1.00 
1.50 
1.65 
1.25 
1.50 
1.50 
1.45 
1.50 


AXMOnA. 


ALBUmHOID. 

"S 

m 

• 

i 

► 

d 

u* 

H 

Q 

ao 

.0002 
.0002 
.0000 
.0010 
.0014 
.0014 
.0008 
.0010 
.0006 
.0006 
.0004 
.0002 
.0000 


.0142 
.0U6 
.0182 
.0188 
.0128 
.0120 
.0104 
.0120 
.0109 
.0104 
.0188 
.0124 
.0080 


.0120 
.0128 
.0120 
.0120 
.0120 
.0112 
.0008 
.0116 
.0104 
.0102 
.0180 
.0122 
.0060 


.0022 

.0008 

.0012] 

.0018 

.0006 

.0006 

.0006{ 

.0004 

.0005 

.0002 

.0008 

.0002 

.0020 


9 
G 

i 

o 


.61 
.68 
.62 
.66 
.67 
.68 
.57 
.68 
.56 
.02 
.57 
.02 
.08 


NrraooKN 

A8 


I 

s 

z 


s 


.0010 
.0010 
.0010 
.0050 
.0040 
.0020 
.0020 
.0020 
.0000 
.0060 
.0010 
.0010 
.0080 


.oooo; 

.0000, 

.0000 

.oooo! 

.0000' 
.0000 

.0000 
.0000 
.0000 
.0000 
.0000 
.00001 
.0000 


"S 

c 

p 

u 

m 

c 

s 

« 

K 

5 

s 

33 

.44 
.51 
.46 
.48 
.87 
.87 
.86 
.36 
.87 
.35 
.48 
.46 
.18 


1.0 
0.0 
0.8 
1.1 
2.1 
1.7 
2.0 
1.8 
1.8 
1.7 
0.8 
0.8 
1.6 


Odor,  faintly  Togeiable  or  none.    A  Ashy  and  oily  odor  waa  developed  In  many  of  the  aamplea  on 
heating. 
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HIKGHAM  ANI>  HITIX. 

Microscopical  Examination  of  Water  from  a  Faucet  in  ffingham^  supplied  from 

Accord  Fond. 

[Nnmber  of  orgaolnna  per  cable  eentlmeter.] 


isee. 

Jan. 

Jan. 

Feb. 

Feb. 

Mar. 

Mar. 

Mar. 

Mar. 

Mar. 

Apr. 

Apr. 

Apr. 

May. 

Day  of  ezamlnatioii,  . 
Number  of  eample,    . 

25 
28082 

81      7 
2607828106 

21 
26260 

2 
26878 

7 
26895 

14 
26468 

21 
26588 

28 
26570 

6 
26662 

11 
26708 

18 
26866 

0 
27082 

PLANTS. 
DiatoznaoeaB, 

Aeterionellft,                . 
Bynedra,       .... 

Alff» 

20 

0 
14 

4 

29 

15 

14 

1 

18 

U 
8 

4 

18 

10 

1 

0 

1 

0 

1 

0 

2 

1 
I 

0 

0 

0 
0 

0 

6 

5 
0 

0 

25 
2 

0 

65 

64 

8 

0 

88 

70 
0 

t 

846 

4 
682 

10 

ANIMALS. 
Inftisorla,      .... 

Vermes 

I 
0 

5 
0 

1 
0 

7 
1 

0 
0 

0 
0 

0 
0 

0 
0 

0 
0 

0 
0 

0 
0 

0 
0 

MUcelkmeou9,  Zo^lcdt^t   . 

0 

8 

8 

8 

0 

6 

0 

0 

5 

8 

8 

0 

TOTAI. 

25 

48 

26 

24 

1 

7        0 

5 

82 

68 

01 

656 

Chemical  Examination  of  Water  Jrom  Fulling  MUl  Pond,  Hingham, 

[ParU  per  100,000.] 


a 


209M 


X7416 
27702 


At. 


1 


I 


Apr.  24 
May    2 

Jnne  12 
JnJy  10 
Sept.  11 


APPBABiJrCS. 


I 

I 


V.  alight. 
V.  alight. 
V.  alight. 
V.  aHght. 
V.  alight 


None. 
V.  alight. 
Slight. 
Blight. 
V.  alight. 


.20 
.20 
.17 
.20 
.06 


.17 


Raaxouc  on 
Evapoaa- 

TIOM. 


mi 

I 


4.76 
4.80 
5.10 
4.00 
5.80 


4.07 


c 

o 

J' 


I 


1.50 
1.50 
1.40 
1.00 
1.20 


1.82 


AmcoKiA. 


9 

I 


ALBUKZ1IOID. 


.0000 

.0006 

.0016 
.0016 
.0020 


.0012 


.0088 
.0080 
.0004 
.0180 
.0048 


.0068 


I 


I 

9  A 
00 


.0066 
.0072 
.0074 
.0152 

.0084 


.0074 


.0002 
.6008 
.0020 
.0028 
.0014 


.0014 


.68 
.70 
.70 
.81 
.81 


.74 


NrraoQiK 


I 


.0110 
.0160 
.0070 
.0110 
.0120 


.0U4 


.0001 
.0000 
.0001 
.0000 
.0000 


.0000 


1 

0 

a 

s 

a 

i 

I 

a 

& 

& 

.10 
.27 
.22 
.82 
.06 


.21 


1.8 
1.4 
1.8 
i.8 
1.8 


1.8 


Odor  of  the  flret  and  laet  aamplee,  none ;  of  the  othen,  faintly  regetable.  -^The  flrat  two  aampiee 
were  eoUeeted  from  a  Ihnoetin  the  town;  the  othen,  from  the  galoJMQae»  and  repraaent  water  from  the 
mter 
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Water  Supply  of  Hinsdale  Fire  District,  Hinsdale. 

Chemical  Examination  of  Water  from  the  Storage  Reservoir  of  the  Hinsdale  Fire 

District, 


[Parte 

per  100,000.] 

• 

g 

Appbaxamci. 

ICTAPOBA- 

AMMOmA. 

NmooBir 

X 

t 

•s 

1 

TIOM. 

• 

« 

AB 

• 

1 

o 

^ 

1 

8 

■ 

1 

4 
s 

i 

ALBDMIXOZO. 

1 

1 

1 

1 

• 

1 
it 

00 

8 

10M. 

26808 

Feb.  21 

V.  ellght. 

None. 

.20 

1.66 

0.00 

.0078 

.0106.0100.0006 

.06 

.0010 

.0001 

.80 

0.8 

S0»19 

Apr.  26 

None. 

V.eHght. 

.00 

1.60 

0.60 

.0000 

.0066 .0066 

.0011 

.06 

.0020 

.0001 

.20 

0.0 

ST601 

Jane  27 

BUgbt. 

SUcht. 

.12 

1.76 

1.10 

.0004 

.0188  .0126 

.0062 

.04 

.0090 

.0000 

.84 

0.2 

18001 

Get.    6 

Deelded. 

Blight. 

.80 

1.76 

1.16 

.0000 

.0242,  .0106 

.0046 

.04 

.0010 

.0000 

.46 

0.2 

»608 

Dee.  19 

Slight. 

Blight. 

.36 

.21 

2.30 

1.10 

.0004 

.0198 

.0164 

.OQM 
.0082 

.06 
.06 

.0010  .0000 

.82 
.82 

0.8 

^▼«.. 

1.70 

0.06 

.0018 

.0160 

.0128 

.0014 

.0000 

0.2 

1 

Odor,  faintly  TegetaUe  or  none;  In  Jane,  alao  nnpleaaant.    On  heating,  the  odor  of  all  of  the  aam* 
I  was  vegetable. 
>m  the  reaervoir. 


plea  waa  vegetable. The  flrat  and  laat  aamplea  were  oolleeted  from  fanceta  in  the  town,  the  othen, 

froi 


Water  Supply  of  Holbrook, 

(See  Randolph.) 

Water  Supply  of  Holliston. — Holliston  Water  Company. 

Chemical  Examination  of  Water  Jrom  the  Well  of  the  Holliston  Water  Company. 

[ParU  per  100,000.] 


• 

AmABAVoa. 

• 

AMMOVIA. 

NiTBOOBV 

1 

1 

a  S 

Aa 

§ 

. 

1 

Date  of 
Coll 

1 

. 

i 

8 

1 

• 

1 

< 

• 

;  1 

% 

s 

Oxygen 

Corn 

1 

• 

i 

ISM. 

■ 

26066 

Jan.  16 

^mSft*- 

V.  alight. 

.24 

3.00 

.0002 

.0068 

.26 

.0010 

.0000 

.26 

0.8 

.0100 

26568 

ICar.  21 

V.aUghU 

None. 

.18 

2.60 

.0018 

.0076 

.17 

.0040 

.0001 

.28 

0.6 

.0010 

S7220 

May  24 

Blight, 

Blight. 

.86 

8.60 

.0010 

.0002 

.28 

.0060 

.0001 

.22 

1.8 

.0850 

17806 

Jaly  24 

mUky. 
V.  alight. 

None. 

.16 

4.80 

.0004 

.0004 

.24 

.0040 

.0000 

.18 

1.8 

.0200 

28868 

Sept.  26 

V.  alight 

V.  alight. 

.06 

6.40 

.0000 

.0084 

.28 

.0060 

.0000 

.11 

1.6 

.0000 

20470 

Nov.  22 

V.  alight. 

V.aUght. 

.22 

4.00 

.0016 

.0108 

.88 

.0070 

.0000 

.28 

1.8 

.0220 

- 

Av 

erages  by  Years. 

.» 

1892 

^ 

^ 

.06 

4.16 

.0001 

.0048 

.27 

.0106 

.0000 

. 

2.1 

.0480 

. 

1804 

• 

^ 

.10 

4.00 

.0001 

.0086 

.82 

.0166 

.0001 

.08 

2.4 

.0218 

«i 

1896 

• 

^ 

.26 

4.28 

.0006 

.0007 

.81 

.0117 

.0000 

.29 

1.6 

.0006 

• 

1896 

• 

» 

.28 

8.68 

.0008 

.0114 

.28 

.0062 

.0000 

.80 

1.0 

.0067 

« 

1897 

« 

— 

.26 

8.92 

.0006 

.0098 

.88 

.0108 

.0000 

.22 

1.6 

.0016 

. 

1808 

• 

• 

.88 

8.82 

.0011 

.0128 

.28 

.0046 

•0000 

.84 

1.2 

.0248 

• 

1899 

• 

" 

.21 

8.88 

.0008 

.oon 

.26 

1 

.0048 

.0000 

.22 

1.1 

.0168 

NoTB  to  analyaea  of  1809:  Odor» 

noae 

.   A  faintly  vegetable  odor  « 

raa  developed  In  two 

of  the  earn. 

plea  on  heating.  —No.  26666  waa  eol 

lleetwi 

1  from  a  faneet  at  the  pampli 

Dg  atation;  theothei 

ra,  from  the 

waU. 
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HOIjTOKX* 

Water  Supply  of  Holyoke. 

The  advice  of  the  State  Board  of  Health  to  the  citj'  of  Holyoke, 
with  reference  to  a  high-service  system  of  water  supply  for  that 
city,  may  be  found  on  pages  18  to  20  of  this  volume.  Analyses  of 
samples  of  water  collected  from  the  sources  under  consideration 
are  given  in  the  tables  which  follow. 

The  advice  of  the  State  Board  of  Health  to  the  water  commis- 
sioners of  Holyoke,  with  reference  to  the  proposed  location  of  ice 
houses  near  Ashley  Pond,  one  of  the  sources  of  water  supply  of  the 
city,  and  the  cutting  of  ice  from  that  source  for  domestic  use,  may 
be  found  on  pages  106  and  107  of  this  volume. 


Chemical  ExamincUion  of  Waierjrom  WhUing  Street  Storage  Beservair,  Holyoke. 

[Parte  per  100,000.] 


26M9 
S0918 


STttft 

37888 
S882T 
S8766 


2M51 


At. 


e 
S 


Jao.  34 
Feb.  21 
Mar.  21 
Apr.  26 
Maj  23 
Jan*  27 
July  26 
Aug.  22 
Sept.  26 
Oct.  24 
Not.  21 


ArrMAMAXC*, 


I 


Bligbt. 

Slight. 

V.sUght. 

Blight. 

Slight. 

Sll^t. 

SUghU 

V.eHght. 

DeeldMl. 

Decided. 

SUght. 


I 


Blight. 

Slight. 

V. lUght 

SUght. 

V.  SUght. 

BUght. 

Oont. 

Cons. 

Gone. 

Gone. 

SUght. 


.11 
.10 
.06 
.00 
.10 
.18 
.20 
.20 
.40 


17 


RseiODS  ov 

EVAPOSA- 
TIOV. 

Ahkovia. 

* 

6 

KiTBOOXH 
At 

• 

• 

1 

AU 

lUXIMt 

OH). 

•  • 

1 

1 

J 

1 

r 

1 

H 

1 

il 

OQ 

e 

.14 

S 

S 

4.46 

1.10 

.0044 

.0222 

.0164 

.0068 

.0080 

.0001 

6.00 

1.76 

.0188 

.0266 

.0102 

.0074 

.11 

.006<W 

.0001 

8.60 

1.00 

.0084 

.0116 

.0084 

.0062 

.00 

.0060 

.0001 

8.66 

0.86 

.0010 

.0114 

.0086 

.0028 

.00 

.0080 

.0001 

8.86 

0.90 

.0006 

.0170 

.0148 

.0022 

.08 

.0000 

.0000 

4.26 

1.00 

.0006 

.0240 

.0170 

.0070 

.07 

.0020 

.0000 

4.76 

1.46 

.0006 

.0660 

.0260 

.0800 

.08 

.0060 

.0000 

6.86 

2.10 

.0000 

.0646 

.0800 

.0646 

.07 

.0010 

.0000 

6.00 

2.76 

.0812 

.0688 

.0678 

.0210 

.10 

.0070 

.0004 

6.76 

1.06 

.0164 

.0640 

.0872 

.0268 

.10 

.0080 

.0006 

4.70 

1.66 

.0024 

.0828 

.0276 

.0062 

.00 
.00 

.0060 
.0080 

.0002 

4.70 

1.60 

.0060 

.0862 

.0221 

.0141 

.0001 

i 

B 

6 

a 

g 

M 

o 


.28 
.26 
.16 
.18 
.20 
.27 
.88 
.42 
.60 
.46 
.20 


.81 


2.8 
2.6 
1.8 
2.0 
2.0 
2.1 
2.6 
2.8 
8.8 
8.0 
2.1 
2.4 


Odor,  generally  vegetable,  fometimes  none, 
tlmee  flahy  or  vopleeeant. 


On  heating,  the  odor  was  generaUy  stronger  and  aome- 
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HOLTOKB. 

Microseopieal  Examination  of  Water  Jrom  Whiting  Street  Storage  Beservoir^ 

Holyoke, 

pfTitiiilwr  of  orgmolmu  per  eaUe  eentimeier.] 


Jan. 


Feb.   Mv. 


Apr. 


MV- 


Jnlj. 


Sept. 


Oct. 


Not. 


Day  of  eremlTietlon, 
Number  of  eample. 


26 


28 


20 


20023  20200  20M9  20018 


24  ,    28 

I 
f79M' 21000 


20 
27888 


27 
28750 


25 

29128 


22 
29451 


PLAlfTTB. 

Diatomacead, 


Aeterlonellft, 

Fragilarfa, 

Synedra, 


Oyanophyoesd, 


Anabasna, 

ApbaDlzomenon, 

CoBloeph«rlmii, 


Alff», 


Protocoecna, 
Bephidlnm,  • 
SoeDedesmiif, 
Btanraetmiii, 


18 

1 

4 

0 

11 

0 

0 

1 

0 

0 

0 

0 

0 

0 

0 

0 

1 

0 

0 

0 

0 

0 

0 

0 

0 

0 

8t,1,07S    06 


17     9901 

12        8 

2       70 


0 
0 


24 

0 

54 


4 
0 
2 


0 

%. 

0. 


0 
2 
0 
0 


0 

0 
0 

4 


8,140 

80 

40 

t44 

148 

0,000 

78 

20 

12 

28 

188 

0 

0 

0 

0 

0 

2 

24 

208 

110 

St 

on 

SfO 

1|040 

100 

24 

580 

180 

20O 

4 

0 

0 

4 

048 

e 

4 

42 

880 

184 

188 

m 

t 

in 

108 

00 

40 

0 

40 

0 

0 

0 

0 

4 

40 

70 

4 

0 

44 

60 

4 

184 

0 

10 

8 

8 

20 
89 

8 


0 
0 
0 


IOC 

188 
8 
0 
0 


AKIMALB. 


Bhlzopoda, 


Znftisoria, 


Codooella,  • 
CryptomonM, 
Dioobryon,  • 
MoDaa,  . 
Pertdlnlom,  • 
Traehelomoiuw, 


Vermes, 


Annree, . 

Polyerthra, 

Synehata, 


Oruetaoeo, 

Bosmina, 

Oydopa, 

DapbDia. 


C8 

1 
0 
12 
0 
0 
2 


0 
0 
0 


pr. 


pr. 


pr. 


0 
0 
8 
0 
0 
0 


0 
7 
0 


0 
0 
0 


1,007    818 


1 
1 
1,048 
0 
8 
1 


1 
1 


2 

8 

002 

0 

2 
2 


M 

0 
12 
12 


0 
2 
678 
10 
0 
0 


10 


2 
2 
0 


pr. 


pr. 


0 

0 

0 

0 

t 

1,004 

to 

Ot 

160 

610 

4 
18 
1,504 
0 
8 
8 

0 
0 
0 
0 
2 
24 

0 
4 

0 

0 

28 

20 

1 
0 
0 
0 
0 
104 

10 
500 
0 
0 
0 
8 

t 

0 

t8 

18 

t 

0 
2 
0 

0 
0 
0 

4 

20 

0 

12 
0 
0 

0 
2 
0 

pr. 

pr. 

pr. 

pr. 

pr. 

0 
pr. 
pr. 

0 

0 

pr. 

0 
pr. 
pr. 

pr. 
pr. 

pr. 
pr. 
pr. 

18 

2 

1 

10 
0 
1 
1 


0 
0 
0 


pr. 


pr. 


HUeellanemu,  Zo^Sglflta, 


Total, 


45 


17 


8 


1,004 


It 


1,729 


40 


750 


40 


8,040 


700 


50 


820 


25 


1,608 


15  I       6 


978 


277 
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Chemical  Examination  of  Water  from  Wright  and  AMey  Fonda,  Bolyoke, 

[Part!  par  100,000.] 


S8»l 
20670 
20571 
2720O 


20449 


At*. 


I 

o 
2 


ISM. 

Feb.  21 
Mar.  25 
Mar.  26 
May  23 
Aug.  22 
Nov.  21 


▲ppbasavci. 


1 


I 


V.  slight. 
V.  alight. 
V.  alight. 
Slight. 
V.  alight. 
V.  Blight. 


SUght. 
V.  alight. 
OoDa. 
Blight. 
V.  alight. 
V.  alight. 


.15 
.10 
.10 
.11 
.10 
.10 


.11 


Bbsidub  ox 
Evapora- 
tion. 


& 


e 
o 
s 


4.10 
4.75 
5.00 
4.10 
4.15 
4.80 


4.30 


1.00 
1.05 
1.25 
1.00 
1.40 
1.10 


1.25 


AXICOHIA. 


i 


ALBDMnron. 


A 
& 


.0000 
.0012 
.0008 
.0000 
.0000 
.0000 


.0020 


.0210 
.OUO 
.0120 
.0120 
.0184 
.0100 


.0107 


s 


I 

hi 


.0102 
.0090 
.0090 
.0190 
.0162 
.0184 


.0048 
.0080 
.0024 
.0000 

.0082 
.0000 


.0148  .0024 

I 


.11 
.11 
.09 
.07 
.08 
.09 


.00 


NiTBOOKV 


.0040 
.0020 
.0000 
.0010 
.0010 
.0010 


.0026 


.0001 
.0001 
.0001 
.0001 
.0001 
.0001 


.0001 


"8 


5 

s 

M 

o 


.80 
1.20 
1.18 
.22 
|.8S 
'.27 


.27 


i 


2.0 
2.7 
2.8 
2.2 
2.0 
2.2 


2.2 


Odor  of  the  flrat  three  aamplea,  dlatinotly  aopleaaaot;  of  the  othera,  faintly  nopleaaant. fiTo.  20671 

waa  eoUecied  from  a  faooet  in  Olty  Hall;  the  othera,  from  the  ponda.  |  ^^^  .^ 

*  Where  more  than  one  aample  waa  ooUeoted  in  a  month,  the  mean  analyaia  for  that  month  haa  been 
uaed  in  making  the  average. 


MieroaecpiccU  Examination  of  Water  from  Wright  and  Ashley  Ponds,  Holyoke. 

[TSTnmber  of  organlama  per  etibic  centimeter.] 


18M. 


Febmary. 


March. 


March. 

May. 

Angnat. 

27 

24 

23 

20571 

27200 

28820 

44 

872 

48 

8 

284 

10 

8 

90 

0 

0 

T 

54 

0 

0 

40 

4 

0 

808 

0 

0 

600 

November. 


Day  of  examination 

Number  of  aample 

PLANTS. 

Piatomaoen, 

Aaterionella, 

Meloaira • 

OyanophyoesB 

Anabwna, 

AlffflB, 

Protococena, 

ANIMALS. 

InAiaoria, 

IMnobryon^ 

Bnglena,      ...••. 

Svnnra 

Uroglena, 

Verxnesi 

Crustacea,  Oyclopa,  .      .      .      . 

MUcBUaneou$,  ZoOglosa, .... 

Total, 


20291 


27 
20670 


28 
20448 


0 
0 

0 
0 

0 
0 


44 

80 
10 

2 

0 

0 
0 


147 

29 
U4 

0 
0 


10 

80 

0 

0 
0 


IfS 

90 

2 
08 
20 


pr. 


0 
0 
0 

t 

0 


8 

9 
0 
0 
0 

1 

0 


1 

0 
0 
0 
0 

1 

0 


7 

2 

0 
0 
0 

0 
0 


18 


886 


177 


850 


890 


022 


102 
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HOLTOKE* 

Chemical  EzaminaU(m  of  Water  from  Fomar  Beservair  im  the  Manhan  Biver^ 

Southampton. 

[ParU  per  100,000.] 


I 


27101 


2M60 


At. 


2 


18M. 

F«b.  SI 

May  S8 

Aug.  22 
Not.  21 


ArnABAioa. 


3 

H 


«J 

a 


I 


V.  slight. 
V.iUght 

V.  Aliglll. 

V.aUghU 


V.  alight. 
Slight. 
Blight. 
V.  alight. 


.11 
.20 
.09 
.48 


.21 


lUaiiwa  OM 
Syapoba- 

TIOS. 


I 


8.16 
8.U 
8.00 
4.40 


8.66 


1.26 
1.00 
1.20 
1.00 


1.20 


AXMOirxA. 


▲LBDIiniOIS. 


.0004 

.0000 
.0004 
.0004 


.0004 

.0062 
.0128 
.0182 


.0008  .0101 


t 

i 

s 

.0064 
.0074 
.0002 
.0114 


.0061 


.0010 
.0008 

.0046 
.0018 


.0020 


I 

o 


.10 
.06 
.00 
.18 


.10 


NiTBOonv 


• 

i 


I 

s 


.0010 
.0010 
.0020 
.0010 


.0012 


.0001 
.0000 
.0001 
.0001 


.0001 


1 

I 

I 

N 

o 


'.24 
.82 
.24 
.49 


!.82 


1.1 
1.8 
1.8 
1.6 


1.8 


Odor,  Togetable. 


Chemical  Bxaminatum  of  Water  from  Tatro  Brooke  Eolyoke, 

[Parta  pw  100,000.] 


26MT 
26071 


26017 
2T208 


At.«. 


Jan.  14 
Jan.  27 
Feb.  21 
Mar.  21 
Apr.  26 
May  28 


AFrBABAHOB. 


tt 

9 


V.  alight. 
V.ilight. 
V.  aUght. 
V.  alight. 
V.  alight. 
Blight. 


V.  ellght. 
V.  alight. 
V.  ellght. 
V.elight. 
Blight. 
BUght. 


.22 
.20 
.21 
.40 
.80 


.27 


Baezoua  oh 

EVAPOKA- 
TIOH. 


"a 


I 

81 


I 


4.76 
4.40 
6.10 
8.66 
4.60 
6.76 


4.71 


2.00 
1.76 
1.80 
1.40 
1.76 
1.60 


1.66 


Ammoiia. 


i 


ALBOMnrOtD. 


.J 

s 


.0006 

.0002 
.0004 
.0006 

.0602 
.0006 


.0004 


.0072 
.0074 
.0002 
.0004 
.0110 
.0118 


.0097 


I 


I 

00 


.0070 
.0072 
.0074 
.0086 
.0102 
.0112 


.0089 


.0002 
.0002 
.0018 
.0006 
.0008 
.0006 


.0008 


.09 
.00 
.08 
.00 
.07 
.07 


.08 


NITBOOSN 


I 
i 


.0020 
.0060 
.0080 
.0010 
.0020 
.0000 


.0060 


.0000 
.0000 
.0001 
.0000 
.0000 
.0001 


.0000 


i 

a 

0 


I 


.86 
.84 
.67 
.89 


.41 


2.2 
2.0 
2.2 
1.6 
1.7 
2.0 


2.1 


Odor,  felntly  Tegetable  or  none.  — —  The  eamplea  were  eoUeeted  from  the  brook,  at  the  eite  of  a  pio- 
poied  reeerroir  for  the  nipply  of  the  high.aervloe  dlatriet. 

*  Where  more  than  one  aample  was  eollecled  in  a  month,  the  mean  analyili  for  that  month  has  been 
naed  in  making  the  average. 


No.  34.]     EXAMINATION  OF  WATER  SUPPLIES. 


209 


HOI^TOKE. 

Chemical  Examination  of  Water  from  Dibble  Brooke  Holyoke. 

[Parte  per  100,000.] 


S 

i 


15946 
M070 


S064T 
S0016 
17902 


Av.» 


ISM. 

Jan.  14 

Jan.  27 
Feb.  21 
Mar.  21 
Apr.  25 
Hay  23 


ArPBAXAVOB. 


1 


V.eUghi. 
V.  sUght. 
V.  alight. 
V.  alight. 
V.  slight. 
SUght. 


i 


p 

o 


V.  slight. 

V.  slight. 

SUght, 

earthy. 
Slight. 

V.sUght. 

SUght. 


0.72 
1.00 
O.TO 
0.08 
0.78 
0.05 


0.78 


Basioua  ON 

BVAPORA- 

noN. 


5.60 
5.00 
5.55 
4.65 
4.50 
5.80 


5.24 


a 
§1 


2.25 
8.00 
2.45 
1.00 
1.05 
2.75 


2.88 


AMMOirXA. 


▲LBUMIHOID. 


g 


'8 

& 


I 


.0004 
.0004 
.0000 
.0006 
.0006 
.0016 


.0008 


.0220 
.0280 
.0108 
.0106 
.0102 
.0270 


.0221 


.0216 
.0266 
.0188 
.0104 
.0184 
.0244 


.0210 


.0004 
.0014 
.0010 
.0004 
.0006 
.0026 


.0011 


KiTIOOBX 

1 

AS 

1 

• 

i 

1 

i 

.00 

SQ 

K 

.0180 

.0000 

.07 

.0160 

.0000 

.07 

.0120 

.0000 

.06 

.0100 

.0001 

.07 

.0060 

.0001 

.07 

.0060 

.0001 
.0001 

.07 

.0006 

i 
a 

s 

OS 

a 
o 

d 

g 


i 


1.08 
1.88 
0.00 
0.78 
0.90 
1.09 


0.07 


2.0 
1.7 
2.2 
1.4 
1.8 
2.2 
1.9 


Odor,  generally  faintly  vegetable,  sometimes  none. The  samples  were  collected  from  the  brook, 

at  the  point  where  water  can  be  diverted  into  the  proposed  high-service  reservoir  on  Tatro  Brook. 

*  Where  more  than  one  sample  was  collected  in  ajmonth,  the  mean  analysis  for  that  month  has  been 
need  in  making  the  average. 

The  advice  of  the  State  Board  of  Health  to  the  American  Thread 
Company,  relative  to  the  quality  of  the  water  drawn  from  the  wells 
on  the  premises  of  the  company  in  Holyoke,  may  be  found  on  pages 
20  and  21  of  this  volume.  An  analysis  of  a  sample  of  water  from 
the  wells  is  given  in  the  following  table :  — 

C^emieeU  Examination  of  Water  from  the  Welle  of  the  American  Thread  Company^ 

Holyoke, 


[Parts  per  100,000.] 


i 
§ 


I 


27502 


Jnne20 


Appbabahos. 

■J 

1 

i 

9 
H 

1 

s 

Decided, 
milky. 


V.sUght. 


.70 


I 

•  m 


9.70 


Ahmohxa. 


. 

7 

Q 

^ 

il 

e 

a 

h 

< 

.0208 


.0064 


« 

I 

6 


•4o 


NrrsoosN 

AS 


i 


i 


.0080 


.0002 


1 

o 


G 

1 


.10 


6.0 


.0900 


Odor,  none.— The  sample  was  eolleeted  from  two  tabnlar  wells  near  MIU  No.  1  of  the  American 
Thread  Company. 


Water  Supply  of  Hopedale. 

(See  Milford.) 
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HUBSON. 


Water  Supply  of  Hudson. 

Chemical  ExamiruUian  of  Water  Jrom  Gates  Pond,  Berlin, 

[Parte  per  100,000.] 


B 

a 


26000 
S0400 

27181 

-•  r  • 
27800 

28226 

28664 

28866 

29400 


i 

o 

I 


1999. 

Jan.  17 

Har.  16 
May  17 
Jnly  18 
Ang.  16 
Sept.  18 
Sept.  18 
Nov.  16 


Appbabamob. 


f 


i 

1 


a 


Nona. 
V.  alight. 
V,  alight. 
V.  alight. 
V.  aUght. 
V.  alight. 
V.  alight. 
V.  alight. 


V.  aUitht. 
Slight. 
Blight. 
V.  alight, 
y.  alight. 
Blight. 
Blight. 
SUght. 


.01 
.08 
.07 
.08 
.06 
.04 
.04 
.07 


BB8IDUB  OM 
BVAPOBA- 

TIOM. 

H 

ii 

0.76 

0.26 

2.60 

1.00 

2.16 

1.06 

2.20 

1.06 

2.60 

1.00 

6.00 

2.76 

6.06 

2.46 

2.46 

0.86 

Amxomia. 


ALBUMISOID. 


s 


.0024 
.0064 
.0010 
.0018 
.0000 
.0002 
.0004 
.0040 


.0088 
.0160 
.0108 
.0164 
.0168 
.0186 
.0170 
.0170 


1 


i 

'9 

a 


3 


.0088 
.0124 
.0170 
.0160 
.0142 
.0182 
.0168 
.0164 


.0000 
.0026 
.0028 
.0004 
.0016 
.0004 
.0014 
.0016 


.06 
.28 
.21 
.21 
.18 
.24 
.21 


Nrboobm 


i 

s 


i 

9ii 


.0010 
.0010 
.0000 
.0010 
.0020 
.0000 
.0000 
.0010 


.0000 

.0000 
.0001 
.0000 
.0000 
.0000 
.0000 
.0000 


B 

a 
m 
G 

8 

s 

I 

o 


.08 
.19 
.19 
.28 
.20 
.24 
.14 


i 


0.0 
0.6 
0.8 
0.6 
0.8 
1.4 
0.6 
0.6 


Averages  by  Tears, 


1888 

- 

• 

.06 

2.66 

0.89 

.0016 

1889 

- 

- 

.08 

2.14 

0.68 

.0020 

1880 

- 

- 

.02 

2.82 

1.04 

.0028 

1801 

- 

- 

.04 

2.62 

0.90 

.0011 

1808 

- 

- 

.06 

2.46 

1.01 

.0040 

1894 

- 

- 

.04 

2.27 

0.88 

.0018 

1806 

- 

- 

.06 

2.46 

0.92 

.0016 

1898 

- 

- 

.06 

2.48 

0.84 

.0087 

1807 

- 

- 

.06 

2.20 

0.92 

.0047 

1898 

- 

- 

.07 

2.87 

0.99 

.0019 

1899* 

- 

- 

.06 

2.66 

1.11 

.0021 

.0168 
.0180 
.0161 
.0160 
.0178 
.0148 
.0176 


.0189 
.0124 
.0117 
.0148 
.0124 
.0144 


.Oir>0  .0128 


.0160 
.0166 
.0148 


.0189 
.0188 
.0186 


.0060 
.0087 
.0088 
.0062 
.0024 
.0081 
.0027 
.0020 
.0028 
.0014 


.19 
.19 
.21 
.20 
.28 
.28 
.28 
.28 
.28 
.24 
.19 


.0066 
.0048 
.0064 
.0074 
.0080 
.0008 
.0027 
.0060 


.0020 
.0009 


.0001 
.0001 
.0000 
.0000 
.0000 
.0000 
.0000 
.0000 
.0000 
.0000 
.0000 


,20 
16 
,20 
.17 
.16 
.18 
.19 


1.2 
0.9 
0.8 
0.8 
0.9 
0.9 
0.6 
O.T 
0.6 


NoTB  to  aBalyaea  of  1899 :  Odor,  faintly  Tegetable  or  none. 

*  Where  more  than  one  aample  waa  oollected  in  a  month,  the  mean  analyaia  for  that  month  haa 
been  need  in  making  the  arerage. 
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HUDSON. 

Microscopical  ExamincUion  of  Water  Jrom  Gates  Pond^  Berlin, 

[Number  of  organlsznB  per  eabio  oentlmeter.] 


PLANTS. 

Diatoznaceed, 

Asterlonella, 
Meloslra,  . 
Tabellaria,  . 


Oyanophyceed, 

AnabsBna,   . 
MerlamopcBdla, 


Algee,     . 
ProtoooeotiB, 


18M. 

Jan. 

Mar. 

May. 

■Joly. 

Aug. 

Sept. 

Sept 

Nov. 

Day  of  examination, 

Number  of  sample,  .... 

18 
26980 

16 
26490 

18 
27181 

18 
27800 

16 
28225 

19 
28654 

19 
28655 

15 
29400 

0 
0 
0 

0 

0 
0 

0 
0 


184 

109 

0 

20 

0 

0 
0 

0 
0 


49 

7 

25 

0 

0 
0 

2 

0 


42 

16 

0 

24 


0 
0 

8 
6 


180 

154 

0 

12 

52 

20 
28 


0 
19 
19 

8 

0 
0 

7 

0 


0 

0 

80 

1 

0 
0 

18 

0 


128 
170 
182 

2 

0 
0 

107 

94 


ANIMALS. 
Bhlzopoda.  Actlnophrys,  . 

Infusoria*    .... 
Dlnobryon, 

Vermes,       .      .      .      . 

Crustacea,  Daphnla, . 


0 

0 

0 

0 

0 

0 

1 

0 

84 

2 

20 

88 

88 

12 

0 

26 

0 

20 

82 

61 

7 

0 

1 

1 

0 

8 

0 

0 

0 

0 

0 

0 

pr. 

0 

0 

84 

2 

0 


MUeeilaneout,  Zooglcsa, . 

0 

5 

7 

8 

8 

8 

0 

8 

TOTAZ., 

0 

174 

98 

78 

867 

115 

68 

648 

Cfiemical  Examination  of  Water  from  Fosgate  Brooke  in  Berlin. 

[ParU  per  100,000.] 


Date  of  Collection. 

Afpbabamcb. 

KaamuB  ov 

EVAPOBA- 
TIOM. 

AmiONXA. 

e 
•g 

.14 

.20 
.18 
.27 
.15 
.17 
.17 
.20 

.18 

NlTROOBH 
AS 

• 

s 
« 
e 

s 

1 

o 

• 

1 

o 

i 

1 

o 

• 

hi 

ALBUKIHOID.     ! 

• 

1 

8 
1 

1 

• 

1 

• 

1 
si 

00 

• 

tt069 

20288 
28489 
26756 
27180 
27488 
28899 
29090 

19M. 

Jan.  17 

Feb.  16 
Mar.  15 
Apr.  18 ! 
May  17 
Jnne  20 . 
Nov.  16 
Dee.  19 , 

Decided. 

Slight. 
V.  slight. 
V.  slight. 
Deelded. 
SHgbt. 
Slight. 
V.  slight. 

Cons., 

earthy. 
Slight. 
V.  slight. 
V.  sUgbt. 
Slight. 
Slight. 
Slight. 
V.sUght. 

.82 

.10 
.08 
.09 
.29 
.47 
.08 
.23 

2.65 

2.85 
2.00 
8.25 
2.75 
4.76 
6.50 
3.90 

1.10 

0.90 
0.85 
1.15 
0.80 
1.25 
2.85 
1.15 

.0010 

.0022 
.0006 
.0004 
.0000 
.0148 
.0086 
.0012 

.0184 

.0048 
.0052 
.0038 
.0144 
.0160 
.0812 
.0112 

.0125 

.0086 

.0036 
.0040 
.0030 
.0122 
.0140 
.0800 
.0092 

.0106 

.0048 

.0012 
.0012 
.0008 
.0022 
.0020 
.0012 
.0020 

.0019 

.0070 

.0190 
.0080 
.0100 
.0000 
.0010 
.0020 
.0010 

.0000 

.0000 
.00001 
.0001 
.0000 
.0001 
.0004 
.0000 

.0001 

0.41 

0.12 
0.14 
0.14 
0.32 
0.81 
1.88 
0.39 

0.40 

0.6 

0.8 
0.8 
0.5 
0.6 
1.4 
2.0 
0.8 

Av 

.81 

3.66 

1.26 

.0080 

.0060 

0.0 

Odor  of  the  first  sample,  none;  of  the  eeeond,  very  faintly  musty;  of  the  others,  generally  faintly 
vegetable,  beeoming  stronger  on  heating. Water  from  Foegate  Brook  is  diverted  Into  Oates  Pond. 
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Water  Supply  of  Hull. 

(See  Hingham,) 


Wateb  Supply  of  Huntington  Fike  District,  Huntington. 

Population  of  the  town  in  1895,  1,450.  The  works  are  owned 
by  the  fire  district,  and  were  completed  in  the  spring  of  1899.  The 
source  of  supply  is  Cold  Brook,  in  Huntington,  on  which  a  small 
reservoir  has  been  constructed.  Water  is  diverted  into  Cold  Brook 
from  the  upper  portion  of  Gold-mine  Brook,  the  water-shed  of  which 
is  contiguous  to  that  of  Cold  Brook.  The  water-sheds  tributary  to 
the  reservoir  have  a  combined  area  of  about  2  square  miles,  and 
contain  a  very  small  population.  Water  is  supplied  to  the  town  by 
gravity. 

Chemical  Examination  of  Water  from  Cold  Brook  Reservoir^  in  Hunlington, 

[P»rU  per  100/»0.] 


I 

as 


8 

I 


S0M2 
28227 
28886 
29168 
29784 


Av.*. 


ISM. 

Feb.  24 

Apr.  24 
Aug.  16 
Aag.28 
Oet.  26 
Dee.  26 


Appbakaxcb. 


t 


v.  Blight, 
v.  tHght. 
Dedded. 
Decided. 
Blight, 
v.  slight. 


v.  slight. 
V.ellght. 
v.  alight, 
v.  aught, 
v.  alight 
y.  aUght. 


I 


.06 
.08 
.18 
.26 
.24 
.90 


16 


BxaiDUBON 

EVAFOBA- 

TIOV. 


I 


e 

s 

n 

5 


2.76 
2.26 
4.86 
4.00 
4.00 
2.96 


8.22 


0.76 
0.76 
1.85 
1.66 
1.20 
1.15 


1.06 


Akmovia. 


I 


.0000 

.0062 
.0012 
.0020 
.0006 
.0006 


.0016 


ALBDMIlfOID. 


I 


.0042 
.0072 
.0060 


.0100 
.0084 


.0088 


I 

a 

00 


.0042 
.0046 
.0060 
.0168 
.0090 
.0080 


.0078 


.0000 

.0026 
.0000 
.0070 
.0010 
.0004 


.0016 


i 

1 

O 


.10 
.08 
.06 
.09 
.19 
.14 


.12 


NxnooBH. 

AS 


• 

I 


S 

5 


.0020 
.0010 
.0020 
.0080 
.0090 
.0080 


.0021 


.0000 

.0000 
.0000 

.0000 

.0000 


a 

0 

m 
G 

8 
I 

o 


i 


.20 
.17 
.30 
.87 
.32 


.0000=1.48 


.0000':. 29 

il 


0.8 
0.8 
1.1 
1.0 
1.8 
1.0 


1.0 


Odor  of  Nos.  26888  Bad  28886,  vegetable;  of  the  others,  none.< 
fkoeet  In  the  town,  end  the  others  from  the  reserrolr. 


•No.  28227  WBS  eoUected  from  % 


*  Where  more  then  one  sample  was  ooUeeted  In  a  month,  the  mean  analysis  for  that  month  has  been 
used  in  making  the  average. 


Water  Supply  of  Hyde  Pabk  and  Milton.  —  Hyde  Park 

Water  Company. 

The  advice  of  the  State  Board  of  Health  to  the  board  of  health 
of  Hyde  Park,  with  reference  to  the  quality  of  the  water  supplied 
to  the  town  by  the  Hyde  Park  Water  Company,  may  be  found  on 
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HYDE  PARK  AND  MTLTON. 

pages  21  and  22  of  this  volume.  Analyses  of. samples  of  water  col- 
lected from  the  varioas  wells  from  which  the  sapply  is  drawn  and 
from  faucets  in  different  parts  of  the  town  are  given  in  the  following 
tables :  — 

Chemical  Ezaminaiion  of  Water  from  the  Welle  of  the  Hyde  Park  Water  Company, 

[Fartfl  per  100,000.] 


Date  of 

Collection. 

Reaidaeon 
Evaporation. 

Ammovxa. 

i 
S 

6 

Nrioobn 
Aa 

• 

1 

o 

i 

a 

1 

• 

S 

«< 

8 

• 

I 

Alba- 
mlnold. 

1 

i 
1 

• 

SS066 

ISM. 

Jan.  17 

V.aUgbU 

V.aUght. 

.04 

0.60 

.0002 

.0026 

1.01 

.1276 

.0008 

.06 

4.0 

.0100 

WBSao 

Feb.  16 

V.  alight. 

V.  alight. 

.08 

0.60 

.0088 

.0026 

0.96 

.1800 

.0004 

.10 

4.0 

.0060 

96476 

ICar.  14 

V.  alight. 

V.  alight. 

.02 

8.60 

.0074 

.0024 

0.86 

.0980 

.0002 

.08 

8.6 

•0080 

»6M 

Apr.  10 

V.aUght. 

V.  alight. 

.04 

7.80 

.0066 

.0020 

0.7S 

.0780 

.0002 

.10 

8.8 

.0060 

iTlOO 

May  16 

V.aHght. 

V.aUght. 

.01 

0.80 

.0094 

.0082 

0.92 

.1840 

.0008 

.09 

8.6 

.0060 

87606 

June  80 

None. 

V.  aUght. 

.08 

10.60 

.0110 

.0088 

1.14 

.1100 

.0002 

.06 

4.6 

.0040 

S78Q6 

July  18 

V.aHght. 

V.  alight. 

.03 

0.70 

.0110 

.0042 

1.28 

.0980 

.0008 

.09 

4.8 

.0020 

»107 

Ang.  14 

V.  alight 

V.aHght. 

.04 

10.70 

.0144 

.0048 

1.60 

.0780 

.0001 

.10 

S.9 

.0100 

88072 

8«pt.l0 

V.  alight. 

V.  aUght. 

.04 

11.60 

.0168 

.0064 

1.66 

.0080 

.0001 

.12 

4.6 

.0040 

29084 

Oet.  16 

V.  alight. 

V.  aHght. 

.07 

18.70 

.0188 

.0066 

1.68 

.0860 

.0002 

.18 

6.8 

.0170 

20877 

Not.  14 

V.aUitht* 

V.  aHght. 

.12 

12.80 

.0190 

.0068 

1.68 

.1840 

.0001 

.18 

4.9 

.0280 

28006 

Dee.  10 

V.  alight. 

V.aHght. 

.06 

12.80 

.0164 

.0060 

1.67 

.1400 

.0006 

.10 

4.8 

.0870 

80000 

Dee.  88 

V.aUghi. 

V.  aUgfat. 

.10 

11.80 

.0162 

.0048 

1.60 

.0900 

.0008 

.09 

4.6 

.0480 

Averages  by  Tears, 


1888 

1898 
1894 
1896 
1806 
1097 
1898 
1899* 


.00 
.02 
.08 
.04 
.08 
.04 
.08 
.04 


6.06 
8.02 
9.68 
9.44 
9.68 
9.94 
10.28 
10.89 


.0001 
.0081 
.0040 
.0063 
.0064 
.0008 
.0120 
.0122 


.0028 
.0082 
.0089 
.0066 
.0046 
.0087 
.0046 
.0041 


0.76 

1.19 

1.87. 

1.81 

1.21 

1.80 

1.17 

1.24 


.0641 
.0879 
.0648 
.0867 
.0882 
.U70 
.1271 
.1048 


.0002 

.0002 
.0001 
.0001 
.0008 
.0002 
.0008 
.0002 


.10 
.09 
.09 
.11 
.08 
.12 
.10 


8.7 
8.9 
4.0 
4.1 
4.2 
4.4 
4.2 


.0112 
.0176 
.0149 
.0141 
.0009 
.0118 
.0107 


NoTB  to  aaalyaea  of  1899 :  Odor  in  Oetober,  very  faintly  nnpleaaant;  at  other  timea,  none,  becoming 

falBtly  nnpleaaant  on  beating  in  Jane  and  Angnat. The  aamplea  were  colleeted  from  a  faucet  at  the 

pumping  atatlon.   For  analyaea  of  water  from  the  Nepooaet  River  oppoalte  the  wella  of  the  Hyde  Park 
Water  Company,  aee  aubaequent  chapter  on  '*  Examination  of  Rivera.'* 

*  Where  more  than  one  aample  waa  ooUeeted  in  a  month,  the  mean  analyala  for  that  month  haa  been 
need  in  making  the  average. 
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HTBB  PABK  AN]>  MIIiTOK. 

Chemical  Examinaiion  of  Water  fivm  Faucets  in  Hyde  Part,  supplied  from  the 

Wells  of  the  Hyde  Park  Water  Company. 

[Perls  per  100,000.] 


Dsteof 

Collection. 

Appiakaxcs. 

• 

B 
o 

9  m 
a  > 

r 

Ammovu. 

• 

B 

i 

NiTEooxir 

AS 

Oxygen 

Consnmed. 

i 

G 

• 

1 

a 

1 

s 
H 

S 
1 

a 

1 

1 

■ 

S 

o 

B 

< 

1 

s 

• 

1 

88267 
S866S 
28664 
28666 
28666 
28667 
28668 
20427 
20428 

ISM. 

Aug.  17 
Sept.  11 
Sept.  11 
Sept.  11 
Sept.  11 
Sept.  11 
Sept.  11 
Nov.  17 
Nov.  17 

Slight. 
V.  slight. 
V.  slight. 
V.  slight. 
Nooe. 
Decided. 
V.sHght. 
Slight. 
Blight. 

Blight. 

None. 

v.  sUght. 

V.  slight. 

None. 

Cons. 

None. 

Cons. 

Cons. 

.02 

.12 

.07 

.04 

.06 

.08* 

.06 

.06 

.07 

11.80 
•  12.00 
11.60 
11.90 
13.00 
12.70 
12.00 
12.60 
12.60 

.0134 
.OldO 
.0140 
.0148 
.0176 
.0182 
.0172 
.0108 
.0102 

.0070 
.0076 
.0080 
.0066 

.0076 
.0068 
.0084 
.0002 
.0122 

1.70 
1.00 
1.01 
1.01 
1.01 
1.02 
1.87 
1.70 
1.70 

.0020 
.0700 
.0790 
.0660 
.0700 
.0680 

.ono 

.0860 
.0660 

.0000 
.0004 

.0002 
.0008  ' 
.0008  1 
.0007 
.0000 
.0000 
.0008 
1 

.12 
.18 
.18 
.18 
.11 
.16 
.11 
.16 
.18 

S.O    .0200 
4.4    .0280 
4.4  (.0180 
4.4    .0070 
4.4    .0040 
4.4    .2400 
6.3   .0080 
4.6    .0600 
4.6   .0020 

Odor  of  the  first  sample,  none;  of  the  others,  fslntly  nnplesssnt.- 
from  fsnoets  in  varloos  parts  of  the  town. 

*FUterad. 


•The  samples  were  oollected 


Chemical  ExaminaUon  of  Water  from  the  Wells  of  the  Hyde  Park  Water  Company. 

[Paru  per  100,000.] 


a 

a 
9i 


28744 
28761 
28760 
28748 
28746 
28747 
28762 
28768 
28746 
28748 


a 

s 

m 


1S»». 

Sept.  26 
Sept.  26 
Sept.  26 
Sept.  26 
Sept.  26 
Sept.  26 
Sept.  26 
Sept.  26 
Sept.  26 
Sept.  26 


AFPKAJUJrCS. 


a 


i 

1 


6 


V.  slight. 
V.  slight. 
Deeided. 
Decided. 
Decided. 
Deeided. 
V.  slight. 
Decided. 
Decided. 
Deeided. 


V.sUght. 

V.  slight. 

Heavy. 

Cons. 

Heavy. 

Heavy. 

Cons. 

Heavy. 

Heavy. 

Heavy. 


0.06 
0.10 
0.06 
1.20 
0.01 
0.00 
0.07 
0.08 
0.01 
0.06 


•  m 
a  ► 


& 


12.00 
11.60 
10.60 
18.60 
10.60 
14.70 
7.00 
6.60 
11.80 
U.40 


AXMOHXA. 


I 


I 

B 
JO 


.0206 
.0222 
.0048 
.0847 
.0006 
.0082 
.0002 
.0002 
0006 
0084 


.0080 
.0070 
.0066 

.0186 
.0096 
.0028 
.0080 
.0026 
.0086 
.0128 


1.60 
2.08 
2.07 
2.81 
1.20 
1.27 
1.11 
0.61 
1.66 
1.88 


Nmoasji 

AS 


« 


i 


.1200 
.1080 
.0110 
.0120 
.0800 
.8400 
.0400 
.0280 
.2080 
.0080 


.0008 
.0002 
.0008 
.0004 
.0004 
.0006 
.0000 
.0000 
.0004 
.0011 


a 

a 


M 
I 


m 
X 


B 

£ 


.14 

4.7 

.12 

4.6 

.10 

4.6 

.88 

6.3 

.11 

4.6 

.00 

6.7 

.07 

2.0 

.08 

1.7 

.07 

4.6 

.80 

4.6 

.0180 
.0800 
.0040 
.8700 
.0090 
.0080 
.0060 
.0000 
.0180 
.0080 


Odor,  faintly  unpleasant,  or  none.  The  odor  of  all  of  the  samples  became  ftdntly  unpleasant  on 
heating.— -The  samples  were  collected  from  separate  wells  or  groups  of  wells,  as  follows :  No.  28744, 
from  a  tap  at  the  pumping  station  while  pumping  from  the  w^ls  In  groups  Noa.  1  and  2  sitnated  near 
the  river,  south  and  west  of  the  pumping  station;  No.  28761,  from  a  tap  In  the  pumping  station  white 
pumping  from  the  wells  in  groups  Nos.  8, 4  and  6.  which  are  situated  north-west  and  sonth-eaat  of  the 
pumping  station ;  No.  28760,  from  a  well  in  group  No.  3,  dtuated  about  80  feet  north-west  of  the  pump- 
ing station  and  120  feet  from  the  river;  No.  28740,  from  a  well  In  group  No.  8» altnatsd  about  iO  feet 
from  the  river;  No.  28746,  from  a  well  In  group  No.  1, 60  feet  west  of  the  pumping  station  and  140  feet 
from  the  river;  No.  28747,  from  a  well  In  group  No.  1,  80  feet  fh>m  the  river;  No.  28762,  fh>m  the 
northerly  well  In  group  No.  6,  about  100  feet  from  the  pumping  station  and  260  feet  from  the  river ;  No. 
28768,  from  the  southerly  well  in  group  No.  6,  about  460  feet  south  of  the  pumping  station  and  240  feet 
from  the  river;  No.  28746,  from  a  well  in  group  No.  2,  about  260  feet  south-west  of  the  pumping  slatloa 
and  220  fast  fraoi  the  river;  No.  28748,  from  the  southerly  well  in  group  No*  2,  600  f^et  auvlh-wast  of 
the  pumping  station  and  80  f^et  from  the  river. 
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IPSWICH. 


Water  Supply  of  Ipswich. 


Chemical  Examination  of  Water  from  Dow*b  Brook  above  the  Storage  Reservoir 

of  the  Ipswich  Water  Works, 

[Pftrts  per  100.000.] 


s 
1 

Appsaiakcs. 

Rbsiddb  cm 

EVAPOBA- 
TIOW. 

AXIIONIA. 

9 

i 

.40 

NITROOBM 
AS 

1 

a 

1 

• 

«i 

• 

1 

& 

Lots  on 
Ignition. 

i 

ALBUMINOID. 

• 

1 

• 

1 

i 

§ 

* 

1 

► 

1 

1 

OD 

« 

SOOOl 

Jan.  28 

V.iUght. 

V.  slight. 

.17 

8.78 

1.46 

.0000 

.0060 

.0088 

.0022 

.0020 

.0000 

.20 

1.1 

20281 
20886 

Feb.  20 
Apr.  24 

BUght. 
V.  slight. 

Cods., 

earthy. 
V.  slight. 

.10 
.84 

8.80 
8.70 

1.20 
1.00 

.0010 
.0000 

.0116 
.0080 

.0072 
.0076 

.0044 
.0004 

.68 
.40 

.0060 
.0010 

.0001 
.0000 

.80 
.45 

1.4 

0.8 

27180 

May  22 

V.  slight. 

V.  slight. 

.87 

4.86 

1.86 

.0002 

.0182 

.0126 

.0006 

.42 

.0020 

.0000 

.44 

1.8 

srsos 

June  27 

V.  slight. 

Blight. 

.06 

6.40 

1.00 

.0002 

.0126 

.0082 

.0044 

.60 

.0170 

.0000 

.17 

1.7 

27840 

Jaly  20 

None. 

Nona. 

.00 

6.26 

0.60 

.0000 

.0008 

.0008 

.0000 

.60 

.0200 

.0000 

.01 

2.0 

28486 

Ang.  81 

Y.sttght. 

Cons. 

.14 

6.76 

1.66 

.0010 

.0102 

.0004 

.0008 

.62 

.0060 

.0001 

.10 

2.2 

28780 

8ept.28 

V.  slight. 

Slight. 

.26 

6.60 

1.60 

.0000 

.0126 

.0120 

.0006 

.62 

.0020 

.0000 

.80 

2.0 

20007 

Oct.  22 

V.  slight. 

V.  slight. 

.40 

6.66 

1.06 

.0006 

.0176 

.0168 

.0018 

.68 

.0080 

.(MOO 

.64 

2.0 

2M88 

Nov.  20 

V.  slight. 

V.  slight. 

.84 

6.40 

2.10 

.0008 

.0182 

.0128 

.0004 

.42 

.0090 

.0000 

.47 

1.7 

29770 

Deo.  26 

V.  slight. 

Nona. 

.78 

6.46 

2.86 

.0010 

.0178 

.0176 

.0002 

.40 

.0080 

.0000 

.01 

1.7 

Averages  by  Years, 


. 

1806 

- 

- 

.47 

4.74 

1.62 

.0006 

.0120 

.0111 

.0018 

.61 

.0042 

.0001 

.46 

1.6 

- 

1806 

- 

- 

.88 

4.46 

1.30 

.0000 

.0122 

.0106 

.0017 

.67 

.0045 

.0000 

.46 

1.7 

- 

1807 

- 

- 

.44 

4.66 

1.62 

.0022 

.0181 

.0112 

.0019 

.66 

.0066 

.0000 

.40 

1.7 

- 

1806 

- 

- 

.68 

4.26 

1.78 

.0007 

.0188 

.0184 

.0049 

.47 

.0029 

.0000 

.60 

1.8 

- 

1800 

- 

- 

.28 

6.00 

1.62 

.0004 

.0121 

.0098 

.0028 

.40 

.0066 

.0000 

.87 

1.6 

Nom  to  analyses  of  1899 :  Odor,  faintly  vegetable  or  none.  On  heating,  the  odor  of  alt  of  the 
samples  was  vegetable,  aDd  of  the  last  sample,  also  nnpleasaot.—  The  samples  were  collected  from 
the  brook,  at  Its  entraooe  to  the  storage  reservoir. 
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IPSWICH. 

Chemical  ExaminaUon  of  Water  from  the  Storage  Reservoir  of  the  Ipswich  Water 

Works, 

[Faru  per  100,000.] 


I 


96009 
28S82 
M886 
27181 
27A04 
27800 
28486 
28781 


20480 
20780 


I 
a 

o 
Si 


18M. 

Jao.  28 

Feb.  20 
Apr.  24 
May  22 
Jane  27 
July  20 
Aug.  81 
Sept.  28 
OeU  22 
Not.  20 
Dee.  20 


Appbasahcb. 


! 


SUgbt. 

SHgbt. 

BUgbt. 

V.  eligbt. 

V.  aUgbt. 

y.  eligbt. 

BUgbt. 

Bllgbt. 

BUitht. 

BUgbt. 

BUgbt. 


V.  eUgbt. 

V.  eUgbt. 

BUgbt. 

v.  eUgbt. 

BUgbt. 

V.  eUght. 

V.eUgbt. 

V.  aUgbt. 

BUgbt. 

y.eUgbt. 

y.sUgbt. 


.18 
.26 
.21 
.12 
.11 
.10 
.10 
.10 
.22 
.18 


Rksidub  om 

EVAPOKA- 
X10V. 


3 

o 


4.10 
4.60 
8.60 
8.70 
8.86 
4.20 
4.66 
4.80 
4.60 
4.66 
4.66 


§■ 


I" 


I 


1.70 
1.26 
1.60 
1.28 
1.86 
1.10 
1.76 
1.60 
1.26 
1.60 
1.66 


AXMOSIA. 


I 


.0004 
.0080 
.0002 
.0008 
.0014 
.0006 
.0016 
.0020 
.0006 
.0010 
.0008 


ALBUMOrOID. 


I 


.0184 
.0000 
.0146 
.0214 
.0220 
.0188 
,0204 
.0280 
.0248 
.0220 
.0214 


.0146 
.0068 
.0128 
.0104 
.0168 
.0170 
.0202 
.0212 
.0282 
.0210 
.0104 


I 


ss. 


.0088 
.0022 
.0018 
.0020 
.0062 
.0018 
.0082 
.0018 
.0016 
.0010 
.0020 


.40 
.48 
.88 
.48 
.42 
.46 
.61 
.66 
.66 
.62 
.68 


KiTBOOBV 


g 


.0070 
.0110 
.0060 
.0020 
.0000 
.0020 
.0010 
.0040 
.0060 
.0010 
.0010 


.0000 
.0002 
.0001 
.0000 
.0000 
.0000 
.0000 
.0001 
.0000 
.0000 
.0001 


■ 

I 


§ 


I 

o 


.42 
.80 
.46 
.86 
.80 
.81 
.88 
.82 
.86 
.87 
.40 


1.0 
1.7 
0.6 
1.1 
1.1 
1.7 
1.8 
1.8 
2.0 
1.7 
1.7 


Averages  by  Years. 


. 

1806 

- 

- 

.46 

6.26 

1.80 

.0022 

.0104 

.0160 

.0026 

.76 

.0072 

.0001 

.60 

- 

1806 

- 

- 

.82 

4.60 

1.64 

.0017 

.0178 

.0147 

.0081 

.67 

.0068 

.0001 

.41 

• 

1807 

- 

- 

.88 

4.64 

1.64 

.0028 

.0106 

.0160 

.0027 

.62 

.0068 

.0000 

.88 

- 

1808 

- 

- 

.46 

4.74 

1.70 

.0020 

.0101 

.0160 

.0061 

.66 

.0048 

.0001 

.40 

- 

1800 

- 

- 

.17 

4.28 

1.44 

.0011 

1 

.0904 

.0180 

.0094 

.46 

.0084 

1 

•0000 

.86 

Hon  to  analyaee  of  1800:  Odor,  geDenlly  vegetable,  eometlniee  none.    On  beating,  tbe  odor  of 
tbe  first  and  laet  samples  was  fUntly  fisby. 
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IPSWICH. 

Mieroscoptcal  Examination  of  Water  from  the  Storage  Reservoir  of  the  Ipswich 

Water  Works. 

[Number  of  organltms  per  enble  eentlmeter.] 


1S»». 


Jan. 


Feb. 


Apr. 


BCay. 


Jane. 


July. 


Aug. 


Sept. 


Oct. 


Not. 


Dee. 


Dft7  of  examination, 

Number  of  sample, 

PLANTS. 

DlatoxnacecDy 

Oyelotella 

CyanophycefD,  Anabana, . 

Algee. 

Protoeoecua 

Baphldium 

ANIMALS. 
Bhizopods,  Aetinophryi,    . 

InftiBoria, 

Dinobryon 

Monae, 

Perldlninm,  ...... 

Vermes, 

Mlteellaneout,  Z&dglcM,    •       .       •       • 
TOTAI., 


24 
20002 


21 
20282 


24 
20880 


27181 


27fiM 


21 
27860 


81 


2848028781 


20 


28 
28008 


20 
20480 


87 
28780 


8 
1 


0 
0 


8 
0 


0 
0 


52 

0 


24 

0 


12 
0 


74 

0 
74 


0 
0 


0 
0 


410 
402 


0 
0 


5 
2 


42 
40 


18 
2 


24 

16 
4 


0 
0 


0 
0 


0 
0 


0 

0 


14 

0 
0 
6 


6 

0 
0 
0 


1,082 

1,000 

40 

2 

10 


1,518 

1,444 

0 

04 

1 


282 

184 

0 

128 

I 


0 

0 
0 
0 


4 

0 
0 
2 


8 

0 
0 
0 


1 

18 

8 
0 
8 

1 


28 

21 
0 
2 


000 
0 
0 


10 


12 


8 


24 


10 


1,134 


1,648     801 


426 


04 


04 


81 


007 


Wateb  Supply  of  Kingston. 

Chemical  Examination  of  Water  from  the  WeUe  of  the  Kingston  Water  Works, 

[FarU  per  100,000.] 


1 

Appbasaiob. 

,1 

II 

Ammobia. 

4 

s 

NITBOOBH 
AS 

gS 

i 

1 

8 

• 

1 

1 

1 

Albu- 
minoid. 

• 

1 

s 

• 

1 

28000 

Jan.  27 

None. 

None. 

.00 

4.00 

.0000 

.0002 

.70 

.0070 

.0000 

.02 

1.1 

.0010 

20857 

Apr.  15 

None. 

None. 

.00 

4.20 

.0000 

.0010 

.80 

.0080 

.0000 

.00 

1.1 

.0010 

27278 

May  81 

None. 

None. 

.00 

4.20 

.0000 

.0010 

.78 

.OUO 

.0000 

.02 

1.8 

.0020 

28228 

Aug.  16 

None. 

None. 

.00 

6.00 

.0000 

.0020 

.70 

.0000 

.0000 

.02 

1.0 

.0020 

2870B 

Sept.  27 

None. 

None. 

.01 
.00 

6.00 

.0010 

.0022 

.78 

.0000 

.0000 

.01 

0.0 

.0060 

At... 

4.00 

1 

.0002 

.0014 

.78 

.0080 

.0000 

.01 

1.2 

•flOCS 

Odor,  none. 
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i.^u>casteb. 

Wateb  Supply  of  Lancaster. 
(See  Clinltm.) 

Water  Supply  of  Lawrence. 
The  advice  of  the  State  Board  of  Health  to  the  city  of  Lawrence, 
with  reference  to  the  quality  of  the  water  supplied  to  tliat  city,, 
may  be  tound  on  pages  22  and  23  of  this  volume. 


Chemical  Examination  of  Water  from  the  Merrimaek  River  above  Lawrtnet, 
oppotite  the  Intake  of  the  Lawrence  Water  Worke. 

[Puta  par  lOO/KK}.] 




I 

™-;o« 

Ninoon 

~] 

— 

1 

1 

^ 

J 

I 

1       ^ 
1       1 

1 
1 

1 

J 

1 

1 

1 

i 

J" 

i 

I 

A 

j 

1 

ISM 

"-■" 

it 

3. OP 

.<xm 

.unu 

mi 

■■*" 

.^.^ 

■" 

Average*  by  Tears. 


lOT  t  Hll«  of  rwi 


atijtt  ol  ISM^  Odor,  (nqaantlr  fmlntlf  Te(M>bI«  or  mnitr  ukd  ■omaUmH 
l«a  win  Mllected  Irom  Iha  rlTir,  oppmlta  Iha  tnUka  of  tha  Lavreuaa  walar  w 
the  >llrl*c«.   For*  sompariKin  of  tbeaDa];»ioltharl*aTwatarBILe«allau 
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Chemical  Examinaiion  of  Water  from  the  Merrimack  Biver  after  passing  through 

the  Sand  Filter  of  the  Lawrence  Water  Works, 

[Parta  per  100,000.] 


1 

1 

APPBABABCa. 

1 

BaaiDUB  OB 

EVAFOBA- 
TIOH. 

Ammobia. 

.10 

NITBOOBB 
AB 

i 
g 

1 

s 

• 

if 

s 

1 

1 

1 

■ 

it 

r 

1 

albuminoid. 

1 

i 
s 

1 

s 
9S, 

& 

1 

1 
si 

00 

1 

25080 

18M. 

Jftn.  18 

Blight. 

BUght. 

.82 

8.50 

1.85 

.0072 

.0110 

.0004 

.0016 

.0140 

.0001 

.80 

26S18 

Feb.  15 

V.  alight. 

None. 

.20 

4.50 

1.50 

.0004 

.0084 

.0078 

.0000 

.24 

.0170 

.0001 

.82 

20105 

Mar.  15 

V.  alight. 

None. 

.81 

8.50 

1.05 

.0092 

.0078 

.0074 

.0004 

.20 

.0280 

.0001 

.82 

20043 

Apr.  20 

Deelded. 

BUght. 

.80 

4.85 

1.85 

.0184 

.0000 

.0004 

.0002 

.19 

.0240 

.0001 

.27 

27180 

May  17 

V.  alight. 

v.  alight. 

.29 

8.85 

1.85 

.0000 

.0068 

.0082 

.0006 

.17 

.0200 

.0000 

.82 

27548 
27840 

June  22 
July  20 

Blight. 
BUght. 

BUght, 

floe. 
V.  alight. 

.24 

.14 

5.85 
5.10 

1.20 
1.85 

.0120 
.0110 

.0074 
.0090 

.0008 
.0000 

.0000 
.0006 

.28  1 
.82 

.0140 
.0880 

.0002 

.0008 

.20 
.20 

28004 

Aug.  16 
Sept.  20 

Blight, 

milky, 
v.  alight. 

BUght. 
V.aUght. 

.20 
.12 

4.55 
4.20 

1.80 
1.85 

.0084 
.0060 

.0004 
.0060 

.0002 
.0070 

.0002 
.0004 

.82 
.80 

.0200 
.0160 

.0000 
.0001 

.21 
.17 

200T8 

Oel.  18 

BUght. 

Blight. 

.11 

4.60 

1.85 

.0040 

.0004 

.0060 

.0014 

.48 

.0210 

.0001 

.21 

20402 

Nov.  15 

Blight. 

V.  alight. 

.48 

5.00 

1.70 

.0122 

.0124 

.0110 

.0008 

.84 

.0120 

.0000 

.40 

20722 

Deo.  20 

V.aUgbt. 

V.aUght. 

.48 

4.75 

1.70 

.0090 

.0112 

.0112 

.0000 

.24 

.0270 

.0000 

.48 

Averages  by  Tears. 


- 

1804 

- 

- 

.89 

0.10 

1.41 

.0108 

.0094 

.0061 

.0018 

.80 

.0809 

.0002 

.29 

2.8 

- 

1805 

- 

- 

.60 

5.95 

1.70 

.0140 

.0108 

.0094 

.0014 

.81 

.0274 

.0001 

.86 

2.T 

- 

1800 

- 

- 

.40 

5.48 

1.04 

.0121 

.0099 

.0079 

.0020 

.25 

.0819 

.0004 

.82 

2.4 

- 

1807 

- 

- 

.50 

5.17 

1.08 

.0128 

.0106 

.0095 

.0018 

.25 

.0617 

.0002 

.38 

2.0 

- 

1808 

- 

- 

.48 

4.00 

1.09  ; 

.0107 

.0090 

.0084 

.0000 

.20 

.0824 

.0001 

.85 

1.9 

- 

1800 

- 

- 

.27 

4.44 

1.42  1 

.0087 

.0069 

.0088 

.0000 

1 

.28 

.0205 

.0001 

.80 

1.0 

NoTB  to  analyaea  of  1899:  Odor  in  Jnly,  fttlntly  anpleannt;  In  November,  faintly  earthy;  at  other 
tlmea,  none.  On  heating,  the  odor  of  moat  of  the  aamplea  waa  faintly  vegetable,  and  in  May  and  Jane, 
nlao  nnpleaaant.  T — The  aamplea  were  ooUeeted  from  a  fancet  in  the  check  valve,  jnat  beyond  the  pump. 
The  average  amonnt  of  iron  fonnd  in  the  aamplea  waa  .0587  parte  per  100,000. 
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liAWRENCB. 

Chemical  Examination  of  Water  from  the  DiatrUnUing  Beservoir  of  the  Lawrence 

Water  Works. 


[Parte 

per  100,000.] 

• 

1 

S 

m 

Q 

ArPBAIAKCB. 

RBaiDUB  OK 

BVArOBA- 

TIOM. 

Ammosia. 

a 
.20 

HiTBOom 
Aa 

1 

■  i 

a 
• 

8 

if 

1 

«< 

1 

■ 

Loeson 
Ignition. 

1 

ALBDMnOID. 

1 

s 

m 

1 

1 

S 

1 

i 
si 

OD 

i 

3M81 

Jan.  18 

V. aUghU 

V.  alight. 

.80 

4.00 

1.26 

.0078 

.0108 

.0008 

.0010 

.0110 

.0002 

.86 

20214 

Feb.  16 

y.  alight. 

V.  elight. 

.25 

4.16 

1.70 

.0066 

.0060 

.0084 

.0002 

.28 

.0820 

.0001 

.82 

25406 

Mar.  16 

V.  aUgbt. 

V.  alight. 

.28 

8.86 

1.16 

.0076 

.0002 

.0084 

.0008 

.20 

.0170 

.0000 

.SI 

20M4 

Apr.  26 

V.  alight. 

V.  aUght. 

.26 

8.76 

1.26 

.0046 

.0066 

.0076 

.0010 

.16 

.0100 

.0001 

.20 

S7187 

Hay  17 

V.  eUght. 

V.  eUght. 

.21 

8.16 

1.26 

.0006 

.0118 

.0104 

.0014 

.16 

.0280 

.0001 

.80 

27644 

June  22 

Blight. 

y.  alight. 

.12 

4.20 

1.60 

.0010 

.0000 

.0070 

.0020 

.20 

.0160 

.0002 

.22 

27847 

July  20 

v.  alight. 

V.  alight. 

.08 

4.66 

1.20 

.0014 

.0108 

.0002 

.0016 

.81 

.0800 

.OOOA 

.21 

28284 

Aug.  16 

V.  alight. 

y.  alight. 

.10 

4.86 

1.76 

.0004 

.0064 

.0060 

.0004 

.81 

.0200 

.0001 

.22 

28606 

Sept.  20 

V.  alight 

y.  elight. 

.00 

4.86 

1.60 

.0010 

.0100 

.0004 

.0006 

.86 

.0110 

.0001 

.20 

20006 

Oet.  21 

Blight. 

BUght. 

.U 

4.76 

1.86 

.0010 

.0106 

.0102 

.0004 

.40 

.0240 

.0008 

.20 

20408 

Nov.  16 

Slight. 

y.  alight. 

.20 

4.80 

1.76 

.0024 

.0118 

.0114 

.OOOA 

.81 

.0160 

.0000 

.84 

20728 

Dec.  20 

Blight. 

y.  elight. 

.24 
.10 

4.60 

1.86 

.0076 
.0086 

.0104 
.0006 

.0100 
.0000 

.0004 

.0006 

.80 
.27 

.0160 
.0100 

.0001 
.0001 

.20 

At... 

4.22 

1.42 

.27 

Odor,  faintly  vegetable  or  none. The  aamplee  were  ooUeeted  from  a  faoeet  at  the  gmie-boaee, 

and  repreeent  water  flowing  ont  of  the  reaerroir.    The  reaerroir  ia  anpplied  with  filtered  water. 


Wateb  Supply  of  Lee. — Berkshire  Water  Company. 

Chemical  Examination  of  Water  from  the  Upper  Reservoir  of  the  Berkshire  Water 

Company, 

[Parte  per  100,000.] 


2. 

a 

a 


I   18M. 
27608  •  June  27 


27008 
28620 
28878 


July  26 
Sept.  7 
Oet.    8 


At. 


5 

a 


Blight. 
Slight. 
Deolded. 
Decided. 


Blight. 
Oona. 
Gone. 
Oona. 


.80 

.50 
.60 
.60 


.60 


Raamca  ov 

EVAPOBA* 

nom. 


2.10 
8.06 
8.26 
8.46 


2.06 


1.26 
2.16 
2.26 
2.16 


1.06 


AlDKOnA. 


AXJtCimiOID. 


.0000 
.0002 
.0012 
.0068 


.0276 
.0648 

.06?.2 
.0606 


I 

o 

m 

s 


.0022  .0616 


.0408 

.0060 


.0040 
.0060 
.0272 
.06021.0106 


.0117 


s 

1 

6 


.04 
.11 
.06 
.06 


.06 


Niraoou 

'i 

Aa 

1       ^ 

• 

1  8 

m 

i 

1 

1 

E 

g 

S 

i 

e 

1 

as 


.0010 


.0000 


.0020.0000 
.0040  .0000 


.0020 


.0000 


0.66 
1.07 
0.06 
0.02 


.0000,  0.87 

II 


0.2 
0.2 
0.2 
0.6 
0.8 


Odor  of  the  flrai  two  aamplee,  faintly  vegetable,  beeomisg  atronger,  and  in  the  aeeond  aample  alao 
flehy  on  heating;  of  the  laat  two,  dlatloctly  uaagreeable. 
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Microscopical  Examinalion  of  Water  from  ike  Upper  Reservoir  of  the  Berkshire 

Water  Company, 

[Namber  of  orgmolsmt  per  enblo  eenUmeter.] 


1900. 


Jnne. 


Jaly. 


Sept. 


Oct. 


Dty  of  ezMiilnatloD, 
Namber  of  eaniple,  • 

PLANTS. 
Diatomaoe»,    • 

Aeterionella,     . 
Synadr*,    .... 

OyanophyoefD, 

AlffSB, 

ArthrodeomiM, 

ANIMALS. 
Izift28oria»  .... 

Cryptomonu,   . 
Dtnobryon,       .       .       . 
MAllomonaB»  • 

Perldlnlam, 
Uroglena,  .... 

Vermes,      .... 

Crustacea 

Boemliia,  .... 
CyeloiM*  .... 
Bntomoetrftoan  ova, . 

MUceilatuotUf  ZoSglcn, 

TOTAI.,        .... 


28 
27003 


27 
27906 


8 
28626 


4 
28878 


602 

M2 

6 


4 

2 


108 

102 
0 


4 
2 


116 

0 
102 


204 
204 


152 

48 

76 


80 

64 


104 

2' 
44 

22 

116 
0 

3 
pr. 

0 

pr. 


504 

0 
4 
0 
590 
0 


0 
0 


0 
0 


124 

0 
116 

0 

6 
0 


pr. 

0 
pr. 
pr. 


100 
864 

4 
4 
8 


pr. 
^'o 

0 


8 


20 


808 


711 


461 


1,241 


Chemical  Examination  of  Water  from  the  Lower  Reservoir  of  the  Berkshire  Water 

Company. 


[Parti 

per  100,000. 

] 

"8 

Appbasahcs. 

Rbsidux  oir 

EVAPOKA- 
TIOV. 

Amvomia. 

1 

NITBOOBK 
AS 

i 

a 

a 
m 

1 

8 

i? 

^ 

^ 

• 

A 

ALBUKINOID. 

• 

1 

S 

• 

1 

1 

1 

i 

a 

1 

1 

g 

1 

1 

8 

H 

5^^ 

1 

6 

1 

si 

OQ 

e 

1 

1 

1 

ISM. 

il 

27004 

June  27 

V.  slight. 

Y.  slight. 

.22 

8.00 

1.40 

.0006 

.0186 

.0124 

.0012 

.04 

.0060 

.0001 ,0.38 

1.4 

27900 

Jaly  26 

V.  eHght. 

BUght. 

.70 

8.76 

1.06 

.0006;. 0244 

.0222 

.0022 

.03 

.0050 

.0000  1.16 

1.3 

28627 

Sept.  7 

V.  ellght. 

V.  slight. 

.82 

3.20 

1.76 

.0008;.  0192 

.0168 

0024 

.04 

.0070 

.0000  0.43 

1.8 

28874 

Oct.     8 

V.  slight. 

V.  slight. 

.37 
.40 

3.46 

2.00 

.0012|.0282 
.0008  -<>^i 

.0214 
.0182 

.0018 
.0019 

.06 
.05 

.0020 

.0047 

1 

.0000  0.61 
.00000. 64 

1.8 

Av... 

3.86 

1.77 

1.8 

1 

Odor,  faintly  vegetable ,  sometiiBee  none. 
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liEICSSTEB. 

Water  Supply  of  Leicester  Water  Supply  District, 

Leicester. 

Chemical  Examination  of  Water  from  the  Wells  of  the  Leicester  Water  Supply 

District. 

[Parte  per  100,000.] 


•» 

Deteof 

Collection. 

APPBAKAXOB. 

1 

Bealdue  on 
Evepontlon. 

'  Ammohia. 

•' 

NireoGBV 

Ae 

f 

1 

f 

Nnmber. 

1 

1 

^ 

a 

1 

1 

! 

Albu- 
minoid. 

1 

i 

i 

• 

1 

87S61 

June   8 

y.  eligbt. 

V.  eligbt. 

.09 

4.80 

1 

.0004 

.0024 

.28 

.0500 

.0008 

.05 

1.8 

.0150 

27041 

July    4 

None. 

V.  eligbt. 

.00 

5.10 

.0000 

.0014 

.26 

.0780 

.0000 

.02 

8.0 

.0020 

28085 

Ang.  8 

None. 

None. 

.02 

4.70 

.0000 

.0008 

.10 

.0040 

.0000 

.07 

1.7 

.0010 

28644 

Sept.  11 

V.  eligbt. 

y.  eligbt. 

.12 

10.20 

.0140 

.0070 

.25 

.0020 

.0008 

.11 

4.4 

.0220 

28824 

Oct.    0 

None. 

None. 

.04 
.05 

5.20 

1 
.0000 

.0010 

.28 

.1180 

.0000 

.02 

2.2 

.0020 

At... 

5.05 

.0020 

.0025 

.24 

.0684 

.0002 

.05 

3«.« 

.0064 

Odor,  none. >—Tbe  firet  and  third  aamplea  were  collected  from  faueete  In  the  town;  theotbera, 
from  one  of  the  wella. 


Water  Supply  of  Lenox,  —  Lenox  Water  Company. 

Chemical  Examination  of  Water  from  the  Storage  Beservoir  of  the  Lenox  Water 

Company, 

[Parte  per  100,000.] 


26344 
26007 
27855 
28714 
20751 


At. 


a 

I 

o 

o 
« 


18wv« 
Feb.  27 

Apr.  23 

Jnne  8 

Sept.  21 

Dee.  22 


Appsabahob. 


i 


I 


y.  eUght. 
y.  allgbt. 
y .  eUgbt. 
y .  eligbt 
Decided. 


y.  allgbt 
SUgbt. 
Oone. 
Slight, 
y.  Blight. 


.08 
.06 
.04 

.05 
.05 


.06 


Rbsidue  om 

BVAPOBA- 
TIOH. 


I 


6.75 
4.10 
8.25 
0.50 
0.50 


7.62 


o 
-a 

§1 


0.75 
0.60 
0.05 
1.25 
1.00 


0.80 


AXMOnA. 


ALBUMINOID. 


g 


.0006 
.0006 

.0060 
.0006 
.0004 


.0015 


.0028 
.0098 
.0210 
.0104 
.0068 


S 

5 


.0118 


.0026 
.0086 
.0182 
.0168 
.0050 


.0103 


t 

a 


.0002 
.0012 
.0028 
.0026 
.0008 


.0015 


5 

6 


.07 
.07 
.10 
.06 
.10 


.06 


NiTBOOBM 
AB 


8 

i 


.0120 
.0050 
.0040 
.0010 
.0040 


0052 


.0000 
.0000 
.0000 
.0000 
.0000 


6 


c 
o 


M 

o 


.0000 


.08 
.12 
.14 
.17 
.15 


.18 


s 


5.0 
2.6 
6.4 
7.1 
6.0 
5.4 


Odor,  faintly  Tegetable.  — » The  aamplee  were  oolleoted  from  tiM  reeerTOir  on  Williama  RiTer, 
Dear  Ita  outlet. 
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USOMINSTBB. 


Water  Supply  of  Leominster. 

Chemical  ExamtncUion  of  Water  from  Eaynes  Beservoir^  Leominster, 


• 

[Part! 

per  100,000.; 

1 

m 

O 

1 

APTBAXAirOB. 

RaatDDB  ox 

EVAPOIA- 
TIOM. 

Ammomia. 

• 

1 
.14 

srxTBOOsir 

AS 

m 

1 

^ 

«J 

1 

H 

Lotion 
Ignition. 

1 

▲LBDMDIOID. 

1 

m 

1 

1 

■ 

1 

00 

• 

f 

S0018 

18M. 

Jan.  24 

SUght. 

Slight. 

.19 

1.60 

0.85 

.0002 

.0150 

.0126 

.0024 

.0080 

.0000 

.88 

0.2 

26946 

Mar.  21 

V.attffbt. 

V.  sUgbt. 

.06 

1.05 

0.40 

.0062 

.0106 

.0074 

.0002 

.09 

.0020 

.0001 

.11 

0.0 

2T2S2 

May  24 

V.iUght. 

Oons. 

.20 

1.90 

1.05 

.0000 

.0268 

.0182 

.0086 

.10 

.0080 

.0000 

.88 

0.0 

S700S 

Jnly  26 

BUgbt. 

Cont. 

.20 

2.75 

1.66 

.0006 

.0276 

.0148 

.0128 

.12 

.0010 

.0000 

.56 

0.0 

28770 

Sept.  27 

Deolded. 

Cona. 

.10 

2.15 

1.85 

.0006 

.0460 

.0858 

.0202 

.08 

.0020 

.0000 

.89 

0.0 

2M67 

Not.  22 

SUgfat. 

Oona. 

.10 
.14 

2.45 

1.40 

.0000 
.0011 

.0884 

.0280 

.0104 
.0096 

.12 
.11 

.0010 
.0020 

.0000 
.0000 

.89 
.85 

0.0 

AVm.. 

1.98 

1.12 

.0274 

.0178 

0.0 

Odor,  faintly  vegetable  or  none.    On  beating,  tbe  odor  of  aome  of  tbe  aamplea  beeame  atronger;  in 
January,  faintly  flaby;  in  November,  diatinotly  unpleaaant. 


Microscopical  Examination  of  Water  from  Eaynes  Reservoir,  Leominster, 

[Number  of  organisma  per  cubic  centimeter.] 


\ 


18»«. 


Jan. 


Mar. 


May. 


July. 


Sept. 


Nor. 


Day  of  examination,        •       .       .       • 
Number  of  sample, 

PLANTS. 
Diatomaceed, 

Aaterlonella, 

Melosira, 

Tabellaria, 

Cyanophyceed 

Anabnna, 

Clathroeystbiy 

Mlcrocyatis, 

OaclUaria, 

Br» 

Protococeua, 


25 
26018 


22 
26546 


26 
27222 


27 
27902 


28 
28779 


20467 


8 

15 

764 

878 

812 

2 

9 

184 

48 

24 

0 

0 

84 

116 

148 

4 

8 

514 

192 

140 

0 

0 

64 

286 

798 

0 

0 

80 

24 

100 

0 

0 

2 

196 

196 

0 

0 

0 

16 

0 

0 

0 

0 

0 

500 

0 

0 

68 

188 

24 

0 

0 

0 

72 

0 

1, 


1,428 

16 

220 


0 
0 
0 
0 


88 

28 


224 


STATE  BOARD   OF  HEALTH.         [Pub.  Doc, 


I4EOMINSTEB. 

Microscopical  ExamincUion  of  Water  from  Haynes  Reservoir^  Leominster 

Concluded. 

[Namber  of  organisms  par  oabio  centimeter.] 


19M. 


Jsn. 


March. 


May. 

July. 

718 

4 

0 
700 

2 
12 

0 
0 
0 
0 

19 

4 

16 

4 

pr. 

0 

Sept 


Not. 


ANIMALS. 
Inftisoria, 

Ciliated  Infosorlan,    .       .       • 

Dinobryon, 

Peridinium,        .       •       •       . 
VortioeUa, 

Vermes. 

Anurea,       •       .       .       .       • 

Omstaoea,  Dapbnia,  . 

■^i^^— »— —^^-^-i^^-^— ~        ^— ^— ^— ^1 

JiUeeUane<m9,  Zo^glcea,  . 

Total, 


452 

0 

488 

18 

0 


0 
0 


18 

0 
7 

4 
0 


0 
0 


16 

12 
0 
0 
0 


4 

4 


0 
2 
0 


18 
16 


20 


40 


10 


461 


40 


1,628 


706 


1,152 


1,768 


Chemical  Examination  of  Water  from  Morse  Reservoir^  Leominster, 

[ParU  per  100,000.] 


• 

a 

1 
1 

Appbabahos. 

Rksidus  ov 

EVAPORA- 
TIOV. 

Ammokia. 

• 

1 

.10 

KXTBOGBK 
AB 

• 

,    "9 
1    « 

>  § 

1  0 

1 

•a 

i 

• 

1 

Loss  on 
Ignition. 

• 

ALBUKIVOID. 

if 

1 

a 
« 

1 

H 

• 

1 

Sus- 
pended. 

■ 

B 

1 

26010 

18M. 

Jan.  24 

SUgbt. 

SUght. 

.20 

1.80 

0.05 

.0022 

.0144 

.0116 

.0028 

.0010 

.OOOOi 

.82 

0.0 

26646 

Mar.  21 

v.  sligbt. 

V.  sligbt. 

.14 

1.75 

0.75 

.0050 

.0103 

.0088 

.0020 

.00 

.0020 

.0000, 

j 

.27 

0.8 

27228 

May  24 

Sligbt. 

Sligbt. 

.14 

1.65 

0.75 

.0000 

.0142 

.0120 

.0022 

.09 

.0040 

.0000 

.26 

0.0 

27008 

jQly  26 

Sligbt. 

Cons. 

.17 

2.25 

1.40 

.0000 

.0266 

.0180 

.0086 

.10 

.0010 

.00001 

.45 

0.0 

28780 

Sept.  27 

Decided. 

Cons. 

.18 

1.05 

1.40 

.0016 

.0802 

.0214 

.0178 

.11 

.0020 

.0000 

.43 

0.0 

29458 

Not.  22 

V.  sligbt. 

Sligbt. 

.20 
.17 

2.60 

1.40 

.0000 
.0016 

.0802 
.0226 

.0244 
.0160 

.0058 
.0066 

.18 
.10 

.0020 
.0020 

.OOOOl  .44 

0.0 

Av... 

♦• 

2.00 

1.11 

.0000' 

.36 

0.0 

Odor,  generally  vegetable,  sometimes  nane.    An  unpleasant  odor  was  dcTeloped  in  the  last  three 
samples  on  beating. 
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liEOMINSTEB. 

Microscopical  Examinaiion  of  WaUrfrom  Morse  Beservoir^  Leominster, 

[Number  of  orgaotoms  per  cable  oentlmeter.] 


1899. 

Jan. 

March. 

Maj. 

Jolj. 

Sept 

Not. 

Day  of  examination,       .... 
Number  of  eample, 

25 
26019 

22 
28646 

26 
27228 

27 
27008 

28 
28780 

28 
20468 

PLANTS. 

DlatomaceaB 

Asterlonella, 

Meloelra, 

Bynedra,      ...... 

Tabellaria 

CyanophyceaB, 

Anabeena, 

ClatbrocyatlB, 

AUrsa, 

CkMmarlom, 

Baphldlnm, 

Bcenedeamna, 

ANIMALS. 
Inftisoria, 

Clliatecl  Infnaorlan,  .       .       .       . 

Dtnobryon 

Peridinlnm, 

Vermes. 

CroBtaceai  Cyeiopa 


933 

910 
0 
8 

20 

1 

0 
0 

0 

0 
0 
0 


646 

686 

92 

96 

640 

190 

4 

86 

0 

62 

2 

28 

1 

108 

4 

12 

6 

824 

80 

18 

0 

0 

142 

186 

0 

0 

188 

62 

0 

0 

4 

74 

0 

8 

1|218 

8,072 

0 

0 

1,200 

0 

0 

6 

0 

64 

0 

0 

0 

8,000 

18 

0 
0 

11 

7 

0 

0 
0 

0 

0 
0 
0 


0 

86 

1 

0 

0 


7 

168 

0 

12 

0 
6 
2 

0 

168 

0 

0 
0 
0 

10 
0 
0 

0 

0 

1 

8 

0 

0 

pr. 

pr. 

29 

0 

0 

27 

1 

0 


Ml$ceUa»e<m§,  Zo^glcea,  .... 

8 

6- 

15 

8 

It   '        5 

1 

Total, 

1,023 

658 

867 

1,461 

8,831 

63 

Chemical  Examinaiion  of  Water  from  Fall  Brook,  above  the  Fall  Brook  Reservoir, 

[Parte  per  100,000.] 


• 

a 

a 
1 

Appkabavck. 

Rbsiddk  on 

EVAPOBA- 
TIOK. 

Ammomia. 

• 

e 

NiTSOOKK 

AS            1 

• 

m 

e 

6 

& 
g 

^ 

1 

• 

1 

fx>i8  on 
Ignition. 

1 

ALBUMINOID. 

1 

i 

! 

• 

5  1 

1 

i 

9i 

1 

* 

1 

Sus- 
pended. 

S 

S 

1899. 

' 

,1 

26016 

Jan.  24 

V.  Blight. 

Slight. 

.23 

2.60 

0.80 

.0000  .0068 

.0062 

.0006 

.14 

.0020 

.0000  .30 

o.s 

26288 

Feb.  21 

V.  Blight. 

BUght. 

.14 

2.26 

1.15 

.0020,. 0148 

.0098 

.0050 

.11 

.0010 

.0000  .26 

0.2 

26542 

Mar.  21 

V.  slight. 

V.  slight. 

.20 

1.85 

0.66 

.0010'.0128 

.0096 

.0082 

.11 

.0060. 0001   .31 

0.2 

26980 

Apr.  26 

V.  slight. 

V.  sUghL 

.86 

2.00 

l.OO 

.0000  .0112 

.0108 

.0004 

.10 

.00201.0000-1.50 

0.0 

27614 

Jnoe28 

V.  Blight. 

Cons. 

.10 

1.86 

0.85 

.0010  .0212 

.0164 

.0048 

.12 

.0000  .0000  ;. 25 

0.2 

27800    Jnly  26 

Blight. 

Blight. 

.26 

2.85 

1.60 

.0002.0220 

.0186 

.0034 

.12 

.0020 

.0000  .61 

0.2 

28836    Aug.  28 

Blight. 

Blight. 

.04 

1.95 

0.70 

.0006.0158 

.0140 

.0018 

.11 

.0010 

.0000  .17 

0.8 

aS776    Sept.  17 

V.  alight. 

Blight. 

.16 

2.65 

1.15 

.00061.0162.0152 

.0010 

.14 

.0020 

. 0000 1  .35 

0.2 

29137    Oct.  26 

Slight. 

V.  slight. 

.08 

1.95 

0.85 

.0010;.0108 

.0174 

.0024 

.16 

.0010 

.0000  .28 

0.2 

29464  '  Nov.  22 

V.  Blight. 

V.  slight. 

.20 

8.40 

1.20 

.0002!.0128 

.0120 

.0008 

.20 

.0000 

.0000  .44 

0.2 

28806  1  Dec.  27 

None. 

Y.  sUght. 

.46 

8.65 

1.50 

.0004  .0128  .0120 

.0008 

.22 

.0030 

.OOOOi  .68 

0.8 
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Chemical  Examination  cf  Waier  from  Fall  Brooke  above  the  FaU  Brook  Reservoir 

—  Concladed. 

Averages  by  Tears, 

[FutB  per  100,000.] 


a 

s 


I  i; 

o 


IMT 
1808 
1800 


o 


«l 

I 

I 


e 
e 


.81 
.48 
.20 


Rbsidcb  o> 

Etapoba- 

nox. 


I 


6 
O 

X* 
§1 


3 


8.01 
2.64 
2.45 


1.40 
1.30 
1.03 


Ammovia. 


ALBOimroiD. 

1 

• 

! 

1 

s 

• 

si 

h 

H 

5 

as 

,.0008  .0136 

.0006  .0129 

1.0008  .0151 


.0128 
.DIM 
.0129 


.0009 


e 


.18 


.0015r<.lS 
.0022,1.14 

II 


HlTBO«B« 


S 


.0041 
.0086 

.0017 


.0000 
.0000 
.0000 


1 

e 

I 

'I 

I     M 

o 


80 

.60 

..38 


0.6 
0.8 
O.S 


NoTX  to  analyiM  of  1809:  Odor,  genorally  v^oCable,  ■omctlmM  nono.— —  The  eunplee  were 
ooUectcd  from  Fall  Brook,  m  H  enters  the  recerrolr. 


Chemical  Examination  of  Water  from  FaU  Brook  Reservoir^  Leominster. 

[Pftrte  per  100,000.] 


■ 

I 

Appbababcb. 

BVAPOBA- 
TIOH. 

AmonA. 

■ 

• 

NiTBOOm 

Aa 

1 

m 
a 

S 

1 

1 

6 

• 

■ 

g 

r 

• 

1 

ALBrMIVOID. 

* 

1 

• 

• 

I 

t 
1 

1* 

i 

a 

I 

a 

1899. 

\ 

28018 

Jan.  24 

Blight. 

Gone. 

.20 

1.90 

1.00 

.0002 

.0158 

.0128 

.0082 

.12 

.00X0  .0000. 32 

0.2 

88284 

Feb.  21 

V.  alight. 

SUght. 

.19 

2.85 

1.26 

.0022 

.0158 

.0120 

.0086 

.14 

.0010  .OOOOi  .83 

0.5 

S8648 

Mar.  21 

V.  aught. 

V.  alight. 

.18 

1.96 

0.70 

.0014.. 0116 

.0100 

.0018- 

.10 

.OOSOi.OOOl,  .31 

0.2 

28940 

Apr.  28 

V.  sUgfat 

SUght. 

.10 

2.15 

1.00 

.0010.0114 

.OIOO'.OOU' 

.18 

.0040:  .0001,  .28 

0.0 

27220 

May  24 

V.  alight. 

Blight. 

.12 

1.86 

0.80 

.0008.0162 

.0134.0018;.  12 

.oo2o;.oooo;..28 

0.0 

27816 

Jniie28 

Slight. 

Ooiia. 

.08 

2.10 

1.15 

.0008  .0180 

.0142:. 0088 

.12 

.0000  .0000  .27 

0.2 

27900 

Jnly  28 

V.sUght. 

Bttght 

.07 

1.05 

0.90 

.0006.0202 

.0144.0068; 

.18 

.0030  .0000  .27 

0.2 

28387 

Aog.  28 

SUght. 

SUght. 

.06 

1.95 

0.85 

.0008.0188 

.0140  .0028  .12 

.0010  .0000  .21 

O.S 

28777 

Sept.  27 

SUght. 

Slight. 

.09 

1.76 

1.05 

.0002  .0170 

.0154 

.0018;.  14  1 

.0010.0000  .22 

0.2 

20188 

Get.  26 

V.  alight. 

Slight. 

.06 

1.76 

0.90 

.0002  .0182 

.0148 

.0084.<.18  • 

.0010.00001.22 

0.2 

29456 

Not.  22 

V.  alight. 

SUght. 

.08 

1.90 

0.85 

.0002  .0182 

.0158 

.0028 

.18 

.0000.00001.24 

0.0 

29807 

Dee.  27 

BUght. 

Gone. 

.10 

1.75 

0.85 

.0000  .0152 

.0188  .0014 

.14 

.0010  .0000 

1 

0.2 

Averages  by  Tears, 


1897 
1898 
1899 


„  « 


.88 
.28 
.11 


2.98 
2.86 
1.95 


1.39 
1.18 
0.92 


.0028 
.0011 
.0007 


.0200 
.0160 
.0181 


I 
.0180  .0040 
.0139  .0080 
.0188,. 0028 


|| 


.20 
.18 
.18 


.00331.0000  .46 
.00871.0001  .36 
.0015  .00001  .28 


0.8 
0.5 
0.2 


KoTS  to  analyaea  of  1899:    Odor,  generally  faintly  ▼egetable,  aomeUmea  none;  in  Joly,  faintly 

ODpleaaant,  beeomlng  alao  fishy  on  heating. The  aamplea  were  collected  from  the  reaerrolr,  at  the 

gate-honae,  1  foot  beneath  the  aarfaoe. 


No.  34.]     EXAMINATION  OF  WATER  SUPPLIES. 
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liEOMINSTEB. 

Microscopical  Examination  of  Water  from  Fall  Brook  Beservoir,  Leominster, 

[Number  of  organiams  per  cubic  centimeter.] 


1899. 

Jan. 

Feb. 

Mar. 

Apr. 

May.  Jane. 

1 

Jaly. 

Aug. 

Sept 

Oct. 

Kov. 

Dec. 

Day  of  examinatioD,  .... 
Number  of  sample,    .... 

2ft 

26016 

28 
26284 

22 
26548 

27 
26040 

25 
27220 

29 
27615 

27 
27900 

24 
28387 

28 
28777 

26 
20188 

28 
29455 

29 
29807 

PLANTS. 

DlatomacesB, 

AaterioDella,        •       . 
Bynedra,       .       .       .       . 
Tabellaria,   .... 

CyanophyoeaB,  AnabsBna, . 

AI98B 

ANIICALB. 

Infusoria,     .       .      •      . 

DinobryoD,  .       .       .       . 
PeridlDiam, .... 

Vermes, 

Crustacea,    .      .      .      . 

Oyelope,       .       .       .       . 
Daphnia,      .        .        .        . 

MtieeUaneouSy  ZoSglcM,  . 
Total 


77 

58 

4 

64 

854 

64 

168 

110 

844 

210 

146 

71 

57 

4 

62 

800 

20 

9 

86 

918 

162 

85 

5 

1 

0 

1 

84 

82 

146 

2 

16 

2 

0 

0 

0 

0 

0 

20 

12 

0 

50 

8 

46 

50 

0 

0 

0 

0 

0 

0 

0 

0 

4 

16 

20 

2 

0 

0 

1 

9 

2 

0 

8 

2 

0 

0 

M 

88 

4 
11 

2 

0 


29 

1 

6 

17 

64 

107 

98 

172 

687 

20 

6 

1 
16 

0 
0 

1 

8 

10 
5 

56 
0 

0 
102 

03 
0 

150 
20 

576 
10 

12 
8 

0 
2 

1 

1 

0 

1 

6 

13 

0 

4 

1 

0 

2 

0 

0 
0 

0 

0 
0 

0 

0 
0 

0 

0 
0 

pr. 

^'6 

pr. 

0 
pr. 

0 

0 
0 

pr. 

pr. 

^'6 

pr. 

0 

0 
0 

64 
8 


0 
0 


8 


8 


8 


12 


15 


8 


112 


65 


18 


91 


441 


198 


206 


809 


1,538 


258 


I 
180     129 


Chemical  Examination  of  Water  from  Fall  Brook  Beservoir,  Leominster^  collected 

near  the  Bottom. 

[Parts  per  100,000.] 


i 

8 

0 


26017 
26285 
26544 
26941 
27221 
27616 

srooi 


28778 
89139 
29456 
20608 


Ay. 


5 

o 

9 

Q 


1899. 

Jao.  24 
Feb.  21 
Mar.  21 
Apr.  28 
May  24 
June  28 
July  26 
Aug.  23 
Sept.  27 
Oct.  25 
Not.  22 
Dec.  27 


APPKAaANCE. 


D 


a 
« 

1 


Slight. 
V.  alight. 
Slight. 
V.  Blight. 
V.  Blight. 
Slight. 
V.  alight. 
Slight. 
Slight. 
Blight. 
V.  Blight 
SUght. 


Slight. 

Slight. 

Slight. 

Slight. 

Slight. 

Ck>na. 

Slight. 

Slight. 

Slight. 

Slight. 

V.  alight. 

CODB. 


I 


.19 
.21 
.20 
.10 
.14 
.10 
.07 
.06 
.04 
.03 
.10 
.09 


.11 


Rbbidce  on 

EVAPOBA- 
TION. 


^ 


2.15 
2.40 
2.40 
2.00 
1.75 
1.75 
2.60 
1.85 
1.76 
1.80 
1.90 
1.80 


2.01 


c 
o 


Amkokia. 


ALBCMIKOID. 

• 

> 

i 

• 

1 

0 
m 

si 

u* 

H 

G 

00 

1.00 

.0038 

1.35 

.0080 

1.05 

.0026 

1.00 

.0006 

0.95 

.0010 

1.05 

.0006 

1.20 

.0000 

0.45 

.0012 

1.00 

.0012 

0.85 

.0006 

0.85 

.0001 

0.90 

.0004 
.0013 

0.97  ' 

1 

.0156 
.0148 
.0192 
.0116 
.0156 
.0158 
.0156 
.0184 
.0196 
.0184 
.0184 
.0190 


.0168 


.0132 
.0128 
.0152 
.0098 
.0140 
.0128 
.0146 
.0146 
.0150 
.0146 
.0164 
.0154 


.0140 


.0024 
.0020 
.0040 
.0018 
.0016 
.0030 
.0010 
.0038! 
.0046! 
.0038 
.0020 
.0036 


.0028 


4 

c 

o 

z 


.18 
.14 
.13 
.12 
.12 
.11 
.13 
.12 
.12 
.16 
.13 
.15 


.13 


NiTBOGBK 
AS 


5 


.0020 
.0020 

.0060 
.0030 
.0050 
.0000 
.0010 
.0020 
.0010 
.0060 
.0000 
.0010 

.0028 


.0000 
.0000 
.0001 
.0001 
.0000 
.0000 
.0000 
.0000 
.OOOOj 
.0000 
.0000 
.0000 


a 

0 
00 

I 

e 

M 

o 


.0000: 


.34 
.36 
.31 
.29 
.24 
.26 
.28 
.21 
.26 
.28 
.23 
.26 


.28 


0.8 
0.5 
0.2 

0.2 
0.0 
0.2 
0.8 
0.0 
0.2 
0.2 
0.0 
0.2 

0.2 


Odor,  faintly  yegetable  or  none;  in  Jnly,  faintly  nnpleaaant,  becoming  also  flahy  on  heating.    The 

odor  of  moat  or  the  aamplea  became  vegetable  on  heating. The  aamplea  were  collected  from  the 

reeervoir,  near  the  gate-honae,  abont  1  foot  from  bottom. 
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liEXINGTON. 

Water  Supply  of  Lexington. 

Chemical  Examination  of  Water  from  Vine  Brooke  above  the  Storage  Reservoir  of 

the  Lexington  Water  Works. 

[ParU  per  100,000.] 


1 

1 

Rksiddk  oh 

• 

Date  of  Collection. 

Appearahcb. 

BVAPOBA- 

TIOV.          1 

Akmokia. 

• 

1 

NmooK5 
Aa 

1 

s 
1 

1 

O 

• 

s 
1 

1 

1 
•3   1 

1 

• 

e 

% 
§1 

1 

▲LBUMIKOID. 

• 

£ 

• 

1    1 

1 

H 

1 

1 
si 

GO 

J 

■ 

s 

18M. 

r 
1 

26088 

Jan.  26 

Slight. 

V.  alight. 

.39 

3.66 

1.45 

.0020 

.0104 

.0172 

.0022 

.80 

.0010 

.0000,1.62 

0.0 

26263 

Feb.  20 

Slight. 

V.  alight. 

.22 

4.40 

1.80 

.0066 

.0244 

.0214 

.0080 

.88 

.OOTO 

.0001,1.62 

1.0 

26624 

M!ar.  80 

Slight. 

Blight. 

.37 

6.10 

2.80 

.0042 

.0270 

.0202 

.0068 

.84 

.0210 

.0004!!.52 

1.8 

26082 

Apr.  26 

Slight. 

Slight. 

.40 

4.26 

2.25 

.0008 

.0270 

.0226 

.0044 

.25 

.0020 

.oooi;  .68    0.0 

27268 

May  81 

Slight. 

Slight. 

.51 

4.86 

2.10  1 

.0002 

.0280 

.0202 

.0028 

.84 

.0050 

.0001,1.50 

1.1 

27605 

Jnne28 

Slight. 

Gona., 

ii 

earthy. 

.20 

4.40 

1.85 

.0148 

.0212 

.0124 

.0088 

.80 

.0060 

.00071'. 27 

1.4 

27904 

Jaly  26 

Decided. 

Cons. 

.67 

7.60 

2.80 

.0086 

.0862 

.0286 

.0076 

.32 

.0820 

.0003  1.90 

8.1 

28880 

Aug.  28 

Deeided. 

Cone., 

t 

floe. 

.86 

6.80 

2.15 

.0015 

.0705 

.0376 

.0380 

.82 

.0020 

.0000  .60 

1.8 

287n 

Sept.  27 

Slight. 

Cona. 

.86 

6.26 

1.85 

.0016 

.0184 

.0152 

.0032 

.47 

.0060 

.0000,  .47 

2.5 

89188 

Oct.  26 

Slight. 

Cone. 

.48 

6.00 

1.70 

.0008 

.0264 

.0160 

.0104 

.47 

.0030 

.0000. 56  '  2.0 

20478 

Not.  22 

Deeided. 

Cona. 

.84 

6.05 

2.35 

.0004 

.0312 

.0260 

.0052 

.89 

.0010 

.00001.64  1  S.O 

20786 

Deo.  27 

Decided. 

Cooa. 

.80 
.87 

6.05 

2.65 

.0015 

.0043 

1 

.0345 
.0209 

.0215 
.0216 

.0180 
.0083 

.38 

i.85 

.0020 
.0078 

.0005  .70 
.000*2  --'^a 

1.7 

Av... 

6.48 

2.10 

1.6 

1    "' 

1 

Odor  in  February,  faintly  monldy  and  diaagreeable ;  in  Aagnat,  offenaive;  at  other  timea,  faintly 
Tegetable  or  none.  On  heating,  the  odor  of  all  of  the  aamplea  waa  vegetable,  and  eometimea  muaty  or 
nnpieaaant. 


Chemical  Examination  of  Water  from  the  Vine  Brook  Storage  Beservoir,  of  the 

Lexington  Water  Works, 

[Parte  per  100,000.] 


KaSIDUE  ON 

1'     . 

1 
1 

Appbaranck. 

EVAPOBA- 
TIOH. 

AmcoHZA. 

• 
a 

1 

e 

NITBOQKK       "2 

A8        a 

1 

a 

1 

t 

Loaaon 
Ignition. 

• 

1 

ALBCVIXOtD. 

• 

1 

Nitrite*. 
Oxygen  Cons 

• 

1 

0 

• 

1 

i 
s 

i 
si 

CO 

1 

18M. 

!■ 

26040 

Jan.  25 

Slight. 

V.  Blight. 

.21 

3.20 

1.00 

.0014 

.0184 

.0146 

.0038 

.26 

.0010. OOOr  0.38 

0.8 

26264 

Feb.  20 

Slight. 

Slight. 

.28 

4.50 

1.86 

.0066.0266 

.0236 

.0020 

.32 

.0040  .0002  !0. 68   1.0 

26625 

Mar.  80 

Slight. 

Cooa. 

.27 

4.60 

2.00 

.0058  .0414 

.0282 

.0182! 

.82 

.0080;.OOOU,I0.62   1.1 

26933 

Apr.  26 

Slight. 

Blight. 

.24 

8.96 

1.70 

.0006.0264 

.0206.0048 

.28 

.0020  .0002'  0.48,  0.8 

27260 

May  31 

Deeided. 

Slight. 

.20 

4.00 

1.90 

.0004.0344 

.0286.0108  .82 

.0020.0000  0.54  1.1 

27606 

Jnne  28 

Deeided. 

Cona. 

.24 

4.86 

2.85 

.0008.0424 

.0308  .Olio;  .32 

.0000  .0000  0.78.  1.8 

27905 

July  26 

Decided. 

Cone. 

.24 

5.55 

2.96 

.00001.0440 

.0812  .01281 1.85 

.0020  .0000  1.14   l.S 

28891 

Aag.28 

Decided. 

Cona. 

.33 

6.10 

8.80 

.0005.0630 

.0365 

.0165' 1.34  1 

.0010. 0000  1.88'  1.1 

28772 

Sept.  27 

Deeided. 

Heavy  .- 

.46 

6.45 

3.60 

.0010  .0665 

.04(5 

.0220 

.86 

.0040 .0000  i.io:  1.4 

20134 

Oct.  25 

Deeided. 

Cona. 

.42 

7.50 

4.76  • 

.0005  .0705 

.0516 

.0190 

.82 

.0020.0000  1.28   l.S 

29474 

Nov.  22 

Decided. 

Heavy. 

.86 

6.70 

3.80 

.0010.0586 

.0445'. 0140; 

.88 

.0020  .0000  1.26:  a.o 

29787 

Dec.  27 

Deeided. 

Cona. 

.35 
.80 

5.95 

3.00 

.0015 

|.0440 

.0280 
.0311 

.0160 
.0126 

.86 
.82 

.0010  .0000:  0.97,  1.7 

At... 

6.24 

2.72 

-0017    OJST 

.0024   nnnn  0.R7  1.4 

1 

1 

1         1 

Odor,  faintly  vegetable  or  none;  in  May,  diaagreeable.    A  flahy  and  anpleaaant  odor  waa  developed 
In  many  of  the  aamplea  on  heating. 


No.  34.]     EXAMINATION  OF  WATER  SUPPLIES. 
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liEXIXGTON. 

Microscopical  Examination  of  Water  from  the  Vine  Brook  Storage  Reservoir  of  the 

Lexington  Water  Works, 

[Number  of  organUmt  per  eubie  centimeter.] 


1890. 

Jan. 

Feb. 

1 

m  ■  ■ 

Mar. 

-\pr. 

May.  JDne.iJaly. 

Ang. 

Sept 

Oct 

Nov. 

Dec. 

D»y  of  examination,     . 
Number  of  aample, 

26 
26040 

21 
20264 

81      26 
2662526038 

31 
27269 

28        27 
27606  27906 

29 

28881 

28 
28772 

26 
29134 

24 
29474 

27 
29787 

PLANTS. 

DlatomaceaB 

Bynedra 

CyanophyoeSB,  Mioroeyatia, 

Alfiree 

Protococcaa,  .... 
Baphldiom,     .... 

1 
1 

0 

800 

800 
0 

1 
1 

0 

60 

60 

0 

0 
0 

0 

202 

200 
0 

58 
42 

0 

208 

200 
0 

1,856 
1,886 

0 

220 

100 
68 

222 

218 

0 

1,212 

1,200 
0 

92         56 

74          66 

0           2 

804 12,040 

792  12,000 
0          8 

48 

48 

0 

14,088 

14,000 
16 

22 

16 

0 

5,008 

6,000 
0 

8 

6 

0 

8,002 

8,000 
0 

8 

6 

0 

19,202 

10,200 
0 

ANIMALS. 
InftL8orla,f 

Ciliated  tnfoaorlaB, 
DInobryon,     .... 
Bplstylla,         .... 

Monaa, 

Perldlninm,    .... 

VermeB, 

Annrea* 

Polyarthra,     .... 

Crustacea,  Oyelopa, 

• 

4 

0 
0 
0 
0 
2 

0 

0 

0 

0 

32 

0 
28 
0 
0 
8 

2 

0 
2 

0 

500 

0 

460 

0 

20 
8 

10 

0 
10 

0 

84 

0 
28 
0 
0 
2 

4 

2 

2 

0 

172 

0 
8 
0 
0 
104 

8 

6 
2 

0 

420 

0 

0 

10 

nl 

12 

12 

0 

0 

14 

0 
0 
0 
14 
0 

0 

0 
0 

0 

808 

12 

0 

0 

0 

288 

6 

2 

4 

0 

108 

0 

0 

0 

0 

104 

8 

8 
0 

0 

6 

0 
'0 
0 
0 
2 

0 

0 
0 

pr. 

12 

0 
0 
0 
0 
12 

8 

6 
0 

0 

2 

0 
0 
0 
8 
0 

0 

0 
0 

0 

aUeellaneous,  Zo5gl<Ba, 

0 

5 

7 

25 

10 

7 

10 

80 

14 

5 

6 

6 

Total 

806 

100 

719 

820 

1,766  1,878 

920 

12,440 

14,214 

6,086 

8,082 

19,218 

Chemical  Examination  of  Waterfront  the  Wells  of  the  Lexington  Water  Works, 

[Parts  per  100,000.] 


1 

1 

Date  Of 

Collection. 

Appkaravok. 

■ 

u 

1 

AMXOXIA. 

NXTaOOKH 
AS 

• 

1 

i 
I 

^ 

1 

1 

1 

1 

is 

< 

• 

« 

i 

■ 

1 

S 

Oxygen 
Consn 

• 

1 

• 

i 

M 

18M. 

26626 

Mar.  80 

V.allgbt 

None. 

.88 

7.80 

.0282 

.0162 

.44 

.0710 

.0086 

.60 

8.8 

.0080 

27270 

May  81 

V.  Blight. 

V.  sUght. 

.88 

6.80 

.0014 

.0114 

.40 

.0600 

.0002 

.41 

2.6 

.0060 

27607 

June  28 

Deelded. 

OonB., 

earthy. 
V.  alight. 

.21 

8.20 

.0010 

.0116 

.41 

.0420 

.0001 

.86 

8.8 

.0300 

27006 

July  26 

V.  slight. 

.00 

8.10 

.0000 

.0060 

.44 

.0340 

.0000 

.16 

8.6 

.0060 

28882 

Ang.  28 

V.  slight. 

V.  slight. 

.18 

8.80 

.0004 

.0076 

.46 

,.0280 

.0000 

.21 

3.8 

.0180 

28773 

Sept.  27 

Deelded. 

Slight. 

.22 

7.80 

.0024 

.0086 

.61 

.0220 

.0026 

.22 

4.8 

.0200 

20186 

Oct.  86 

V.  Blight 

V.  Blight. 

.17 

8.20 

.0014 

.0062 

.47 

'.0410 

.0000 

.17 

4.0 

.0060 

29476 

Nov.  22 

None. 

None. 

.14 

0.40 

.0000 

.0002 

.64 

.0720 

.0000 

.29 

4.8 

.0090 

29788 

Dee.  87 

y.  slight. 

None. 

.15 
.21 

11.00 

.0014 

.0104 

.68 

.0400 

.0000 

.38 

4.6 

.0030 

Av 

8.40 

.0040 

.0006 

1.48 

1 

.0482 

.0007 

.80 

8.8 

.0110 

1 

Odor  of  the  flrsi  sample,  faintly  dtaagreeable;  of  the  others,  none.    A  faintly  unpleaaant  odor  was 

developed  In  the  third  sample  on  heating. The  samplea  were  collected  from  a  faneet  In  the  pumping 

fltatton,  and  repreeeol  water  from  the  wells  before  it  haa  passed  through  the  mechanical  filter. 
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liBXINGTON, 

Chemical  Examinaiion  of  Water  from  the  Wells  of  the  Lexington  Water  Works^ 

after  passing  through  a  Mechanical  Filter. 

[ParU  per  100,000.] 


Date  of 

GoUeetton. 

Appkabavob. 

,1 

m 

AMVOnA. 

* 

1 

NiTBOGBH 
AB 

• 

a 

a 

1 

i 

I 

03 

• 

1 

s 

1 

-< 

1 

s 

■ 

26627 

18M. 

Mar.  80 

V.  alight. 

V.  alight. 

.60 

7.60 

.0006 

.0158 

.54    , 

.1600 

.0000 

.64 

8.0 

.0150 

27271 

May  81 

V.  alight. 

None. 

.81 

7.70 

.0002 

.0110  ' 

.48    1 

.0600 

.0008 

.88 

8.0 

.0050 

27006 

Jane  28 

V.  alight. 

V.  alight. 

.11 

7.70 

.0000 

.0080 

.44 

.0580 

.0000 

.20 

3.1 

.0000 

27007 

July  26 

None. 

None. 

.06 

7.80 

.0000 

.0054 

.44 

.0850 

.0000 

.14 

8.5 

.0060 

26888 

Aag.28 

V.  alight. 

None. 

.05 

8.50 

.0004 

.0064 

.46    , 

.0240 

.0000 

.18 

8.5 

.0020 

26774 

8«pt.  27 

V.  Blight. 

None. 

.10 

8.60 

.0002 

.0066 

.52 

.0880 

.0000 

.19 

4.8 

.0080 

20186 

Oct.  25 

V.  alight. 

V.  Blight. 

.02 

7.90 

.0010 

.0046 

.49    1 

.0840 

.0000 

.12 

8.9 

.0060 

29476 

Not.  22 

V.  alight. 

V.  alight. 

.80 

9.70 

.0002 

.0120 

•M  ; 

.1000 

.0001 

.48 

4.8 

.0210 

20769 

Dm.  27 

V.  Blight. 

None. 

.47 
.22 

11.60 

.0020 

.0182  ; 

.55 

.0620 

.0000 

.40 

4.7 

.0060 

Av... 

8.50 

.0005 

.0092 

.50 

.0657 

.0000 

.81 

8.7 

.0070 

Odor  of  the  flrat  aample,  faintly  vegetable ;  of  the  othera,  none.  — >  The  aamplea  were  oolleeted  from 
a  tap  at  the  pompiog  atation,  and  repreaent  water  from  the  wella  that  haa  paaaed  through  the  mechanleal 
filter. 


Water  Supply  of  Lincoln. 

(See  Concord,) 


Water  Supply  of  Lowell. 

The  advice  of  the  State  Board  of  Health  to  the  city  of  Lowell , 
with  reference  to  the  presence  of  lead  in  the  water  drawn  through 
lead  service  pipes  in  that  city,  and  the  effect  upon  the  health  of  the 
people  using  the  water,  may  be  found  on  pages  23  to  26  of  this 
volume. 

The  advice  of  the  Board  to  the  city  of  Lowell,  relative  to  taking 
water  from  certain  sources  in  the  vicinity  of  the  city,  may  be  found 
on  pages  26  to  28  of  this  volume. 


No.  34.]     EXAMINATION  OF  WATER  SUPPLIES. 


231 


LiOWEIili. 

Chemical  Examination  of  Water  from  the  Merrimack  River  above  Lowell, 

[Pftrts  p«r  100,000.] 


1 

o 

I 

Appsabavos. 

1 

Bbsidue  ox 

RVAPOBA- 
TIOM. 

AimOHIA. 

* 

.18 

NiTBOOBM 
AB 

1 

S 

a 

1 

• 

«i 

i 

1 

Loll  on 
Ignition. 

• 

ALBUMINOID. 

1 

1 

• 

1 

■ 

0 

i 

• 

1 

Sui- 
pended. 

1 

26001 

18M. 

Jan.  17 

Decided. 

Cons. 

.82  . 

8.10 

1.50 

.0042 

.0166 

.0126 

.0040 

.0060 

.0001 

.45 

0.6 

28817 

Feb.  14 

Slight. 

V.sUght. 

.22 

8.60 

1.85 

.0072 

.0188 

.0118 

.0020 

.10 

.0070 

.0001 

.87 

1.1 

204n 

lUr.  14 

Decided. 

Cons. 

.88 

8.05 

1.85 

.0088 

.0106 

.0184 

.0062 

.12 

.0040 

.0001 

.44 

0.5 

26720 

Apr.  11 

Slight. 

Slight. 

.80 

2.80 

1.10 

.0010 

.0158 

.0182 

.0026 

.08 

.0060 

.0001 

.42 

0.6 

27110 

Umj   16 

SUght. 

SUght. 

.20 

2.05 

1.10 

.0022 

.0152 

.0128 

.0024 

.10 

.0110 

.0001 

.42 

0.6 

27405 

June  20 

Blight. 

Cons. 

.18 

8.25 

1.10 

.0010 

.0210 

.0152 

.0058 

.16 

.0080 

.0001 

.81 

1.1 

27848  1  Jaly  20 

V.  slight. 

Slight. 

.15 

8.80 

0.06 

.0020 

.0244 

.0166 

.0078 

1 

.22 

.0080.0008 

:.88 

1.1 

28216 

Ang.  18 

V.  slight. 

V.  Blight. 

.28 

4.15 

1.75 

.0058 

.0176 

.0146:. 0080 

.17 

.0040 

.0002 

.86 

0.8 

28M1 

8«pt.lO 

Slight. 

SUght. 

.16 

8.70 

1.85 

.0046 

.0222 

.0180 

.0042 

.28 

.0060 

.0006 

.27 

1.4 

28020 

Oct.  16 

V.  Blight. 

V.  Blight. 

.20 

4.20 

1.40 

.0088 

.0176 

.0164 

.0012 

.24 

.0060 

.0004 

.44 

1.3 

S8888 

Nov.  14 

Blight. 

Slight. 

.28 

4.20 

1.65 

.0080 

.0204 

.0100 

.0014 

.24 

.0070 

.0002 

.51 

1.8 

28726 

Dec.  20 

Decided. 

Slight. 

.62 

4.56 

1.05 

.0120 

.0204 

.0102 

.0012 

.22 

.0050 

.0001 

.72 

1.0 

Averages  by  Years, 


1888 

- 

- 

.80 

8.42 

0.07 

.0016 

.0148 

1880 

- 

- 

.28 

2.05 

0.84 

.0018 

.0140 

1800 

- 

- 

.80 

8.57 

1.54 

.0014 

.0128 

1801 

- 

- 

.20 

8.48 

1.28 

.0017 

.0120 

1802 

- 

- 

.80 

8.61 

1.86 

.0021 

.0141 

1806 

- 

- 

.88 

8.80 

1.18 

.0026 

.0140 

1804 

- 

- 

.85 

8.55 

1.26 

.0084 

.0186 

1806 

- 

- 

.41 

8.84 

1.46 

.0080 

.0187 

1806 

- 

- 

.40 

8.47 

1.28 

.0034 

.0167 

1807 

- 

- 

.50 

8.54 

1.46 

.0080 

.0177 

1808 

• 

- 

.42 

8.58 

1.56 

.0026 

.0178 

1800 

- 

- 

.27 

8.60 

1.42 

.0060 

.0187 

.0126 
.0104 
.0100 
.0118 
.0120 
.0100 
.0140 
.0186 
.0158 
.0160 
.0162 


- 

.16 

.0000 

1 
.0002 

- 

.0028 

.14 

.0071 

.0002 

- 

.0024 

.18 

.0111 

.0001 

- 

.0020 

.18 

.0187 

.0001 

- 

.0028 

.14 

.0002 

.0001 

- 

.0020 

.17 

.0068 

.0001 

.44 

.0026 

.18 

.0068 

.0001 

.40 

.0047 

.21 

.0066 

.0001 

.54 

.0081 

.17 

.0070 

.0001 

.52 

.0024 

.15 

.0067 

.0001 

.52 

.0023 

.17 

.0048 

.0001 

.40 

.0086 

.18 

.0060 

.0002 

.42 

1.4 
1.2 
1.8 
1.1 
1.1 
1.2 
1.0 
1.0 
1.0 
0.0 


JSfom  to  samlyses  of  1800:  Odor»  generslly  vegetable,  sometimes  mnsty  or  aDplessant. The 

samples  were  collected  from  the  river,  opposite  the  intake  of  the  Lowell  water  works.  For  a  comparison 
of  the  analysss  of  tlM  river  at  Lowell  mod  Lawrence  for  a  series  of  yearB,  see  *'  ICerrlmack  River,*'  in 
the  chapter  on  *'  Szamination  of  Rivers,"  In  a  snbseqnent  portion  of  this  report.  The  river  has  not 
been  need  directly  as  a  sonrce  of  water  supply  during  the  year. 


232 


STATE  BOAED  OF  HEALTH,    [Pab.Doc. 


Chemical  ExandnaUon  of  Water  JhnmTulmiarWelU  in  ih^ 

Brook,  a  Short  Dutanee  above  Ham  StrteL 


Meadow 


[FteteperlOtjBOO.] 
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•5         "             § 
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si' 
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Ibu- 
mlnold. 

C 
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2 

* 

ft 
• 

s   • 

<•• 

a 

1 

1 

• 

1 

9s        a              H 

00 

O 

< 
1 

o 

«  .  » 

O 

s 

18M. 

i 

1 

tfon 

Jan.  17     y.iHilit. 

V.rflfktj 

.06 : 

8.76    .0008 

'i.OOB 

•  .61 

.006  1.0001 

.10 

8.6 

.0040 

98n9 

Feb.  14    None. 

V.aBgJhi. 

.06 

8.10    .0000 

.0028 

■  -«• 

.oaro  1.0008 

.08 

8.6 

.0100 

SM78 

Mar.  14     Sttdit. 

Blii^ 

.12 

8.00     .0018 

-.0096 

.  ^ 

.0080  {.0001  . 

.18 

8.4 

.0286 

sens     Apr.  11     y.sHskt. 

y.aU^iLJ 

.00 

8.60     .0018 

:.00M 

.44 

.QUO  :.0000  • 

.U 

8.8 

.0106 

S71I2  .  lUj  16     V.  allglit. 

ITooe. 

.10 

8.86    .0080 

.OOM 

1  .48 

.OMO  ,.0601    ' 

.18 

8.8 

.0120 

«7407  .  JoM  30    V.aUchi. 

y.  elicit. 

.10 

8.80     .0016 

..0042 

;  •*• 

.eiMO  '.0069 

.18 

8.8 

.0080 

37M4    Jane  21     ^••UfbC, 

y.auK 

.00  ■ 

1 

8.80     .0084 

:.0048 

1 

>  .48 

.0170  |.0060 

.U 

8.8 

.0180 

S7585  :  Jooe  20  .  V.  ■ttdSt- 

y.fliiiiit. 

.00 

8.26  .  .0028 

'.tOM 

1  '^ 

.0840  '-0601   . 

.16 

8.1 

.0180 

«86a  .  Sept.  10  :  y.  lUgfat.  V.iHgktJ 

.10 

8.90     .0000 

,.0604 

'  .10 

.0840    .0060   ' 

.08 

8.8 

.0100 

9031  '  Oct.  16    V.  sHgbt.  None. 

.04 

8.86     .0000 

.0040 

.64 

.0880 

.0600 

.11 

8.6 

.0640 

ffSU    KoT.  14  :  BHcht.       BBglit. 

.u  : 

8.10     .0042 

.0064 

.44 

.0180 

.0001 

.16 

S.8 

.0216 

40728    Dec.  20.;V.alltbtJ  V.aHght. 

.04    • 

8.86     .0044 

.0018 

.48 

.9100 

.0001 

.11 

8.6 

.0290 

;             't 

u 

ii 

! 

1 

ft 

Averages  by  Tears. 


1894 

1896 

• 

1890 

m. 

1897 

_ 

1898 

. 

1899* 

1 

I 


'.0014 

.0084      .66 

;.0Q86   :  .63 


I* 
:.0046 


.66      .06tt    .0002 


.02  !>  7.83 

.02    ,  9.22 

.02  .'  8.87  I  .( 

.02    I  8.n  j  .0008    .0035  J  .66      .08T8    .0001 

.06    !  9.02  ;    ' 

■  t  8.66 


I  .47      .020  :.00Q0 


I 


2.8  :.ou7i 
8.8  L0119 

09  •    S.8 
08    I    S.7 

10  I    8.9 
12    '    3.4 


.oou 


.0180 


NoTK  to analjaea of  1809:  Odor,  noae.' 
■tetton,  and  the  oCbon  from  the  welle  which 


No.  27684  was  collec<eil  from  a  fiuicet  at  the  pamplag 
locally  kaowD  aa  the  "^  Cook**  wDa. 


*  Wbeie  mon  thaa  one  sample  was  eoDceted  In  a  month,  the 
In  making  the 


analjala  for  that  month  hae  hsen 


Chemical  Examination  of  Water  from  Tubukar  Wells  in  the  VaUey  of  Biver  Meadow 
Brook,  a  Short  Distance  above  the  Old  Middlesex  Canal  in  Ckebnrford. 

[Pans  per  100/K».] 
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^5 

s 


9U»  ,  Feb.  14 
27884  !  Jaly  19 
2K17    Anff.l6 


I 


y.aHilit. 
y.  alight. 


a 

a 

I 


y.  alight. 
Blight. 


5 
& 


.12 

.16 


I 


8.00 
9.20 
8.40 


r 
I. 


I 


S  i 
41  !- 


.0072  '.0012 


K 


3 

e 


» 


.0070  j.OOOl 


1 

B 


5 


I 


.19 
.17 


I 


S.4 
S.8 

8.1 


.0480 
.0280 
.0410 


No.  34.]     EXAMINATION  OF  WATER  SUPPLIES. 
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liOWBIili, 

Chemical  ExanUnaiion  of  Water  from  Tkibular  WeUs  in  the  Valley  of  River  Meadow 
Brook,  a  Short  DiBtanee  above  the  Old  Middlesex  Canal  in  Chelmsford'^  Con- 
cluded. 

Averages  by  Years, 

[Puto  p«r  100,000.] 


a 


a 
o 


^s 


4 

o 


1896 
18M 
1897 
1808 
1800 


Appjuliahok. 


I 


00 


.12 
.10 
.20 
.28 
.19 


I 


9.42 

ll.M 

10.85 

8.79 

8.78 


Ammovia. 


I 


o 

d 


.0020 
.0064 
.0080 
.0080 
.0068 


.0017 
.0047 
.0068 
.0078 
.0069 


.81 
.82 
.86 
.86 

.88 


MnnoQm 


• 


^ 


.0078 
.0071 
.0068 
.0040 
.0120 


.0000 
.0001 
.0000 

.0001 
.0001 


a 

8 

J 


I 


.06 
.18 
.18 
.26 
.21 


8.9 
6.0 
4.8 
8.6 
8.8 


.0678 
.0607 
.0488 
.0439 


Nora  lo  analyiM  of  1880:  Odor,  none. The  nmplM  were  eoUeoted  from  the  wells  whleh  are 

locally  known  as  the  ''Hydranllo"  wella. 

Chemical  Examination  of  Water  from  Tubular  WeUs  in  the  Valley  of  the  Merri- 
mack Siver  near  the  Pawtucket  Boulevard. 

[ParU  per  100,000.] 


Z 


I 

I 


25062 
26218 
26172 
26721 
27U1 


Jan.  17 
Feb.  14 
Mar.  14 
Apr.  11 
May  16 


27486    Jane  20 
27680    Jane  21 


27584 
27888 
28216 
28662 
2906O 

29384 
29727 


jQne26 
July  10 

AniT- 18 
Bept.10 
Oct.  16 

Not.  14 
Dee.  20 


APPBJLBAirCB. 


s 


V.  Blight. 
Blight. 
None. 
V. sUfht 
Blight, 

milky. 
V.  slight. 
V.  slight, 

mUky. 
Y.  slight. 
Blight. 
Blight. 
BUght. 
Blight, 

milky. 
V.  slight. 
V.  slight. 


V.  slight. 
Blight. 
V.  slight. 
Blight. 
Blight. 

V.  slight. 
V.  slight. 

V.  slight. 
V.  slight. 
Blight. 
V.  slight. 
BUght. 

V.  slight. 
V.sUght. 


6 


.12 
.17 
.18 
.20 
.11 

.16 
.11 

.12 
.11 
.12 
.16 
.12 

.00 
.07 


I 


8 


2 


4.80 
4.70 
4.80 
4.60 
4.00 

4.40 
4.50 

6.00 
4.40 
4.00 
4.00 

4.50 

4.50 
4.40 


AmoviA. 


I 


.0076 
.0106 
.0004 
.0104 
.0102 

.0004 
.0088 

.0104 
.0104 
.0004 
.0108 
.0002 

.0100 
.0100 


.0028 
.0024 
.0024 
.0020 
.0026 

.0082 
.0080 

.0080 
.0040 
.0088 
.0058 
.0028 

.0060 
.0080 


.26 
.26 
.28 
.27 
.28 

.26 

.24 

.28 
.26 
.26 
.20 
.81 

.81 
.81 


MITBOOMV 
AS 


I 


• 

I 


.0100 
.0160 
.0180 
.0280 
.0800 

.0180 
.0280 

.0120 
.0180 
.0900 
.0170 
.0220 

.0160 
.0140 


.0000 
.0001 
.0001 
.0000 
.0001 

.0001 
.0001 

.0001 
.0002 
.0002 
.0002 
.0001 

.0001 
.0000 


.06 
.08 
.06 
.06 
.08 

.07 
.10 

.10 
.10 
.14 
.00 
.00 

.08 
.06 


I 


H 


2.0 
2.0 
1.7 
1.7 
1.8 

1.8 
1.4 

1.4 
1.8 
1.8 
1.7 
1.7 

1.7 
1.8 


a 

& 


.0400 
.0560 
.0800 
.0680 

.0200 
.0800 

.0200 
.0900 
.0460 
.0900 
.0400 

.0670 
.0400 


Averages  by  Tears, 


1806 

m 

. 

.01 

4.86 

.0044 

.0010 

.80 

.0462 

.0001 

.04 

1.8 

1807 

m. 

.• 

.00 

4.65 

.0006 

.0082 

.24 

.0266 

.0001 

.06 

1.8 

1808 

. 

. 

.13 

4.43 

.0106 

.0060 

.27 

.0247 

.0000 

.08 

1.0 

1800« 

• 

" 

.13 

4.56 

.0108 

.0064 

.28 

.0908 

.0001 

.08 

1.7 

.0008 


.0610 
.0888 


Not*  to  analyses  of  1800:  Odor,  none. No.  27680  was  oolleoted  from  a  fauoet  at  the  pumping 

station  and  the  others  from  the  wells  whleh  are  loeally  known  as  the  "  Boaletard  *'  wells. 

*  Where  more  than  one  sample  was  eoUeeted  in  a  month,  the  mean  analysis  for  that  month  has  heen 
need  in  making  the  average. 
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Chemical  Examination  of  Water  from  Pumping  Station  Number  1  of  the  Lowell 

Water  Works. 

[ParU  per  100,000.] 


a 

ArPBABijros. 

• 

1 

AjofOiriA. 

Ninoou 
▲a 

• 

^a 

^1 

9 

• 

«i 

1 

1 

i 
1^ 

g 

s 

s 

a 

f 

1 

• 
•5  • 

18M. 

26064 

JOD.    17 

Y.  aUght. 

Y.  aUght. 

.06 

4.00 

.0070 

.0022 

.88 

.0710 

.0000 

.06 

2.8 

.0100 

86474 

Mar.  14 

Y.  alight. 

Y.  alight. 

.11 

6.0O 

.0074 

.0016 

•80 

.0200 

.0001 

.04 

2.2 

.0880 

26710 

Apr.  11 

Y.  alight. 

Y.  alight. 

.10 

4.80 

.0078 

.0080 

.81 

.0000 

.0000 

.07 

2.0 

.0220 

S7118 

May  16 

Blight. 

Blight. 

.22 

6.00 

.0180 

.0028 

.80 

.0420 

.0001 

.07 

2.0 

.0400 

27408 

Jane  20 

Y.  alight. 

Y.  alight. 

.11 

4.70 

.0070 

.0084 

.24 

.0880 

.0001 

.08 

2.0 

.0100 

27681 

June  21 

Blight, 
mUky. 

Y.  alight. 

.10 

4.80 

.0060 

.0084 

.26 

.0140 

.0001 

.00 

1.4 

.0280 

27844 

Jaly  20 

Blight, 

mUky. 
Y.  alight 

BUght. 

.14 

4.60 

.6080 

.0064 

.28 

.0220 

.0001 

.12 

1.8 

.0300 

28218 

Aug.  16 

Y.  alight. 

.11 

4.40 

.0074 

.0088 

.26 

.0140 

.0008 

.14 

1.4 

.0880 

28664 

Sept.  10 

Blight. 

Oona. 

.20 

4.40 

.0070 

.0060 

.20 

.0280 

.0008 

.10 

1.7 

.0180 

20032 

Oct.  16 

Blight, 
milky. 

Blight. 

.08 

4.60 

.0068 

.0040 

.82 

.0200 

.0002 

.00 

1.7 

.0460 

20386 

Nov.  14 

Blight. 

BHght. 

.18 

4.40 

.0070 

.0044 

.81 

.0100 

.0001 

.00 

1.7 

.0180 

28720 

Deo.  20 

Y.  aUght. 

Y.  alight. 

.10 
.12 

!    4.40 

.0066 

.0086 

.82 

.0200 

.0001 

.07 

1.8 

.0200 

Av.*. 

i    4.81 

.oon 

.0036 

.80 

.0612 

.0001 

.08 

1.8 

.0272 

Odor,  none.    A  faintly  nnpleaaant  odor  waa  developed  in  the  flrat  aample  on  heating. The  aam- 

plea  were  collected  from  a  tap  at  the  pvmplng  atatlon,  and  repreaent  water  from  the  Bonlerard  wella. 

*  Where  more  than  one  aample  waa  collected  In  a  month,  the  mean  analyaia  for  that  month  haa  heen 
need  in  making  the  average. 


Chemical  Examination  of  Water  from  Faucets  supplied  from  the  Lowell  Water 

Works, 

[ParU  per  100,000.] 


• 

ArrsAKAiroB. 

^ 

AmcoviA. 

NITBOOBV 

Aa 

1 

8 

-2 

0 

• 

«i 

§& 

ra 

• 

s 

^ 

1 

99 

1 

1 

^a 

1^ 
1 

i 

|a 

< 

s 

1 

8 

s 

CO 

1 

1 

• 

1809. 

27682 

Jane'il 

Y.allgh^ 
milky. 

Y.  alight, 
milky. 

Y.  alight. 

.06 

6.80 

.0084 

.0064 

.27 

.0290 

.0001 

.08 

1.4 

.0160 

27688 

June  21 

Y.  alight. 

.10 

6.60 

.0018 

.0040 

.27 

.0200 

.0001 

.00 

1.4 

.0280 

27886 

Jnne  21 

None. 

None. 

.02 

7.00 

.0000 

.0084 

.48 

.0120 

.0000 

.14 

8.8 

.0020 

27686 

Jane  21 

Y.  alight, 
milky. 
Y.aHght, 

Y.aUght. 

.10 

4.00 

.0084 

.0038 

.27 

.0280 

.0000 

.10 

1.8 

.0280 

27687 

Jane  21 

Y.  alight. 

.08 

0.00 

.0004 

.0040 

.44 

.0120 

.0000 

.14 

8.1 

.0100 

milky. 

27686 

Jane  26 

Blight, 
milky. 

Y.  aUght. 

.18 

4.00 

.0014 

.0026 

.26 

.0280 

.0001 

.00 

1.4 

.0600 

27687 

Jane  26 

BUght, 

milky. 
Y.  alight. 

Y.aUght. 

.08 

4.00 

.0002 

.0042 

.26 

.0170 

.0000 

.10 

1.4 

.0160 

28480 

Bept.  6 

Cona. 

.08 

6.20 

.0004 

.0002 

.26 

.0100 

.0001 

.12 

1.7 

.0780 

28481 

Bept.  6 

Blight. 

Y.  alight. 

.06 

4.40  i 

.0010 

.0070 

.20 

.0100 

.0001 

.06 

1.7 

.0780 

28482 

Bept.  6 

None. 

None. 

.06 

0.20 

.0000 

.0036 

.40 

.0260 

.0001 

.00 

8.1 

.0020 

28488 

Bept.  6 

None. 

None. 

.07 

8.60 

.0000 

.0042 

.60 

.0230 

.0001 

.00 

8.1 

.0080 

28484 

Bept.  6 

None. 

None. 

.10 

4.70 

.0016 

.0048 

.82 

.0160 

.0001 

.00 

1.4 

.0100 

Odor,  none. The  aamplea  were  collected  from  faneeta  In  yariooa  parte  of  the  «Atj, 
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liOWSIili. 

Ckemieal  Examination  of  Water  from  Beaver  Brook  and  tte  Tributariea, 

[Pwrto  p«r  100,000.] 


\ 


20680 
20480 
20502 
20501 
20500 


s 


Dee.  A 
Nov.  2T 
Nov.  27 
Nov.  27 
Nov.  27 


Aptbasaxck. 


V.  aUght. 
V.  sUght. 
V.  Blight. 
V.  alight. 
Y.  alight. 


•s 


Blight. 
V.  slight. 
V.  alight. 
None, 
y.  slight. 


.46 
.60 
.88 
.04 
.20 


BSSIDUH  OM 
EVATOBA- 

nov. 


d 

<! 

5 


4.75 
6.60 
6.60 
2.26 
8.00 


1.86 
1.06 
1.00 
0.86 
1.66 


Ammomia. 


ALBimXNOID. 


I 


.0000 
.0004 
.0006 
.0008 
.0000 


.0100 
.0280 
.0202 
.0168 
.0102 


I 


.0182 
.0210 
.0108 
.0164 
.0184 


i 


.0008 
.0020 
.0004 
.0004 
.0008 


I 


.26 
.80 
.27 
.22 
.17 


Nrbooxn 

AS 


I 


i 
s 


.0160 
.0110 
.0060 
.0010 
.0020 


.0000 
.0001 
.0001 
.0000 
.0001 


g 

fl 


.71 
.60 
.62 
.18 
.61 


i 


H 


1.7 

2.0 

1.8 

1.0- 

1.0 


Odor  of  No.  20601,  distinctly  earthy;  of  the  others,  faintly  vegetahle,  heeoming  dlstlnotly  vegetable 

on  heating. The  first  sample  was  collected  from  Beaver  Brook,  jost  below  the  village  of  Derry, 

N.  H.;  the  second,  from  Uie  brook,  Jnst  below  the  village  of  Pelham,  N.  H.;  the  Uilrd,  from  a  point 
Jnst  above  the  village  of  CoQlnsvUle,  In  Draent;  the  fourth,  from  Oorbett's  Pond,  one  of  the  tributaries 
of  Beaver  Brook ;  the  last,  from  a  brook  flowing  from  Onmpns  Pond,  at  a  point  about  2  miles  below  the 
outlet  of  the  pond. 


Chemical  Examination  of  Water  from  Forge  Pond  and  Other  Tributaries  of  Stony 

Brook, 

[ParU  per  100,000.] 


• 

c 

1 

1 

APTBABAMOa. 

Rbsidub  on 

EVAPOBA- 

noH. 

AXXOWIA. 

§ 

NITBOOBV 

AS 

1 

• 

1 

6 

s 

Lou  on 
Ignition. 

• 

ALBiniI50». 

s 

■ 

1 

a 
9i 

1 

1 

S 

sl 

00 

i 

c 

1 

a 
B 

20641 

19M. 

Nov.  20 

V.  slight. 

v.  slight 

.63 

0.66 

2.10 

.0006 

.0210 

.0102 

.0018 

.88 

.0080 

.0001 

.60 

2.8 

20648 

Nov.  20 

V.  slight. 

Blight. 

.20 

4.26 

1.80 

.0012 

.0178 

.0168 

.0010 

.24 

.0010 

.0001 

..48 

1.7 

20644 

Nov.  20 

v.  slight. 

V.  slight. 

.08 

2.00 

1.16 

.0002 

.0174 

.0102 

.0012 

.10 

.0010 

.0000 

.28 

1.0 

20642 

Nov.  20 

Slight. 

Oons. 

.18 

2.86 

0.06 

.0000 

.0100 

.0144 

.0046 

.17 

.0010 

.0001 

.86 

0.6 

Odor  of  the  first  sample,  faintly  vegetable,  becoming  distinctly  vegetable  on  heating;  of  the  others, 
none,  becoming  very  faintly  vegetable  on  heating.— The  samples  were  collected  from  tribntarles  of 
Stony  Brook,  as  follows :  the  first,  from  Beaver  Brook,  in  Westford,  a  short  distance  above  Forge  Pond ; 
the  second,  from  Forge  Pond,  at  Its  outlet;  the  third,  from  Long-songht*for  Pond;  the  last,  from  Nab- 
Pond. 


The  adyice  of  the  State  Board  of  Health  to  the  Lowell  Bleachery 
and  Dye  Works,  with  reference  to  the  use  of  water  of  the  Concord 
Riyer  after  filtration  through  mechanical  filters  for  drinking  pur- 
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poses,  ma;  be  found  on  pages  28  and  29  of  this  volume.  The 
results  of  analyses  of  samples  of  water  before  and  after  filtration 
are  given  in  the  following  table  :  — 

Chemical  BxamittaUon  of  Water  before  and  after  patting  through  the  Mechanical 

Fiiten  at  the  LowtU  BUacAery  and  Dye  Works. 

[Pirta  pet  loo/no.] 


t 

AP,»>.>C 

1 

AMMOmA. 

1 

Birmoau 

r 

S 

1 

f 

1 

1 

i 

} 

1 

1 

1 

3T»4 

Hijr  SI 
M.y  SI 

w 

Blight. 

.U 
.OS 

4.M 

.OOH 
.IMS 

:s: 

.ss 

.S3 

loosD 

.0001 

ioooi 

.M 
'.K 

.! 

looio 
.oo» 

Odor  DlthsOnt  two  Mmplw,l>lBttjieceUbU;  of  Iha  lul  tiro,  Uotlr  martr  or  Mtlby. Tb* 

flm  wmpis  rvprtMDU  luifltlered  wmler;  Uu  •Mond,  viUr  vhlsh  bu  rocal<r*d  tlam  ud  hu  find 
thronih  UwMttliDg  unk;  lb*  lul  two  »pr««it  water  whloh  hu  pawed  ttroogb  duOllan. 


Water  Supplt  op  Ludlow. 
(See  Bpnngfleld.) 


Water  Sdpply  of  Lynn  and  Saugub. 
OhemiaA  Sxaminalion  of  WMerfrom  Breed's  Pond,  Lynn. 

[PuiU  pM  100,000.] 
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-LTNS  ANB  SAUGUS. 

Chemical  Examination  of  Water  Jrom  Breed's  Pond^  Lynn  —  Concluded. 

Averages  by  Tears, 

[Parts  per  100,000.] 


RB8IDDB  OK 

1 

• 

■ 

es 
S 

a 

Appsabahob. 

EVAPOBA- 

Tioar. 

Amiiovxa. 

NiTBOOBK 
AS 

a 

• 

i 
1 

1 

1 

• 

Loss  on 
Ignition. 

• 

ALBnXIBOID. 

1 

.45 

i 

1 

a 

1 

5 

1 

a 
1 

• 

• 

1 
1 

4 

0  A 

00 

i 

c 

1 

i 

1888 

.48 

8.n 

1.42 

.0080 

.0827 

. 

.0068 

.0001 

• 

1880 

. 

• 

.46 

8.00 

1.02 

.0007 

.0208 

.0165 

.0048 

.41 

.0085 

.0001 

. 

. 

• 

1800 

. 

. 

.42 

3.62 

1.51 

.0014 

.0106 

.0156 

.0041 

.41 

.0052 

.0001 

. 

1.1 

. 

1801 

• 

« 

.85 

8.85 

1.37 

.0009 

.0156 

.0131 

.0025 

.40 

.0080 

.0001 

• 

0.8 

. 

1898 

« 

. 

.48 

8.65 

1.38 

.0004 

.0820 

.0177 

.0043 

.40 

.0066 

.0000 

— 

1.0 

. 

1808 

. 

. 

.65 

8.61 

1.41 

.0080 

.0214 

.0181 

.0083 

.55 

.0054 

.0001 

.51 

1.1 

m. 

1804 

• 

. 

.65 

8.77 

1.47 

.0023 

.0225 

.0191 

.0034 

.58 

.0082 

.OOOOi 

.53 

0.9 

« 

1805 

• 

. 

.48 

8.75 

1.48 

.0016 

.0199 

.0171 

.0028 

.58 

.0086 

.0001 

.60 

0.9 

. 

1806 

. 

. 

.89 

8.57 

1.86 

.0028 

.0181 

.0152 

.0020 

.62 

.0019 

.0001 

.47 

0.7 

• 

1807 

• 

. 

.48 

4.18 

1.46 

.0025 

.0204 

.0170 

.0084 

.58 

.0086 

.0000 

.47 

1.0 

.m 

1808 

. 

. 

.46 

8.48 

1.54 

.0022 

.0198 

.0172 

.0026 

.49 

.0012 

.0001 

.53 

0.8 

" 

1800 

" 

— 

.80 

8.80 

1.80 

.0087 

.0239 

.0207 

.0082 

.48 

.0026 

.0000 

.47 

0.7 

NoTB  to  analyMB  of  1899:  Odor,  In  May,  faintly  fishy  and  oily,  becoming  stronger  on  heating;  at 
other  times,  vegetable. 

Microscopical  Examination  of  WcUer  from  Breed's  Pond^  Lynn, 

[Number  of  organisms  per  cubio  centimeter.] 


1899. 


Jan. 


Feb. 


Mar. 


Apr. 


May. 


Jane. 


Joly. 


Aug. 


Sept. 


Oct. 


Nov. 


Dee. 


Day  of  examination,  . 
Nnmber  of  sample,    . 

PLANTB. 
DlatomaceoB, 

Asterionella, 

Tabellaria,   .       .       .       . 

OyanophyceoB,  Anabnna, 

AlgCB, 

ANIMALS. 

InftuBoria,     .      .      .      . 

Dinobryoo,  .       .       .       • 
Raphidomonas,    • 
Uroglena,     .       •       .       • 

Vermes 

Annrea,       •       .       •       • 

OroBtaoea,    .... 

Bosmtna,  •  •  •  . 
Oyelops,  •  .  •  . 
iMpbnia,   •   .   .   • 

JVUci/Zoiieout,  ZoSglma,  • 
Total, 


11 
26004 


8 
28170 


8 
86807 


12 
26722 


10 
27040 


15 
27438 


18 
87733 


9 
38087 


18 
28665 


12 
28957 


9 
29288 


18 
29620 


4 
0 

0 
0 


0 

0 
0 

0 
0 


82 

8 
1 

0 

0 


78 

48 
16 

14 

0 


875 

216 
44 

3 

5 


816 

184 
23 

0 
14 


154 

108 
12 

176 

78 


868 

186 
174 


86 


866 

80 
210 

6 
88 


18 

6 

4 

0 
0 


88 

8 
8 

0 
0 


4 

4 
0 
0 

0 
0 


0 
0 
0 


7 

0 
0 
0 

1 
1 


0 
0 
0 


8 

0 
0 
0 

1 
1 

pr. 

0 
0 

pr. 


9 

0 
0 

1 

0 
0 

0 

0 
0 
0 


185 

114 

0 

16 

8 

0 

0 

0 
0 
0 


86 

21 
2 
0 

8 

1 

pr. 

0 
pr. 


84 

28 
0 
0 

0 
0 

0 

0 
0 
0 


19 

0 
1 
0 

8 
0 

pr. 

^^0 
0 


14 

4 

10 

0 

18 
18 

pr. 

0 
pr. 


8 

0 
0 
0 

6 

4 


0 
0 
0 


1 

0 
0 
0 

0 
0 


0 
0 
0 


87 

80 
0 
0 

0 
0 

pr. 

0 
pr. 


0 


8 


15 


10 


10 


8 


8 


11 


16 


18 


41 


280 


818 


871 


487 


466 


812 


17 


03 
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Chemical  Exammaiian  of  Water  from  Birch  Pond^  Lynn. 

[PArta  per  100,000.] 


• 

^m 

K 

1 

1 

26M0 

18M. 

Ju.  12 

86100 

Feb.  6 

S0300 

ICar.  7 

16718 

Apr.  10 

27080 

May  8 

17488 

Jane  18 

27731 

Jnly  11 

88086 

Aug.  8 

88664 

8ept.ll 

28056 

Oet.  10 

88287 

Nov.  7 

80626 

Deo.  12 

APPBABJlXOB. 


t 


I 


I 


V.  Blight. 

y.  alight. 

V.aUght. 

BUght. 

Blight. 

V.  alight. 

BUght. 

V.aUght. 

V.aUght. 

BUght. 

BUght. 

BUght. 


V.aUght. 

V.aUght. 

V.aUght. 

V.aUght. 

V.aUght. 

BUght. 

Slight. 

V.aUght. 

BUght. 

V.aUght. 

BUght. 

BUght. 


.10 
.11 
.11 
.14 
.11 
.00 
.18 
.16 
.86 
.83 
.87 
.58 


BsaiDUB  oir 

EVAPOEik- 

nov. 


I 


8.00 
8.45 
3.50 
8.45 
8.75 
8.85 
8.10 
8.80 
4.05 
3.25 
8.85 
6.65 


A 


I 


AmOMXA. 


1.75 
1.45 
0.00 
1.60 
1.15 
1.15 
0.00 
0.65 
2.05 
1.50 
1.25 
2.60 


▲LBUMnrOID. 


.0020 
.0082 

.0112 
.0056 
.0006 

.0016 
.0016 
.0014 
.0024 
.0060 
.0060 
.0086 


.0164 
.0148 
.0152 
.0186 
.0164 
.0166 
.0810 
.0220 
.0256 
.0310 
.0202 
.0406 


i 

> 

1 

s 


.1 

as. 


.0184 
.0112 
.0120 
.0166 
.0150 
.0148 
.0186 
.0180 
.0114 
.0204 
.0866 
.0664 


.0080 
.0066 
.0082 
.0080 
.0014 
.0084 
.0084 
.0040 
.0048 
.0046 
.0086 
.0044 


i 
i 


.58 
.46 
.88 
.48 
.41 
.44 
.40 
.40 
.45 
.46 
.46 
.57 


NinooiH 


» 


I 


.0010 
.0010 
.0080 
.0080 
.0010 
.0060 
.0080 
.0080 
.0050 
.0010 
.0060 
.0000 


.0003 
.0000 
.0008 
.0008 
.0001 
.0000 
.0000 
.0000 
.0000 
.0001 
.0001 
.0000 


1 

a 

I 


.31 
.30 
.85 


.80 
.88 

.34 
.34 
.50 
.30 
.76 


1.1 

1.4 

0.6 
0.5 
0.8 
0.6 
0.6 
1.1 
1.0 
0.6 
0.6 
8.0 


Averages  by  Tears, 


- 

1888 

- 

- 

.38 

8.48 

1.40 

.0086 

.0887 

- 

- 

.45 

.0063 

.0001 

- 

. 

-  - 

1880 

- 

- 

.88 

3.06 

1.14 

.0014 

.0841 

.0190 

.0051 

.41 

.0048 

.0001 

- 

- 

- 

1800 

- 

- 

.86 

8.57 

1.85 

.0013 

.0227 

.0179 

.0048 

.43 

.0068 

.0001 

- 

- 

1801 

- 

- 

.42 

3.86 

1.30 

.0005 

.0241 

.0183 

.0058 

.40 

.0065 

.0001 

- 

- 

1808 

- 

- 

.48 

3.78 

1.56 

.0016 

.0800 

.0287 

.0078 

.47 

.0003 

.0001 

- 

- 

1808 

- 

- 

.75 

4.81 

1.63 

.0058 

.0290 

.0818 

.0081 

.51 

.0050 

.0001 

.53 

- 

1804 

m 

- 

.75 

4.47 

1.88 

.0053 

.0202 

.0242 

.0050 

.57 

.0076 

.0001 

.63 

- 

1805 

- 

- 

.60 

5.06 

8.18 

.0081 

.0804 

.0888 

.0073 

.70 

.0068 

.0001 

.68 

- 

1896 

- 

- 

.46 

4.88 

1.65 

.0018 

.0843 

.0806 

.0085 

.58 

.0047 

.0001 

.55 

- 

1687 

m 

- 

.50 

4.70 

1.86 

.0080 

.0368 

.0888 

.0080 

.6^ 

.0061 

.0001 

.58 

- 

1808 

>» 

- 

.88 

8.50 

1.48 

.0017 

.0807 

.0178 

.0034 

.55 

.0040 

.0000 

.34 

- 

1800 

- 

.81 

8.55 

1.41 

.0036 

.0115 

.0104 

•0031 

.46 

.0083 

.0001 

.36 

1.0 

Non  to  analyaaa  of  1800 :  Odor,  vegatable  uad  oooaalooallj  graaay. 
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Mierasooptcal  Examination  of  Water  from  Birch  Pond^  Lynn, 

[Niimb«r  of  oq^aiiiniui  per  miblo  otnUmeter.] 


Jan. 


F«b. 


lUr. 


Apr. 


lUy 


JUM. 


Jolj. 


Aug. 


Bept 


Oet 


Not. 


Dm. 


Day  of  oxmrnlnatloii,  •       •       •       . 
Number  of  Hunplo,    .       •       •       . 

PLAlirrS. 
DlatomaoecB,      .      •      .      » 

Aelerloiielle,        •       •       •       . 

Cydotella. 

SlephenoalMiu,  •       •       •       . 

Synedra. 

TabeUeria, 

CyanopbyoeflBt  •      .      .      • 
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liTinf  ANB  SAueus* 

Chemical  ExammaUon  of  Water  from  Waiden  Pond^  Lynn. 

[PlattperlM,00O.] 
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liTNN  AND  SAtJGtJS. 

Microscopieal  Examination  of  Water  from  Walden  Pond^  Lynn. 
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liYIO!^  AND  SAUGTTS,. 

Chemical  ExaminaUan  of  Water  from  Olen  Lewis  Pond^  Lynn, 

[Parte  per  100,000.] 
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liTNN  ANB  8AU6US. 

Mierasoopieal  ExamincUion  of  Water  from  Glen  Lewis  Pond^  Lynn, 

[Number  of  org»iilMiu  per  eobic  oentlmeter.] 
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SaiX:    :    :    :   : 

Oyft&ophyoecB,    .... 
Al8» 

• 

0 

I 
0 

1 

0 
0 

« 

0 

0 
0 

t 

H 

T 
0 

a 

H 

• 
0 

n 

K 
U 

tn 

1« 

10 

II 
It 

H 

t 

m 

IS 

t 
11 

1» 

14 
18 

u 

s 

II 

n 

0 

«o 

a 

0 
0 
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liTl^^N  ANB  8AUGU8. 

Microscopical  Examination  of  Water  from  Eawkes  Pond^  X^nn—-  Concluded. 

[Number  of  organiama  per  enbie  oeottmeter.] 


1899. 


Jan. 


Feb. 


Mar. 


Apr. 


May. 


Jane. 


ANIMALS. 
BhlzopodSi   • 

InftLBorla, 

Ciliated  infoaorlaD,     . 
DloobryoD,  .       .       • 
Bnglena, 
Peridiniam, . 

Vermes,  .... 

OroBtaoea,    . 

Boamina, 
Cyelopa,       •       • 

MUeeUanecm,  ZoSgloaa,   • 

Total,. 


0 

7 

0 
0 

1 

6 
0 


0 
0 


0 

M8 

800 

2 

8 

87 


0 
0 


0 
828 

0 

77 

11 

234 


0 
0 


0 

60 

1 

4 

8 

0 

0 
0 


60 

0 

42 

2 

2 


0 

0 
0 


284 

0 

79 

0 

200 

1 
pr. 


pr. 


July. 


Aug. 


Sept 


Oct. 


Not. 


Dee. 


0 

4 

2 

1 

0 

20 

6 

2 

202 

88 

0 

10 

0 

1 

0 
0 
0 
0 

0 
0 
0 
0 

0 
44 

0 
150 

0 
00 
14 

4 

0 

5 

0 

0 

4 

pr. 

pr. 

0 

0 

0 

0 
pr. 

pr. 
pr. 

0 
0 

0 
0 

0 

0 

16 

0 
0 
0 
8 


0 

0 
0 


8 


10 


8 


12 


16 


16 


866 


848 


01 


187 


861 


76 


444 


01 


468 


266 


104 


Chemical  Examination  of  Water  from  the  Saugus  River  at  Montrose, 

[ParU  per  100,000.] 


■ 

ArPBABAHOB. 

• 

RBailXTB  o« 
EVAPOBA- 

nov. 

Amvobia. 

■ 

• 

s 

0.48 

NiTBOOBV 

AB 

* 

\ 

& 

«s 

1 

• 

Loaaon 
Ignition. 

1 

albdmimoid. 

1 

• 

t 

1     ^ 

i 

1 

1 

• 

i 

• 

1 
1 

5 

Sua- 
pended. 

• 

i 

1S99. 

25000    Jan.  10 

V.  alight. 

V.aUght 

.88 

4.60 

1.70 

.0086 

.0104  .0004 

.0010 

.0210 

.0000 

.46 

2.0 

»176 

Feb.    0 

Blight. 

Blight. 

.46 

8.80 

8.80 

.0000 

.0210 

.0170 

.0040 

0.62 

.0200 

.0008 

.58 

8.8 

2MQ2 
20728 

Mar.    7 

Apr.  10 

Deelded. 
y.  alight. 

Cona.. 

earthy. 
V.  aUght. 

.42 
.61 

4.60 
4.00 

1.85 
1.86 

.0024 
.0010 

.0184.0164 
.0286  .0212 

.0020 
.0024 

0.87 

0.44 

1 

.0060 
.0180 

.0002 

.0002 

.56 
.60 

1.0 
1.7 

27046 

May    8 

V.aUght. 

V.  aUght. 

.63 

6.06 

2.60 

.0020 

.0270.0264 

.0022 

0.66 

.0020 

.0000 

.78 

2.8 

27438 

Jane  18 

V.  alight. 

V.  aUght. 

.47 

8.20 

8.26 

.0076 

.0802 

.0264 

.0088 

0.50 

.0060 

.0002 

.65 

8.4 

2n88 

Jnly  11 

V.aUght. 

BUght. 

.50 

7.80 

2.46 

.0044 

.0202 

.0222 

.0040 

0.50 

.0020 

.0001 

.72 

8.0 

28002 

Aug.  8 

V.aUght. 

V.  aUght. 

.46 

7.46 

2.80 

.0018 

.0246 

.0288 

.0008 

0.61 

.0010 

.0000 

.58 

4.0 

28670 

Sept.  11 

V.  aUght. 

SUght. 

.40 

8.26 

8.00 

.0000 

.0280 

.0228 

.0062 

0.68 

.0120 

.0000 

.46 

8.0 

28002 

Oct.  10 

Slight. 

Sttght. 

.44 

11.00 

8.50 

.0076 

.0888.0852 

.0086 

!l.86  .0120 

1 

.0000 

.76 

8.0 

20208 

Not.   7 

V.  alight. 

V.  aUght. 

.78 

8.00 

8.10 

.0000 

.0816  .0280 

.0086 

0.61,  .0070 

.0002 

.88 

8.6 

28081 

Dee.  12 

SHght. 

BUght 

.70 
.51 

7.06 

2.80 

.0040 
.0046 

.0866.0682 
.O204'-O»i 

.0084 
.0080 

O.72I  1.0100 
'o.Ol'nnoi 

.0000 
.0002 

.02 

.67 

8.8 

AT...t 

7.80 

2.67 

8.2 

I 

1 

1 

' 

Odor,  generaUy  faintly  Tegetable,  beooming  atronger,  and  aometlroea  earthy  or  nnpleaaant, 
heating. 


on 
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JjYUnsr  ANB  SAXTGUS. 

Chemical  Examinalion  of  Water  Jrom  the  Saugua  River  at  HcwleWs  Dam^  Saugue. 

[Pftits  per  100,000.] 


ifiOOT 
20178 

aMoo 

28720 
27042 
27488 
27780 
28000 
28688 
28080 
20291 


a 
o 

I 

o 

I 


Jan.  10 
Feb.  0 
Mer.  7 
Apr.  10 
May  8 
Jane  18 
July  11 
Ang.  8 
Sept.  11 
Get.  10 
Nov.  7 
Dee.  12 


if 

3 


J 


V.  Blight. 

BUght. 

Dedded. 

V.  Blight. 

SUght. 

SUght. 

Slight. 

Sli^t. 

Decided. 

Decided. 

Dedded. 

SHgfat. 


V.  Blight. 
Slight. 
V.  Blight. 
BUght. 

OOOB. 

Gone. 
Gone. 
Oone. 
Hee 


I 


RBBinOB  OH 

TATOl 

TIOV, 


g 


0.00    8.60 


I 


leevT, 
eerthy. 
Cone. 

Gone. 

V.  BUght 


0.87 
0.40 
0.61 
0.72 
0.84 
0.82 
0.76 
0.67 
0.67 
0.70 
0.60 


7.40 
4.40 
4.86 
8.76 
7.86 
8.06 

110.80 

I 
18.46 

8.80 

12.20 

11.40 


86 


2.76 
2.70 
1.80 
2.06 
8.00 
2.40 
2.20 
2.16 
8.86 
8.00 
8.46 
8.40 


AmionA. 


! 


ALBUMISOm. 


I 


I 
I 


.0018 
.0112 
.0040 
.0020 
.0088 
.0084 
.0088 
.0076 
.2800 
.0088 
.0102 
.0274 


.0214 
.0178 
.0178 
.0280 
.0848 
.0408 


I 


.0392 
.0880 
.0238 


.0868 


.0900 
.0140 
.0168 
.0208 
.0248 
.0848 
.0804 
.0208 
.0826 
.0214 


.0822 


I 


.0014 

.008810 

.0010 

.0022 

.0008 

.0080 

.0002 

.0024 

.0686 

.0082 

.0084 

.0084 


o.or 

.67 
0.41 
0.40 
0.68 
0.90 
1.01 
1.80 
2.88 
0.01 
1.88 
1.08 


.0240 
.0440 
.0110 
.0120 
.0110 
.0000 
.0080 
.0120 
.0070 
.0000 
.0160 
.0480 


.0008 
.0004 
.0008 
.0001 
.0008^ 
.0000 
.0004 
.0034 


a 

a 

& 
6 


0.78 
0.64 
0.60 
0.82 
0.82 


.0004 

.0088 
.0006 


0.87 
O.OOi 
0.48 


.0088  0.46 


0.79 
0.98 
0.67 


2.7 
8.6 
1.8 
1.8 
2.8 
8.6 
8.9 
8.8 
4.0 
4.8 
3.0 
4.0 


Averages  by  Tears, 


. 

1894 

• 

- 

1.16 

8.88 

8.88 

.0068 

.0810 

.0272 

.0088 

1.08 

.0112 

.0014 

0.96 

8.6 

- 

1806 

- 

- 

1.20 

8.88 

8.08 

.0084 

.0881 

.0840 

.0082 

0.94 

.0126 

.0008 

1.81 

8.1 

- 

1800 

- 

- 

0.94 

7.60 

2.92 

.0068 

.0848 

.0004 

.0089 

0.88 

.0188.0004 

0.98 

2.r 

- 

1897 

- 

- 

1.00 

7.74 

8.08 

.0050 

.0887 

.0817 

.0020 

0.84 

.0110 

.0002 

1.00 

8.1 

- 

1898 

- 

- 

0.90 

7.41 

8.11 

.0048 

.0821 

.0296 

.0028 

0.84 

.0184 

.0002 

0.88 

2.S 

- 

1809 

- 

- 

0.67 

8.42 

2.80. 

.0876 

.0840 

.0268 

.0084 

1.10 

.0171 

.0011 

0.86 

8.2 

Nora  to  enmlyiee  of  1899 :  Odor,  generally  faintly  Tegetable,  oceaeionaUy  mnety  or  nnpleaeant,  be- 
oomiog  stronger  on  heating. 
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liYNK  AKB  SAUGTT8. 

Cftemie^ i?xamtiMi<ft(m (^ TToter yh>m a  Faueelin  Lynn  tupplied  frtm the  Lynn 

Water  Works. 

[PatU  p«r  100,000.] 


i 

a 

8 


3M10 
26170 
26408 
26720 
27046 
27480 
27760 


26671 


I 

5 


206n 


Jan.  10 
Feb.  6 
Mar.  7 
Apr.  10 
May  8 
JviM  18 
July  11 
Aug.  8 
Sept.  11 
Oet.  10 
Not.  7 
Deo.  16 


Afpsarahcb. 


§ 

•fi 

a 

H 


a 


BUght. 
V.alighl 
V.  Bllgbt. 
V.  slight. 
V.  slight. 
BUght. 
BUght. 
V.  sUght. 
Dedded. 
V.  sUght. 
V.  sUght. 
V.aUght. 


V.sUght. 
V.  sUghi. 


V.  sUght.  .27 


I 


.40 
.40 


V.  slight. 
V.  sUght. 
V.  Blight. 
BUght. 
V.  slight. 
Gods. 
V.  sUght. 
V.  sUght. 
V.sUght. 


.22 
.28 
.22 
.81 
.80 
.27 
.18 
.20 
.62 


RaSIDOB  ON 

EVAPOSA- 

TIOV. 


8.26 
5.00 
8.66 
8.06 
2.76 
2.60 
2.80 
3.20 
3.15 
3.76 
8.20 
6.26 


1.00 
1.80 
1.50 
1.00 
1.06 
1.26 
1.20 
1.26 
1.46 
1.50 
1.86 
2.46 


Ammovia. 


i 


,0044 
.0046 
,0060 
.0022 
.0002 
.0006 
.0082 
.0022 
.0020 
.0010 
.0016 
.0022 


ALBUXWOID. 


.0172 

.0148 
.0142 
.0104 
.0122 
.0156 
.0204 
.0102 


.0184 
.0100 
.0268 


I 


I 

a 


.0166 
.0182 
.0182 
.0006 
.0110 
.0186 
.0180 
.0172 
.0178 
.0172 
.0174 
.0260 


.0016 
.0016 
.0010 
.0008 
.0012 
.0020 
.0024 
.0020 
.0110 
.0012 
.0016 
.0018 


.48 
.46 
.42 
.42 
.88 
.88 
.87 
.88 
.46 
.42 
.46 
.67 


Nmoou 

AS 


I 


« 


.0040 
.0140 
.0060 
.0080 
.0060 
.0110 
.0080 
.0070 
.0100 
.0010 
.0060 
.0000 


.00001 

.0001 
.0001 
.0002 
.0001 
.0000 
.0000 
.0000 
.0000 
.0001 
.0000 
.0001 


i 

I 


.60 
.64 
.40 
.80 
.81 
.40 
.48 
.45 
.20 
.80 
.86 
.67 


0.8 
1.8 
0.6 
0.6 
0.8 
0.6 
0.6 
0.8 
0.6 
1.6 
0.6 
2.8 


Averages  by  Tears, 


. 

1804 

- 

- 

.76 

4.60 

1.06 

.0028 

.0216 

.0104 

.0022 

.67 

.0066 

.0001 

.02 

1.8 

- 

1806 

- 

> 

• 

.78 

6.12 

2.14 

.0017 

.0226 

.0106 

.0000 

.66 

.0102 

.0001 

.84 

1.7 

- 

1806 

- 

- 

.64 

4.41 

1.70 

.0016 

.0217 

.0170 

.0088 

.61 

.0068 

.0001 

.68 

1.8 

- 

1807 

- 

- 

.68 

4.88 

1.76 

.0012 

.0206 

.0170 

.0027 

.60 

.0070 

.0001 

.61 

1.8 

- 

1806 

- 

^  " 

.46 

8.76 

1.66 

.0007 

.0173 

.0150 

.0014 

.46 

.0047 

.0000 

.46 

1.1 

- 

1800 

- 

- 

.80 

8.66 

1.46 

.0026 

.0181 

.0167 

.0024 

.42 

.0060 

.0001 

.42 

0.0 

Vovm  to  analyses  of  1809 :  Odor,  generally  faintly  TegetablOi  frequently  none.    An  nopleasant  odor 
deTeloped  in  the  last  sample  on  heating. 


248 


STATE  BOARD  OF  HEALTH.         [Pub.  Doc, 


X.TNN  AND  SAXTGUS. 

Microaoopieal  ExaminaUon  of  Water  firom  a  Faucet  in  Lynn  supplied  from  the 

Lynn  Water  Works, 

[Number  of  organiMM  per  enMe  oentf  meter.] 


ISM. 


Jen. 


Day  of  exemlneUoiit  •       •       .       • 
Number  of  eemple,    •       .       .       • 

PLANTS. 
Dlatomaoen 

AeterionellA,        .       .       •       . 

Synedre 

TabelUrla, 

Oyanopbyoeco.  .      .      .      • 

AnebiBna, 

MeriamopcBdle 

AlgflB, 

FunfiTif  CreDOthrtx, .       •       .       • 

ANIMALB. 
Bhizopoda,  Dlfflaglet  . 

InftiBorla 

Dlnobryon,  ..... 

Perldioiom, 

Traehelomonae 

Vermes, 

Orustaoea,  Oyelope,    . 

MUcslkmeaui,  ZMt^a^,  • 

Total, 


11 
26010 


Fd>. 


8 
26176 


1 
0 

4 


0 
0 


0 
0 


14 

4 

1 
9 


0 
0 


0 
0 


Mar. 


Apr. 


8 


U 


16408  20720 


0 
1 

4 


0 
0 


0 
0 


1 

0 
2 


0 

0 
0 


MV 


Jane. 


Joly. 


Aug. 


Sept 


Oet. 


Hot. 


Dee. 


10 
27046 


15 
274S0 


18 


277802800828671 


78 

11 
18 


0 
0 


0 


10 


184 

61 
40 

67 


0 
0 


120 

8 

04 
14 


0 

0 
0 


IS 


12 

2806820204 


10 

4 
18 


0 

0 
0 


10 


8 


102 

68 

0 
44 


0 

0 
0 


0 


18 


4 
88 

82 


SO 

14 

12 


0 


16 
20671 


78 

8 
0 


0 

0 
0 


8 


0 


8 
82 
16 


0 
0 


0 

0 

0 

0 

0 

0 

0 

0 

2 

0 

0 

6 

11 

2 

0 

40 

0 

4 

1 

12 

8 

0 

0 
6 
0 

0 

11 

0 

0 

1 
1 

0 
0 
0 

88 

8 

1 

0 
0 
0 

2 

0 
2 

0 
0 
0 

2 

0 

10 

0 
8 
0 

0 
0 
0 

0 

1 

0 

0 

1 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

pr. 

0 

0 

0 

0 

0 

0 

14 


81 


12 


8 


8 


20 


182 


101 


120 


70 


154 


161 


76 


1 
0 
1 


0 


0 


8 


72 


Watbb  Supply  of  Malden. 


(See  Metropolitan  Water  District,) 
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MANCHESTER. 


Watek  Supply  of  Manchester. 


Chemical  Examinaiian  of  Water  from  the  Large  Well  of  the  Manchester  Water 

Works, 

[Parte  per  100,000.] 


• 

§ 

• 

g 

Ammonia. 

NiTBOQKK 

•8 

3 

AM 

e 

^  E 

s 

^ 

9 

1 

1 

1 

1 

SH 

s 

• 

i 

a 

• 

1 

1 

• 

1 

• 

1 

xygen 
Cons 

1 

1 

Pi 

a 

t* 

OQ 

o 

« 

h. 

< 

8 

s 

s 

;  o 

n 

1S0«. 

87881 

Jane   6 

None. 

None. 

.00 

10.80 

.0000 

.0012 

1.81 

.1660 

.0000 

<  .08 

8.0 

.0020 

anifl 

July  14 

None. 

None. 

.00 

10.40 

.0000 

.0010 

1.57 

.1840 

.0000 

.01 

8.1 

.0010 

28003 

Aag.   7 

None. 

None. 

.00 

0.70 

.0000 

.0008 

1.68 

.2160 

.0000 

.06 

8.1 

.0010 

28610 

Sepi.  14 

None. 

None. 

.00 

10.  SO 

.0000 

.0010 

1.60 

.1560 

.0000 

.04 

8.0 

.0080 

S8887 

Oel.     4 

None. 

None. 

.00 

11.00 

j.oooo 

.0006 

1.80 

.1560 

.0000 

.01 

3.4 

.0080 

Averages  by  Tears. 


1802 

.00 

0.38 

.0001 

.0008 

1.76 

.1214 

.0001 

8.4 

. 

1893 

_ 

_ 

.00 

0.64 

.0000 

.0002 

1.69 

.0976 

.0000 

.04 

8.6    .0096 

. 

1894 

. 

. 

.00 

9.82 

.0000 

.0006 

1.82 

.0700 

.0000 

.01 

8.4    .0010 

• 

1806 

• 

. 

.01 

9.87 

.0001 

.0005 

1.80 

.0787 

.0000 

.02 

8.8 

.0040 

. 

1896 

• 

. 

.00 

10.67 

.0008 

.0004 

1^04 

.0050 

.0000 

.01 

8.4   .0027 

. 

1897 

m. 

. 

.01 

11.00 

.0004 

.0014 

1.08 

.1046 

.0000 

.00 

8.9    .0017 

. 

1898 

• 

. 

.01 

10.87 

.0002 

.0007 

1.91 

.1298 

.0000 

.01 

8.6    .0028 

" 

1899 

" 

" 

.00 

10.88 

.0000 

.0009 

1.69 

.1786 

.0000 

.08 

8.1    .0020 

Nora  to  Mieljees  of  1899 :  Odor,  none. 


Water  Supply  of  Mansfield  Water  Supply  District, 

Mansfield. 

Chemical  Examination  of  Water  from  the  Well  of  the  Mansfield  Water  Works. 

[ParU  per  100,000.] 


• 

i 

SH 

1 

Ammoitia. 

MinooK* 

Ae 

i 

1 

1 

• 

1 

u 

i 

6 

1 

Alba- 
mlnoid. 

a 

s 

• 

1 

s 

• 

i 

• 

1 

S7847 

June   7 

None. 

None. 

.00 

2.40 

.0002 

.0010 

.26 

.0010 

.0000 

.01 

0.8 

.0010 

27684 

Jaly    6 

None. 

None. 

.00 

8.00 

.0006 

.0008 

.28 

.0020 

.0000 

.01 

0.6 

.0010 

S7960 

Aug.  1 

None. 

None. 

.00 

2.20 

.0004 

.0012 

.26 

.0020 

.0000 

.02 

0.8 

.0010 

28617 

Sept.  6 

None. 

None. 

.00 

8.10 

.0000 

.0006 

.27 

.0070 

.0000 

.02 

0.8 

.0000 

28869 

Oet.     8 

None. 

None. 

.02 

8.10 

.0000 

.0004 

.27 

.0080 

.0000 

.01 

0.8 

.0020 

At... 

.00 

2.76 

.0002 

.0008 

.20 

.0080 

.0000 

.01 

0.6 

.0010 

Odor,  none.— The  eamplee  were  ooUeoted  from  a  faacet  at  the  pumping  station. 
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MABBIiEHEAD. 


Water  Supply  of  Mabblehead. 


Chemical  Examinaiion  of  Water  from  OolUciing  Well  No  1  of  the  Marblehead 

Water  Works, 

[Parte  per  100,000.] 


Date  Of 

Collection. 

APPSA&41I0B. 

Residue  on 
Evaporation. 

AxxoiriA. 

i 
1 

UlTBOOBV 
AS 

•6 

a 

D 

1 

1 

• 

1 

1 

• 

1 

1 

Alba- 
mlnold. 

m 

1 

1 

i 

• 

1 

26866 

18M. 

Jan.    8 

Decided. 

SUgbt. 

.06 

18.60 

.0112 

.0018 

1.48 

.0060 

.0004 

.08 

8.0 

.0060 

28870 

Mar.    1 

Decided. 

Cone. 

.04 

18.60 

.0160 

.0080 

1.61 

.0260 

.0002 

.08 

.1200 

28660 

Apr.   4 

Decided. 

Cone. 

.04 

12.60 

.0008 

.0022 

1.81 

.0800 

.0000 

.04 

.1160 

S7012 

May    8 

Decided. 

Cone. 

.00 

18.00 

.0104 

.0028 

1.86 

.0100 

.0001 

.06 

.1860 

27820 
28068 

J11D6  28 

Aug.  4 

SUgbt, 

milky. 
Slight. 

V.  eUgbt 

OODi. 

.07 
.07 

12.00 
18.60 

.0018 
.0108 

.0018 
.0010 

1.40 
1.73 

.0860 
.0180 

.0000 
.0001 

.06 

.08 

.0860 
.1100 

28487 

Ang.  81 

Decided. 

Cone. 

.06 

14.70 

.0168 

.0018 

1.80 

.0280 

.0000 

.06 

.2280 

20288 

Not.   2 

SUgbt. 

Heavy. 

.02 

17.20 

.0184 

.0080 

1.88 

.0210 

.0006 

.07 

.1700 

28742 

Dee.  21 

Decided. 

Heavy. 

.10 
.06 

18.80 

.0280 

.0082 

1.71 

.0020 

.0000 

.10 

.0900 

Av 

14.10 

.0146 

.0023 

1.64 

.0242 

.0001 

.06 

.2179 

Odor,  none. Theee  eamplee  repreeent  a  mlztnre  of  water  of  CoUeetlng  Well  No.  1  with  water 

from  CoUeeting  WeU  No.  2,  which  flowi  into  it. 

CAemtcaZ  Examinaiion  of  Water  from  Collecting  Well  No.  2  of  the  Marblehead 

Water  Works. 


[Parte  per  100,000.] 

• 

o 
« 

• 

f 

AmfOMiA. 

i 

I 

NmoQBV 
Ae 

• 

1 

J 

M 

o 

i 

^e 

1 

1 

Albn- 
mtnold. 

s 

• 

J 

S 

»4 

26868 

Jan.    8 

Decided. 

Heavy. 

.04 

16.00 

.0268 

.0028 

1.66 

.0000 

.0000 

.08 

8.7 

.8860 

28880 

Mar.    1 

Decided. 

Heavy. 

.02 

16.40 

.or  8 

.0082 

1.77 

.0010 

.0000 

.08 

7.3 

.2800 

28887 

Apr.  4 

Decided. 

Heavy. 

.00 

15.20 

.0288 

.0024 

1.64 

.0080 

.0000 

.00 

.3700 

27018 

May    8 

Decided. 

Heavy. 

.00 

18.60 

'.0274 

.0028 

1.42 

.0010 

.0000 

.10 

.8700 

27880 

June  28 

Decided. 

Heevy. 

.08 

18.60 

.0288 

.0080  ! 

1.81 

1 

.0000 

.0000 

.07 

.8400 

28064 

Aug.  4 

Decided. 

Cone. 

.07 

14.00 

.0262 

.0022  1 

1.70 

.0010 

.0080 

.08 

.1800 

28488 

Aog.  31 

Decided. 

Oooa. 

.06 

17.20 

.0284 

.0028  ■ 

1.80  ; 

.0090 

.0000 

1  .11 

6.8   .8T0O 

28804 

20287 

Oet.    2 
Nov.   2 

Decided, 
mUky. 
Slight. 

Heevy. 
Heevy. 

.00 
.06 
.04 

16.80 
14.80 

.0284 
.0288 

.0040  : 
.0082 

1.78  ' 
1.T4  ] 

1.65  , 

1 

.0010 
.0020 

.0000 
.0001 

.08 
.07 

6.7 

.2100 
.2800 

At... 

14.02 

.0276 

1 

.0020  ' 

■ 

.0018 

.0000 

.08 

- 

H  |k 

.2078 

v.v 

Odor,  Booe. 
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MABBIiSHBAB. 

Chemical  Examination  of  Water  from  a  Faucet  mppUed  from  the  Marbler 

head  Water  Works. 

[Parti  per  100,000.] 


Collection. 

APPSABAXCS. 

1 

• 

A 

AmfoxiA. 

B 

NiTKOGBV 
AB 

0 

1 

■ 

n 

i 

Turbidity. 

B 
9 

• 

1 

Albo- 
mlnold. 

1 

S 

• 

20T4S 

Boo.  21 

Decided. 

Cone. 

.01 

le.oo 

.0202 

.0028 

2.80 

.0140 

.0001 

.06 

6.0 

.8000 

Odor,  none. The  Bample  wae  collected  from  •  fanoet  on  the  main  pipe  line. 


Water  Supply  op  Marlborough. 

Chemical  Examination  of  Water  from  Lake  Williams^  Marlborough. 

[Parte  per  100,000.] 


B 
O 


& 

I 


26712 
27700 


At. 


Jan.  0 
Apr.  11 
July  10 
Oct.     0 


Appbabahcb. 


s 


0 


B 

« 

a 


o 


Slight. 
Decided. 
8Ught. 
None. 


Blight. 
Gone. 
Blight. 
V.  Bllghl. 


.08 
.10 
.11 
.06 


.00 


rssidcb  oh 
Etapoba- 

TION. 

AmCOHXA. 

1 

s 

.67 
.44 
.41 
.66 

.40 

NiTBOOKH 
AB 

Loss  on 
Ignition. 

• 

1 

ALBUMIHOID. 

• 

1 

1 

1 

SUB- 

pended. 

4.70 
4.26 

4.10 
4.00 

1.60 
1.76 
1.16 
1.00 

.0006 
.0004 
.0006 
.0082 

.0012 

.0206 
.0240 
.0264 
.0288 

.0284 

.0172 
.0104 
.0216 
.0212 

.0108 

.0084 
.0046 
.0088 
.0026 

.0036 

.0070 
.0100 
.0030 
.0000 

.0060 

.0002 
.0002 
.0000 
.0001 

.0001 

4.26 

1.86 

1 

0 


a 

g 

M 

o 


.28 
.24 
.80 
.22 


.26 


2.0 
1.4 
1.6 
2.0 

1.7 


Odor  of  the  eecond  Bample,  dlBtinotlv  dlBagreeable;  of  the  otherB,  yegetable. The  Becond  Bample 

wae  collected  from  a  faneet  at  the  pumping  Btation ;  the  otherB,  from  the  lake. 

Chemical  Examination  of  Wetter  from  the  North  Branch  of  Millham  Brook,  near 
its  Entrance  to  the  Millham  Brook  Storage  Reservoir^  Marlborough. 

[PaHB  per  100,000.] 


Rbbidub  on 



s 

1 

ArPBAaAvcB. 

EVAPOKA- 
TION. 

AmfoviA. 

B 

1 

NinoGKV 

AB 

s 

& 

2 

«i 

i 

I 

Lota  on 
Ignition.' 

1 

ALBCMINOID. 

• 

i 

• 

i 

• 

s 

« 

5 

Sus- 
pended. 

1 

\9sm. 

26802 

Jan.    0 

V.  Blight. 

Blight. 

0.67 

4.20 

1.60 

.0010 

.0164  .0180 

.0084 

.32 

.0240 

.0001 

0.66 

1.0 

26IS2 

Feb.    6 

Blight. 

Blight. 

0.50 

4.60 

1.66 

.0078 

.0114!. 0006 

.0018 

.36 

.0220 

.0001 

0.43 

1.0 

20800 

Mar.    6 

Decided. 

Heavy, 
earthy. 

0.80 

2.00 

1.40 

.0132 

.0406' .0280 

.0216 

.17 

.0160 

.0002 

0.40 

0.8 

26709 

Apr.  11 

V.  Blight. 

Blight. 

0.62 

8.06 

1.60 

.0004 

.0216  .0200 

.0016 

.26 

.0040 

.0001 

0.66 

0.6 

27023 

May    8 

V.  Blight. 

Blight. 

1.62] 

4.66 

2.36 

.0044 

.0392.0311 

.0081 

.27 

.0030 

.0001,1.26 

0.6 

27404 

Jane  12 

V.  Blight. 

Blight. 

1.15 

4.60 

2.00 

.0030 

.0204  .0266 

.0088 

.23 

.0070 

.00021  0.83 

1.1 

27006 

Jaly  10 

Decided. 

ConB. 

1.80 

6.05 

2.10 

.0040 

.0396.0844 

.0052 

.10 

.0070  .0003, 

1.09 

1.8 

29265 

KoT.  6 

V.  Blight. 

V.  Blight. 

i.ooj 

7.40 

2.66 

.0008 

.0316.0308 

.0008, 

.43 

.0070.0000 

1.22 

2.6 

20618 

Dee.  11 

V.  Blight. 

V.  Blight. 

0.67    6.00 

2.16 

.0000 

.0108.0184 

.0014 

.36     .0010 

.0000 

0.70 

1.7 
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MABLBOBOVOH, 

Chemical  Examination  of  Water  from  the  North  Branch  of  Millham  Brook,  near  its 
Entrance  to  the  Millham  Brook  Storage  Reservoir^  Marlborough  —  Concladed. 

Averages  by  Years. 

[P«rU  per  100,000.] 


3 


1800 
1W7 
1806 
1800 


ArPBABAVOB. 


I 


1.22 
1.46 
1.86 
0.84 


Bbaiddb  oh 
Eyapoba- 

TIOV. 


e 
SL 

it 


5.45 
5.65 
5.44 
4.82 


2.11 
2.51 
2.58 
1.08 


AXKOVXA. 


I 


ALBcmiroiD. 


I 


1 


.0028 
.0022 
.0018 

.(K);iS 


.0262 
.0291 
.0265 
.0287 


.0226 
.0265 
.0286 
.0284 


.0036 
.0026 
.0020 
.0058 


NiTBOOBX 

• 

AB 

• 

1 

J 

e 

.85 

\f< 

S 

.0005 

.0001 

.38 

.0076 

.0001  . 

.84 

.0107 

.0001 

.29 

.0100 

.0001 

I 

ll     2       2       ^ 


1 

a 

m 

a 

s 

I 


1.00 
1.05 
1.05 
0.78 


NoTi  to  BOBi  JMB  Of  1809  .*  Odor,  generBlly  TtgetBble,  BometlmeB  none. 


t 

a 

I 


1.4 
1.4 
l.S 
1.1 


Ohen\%cal  Examination  of  Water  from  Millham  Brook,  near  its  Entrance  to  the 

Millham  Brook  Storage  Reservoir,  Marlborough. 

[PBrte  per  100,000.] 


\ 


85880 

26120 
26801 

86700 
8T0I4 
r405 
87607 
88070 
86585 
88020 


•0610 


Jbq.  8 
Fab.  6 
Mar.    6 

Apr.  11 
Mny    8 

June  18 
July  10 
Auf.  7 
8epl.l0 
l>ol.  8 
KoT.  6 
1>M.  11 


Appbababob. 


V.Bllffbt. 
V.  Bllgbi. 
Deeided. 

V.Bllgbt. 
V.Bllfht. 
V.Bllsbt 
V.  Bllgbt. 
V.  Bltgbl 
SHffbl. 
V.  Bllgbt. 
V.  Bllgbt. 
V.Bllgbt. 


V.  Bllgbt. 
V.  BUgbt. 
Cons, 

eertby. 
SUgbt. 
V.  BNgbt. 
V.  Bllgbt. 
V.Bllgbt. 
SUgbt. 
SUgbt. 

V.Bllgbt. 

V.  Bllgbt. 
V.Bllgbt. 


.80 
.17 
.84 


.78 
.81 
.31 
.00 
.10 
.86 
.48 
.88 


llBBIDnB  CM 

EVAPOBA- 

TXOV. 


4.55 

4.65 
8.60 

8.10 
5.00 
4.50 
5.80 
5.05 
4.45 
6.10 
7.20 
6.85 


I 

81 


i 


1.65 
1.40 
1.85 

1.85 
8.00 
1.75 
1.80 
1.55 
1.25 
1.85 
8.85 
2.25 


AmOBIA. 


ALBCMIVOID. 

i 

t 

m 

i 

h. 

& 

Q 

.0014 
.0086 
.0076 

.0088 
.0006 

.0028 
.0014, 

;. 00141 

>.00tft 
.0002^ 
.0008! 

:.ooio, 

I       I 


.0180 
.0104 
.0818 

.0150 


.0170 
.0188 
.0006 
.0140 


.0106 
.0006 
.0126 

.0144 
.0204! 
.0146 
.0168' 
.0002 
.0128 
.0180  .0162 


.0014 
.00061 
.008«, 


e 
r 

6 


.41 

.40 


.0800 
.0166 


.0256. 
.0160, 


.0006  .25 

.0004||.82 
.0024  1.89 
.0014 '.81 
.0004  .51 
.00121;.  54 
.001K..58 
.0014,.  48 
.0006|-.48 


MITBOOBV 
AB 


I 


t 
% 


I 

1.0840 
.0810 
.0810 

.0000 

1.0140 

.0100 

.0000 

j.ooio 

.0050 

!.0010 

.0830 

.0060 


,0000  .80 


,0002 
.0002 


1 

a 
m 
a 
e 

c 

5 


.24 


.0001 
.0002: 
.0003- 
.0002  1.41 
.0000;,.28 
.0000,,. 80 
.0000,'. 51 
.0000  .58 
.0001  ..51 


1.7 
1.7 
0.6 


.29  1.0 
.66  I  1.8 
.80  ;  1.8 
8.0 
8.1 
1.7 
8.8 
8.0 
8.8 


Averages  6y  Ye€trs, 


.88      5.47  I  1.80  I  .0028  .018«.0174 .00S5i;.S7  t  .020».000i;  .65 
.74   '  5.87  ;  8.02  >  .0018  .0814  .O108..001ft  .88  '  .016±.00u1  ..65 


.54 


5.18 
4.07 


8.02  >  .0018  .0814  .0108.  .001ft  .88  '  .016±. 

8.11  {  .0016. 01781. 0164 .0016*: .80  {  .OlOfr.OOOl ;. 66 

1.65  I  .0081  .010»|.014tt.OOSO|  .80     .Ql«  .0001,:.40 


l.t 
8.0 

;  1.8 


lYon  to  BMlyBBBof  1808 :  0<i«r»  geoenUy  vegeuble,  oeeoekMBUy 


t  or  fliOBty. 
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MAKLBOBOUOH. 

Chemical  ExamincUion  of  Water  from  MiUkam  Brook  Storage  Reservoir^  Marl- 

borough. 

[PatU  p«r  100,000.] 


B 

a 


35800 
S6180 


S6710 
97085 
27400 
S76B8 
88071 
28530 


e 
e 

i 


m 


9263 


1809. 

JftD.  9 
Feb.  6 
Mar.  8 
Apr.  11 
May  8 
Jaoe  12 
July  10 
Aug.  7 
Sept.  10 
Oct.  0 
Nov.  « 
Dee.  11 


Appbabavcb. 


if 

0 

H 


Si 

a 


V.  slight. 

V.  Blight. 

V.ellght. 

V.sHght. 

Slight. 

V.  slight. 

Slight. 

Slight. 

Slight. 

Slight. 

Slight. 

Oons. 

Slight. 

Cons. 

Dedded. 

V.  slight 

Slight. 

Gods. 

Decided. 

Cods. 

Decided. 

Cone. 

BUght. 

Cons. 

.41 
.20 
.24 
.27 
.32 
.22 
.80 
.24 
.46 
.71 
.69 
.64 


Kksidub  ok 

EVAPOSA- 

TIOX. 

• 

• 

1 

SI 

H 

r 

8.76 

1.86 

4.26 

1.76 

8.06 

1.25 

2.86 

1.86 

8.30 

1.10 

8.86 

1.00 

8.66 

1.10 

8.76 

1.45 

4.06 

1.90 

4.26 

2.26 

8.60 

1.06 

4.40 

2.20 

AmosnA. 


ALBUMnrOID. 

• 

• 

1 

1 

i 

"o 

d 

Cm 

H 

Q 

00 

.0012 
.0022 
.0072 
.0044 
.0016 
.0002 
.0000 
.0006 
.0080 
.0828 
.0192 
.0002 


.0146 
.0144 
.0144 
.0154 
.0284 
.0228 
.0280 
.0386 
.0700 
.0600 
.0480 
.0482 


.0128 
.0120 
.0114 
.0184 
.0190 
.0174 
.0208 
.0206 
.0888 
.0876 
.0828 
.0812 


.0018 
.0024 
.0080 
.0020 
.0094 
.0064 
.0072 
.0180 
.0312 
.0124 
.0162 
.0120 


a 
-c 
s 

Xi 


.20 
.86 
.19 
.28 
.26 
.27 
.26 
.81 
.27 
.30 
.28 
.28 


NiTKOOBM 


S 


.0210 
.0240 
.0110 
.0080 
.0060 
.0020 
.0030 
.0020 
.0010 
.0010 
.0180 
.0060 


.0000 
.0002 
.0002 
.0001 
.0001 
.0000 
.0000 
.0000 
.0000 
.0000 
.0004 
.0001 


I 

s 

s 

o 

I 

M 

o 


.45 
.80 
.39 
.32 
.42 
.41 
.48 
.40 
.60 
.49 
.50 
.64 


1.0 
1.0 
0.5 
1.0 
0.6 
1.8 
1.8 
1.1 
0.0 
l.S 
1.8 
l.i 


Averages  by  Tears, 


1896 

1 

. 

.80 

4.44 

1.68 

.0068 

.0806 

.0248 

.0058 

.80 

.0088 

.0003 

1 
.69 

1.8 

. 

1807 

. 

. 

.88 

4.24 

1.77 

'.0031 

.0293 

.0243 

.0050 

.80 

.0088 

.0001 

.64 

1.5 

. 

1808 

• 

_ 

.67 

4.80 

1.05 

.0050 

.0239 

.0191 

.0048 

.32 

.0096 

.0001 

.69 

1.8 

•" 

1800 

— 

• 

.37 

3.67 

1.68 

.0065 

.0823 

.0228 

.0100 

.27 

.0081 

.0001 

.a 

1.1 

NoTB  to  aoalyees  of  1809 :  Odor,  generally  Tegetable,  sometimes  grassy  or  moaldy. The  samples 

were  eolleeted  from  the  reserrolr,  2  feet  beneath  the  snrfaee. 


Microscopieal  Examination  of  Water  from  Millham  Brook  Storage  Reservoir^ 

Marlborough, 

[Number  of  organisms  per  cnble  centimeter.] 


1S»». 

Jan. 

Feb. 

Mar. 

Apr. 

May. 

Jnne. 

Jnly. 

Aag 

Sept 

Oct. 

Not. 

Dee. 

Day  of  ezamlaatlOD,  .... 

10 

7 

7 

U 

0 

18 

11 

8 

11 

10 

7 

12 

Number  of  sample 

S5890 

26180 

26892 

26710 

270S5 

97406 

27698 

28071 

28586 

28980 

29263 

29611 

PLANTS. 

DlatomaceflB,      .... 

7 

t 

5 

St 

406 

148 

178 

2^16     164 

166 

8,764 

4,060 

Asterlonelia,        ,       .       .       . 

CyeloUlla 

Fragilarla, 

Meloeira, 

Bynedra, 

Tabellarla, 

4 
0 
0 
0 
2 
1 

0 
1 
0 
0 

1 

0 

0 
0 
0 
0 
1 
0 

3 
2 

0 
4 
6 
2 

62 

0 

0 

0 

290 

194 

108 

2 

0 

0 

140 

598 

12 

80 

0 

0 

14 

192 

552 
712 
0 
720 
128 
804 

0 
160 
0 
0 
0 
4 

120 

90 

0 

0 

90 

8 

8.660 

62 

132 

0 

4 

8 

8,986 

19 

80 

0 

0 

89 

Oyanopbycen,  .... 

0 

0 

0 

0 

< 

146 

856 

1,096,1,644 

184 

180 

4 

Anab»na, 

CoBlosphminm,   .... 
Microcystis,         .... 

0 
0 
0 

0 
0 
0 

0 
0 
0 

0 
0 
0 

2 
0 
0 

118 

2 

26 

856 
0 
0 

1,000 

88 

0 

14»8 
56 

0 

52 

80 

2 

4 

176 

0 

0 

4 
0 

AlffOBt 

0 

0 

0 

0 

0 

194 

64 

186,     79 

106 

100 

68 

Protoeoccns,        .... 
Baphidlnm, 

0 
0 

0 
0 

0 
0 

0 

0 

0 
0 

36 

78 

84 
0 

0       60 
96        0 

100 
0 

82 
36 

50 

4 
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MARIiBOBOUGH. 

MieroscopiccU  Examination  of  Water  from  MiUham  Brook  Storage  Ruervoir^ 

Marlborough  —  Concluded. 

[Number  of  oiianiiait  p«r  oable  centimeter.] 


18M. 

Jan. 

Feb. 

Mar. 

Apr. 

May. 

Jane. 

July. 

Aof. 

Sept  Oct 

Not. 

Dee. 

ANIMALS. 

InAisorla, 

12 

89 

0 

58 

28 

162 

42 

8 

0 

28 

686 

772 

IMoobryoD 

Bpletylie, 

Perldlolum, 

Trachelomooas,  .... 

Urogleoa, 

VortloellA, 

11 
0 
0 
0 
0 
0 

18 
0 
0 

le 

0 
0 

0 
0 
0 
0 
0 

e 

61 
0 
0 
0 
0 
0 

0 
24 
2 
0 
0 
0 

124 
0 
0 
8 
0 
12 

0 

0 

28 

6 
0 

4 

0 
0 
0 
0 
0 
0 

0 
0 
0 
0 
0 
0 

8 
0 
0 
12 
0 
0 

480 

0 

0 

86 

10 

0 

768 
0 
0 

4 
2 
0 

Vermes, 

0 

0 

0 

0 

4 

2 

6 

16 

0 

4 

8 

2 

Orustaoea, 

0 

0 

0 

0 

pr. 

pr. 

0 

0 

pr. 

pr. 

pr. 

0 

Boemina,      ..... 

Cydope, 

DaphnU,      .       .       «       .       . 

0 
0 
0 

0 
0 
0 

0 
0 
0 

0 
0 
0 

0 

^'6 

0 

^'6 

0 
0 
0 

0 
0 
0 

0 

^'6 

pr. 
pr. 
pr. 

0 

^'6 

0 
0 
0 

Jf<f ce//an«au«,  Zo5gl<Ba,    . 

8 

8 

10 

f6 

12 

12 

10 

0 

10 

16 

10 

6 

Total, 

82 

44 

15 

100 

462 

1,284 

026 

8,672  1,600 

466 

4,600  4,001 

Chemical  Examination  of  Water  from  Millham  Brook  Storage  Reservoir^ 

Marlborough,  collected  near  the  Bottom. 

[ParU  per  100,000.] 


• 

^ 

jS 

o 

»: 

U 

s 

*» 

z 

o 

a 

a 

a 

m 

^ 

Q 

ise». 

86801 

Jan.    0 

46181 

Feb.    6 

26803 

Mar.    6 

26711 

Apr.  11 

27026 

May    8 

27407 

June  12 

27600 

Jaly  10 
Au}.  7 

28072 

28687 

Sept.  10 

28081 

Oot.     9 

20264 

Nov.    6 

20612 

Dec.  11 

AXPBASAVCB. 


I? 

1 

R 


u 
o 

s 


V.  alight 

V.  aUght. 

Slight. 

Slight 

Decided. 

Slight. 

Decided. 

Decided. 

Deeided. 

Decided. 

Decided. 

Slight. 


V.  alight. 

V.  alight. 

Slight. 

Slight. 

Slight. 

Cone. 

Cone. 

Gone. 

HeaTy. 

Gone. 

Oona. 

Oona. 


0.61 
0.86 
0.80 
0.88 
0.82 
0.47 
0.47 
1.70 
!8.20 
0.78 
0.68 
0.60 


Rksidux  on 

EVAPOXA- 
TIOM. 


I 


a 
o 

§1 


3 


4.15 
4.86 
4.00 
8.10 
8.80 
8.70 
8.80 
5.80 
7.26 
4.50 
8.40 
4.80 


1.65 
1.75 
1.30 
1.80 
1.10 
1.60 
1.25 
1.85 
2.50 
2.00 
1.65 
2.05 


AmomA. 


ALBUMmOID. 

• 

• 

1 

1 

i 

1 

1 

^1 

h 

^ 

A 

CO 

.0008 
.0046 
.0188 
.0008! 
.0006 
.0148| 
.0000, 
.0750| 
.10041 
.0812 
.0164 

.ooio; 


.0174 
.0152 
.017-2 
.0148 
.0244 
.0542 
.0400 
.0530 
.0676 
.0544 
.0440 
.0416 


.0154 
.0130 
.0136 
.0138 
.0184 
.0242 
.0342 
.0220 
.0404 
.0876 
.0882 
.0202 


.0020 
.0022 
.0086 
.0010 
.00601 
.0800 
.0158 
.0810 
.0272 
.0168 
.0108 
.0124 


B 


.82 
.88 
.28 
.25 
.26 
.20 
.80 
.82 
.80 
.80 
.87 
.80 


MiTBOOBV 
AS 


I 


s 


.0180 
.0180 
.0220 
.0100 
.0120 
.0020 
.0040 
.0080 
.0060 
.0010 
.0080 
.0060 


.0001 

.0002 

.0004. 

.0008; 

.0001 

.0000! 

.0000 

.0000 

.0000 

.0001 

.0000 

.0000 


t 


a 

B 

s 

6 


M 

o 


8 

a 

■z 

s 


.40 
.48 
.37 
.35 
.85 
.46 
.47 
.63 
.88 
.40 
.60 
.40 


1.4 
1.1 
1.0 
0.8 
1.0 
1.0 
1.8 
3.8 
8.0 
1.8 
1.1 
1.0 


Averages  by  Tears, 


^. 

1806 

. 

. 

1.04 

5.07 

1.04 

.0185 

.0881  .02n 

.0060 

.81 

.0110 

.0002 

.82 

1.6 

• 

1807 

- 

- 

1.47 

5.88 

3.84 

.0288 

.08431.0288 

.0055 

.82 

.0075 

.0008 

.70 

1.7 

.. 

1808 

- 

• 

1.80 

5.81 

8.85 

.0472 

.0285.0224 

.0061 

.31 

.0071 

.0002^ 

.68 

1.6 

" 

1800 

• 

" 

0.80 

4.86 

1.68 

.0810  .QS70  .0238 

.0182 

.29 

.0086 

.0001 

.49  1  1.8 

Ken  to  aoalyaee  of  1800 :  Odor,  generally  Tegetable,  oeeaMonally  none,  freqaeotly  monldy  and  no- 

pleaaaiit  or  dleagreeabie,  becoming  atronger  on  heating. The  aamplee  were  coUeeted  from  the 

reaefTotr,  2  feet  above  the  bottom. 
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MAB8HFrEIJ>. 

Water  Supply   of  Brant  Rock,   Marshfield. — Brakt  Bock 

Water  Company. 

ChemiecU  Examination  of  Water  Jrom  the  Well  of  the  Brant  Rock  Water  Company » 

[ParU  per  100,000.] 


Date  of 

Collection. 

Apfbahancs. 

Realdne  on 
Evaporation. 

AmcoxiA. 

• 

NiTaoeur 

▲8 

Ozjgen 

Consumed. 

• 

i 
1 

• 

• 

1 

i 

1 

1 

Albu- 
minoid. 

• 

1 

1 

^4 

28898 

1899. 

Aug.  21 

None. 

None. 

.00 

11.40 

.0000 

.0006 

8.20 

.0060 

1 

.0000 

.02 

2.2 

.0010 

Odor,  none. The  aample  was  ooUeeted  from  a  faucet  at  the  pumping  station. 


Water  Supply  of  Maynard. 

Chemieal  Examination  of  Water  Jrom  White  Pond^  Maynard, 

* 

[ParU  per  100,000.] 


f 


86M1 
S7106 
ST490 
28788 
20601 


At. 


§ 


o 


1899. 

Mar.  21 

Kay  15 

June  20 
Bept.26 
Dec.  10 


Appbasascb. 


a 
H 


S 

a 


§ 


Decided. 
Slight. 
Slight. 
v.  slight, 
y .  slight. 


Cons. 
V.  slight. 
Slight. 
Cons. 
Slight. 


.08 
.06 
.06 
.00 
.01 


.03 


&B8IDUB  OK 
EVAPOBA- 

TIOM. 

• 

a 

s, 

§ 

r 

1.65 

1.00 

8.00 

0.90 

2.25 

0.75 

2.00 

1.00 

2.35 

0.75 

2.25 

0.88 

AJCMOBIA. 


ALBCMWOID. 

> 

• 

1 

^ 

s 

1% 

S 

00 

.0042 
.0004 
.0004 
.0006 
.0006 


.0012 


.0240 
.0178 
.0212 
.0176 
.0154 


.0101 


.0188 
.0150 
.0196 
.0156 
.0188 


.0166 


.0052 
.0022 
.0016 
.0020 
.0016 


.0025 


a 

-c 

o 


.15 
.20 
.80 
.38 
.37 


.30 


KlTBOOBK 
AS 


i 


.0010 
.0070 
.0020 
.0020 
.0010 


.0000 
.0000 
.0000 

.0000 
.0000 


.0026.0000 


a 

o 

m 

I 
I 

I 


.18 
.24 
.22 
.18 
.IB 


.19 


! 


0.0 
0.6 
0.8 
0.6 
0.5 


0.4 


Odor  of  the  flrst  and  third  samples,  faintly  vegetable;  of  the  second,  distinctly  vegetable  and  faintly 
unpleasant,  becoming  distinctly  fishy  and  oily  oq  heating;  of  the  fourth,  very  faintly  unpleasant;  of  the. 
last,  none,  becoming  faintly  vegetable  on  heating.  — —  No.  27105  was  collected  from  a  faucet  in  the  town ; 
the  others,  from  the  pond. 


256 


STATE  BOAED   OF  HEALTH.         [Pub.  Doc, 


ICATNABD. 

Microscopical  EzamincUion  of  Water  Jrom  White  Pond,  Maynard, 

[Number  of  orgmnlams  per  enbio  eentimeter.] 


1899. 


March. 


May. 


Jane. 


Sept. 


I>ee. 


Day  of  ezaminatioD,  . 
Number  of  aample,     . 

PLANTS. 
DlatoxnaoesB, 

Bynedra,  .  .  .  . 
OyanophyceaB,  AnabcBna, . 
Alff» 

ANIMALS. 
InftiBoria 

DinobryoD,  •  •  .  . 
Monaa,  .  .  •  .  . 
Uroglena,      .       .       .       . 

Vermes 


22 
26541 


16 
27105 


21 
27490 


27 
28788 


19 
29091 


20 
8 


298 

46 

1 
88 

190 

0 

88 

0 

8 

88 

H 

2 

0 

84 

0 

0 
0 


14 

14 
0 
0 


854 

18 

54 

344 

19 

48 

10 

0 

2 

0 

0 

0 

8 

1 

0 

21 

12 
0 
2 


JCIfe«Uafi«oM,  Zo0glcBa,    ...... 

15 

5 

7 

7 

8 

TOTAIt. 

49 

084 

78 

187 

58 

*^*  "■•»    ••         .••.».. 

Medfteld. 


Chemical  Examination  of  Water  from  a  Spring  in  Medfield, 

[Pftrta  per  100,000.] 


,8 


I 


i8e». 

Aug.  21 


Appbjjuvob. 


None. 


None. 


.00 


i 

s 

it 


2.70 


AmORXA. 


{ 


i 


I 


,0006 


.0022 


.23 


NmoQBV 
▲a 


« 

9a 


.0010 


.0000 


I 


.09 


8 

w 
e 

a: 


8 


0.8 


.0010 


Odor,  none.— The  aample  waa  eolleeted  from  a  apring  near  Vine  Brook,  about  one-third  of  a  milo 
•bore  Nortb  Street.  Tbia  apring  la  need  aa  a  aonroe  of  water  aupply  bya  large  attaw  factory  and  by  a 
portion  of  the  Tillage  of  Medfleld. 
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mjbdfisld  insane  astlvm. 
Water  Supply  of  Medfield  Insane  Asylum. 

Chemical  Examination  of  Water  from  Farm  Pond  in  Sherbom, 

[Parti  per  100,000.] 


e 


6 
s 


26818 


»141 
2M01 


Feb.  22 
Apr.  26 
Jaoe28 
Aiig.n 
Oct.  25 
Dee.  27 


Av... 


Appbakavob. 


IS 

i 

H 


a 

9 


6 


None. 
None, 
v.  flllgbi. 
V.  slight. 
None. 
V.  slight. 


v.  slight. 
None. 
V.  sUght. 
v.  sUgbt. 
None. 
V.  slight. 


.02 
.06 
.00 
.06 
.04 
.06 


.06 


KSSIOCK  OV 

EVAPOBA- 

TIOH. 


^ 


a 
o 


1.80 
1.76 
1.76 
2.46 
1.70 
1.76 


1.87 


0.06 
0.76 
0.86 
1.80 
0.76 
0.86 


0.01 


Akmovia. 


ALBmCWOIO. 

1 

1 

• 

1 

a 

h 

H 

a 

oo 

.0012 
.0000 
.0018 
.0014 
.0006 
.0014 


.0011 


.0008 
.0120 
.0122 
.0108 
.0118 
.0124 


.0116 


.0004.0004 


.0110 
.0118 
.0104 


.0010 
.0004 
.0004 


.0106  .0012 
.0120.0004 


.0109 


.0006 


.26 
.28 
.22 
.24 
.26 
.24 


.24 


NXTBOOBlff 
AS 


I 


8 


.0020.0000 


.0010 
.0000 
.0010 
.0010 
.0010 


.0010 


.0000 
.0000 
.0001 
.0000 
.0000 


.0000 


i 

Q 

a 
m 

a 

8 

I 


.18 
.18 
.17 
.16 
.16 
.12 


.16 


0.8 
0.0 
0.0 
0.0 
0.2 
0.8 
0.1 


Odor  of  the  first  end  fourth  samples,  faintly  vegetable;  of  the  last  two,  none;  of  the  second  and 

third,  none,  becoming  distinctly  fishy  or  nnpleasant  on  heating. No.  20141  was  collected  from  the 

pond ;  the  others,  from  faucets  in  the  asylum  supplied  from  tlie  pond. 

Water  Supply  of  Medford. 

(See  Metropolitan  Water  District,) 

Medway. 

The  advice  of  the  State  Board  of  Health  to  the  board  of  health  ot 
Medway,  with  reference  to  the  quality  of  the  water  of  a  well  used  as 
a  source  of  water  supply  for  the  Poor  Farm  in  that  town,  may  be 
found  on  page  29  of  this  volume. 


Chemical  Examination  of  Water  from  a  Well  at  the  Medway  Poor  Farm. 

[Parts  per  100,000.] 


98678 


a 

I 


Dec.  14 


ArPBAIASCS. 


s 


% 


SH^t. 


V.  slight. 


I 


.07 


a 
o 
s 

!§• 

s  • 


I 


0.80 


Ammomxa. 


• 

"S 

i 

ii 

£ 

< 

,0000 


.0008 


4 

a 

1 

o 


.84 


NlTnOOBH 

AS 


I 


■ 

s 


.0010 


.0000 


i 

m 

a 


O 


.18 


8 


i 


4.8 


.0080 


Odor,  none. 


Water  Supply  of  IVIelrose. 
(See  Metropolitan  Water  District.) 
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MBTHUEN, 


Water  Suppjly  of  Methuen. 


Chemical  Examinaiion  of  Water  from  the  Tubular  WeUe  of  the  Methuen  Water 

Works, 

[Parts  per  100»000.] 


J 

AmAMAMom. 

Residue  on 
Eraporation. 

AjfXOXIA. 

g 

NXTBOOUr 
AS 

Oxygen 

Consumed. 

• 

1 

^m 

» 

• 

1 

s 

1 

1 

Alba- 
mlnoid. 

• 

i 

in 

• 

1 

27177 

18M. 

May  20 

V.aUgbt. 

V.  slight. 

.02 

6.40 

.0000 

.0026 

.82 

.0180 

.0000 

.06 

2.0 

.0080 

27617 

June  28 

v.  alight. 

V.  alight. 

.08 

6.20 

.0000 

.0046 

.20 

.0180 

.0000 

.14 

2.6 

.0060 

S7861 

July  21 

V.  alight. 

BUght. 

.06 

7.00 

.0016 

.0042 

.86 

.0200 

.0001 

.12 

2.0 

.0160 

88SU 

Aug.  24 

Kone. 

V.  alight. 

.OS 

6.90 

.0004 

.0000 

.86 

.0280 

.0000 

.10 

2.5 

.0120 

28727 

Sept.  25 

v.  alight. 

V.  aUght. 

.10 

6.40 

.0000 

.0088 

.86 

.0410 

.0000 

.00 

8.0 

.0180 

aim  jOet.  2S 

HHgbt, 
milky. 

V.  alight. 

.10 

8.00 

.0000 

.0062 

.84 

.0180 

•0000 

.15 

2.7 

.0070 

At... 

.07 

6.07 

.0008 

1 

.0040 

.88 

.0288 

.0000 

.11 

2.6 

.0082 

1 
1 

Odor,  none. Thellrat  aample  waa  ooUeetad  from  a  faiieet  in  the  town;  the  othera,  from  the 

wella. 

Water  Supply  of  Middleborough  Fire  District, 

MiDDLEBOROUGH. 

Chemical  Examinaiion  of  Water  from  the  Well  of  the  Middleborough  Fire  District, 

[Parte  per  100,000.] 


• 

AmASAHCB. 

• 

1 

AmionA. 

NinooBX 
▲a 

• 

i 

Date  of 

Colle< 

1 

*i 

1 

Residue  on 
Evapon 

1 

Albu- 
minoid. 

4 

• 

1 

1 

Oxygen 

Const) 

• 

3 

a 

a* 

18M 

. 

25840 

Jan. 

v.  alight. 

V.aUght. 

.09 

8.00 

.0006 

.0016 

.80 

.1240 

.0000 

.06 

2.7 

.0180 

26100 

Feb. 

None. 

V.aUght. 

.05 

7.00 

.0006 

.0038 

.81 

.1800 

.0000 

.05 

2.0 

.0150 

26871 

Mar. 

V.  alight. 

V.  Blight. 

.05 

7.00 

.0012 

.0090 

.79 

.0890 

.0000 

.06 

2.8 

.0170 

26674 

Apr. 

None. 

V.aUght. 

.06 

6.50 

.0012 

.0020 

.72 

.1120 

.0000 

.06 

2.6 

.0280 

26008 

May 

V.aUght. 

BUght. 

.10 

6.80 

.0010 

.0024 

.68 

.1160 

.0000 

.06 

2.8 

.0886 

27823 

Jane 

V.  alight 

V.  alight. 

.15 

6.60 

.0014 

.0086 

.68 

.0780 

.0000 

.17 

2.0 

.0200 

27674 

July 

Blight, 
milky. 

V.aUght. 

.21 

5.90 

.0000 

.0062 

.56 

.0280 

.0000 

.19 

2.0 

.0180 

28081 

Aug. 

Decided. 

Cooa. 

.88 

6.60 

.0000 

.0066 

.68 

.0280 

.0001 

.28 

2.6 

.0820 

28475 

Sept. 

Blight, 
milky. 

V.aUght. 

.20 

6.20 

.0000 

.0060 

.a 

.0040   .0000 

.17 

2.0 

.0880 

28881 

Get. 

Decided, 

Blight. 

.20 

6.20 

.0024 

.0040 

.68 

.0280   .0000 

.16 

2.2 

.0480 

milky. 

20212 

Nov. 

Decided, 

BUght. 

.to 

6.40 

.0014 

.0062 

.88 

.0160 

.0000 

.14 

2.6 

.0670 

29678 

Dee. 

milky. 
V.  alight. 

BUght. 

.U 

6.40 

.0080 

.0026 

.68 

.0540 

1 

.0000 

•- 

2.1 

.0510 
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MIDDI^BOBOUGH. 

Chemical  Examination  of  Water  from  the  Well  of  the  MiddUborough  Fire  District 

—  Concluded. 

Averages  by  Years, 

[Parta  per  100,000.] 


Data  of 

Collection. 

Appbakavcb. 

■ 

1 

•• 

St 

r 

AmOHIA. 

m 

9 

a 

NlTROOKir 
▲8 

1 

a 

1 

a 

1 

9a 

1 

s 

1 

1 

mlnoid. 

i 

• 

in 

1 

^ 

1888 

^ 

. 

.00 

8.87 

.0001 

.0026 

.96 

.1494 

.0001 

. 

^ 

^ 

— 

1886 

• 

. 

.08 

6.74 

.0001 

.0028 

.74 

.0687 

.0000 

.08 

8.6 

.0187 

. 

1808 

- 

- 

.18 

6.M 

.0008 

.0088 

.72 

.0665 

.0000 

.00 

2.4 

.0288 

— 

1897 

• 

« 

.09 

6.28 

.0006 

.0089 

.71 

.0680 

.0000 

.11 

2.6 

.0887 

. 

1808 

• 

. 

.16 

6.78 

.0008 

.0044 

.76 

.0687 

.0001 

.14 

2.7 

.0408 

■• 

1809 

" 

" 

.15 

6.64 

.0010 

.0037 

.69 

.0684 

.0000 

.12 

2.8 

.0829 

NoTB  to  analyaea  of  1899 :  Odor,  none. 

Wateb  Supply  of  Middleton. 

(See  Danvers.) 

Water  Supply  of  Milford  and  Hopedale.  —  Milford  Water 

Company. 

The  advice  of  the  State  Board  of  Health  to  the  board  of  health 
of  Milford,  with  reference  to  the  presence  of  lead  in  the  water  sup- 
ply of  that  town,  may  be  found  on  pages  29  to  31  of  this  volume. 

The  advice  of  the  Board  to  the  Milford  Water  Company,  relative 
to  the  prevention  of  lead  poisoning  caused  by  the  use  of  the  Milford 
water  drawn  through  lead  service  pipes,  and  relative  to  obtaining 
an  additional  supply  of  water  for  Milford  and  Hopedale,  may  be 
found  on  pages  31  and  32  of  this  volume. 

Chemical  Examination  of  Water  from  the  Wells  of  the  Milford  Water  Company* 

[ParU  per  100,000.] 


Data  of 

CollecUon. 

Appsabaxcb. 

• 

§1 
1 

Ammokia. 

■ 

1 

NiTSOOBH 

Aa 

1 

I 

8 

i 

1 

1 

«2 

1 

1 

i 

■ 

1 

< 

• 

• 

• 

r4i8 

87781 
88096 
88618 
89880 

1 
18»». 

Jnne  12 
Jnly  11 
Aug.  8 
Sept.  11 
Noy.   9 

None. 
V.  alight. 
None. 
Nona. 
Blight. 

None. 
V.  alight. 
V.  alight. 
V.  alight. 
Blight. 

.10 
.04 
.09 
.01 
.12 

.07 

2.90 
8.80 
2.80 
8.10 
4.60 

.0014 
.0006 
.0000 
.0000 
.0080 

.0060 
.0056 
.0056 
.0084 
.Oi'62 

.21 
.28 
.23 
.26 
.26 

.0080 
.0090 
.0090 
.0110 
.0020 

.0000 
.0001 
.0000 
.0000 
.0000 

.22 
.12 
.20 
.07 
.11 

0.8 
0.8 
1.0 
1.1 
1.7 

.0080 
.0080 
.0010 
.0070 
.0710 

Av... 

8.82 

.0010 

.0062 

.24 

.0078 

.0000 

.14 

1.1 

.0170 

■ 

Odor,  none.    A  faintly  vegetabla  odor  waa  developed  in  the  third  aample  on  heating. 
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Chemical  Examination  of  Water  from  the  Wells  of  the  Milford  Water  Company • 

[Parti  per  100,000.  J 


■ 

1 

Appbabahcb. 

1 

Ammonia. 

NlTIOGBir 
A8 

• 

a 

• 

J 

• 

«s 

neon 
▼apon 

■ 

"3 

« 

1 

1 

• 

s 

Oxygen 

Conav 

i 

» 

1 

1 

1 

i 

SH 

1 

1 

1 

m 

1 

18M. 

29435 

Nov.  17 

Slight. 

Cons., 
floo. 

.10 

4.40 

.0042 

.0070 

.26 

.0120 

.0000 

.10 

1.6 

.0800 

20684 

Dec.  12 

V.aUght. 

Cons., 
floo. 

.18 

4.00 

.0080 

.0028 

.26 

.0120 

.0000 

.07 

1.6 

.0850 

20438 

Nov.  17 

None. 

V.  alight. 

.00 

8.40 

.0006 

.0064 

.80 

.0140 

.0000 

.11 

1.0 

.0020 

20686 

Dec.  12 

None. 

None. 

.05 

8.80 

.0000 

.0032 

.38 

.0100 

.0000 

.08 

1.1 

.0010 

20480 

Nov.  17 

None. 

None. 

.02 

8.60 

.0006 

.0070 

I  .88 

.0110 

.0000 

.10 

0.8 

.0090 

20686 

Deo.  12 

None. 

None. 

.08 

4.20 

.0000 

1 

.0062 

.32 

.0150 

.0000 

.16 

0.8 

.0080 

Odor,  none. The  first  two  aamples  were  colleeted  from  well  No.  1 ;  the  third  and  fonrth,  from 

well  No.  2;  the  last  two,  from  well  No.  3.    Well  No.  1  reoelvee  water  from  well  No.  2;  welle  Noa.  2 
and  8  receive  the  effluent  from  the  aand  Altera. 

Chemical  Examination  of  Water  from  the  Charles  River,  after  passing  through  the 

Sand  Filters  of  the  Milford  Water  Company. 

[ParU  per  100,000.] 


■ 

a 
o 

APPBAaANCB. 

1 

i 

AMMONIA. 

NiTBOOBM 

• 

1 

A 

AS 

i 

• 

t 

^ 

vapo 

1 

c 

i 

• 

• 

gl 

• 

i 

n 

^ 

1 

1 

6 

r 

i 

Albu- 
rn 

s 

8 

• 

1899. 

1 

20484 

Nov.  17 

None. 

None. 

.20 

4.40 

.0006 

.0114 

.88 

.0110 

.0000 

.40 

1.1 

.0040 

20688 

Dec.  12 

V.  alight. 

V.  alight. 

.14 

4.40 

1.0010 

.0126 

.27 

.0060 

.0000 

.83 

1.0 

.0180 

20482 

Nov.  17 

None. 

Oons  , 
aand. 

.18 

4.60 

.0006 

.0124 

.86 

.0080 

.0000 

.48 

1.1 

.0060 

29680 

Dec.  12 

V.  alight. 

V.  Blight. 

.18 

4.20 

.0006 

.0150 

.28 

.0050 

.0000 

.86 

0.6   .0140 

Odor,  none.— The  first  two  samplea  were  collected  from  filter  No.  2;  the  laat  two,  from  filter 
No.  8. 

Chemical  Examination  of  Water  from  Charles  River  opposite  the  Wells  of  the 

Milford  Water  Company. 

[Parts  per  100,000.] 


I 


s 

3 

O 

2 


28610 
19148 
20420 
29687 


189». 

Sept.  13 
Oct.  24 
Nov.  17 
Dec.  12 


Appbasavcb. 


i 

•3 


Slight. 
Slight. 
V.  slight. 
V.  slight. 


Cons. 
Blight. 
V.  slight. 
Slight. 


.20 
.82 
.88 
.26 


Rbsidub  on 

Evapoba- 

Ammonia. 

TION. 

6 
a 

i 

.28 

Loss  on 
Ignition. 

1 

ALBUMINOID. 

-1 

1 

* 

1 

• 

► 

00 

8.85 

1.60 

.0016 

.0276 

.0252 

.0024 

8.85 

1.60 

.0010 

.0282 

.0240 

.0042 

.25 

5.25 

2.10 

.0024 

.0186 

.0176 

.0010 

.82 

8.80 

1.55 

.0006 

.0226 

.0204 

.0022 

.25 

Nitboobn 

AS 


t 

2; 


8 


.0010 
.0010 
.0060 
.0050 


.0002 
.0008 
.0000 
.0000 


i 

m 

e 

s 

e 

o 


.80 
.46 
.60 
.88 


0.8 
0.8 
1.8 

o.e 


Odor  of  the  first  sample,  faintly  earthy;  of  the  others,  faintly  vegetable. 


No.  34.]     EXAMINATION  OF  WATER  SUPPLIES. 


261 


MILFOBD  AND  HOPEDAI^E. 

ChenitccU  Examination  of  Water  from  a  Pond  near  the  Pumping  StcUion  of  the 

Milford  Water  Company. 

[PftrU  per  100,000.] 


i 


s 

o 

O 

s 


IS**. 

28611    Sept.  18 

20647     Dee.  12 


ArrsASAHOS. 


§ 
■e 

a 


n 

I 

I 


Blight. 
Decided. 


Blight. 
Cons. 


s 


.29 
.65 


Residub  oh 

EVAPOBA- 

TIOW. 

• 

0 

^ 

• 

§6 

a 

5*^ 

^ 

5 

2.80 

1.80 

3.76 

2.10 

AlOfOHIA. 


ALBUMIHOID. 

^ 

• 

"2 

• 

J5 

•s 

i 

1 

1 

•  s 

h. 

t< 

O 

00 

.0024 
,0180 


.0622 
.0686 


.0476 


.0046 


.0496.0000 


4 

a 

i 

2 
o 


.20 
.83 


KiTBOGBM 


8 

I 


S 

■c 


1.0000 
.0010 


.0000 
.0000 


B 

o 

8 


m 


.74 
.84 


0.2 
0.2 


Odor  of  the  first  aample,  distiDotly  anpleasent,  becoming  also  fishy  on  heating;  of  the  last,  faintly 

vegetable,  beeomiog  distioetly  fishy  on  heating. The  samples  were  collected  from  a  small  pond, 

•boat  400  feet  west  of  the  pumping  station. 


Chemiccd  Examination  of  Water  from  Echo  Lake^  in  Hopkinton. 

[Farts  per  100,000.] 


RSSIDCB  OH 

• 

1 

• 

B 

1 

Appbabancb. 

Etapoba- 

TIOB. 

Ammohia. 

s 

1 

NITBOOBH 
AS 

§ 

m 

1 

B 
9 

1 

• 

• 

i 

1 

> 

Lesson 
Ignition. 

• 

ALBrMIMOID. 

S 

• 

1 

• 

t 

8 

s 

Sus- 
pended. 

• 

19M. 

29147 

Oct.  24 

Decided. 

Oons. 

.12 

2.80 

1.40 

.0016 

.0444 

.0280 

.0164 

.24 

.0010 

.0001 

.42 

0.2 

29646 

Dee.  12 

Decided. 

OODS. 

.24 

2.90 

1.80 

.0002 

.0840 

.0218 

.0128 

.26 

.0020 

.0000 

.88 

0.2 

Odor  of  the  first  sample,  distinctly  onpleasant;  of  the  last,  none,  becoming  distinctly  vegetable  on 

heating. The  samplee  were  oolleeted  from  the  lake,  near  its  outlet.    Echo  Lake  is  situated  near  the 

headwaters  of  the  Charles  Biver. 


Chemical  Examination  of  Water  from  a  Pond  on  the  Charles  River,  above  Milford. 

[Parts  per  100,000.] 


Rbsioub  oh 

* 

Appbabancb. 

EVAPOBA- 

Ammohia. 

NiTBOOBH 

1 

1 

1 

TIOH. 

1 

i 

AS 

i 

1 

B 

1 

Tnrbldlty. 

*i 

1 

• 

1 

Loss  on 
Ignition. 

• 

1 

ALBDMIHOIO.     | 

• 

t 

i 

s 

• 

g 

• 

1 

t 
1 

1 
si 

CO 

& 

ISM. 

29929 

Nov.    9 

V.  slight. 

1 

V.  slight. 

.40 

4.80 

1.90 

.0020 

.0228 

.0196 

.0082 

.43 

.0010 

.0000 

.49 

1.1 

Odor,  Dooe,  becoming  ftdotly  v^etable  on  beating The  samplee  were  collected  from  a  pond 

formed  by  a  dam  on  the  Charles  River,  about  half  a  mile  above  the  pumping  station  of  the  Milford 
Water  Company. 
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Water  Supply  of  Millbury.  —  Millbury  Water  Company. 

Chemical  Examination  of  Water  from  the  WeU  of  the  Millbury  Water  Company, 

[Parte  per  100,000.] 


Date  of 

Colleetlon. 

Appbasatob. 

Hesldae  on 
Evaporation. 

AUtOMIA. 

1 

MlTSOQBH 
AS 

• 

1 

f 

Hardness. 

■ 

»4 

• 

• 

1 

3 

m 

1 

it 

• 

1 

• 

■ 

•-• 

27428 
27714 
26142 
28562 
28098 

18»». 

June  18 
Jaly  10 
Ang.  10 
Sept.  11 
Get.  11 

V.  alight, 
v.  alight. 
None, 
v.  slight. 
None. 

v.  slight. 
V.  slight 
V.  slight, 
v.  alight. 
None. 

.00 
.04 
.01 
.02 
.02 

.02 

8.50 
5.20 
4.80 
6.30 
8.80 

.0000 
.0000 
.0000 
.0000 
.0000 

.0008 
.0042 
.0012 
.0018 
.0005 

.21 
.10 
.22 
.22 
.17 

.0220 
.0000 
.0150 
.0180 
.0150 

.0000 
.0001 
.0000 
.0000 
.0000 

.02 
.06 
.08 
.01 
.01 

2.0 
2.2 
2.1 
2.0 
1.8 

.0020 
.0020 
.0010 
.0080 
.0050 

At... 

<•••••••■ 

4.52 

.0000 

.0017 

.20 

.0148 

.0000 

.08 

1.9 

.0020 

Odor,  none. 


Water  Supply  of  Millis. 

Chemical  Examination  of  Water  from  the  Aqua  Rex  Spring^  Millie. 

[Parts  per  100,000.] 


^ 


§ 


I 


27419 
27716 
28000 
28540 


At. 


1899. 

Jnne  18 
Jaly  11 
Aug.  7 
Sept.  11 
Oct.     9 


Appbasascb. 

• 

*i 

;g 

• 

^ 

M 

i 

0 

^K 

o 

H 

* 

fj 

None. 
None. 
None. 
None. 
None. 


None. 

Blight. 

None. 

None. 

None. 


.00 
.00 
.00 
.00 
.00 


.00 


■ 

g 


Op, 

IS 


s 


6.00 
7.40 
7.10 
8.00 
7.00 


7.22 


Ammohka. 


• 

s 

■ 

p 

PE, 

< 

.0000 
.0006 
.0000 
.0000 
.0000 


.0001 


.0006 
.0012 
.0008 
.0010 
.0010 


.0009 


I 


.56  I 

.54  ' 

.56  I 

.60  I 

.59 

I 

.57  I 


Nitbocbb 


AS 

1 

i 

s 

S 

a 

a 

.1380 
.1740 
.2200 
.1840 
.1760 


.1784 


.0000 

.0000  I 
.0000 
.0000 
.0000 


.0000 


-i 


I 


a 


.01 
.06 
.01 
.02 
.01 


.02 


2.8 
2.5 
2.0 
2.8 
8.0 


2.6 


.0090 
.0040 
.0000 
.0040 
.0040 


.0028 


Odor,  none. The  first  two  samples  were  eoUeoied  from  the  spring;  the  others,  from  a  faucet  at 

the  pumping  station. 

Water  Supply  of  Milton. 

Chemical  Examination  of  Water  from  a  Faucet  in  MiUan,  supplied  from  the  Works 

of  the  Hyde  Park  Water  Company, 

[Parte  per  100,000.] 


Date  of 

OoUectlon. 

Appbababcb. 

,1 

ss 

1 

Ammonia. 

• 

s 

KiTBoaBir 

AS 

1 

o 

m 

s 

i 

1 

• 

«i 

1 

• 

1 

Albu- 
minoid 

1 

9 

J 

1 

• 

28680 
20406 

18»». 
Sept.  8 
Not.  25 

y.  alight. 
V.  Blight. 

V.  Blight. 
None. 

.06 
.02 

11.50 
11.00 

.0140 
.0010 

.0060 
.0058 

1.85 
1.70 

.0650 
.0610 

.0001 
.0018 

.00 
.00 

4.8 
4.6 

.0150 
.0060 

Odor,  none. 
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MONSON. 


Water  Supply  of  Monson. 


Chemical  Examination  of  Water  from  a  Faucet  in  Monson^  supplied  friym  the 

Monson  WcUer  Works, 

[Parta  per  100,000.] 


• 

J 
1 

APPSAlAirOB. 

Residue  on 

Evaporation. 

AVMOXXA. 

1 

IflTaOOKH 
AS 

f 

i 

1 

i 

2 

e 

1 

•: 

• 

< 

• 

i 

1 

• 

27221 
27812 
27947 
28867 
28802 
2B281 

1899. 
May  24 

June  28 
Aag.   1 
Ang.24 
Sept.  27 
Nov.    1 

V.  Blight. 

None. 

None. 

V.  alight. 

Nooe. 

None. 

Ck>na. 
V.  alight. 
V.  alight. 
Blight, 
v.  Blight. 
V.  Blight. 

.00 
.00 
.00 
.00 
.00 
.00 

.00 

2.80 
8.00 
8.40 
4.10 
8.70 
8.70 

.0000 
.0004 
.0002 
.0000 
.0004 
.0000 

.0022 
.0014 
.0006 
.0018 
.0010 
.0020 

.12 
.18 
.12 
.18 

.10 
.11 

.0080 
.0040 
.0020 
.0020 
.0110 
.0080 

.0000 
.0000 

.0000 
.0000 
.0000 
.0000 

.02 
.02 
.02 
.06 
.02 
.08 

0.6 
0.8 
1.0 
1.0 
0.8 
1.1 

.0140 
.0060 
.0010 
.0800 
.0010 
.0110 

Ay... 

8.40 

.0002 

.0016 

.12 

.0066 

.0000 

.02 

0.0 

.0108 

Odor,  DODO. 


Water  Supply  of  Turner's  Falls  Fire  District,  Montague. 

Chemical  Examination  of  Water  from  Lake  Pleasant,  Montague, 

[ParU  per  100,000.] 


§ 


I 

s 

m 
O 


26106 
27008 


28211 


Feb.    1 
May    8 

Ang.   2 
Nov.    1 


ArPSAKAHCB. 


s 

s 

1 


I 


V.  Blight. 
V.  Blight, 
v. aUghk 
None. 


V.  Blight. 
V.  Blight. 
V.  alight. 
None. 


.06 
.06 
.01 
.07 


Kbsidub  on 

EVAPOBA- 

TIOV. 

■ 

e 

0 

«« 

• 

§6 

3 

a- 

H 

3 

2.76 

1.00 

2.20 

0.60 

8.00 

0.80 

2.20 

0.60 

Ammohxa. 


ALBDMIIIOII). 

■ 

1 

■ 

1 

I 

1 

1 

il 

h 

H 

s 

00 

.0068 
.0004 
.0000 
.0006 


.0110 
.0066 
.0070 
.0082 


.0008 
.0064 
.0066 
.0078 


.0012 
.0002 
.0004 
.0004 


NrraooBX 

• 

AB 

■ 

1 

i 

i 

5 

6 

.16 

^ 

^ 

.0020 

.0001 

.10 

.0000 

.0000 

.11 

.0000 

.0000 

.10 

.0080 

.0000 

I 

0 

■ 

a 

a 


Averages  by 

Years, 

1888 

. 

. 

.00 

2.88 

0.40 

.0027 

.oon 

^ 

^^ 

.00 

.0085 

.0000 

« 

1808 

• 

. 

.04 

2.28 

0.68 

.0028 

.0118 

.0088 

.0082 

.12 

.0046 

.0000 

.11 

0.0 

. 

1804 

. 

. 

.04 

2.18 

0.68 

.0022 

.0007 

.0076 

.0021 

.12 

.0026 

.0000 

.11 

0.4 

_ 

1806 

. 

— 

.06 

2.82 

0.72 

.0028 

.0096 

.0078 

.0022 

.18 

.0056 

.0000! 

.11 

0.6 

. 

1806 

mm 

.. 

.04 

2.22 

0.72 

.0012 

.0007 

.0071 

.0026 

.14 

.0028 

.0000 

.11 

0.4 

. 

1807 

_ 

• 

.06 

2.10 

0.67 

.0023 

.0087 

.0070 

.0008 

.14 

.0008 

.00001 

.18 

0.6 

. 

1808 

. 

. 

.07 

2.86 

0.76 

.0022 

.0071 

.0064 

.0017 

.18 

.0020  .0000 

.14 

0.4 

— 

1800 

•" 

" 

.04 

2.64 

0.72 

.0017 

.0082 

.0076 

.0006 

.11 

.0066 

.0000  .10 

0.4 

Note  to  Mwlyaea  of  1800 :  Odor,  generally  faintly  vegetable.  On  heating,  the  odor  of  the  first  sample 
beeane  dlatinetly  fiahy  and  oily.  —  The  last  aample  was  collected  from  a  faneetln  the  town ;  theothera, 
from  the  lake. 


Water  Supply  of  Nahant. 

(See  Stcampscoit.) 
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KANTUCKET. 

Water  Supply  of  Nantucket. — Wannaoomet  Watek  Company. 

Chemical  Examinatian  of  Water  from  Wawnaoomei  Pond^  Nantucket. 

[Puts  per  100,000.] 


• 
o 

5 

Rsamus  oh  H                                    '        ■ 

EViJPOSA-       1               AMMOnA. 
TIOK.            1 

RITKWKS 

• 

r 

9 

a 

H 

«i 

i 

1 

• 

1 
§1 

r 

1 

t 

▲LMTmSOID. 

1 

a 

1 

1    lisl'l 

ill 

1 

i06ei 

S7066 

ssero 

8W72 

1 

19M. 

Mat.  22 

1 

Joly    5, 
Sept.  10 
Dee.    4 

Slight. 
V.eUgbt. 
V.  alight. 
1  V.  alight. 

Cone. 
V.  alight. 
Blight. 
V.  alight. 

.01 
.06 
.10 
.11 

6.10 

7.10 

7.10 

,  6.46 

1.66 
1.86 
1.66 
1.66 

4 

I 

.0006 

.0016 
.0014 
.0000 

.0166 
.0164 
.0168 
.0120 

'        -1 

»i 
.0122). 0044  2.66  .OOSOi.OOOl 

.0I5O|.0O14  2.64  .0020.0000 

.01M..0Q24  2.4»;.0010>.0000 

•                    1 

.010K.0012  2.)0!!.0010'.000» 

1 

.11 
.17 
.17 
.U 

1.1 

1.8 
2.6 

1.6 

At... 

1 

f 
.07 

6.71 

1 

1.62; 

1 

1            J               i                                               1 

.0000>-A1S8i.OnB..aOtl  K.lO'l.flBlT'.MIOft 

.14 

1.6 

1 

1 

1          .1        .. 

1 

1 

Odor,  faintly  vegetable  or  noDe.    On  heeling,  the  odor  of  the  irat  aaaaple 


Microseopieal 


fnltttly  llahy. 

of  Water  from  Wannaeomet  FondLt  Nantucket, 

[Nvmher  of  oigaalaflH  per  enhle  eaBttaaeCer.] 


I  . 


•.m 
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NATICK. 

Water  Supply  of  Natick. 

Chemical  Ezaminalion  of  Waterfront  Dug  Pond,  Natick. 

[ParU  per  100,000.] 


• 

a 

t 

S 

Q 

APnARASOB. 

RsaiDUK  OK 

EVAPOHA- 

TIOV. 

Ammomia. 

9 

.88 

NiTROOBH 
A8 

• 

6 

1 

t 

«2 

i 

i 

■ 

mm 

Lots  on 
Ignition. 

1 

ALBUMIHOID. 

■ 

8 

• 

s 

5 

1 

a 

as 

• 

1 

1 

5 

Sus- 
pended. 

i 

26812 

18»». 

Jan.  2 

V.  Blight. 

Slight. 

.20 

6.76 

1.00 

.0024 

.0142 

.0140 

.0002 

.0280 

.0008 

.22 

2.3 

20009 

Jan.  80 

Blight. 

V.aUght. 

.21 

6.25 

1.50 

.0022 

.0164 

.0138 

.0010 

.88 

.0240 

.0003 

.28 

2.1 

28850 

Fab.  28 

Slight. 

SUght. 

.12 

6.15 

1.76 

.0002 

.0104 

.0140 

.0018 

.69 

.0290 

.0008 

.26 

2.0 

20800 

Apr.  4 

Slight. 

V.aUght. 

.14 

6.05 

1.75 

.0024 

.0144 

.0182 

.0012 

.64 

.0470 

.0002 

.26 

1.0 

20984 

May  1 

V.  alight. 

V.aUght. 

.14 

5.10 

1.00 

.0014 

.0108 

.0144 

.0024 

.63 

.0810 

.0002 

.22 

1.8 

2T274 

May  81 

None. 

SUght. 

.08 

4.90 

1.75 

.0008 

.0174 

.0158 

.0010 

.84 

.0210 

.0001 

.24 

2.1 

27054 

July  6 

V.  alight. 

SUght. 

.09 

5.00 

1.36 

.0004 

.0228 

.0194 

.0034 

.84 

.0030 

.0001 

.29 

1.8 

27084 

Joly  SI 

Slight. 

Slight. 

.09 

5.10 

1.30 

.0008 

.0232 

.0200 

.0028 

.54 

.0020 

.0000 

.29 

1.8 

28424 

Aug.  31 

V.aUght. 

Slight. 

.07 

6.56 

1.85 

.0002 

.0210 

.0208 

.0008 

.57 

.0020 

.0000 

.27 

2.0 

28047 

Oct.  2 

Slight. 

V.aUght. 

.10 

4.66 

1.56 

.0018 

.0388 

.0210 

.0120 

.82 

.0030 

.0000 

.29 

2.0 

20201 

Oct.  81 

V.aUght. 

V.aUght. 

.16 

5.00 

1.26 

.0014 

.0188 

.0170 

.0012 

.83 

.0040 

.0000 

.23 

2.2 

29622 

Not.  28 

V.aUght. 

V.aUght. 

.00 

4.06 

1.25 

.0182 

.0192 

.0172 

.0020 

.80 

.0010 

.0001 

.19 

2.2 

Averages  by  Years 


1888 

- 

- 

.13 

6.24 

1889 

- 

- 

.18 

5.66 

1890 

- 

- 

.14 

6.85 

1891 

- 

- 

.09 

5.71 

1892 

- 

- 

.08 

5.38 

1893 

- 

- 

.08 

5.28 

1894 

- 

- 

.10 

6.84 

1895 

- 

- 

.13 

8.27 

1898 

- 

- 

.15 

8.19 

1897 

- 

- 

.12 

5.41 

1898 

- 

- 

.10 

5.21 

1899 

- 

- 

.12 

5.09 

1.00 
1.20 
1.88 
1.45 
1.24 
1.39 
1.86 
1.88 
1.77 
1.47 
1.67 
1.64 


.0070 
.0048 
.0027 
.0085 
.0088 
.0002 
.0080 
.0044 
.0046 
.0083 
.0030 
.0032 


.0228 
.0242  .0197 


.0199 
.0207 
.0173 
.0192 


.0188 
.0187 
.0185 
.0158 


0155  .0182 


,0191 
.0178 


.0104 
.0147 


0192  .0108 


.0188 
.0195 


.0152 
.0189 


- 

1 
1.88 

.0046 

.71 

1 

.0083 

.72 

1 

.0040 

.89 

.0088 

.72 

.0084 

.71 

.0023 

.80 

.0027 

.87 

.0029 

.88 

.0020 

.84 

.0018 

.70 

.0028 

.80 

.0197 
.0292 
.0227 
.0828 
.0323 
.0193 
.0218 
.0812 
.0290 
.0130 
.0127 
.0168 


.0003 
.0004 
.0002 

j 

.0003 
.0001 
.0003 
.0001 

I 

.0001 

I 

.0002 
.0002 
.0002 
.0001 


.28 
.21 
.24 
.25 
.26 
.25 
.26 


2.7 
2.4 
2.4 
2.1 
2.8 
2.6 
2.3 
2.4 
2.1 
2.0 


NoTS  to  aoalyMa  of  1899 :  Odor  of  No.  27054,  distinctly  nopleaaant;  of  the  othera,  faintly  yegetable 

or  none,  aometlmaa  beooming  fishy  or  oily  on  heating. The  aamples  were  eoUeoted  from  a  faocet 

at  the  pamplng  atatlon. 
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NATICK. 


Microscopical  ExanUncUion  of  Water  from  Dug  Pond,  NaHck, 

[XTmnber  of  organlBms  per  enble  eentimetor.] 


Jan. 


Jan. 


Apr. 


Maj. 


May. 


July. 


Aug. 


Sept 


Oct. 


Hot. 


Not. 


Day  of  examination, 
Number  of  lample, 


PLANTS. 
DiatoxnacesB, 


AaterloneUa, 

agrelotella,    . 
eloalra, 
TabellaHa,    . 


Oyanopliycen,  . 

Mloroeyatla, . 


Alff», 


8 
S681S 


SI 

aooeo 


28866  20MO  36084 


11 

0 
2 
0 
6 


0 
0 


200 

14 

14 

2 


0 
0 

14 


140 

114 

6 

16 

1 


0 
0 

It 


81 
27274 


6 
27664 


67 
7 
0 
S 


0 
0 


802 
86 
18 
96 


0 
0 


62 

7 
28 

0 
24 


0 
0 


n 

2 

12 

0 

0 


174 

170 


1 
27064 


0 
2 
7 
1 


1 
28424 


8 

28847 


0 
2 
0 
1 


8 

7 


16 
0 
0 
2 


0 
0 


1 
88201 


29 


10 
6 

62 
8 


0 
0 

50 


18S 

41 
68 

76 
10 


0 
0 


ANIMALS. 
BhlBOpOda,  Difflngla, 


InftLBoria, 
DlnobryoD, 


Vermes, 


Orostacea,  Cyclopa, 


4 
8 


pr. 


in 

120 


8 

8 


pr. 


8 

0 


18 
16 


18 

21 


16 
0 


pr. 


1 

10 
0 

1 


8 
1 


18 


82 


pr. 


Mi9eiUan«oiu9t  ZoSgloM, 


8 


8 


It 


Total, 


19 


466 


167 


108 


662 


91 


266 


100 


48 


91 


168 


228 


Water  Supply  of  Needham. 

The  advice  of  the  State  Board  of  Health  to  the  town  of  Need- 
ham,  with  reference  to  an  additional  water  supply  for  that  town, 
may  be  foand  on  pages  32  to  34  of  this  volume.  Analyses  of 
samples  of  water  collected  from  various  test  wells  in  the  vicinity 
of  a  proposed  new  well,  to  be  located  a  short  distance  east  of  the 
present  well,  are  given  in  the  following  table :  — 


No.  34.]     EXAlVflNATION  OF  WATER  SUPPLIES. 
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NEEBHAM. 

Chemiedl  Examination  of  Water  Jrom  the  large  Well  of  the  Needham  Water  Works. 

[PArU  per  100,000.] 


• 

AmABAircB. 

• 

g 

Ammoxia. 

NrrsooBS 

■ 

1 

1 

mi 

▲a 

a 

a 

1 

a 

Date  of 
Coll 

Turbidity. 

^ 

• 

1 

1 

Albo- 
mlnold 

1 

i 
s 

• 

f 

• 

8 

s 

1 

19M. 

— . 

1 

, 

20288 

Feb.  16 

1  None. 

None. 

.00 

6.80 

.0000 

.0006 

.84 

.2660 

.0000 

.02 

2.6 

.0010 

26084 

Apr.    7 

None. 

None. 

.00 

6.80 

.0000 

.0018 

.74 

.2860 

.0000 

.02 

2.0 

.0020 

26B65 

Apr.  27 

None. 

None. 

.00 

7.00 

.0000 

.0010 

.78 

.2100 

.0000 

.02 

1.8 

.0000 

27210 

May  28 

None. 

None. 

.00 

6.80 

.0000 

.0014 

.66 

.1480 

.0000 

.01 

1.7 

.0020 

27468 

Jane  19 

1  None. 

None. 

.00 

6.60 

.0006 

.0012 

.67 

.2080 

.0000 

.02 

1.7 

.0090 

28128 

Aag.  10 

None. 

None. 

.02 

7.00 

.0000 

.0004 

.76 

.2760 

.0000 

.02 

2.0 

.0090 

28196 

Ang.  14 

1  None. 

None. 

.00 

7.60 

.0000 

.0002 

.76 

.2860 

.0000 

.02 

2.0 

.0010 

29066 

Oct.  18 

'  None. 

None. 

.04 

6.70 

.0000 

.0006 

.66 

.1240 

.0000 

.08 

2.8 

.0060 

29098 

Dee.  19 

!  None. 

None. 

.00 

6.40 

.0000 

.0008 

.74 

.1900 

.0000 

.02 

1.7 

.0090 

Averages  by  Tears, 


1808 

.00 

6.28 

.0000 

.0007 

.68 

.1230 

.0000 

.06 

1.9 

.0000 

. 

1894 

. 

• 

.01 

6.18 

.0013 

.0006 

.66 

.1867 

.0000 

.01 

1.7 

.0090 

. 

1896 

. 

. 

.00 

6.66 

.0000 

.0009 

.90 

.1676 

.0000 

.02 

2.0 

.0010 

. 

1897 

.. 

. 

.00 

6.90 

.0000 

.0090 

.82 

.1600 

.0000 

.06 

1.8 

.0000 

. 

1806 

« 

_ 

.01 

7.08 

.0008 

.0012 

.88 

.2200 

.0000 

.02 

2.8 

.0016 

" 

1899* 

^ 

" 

.01 

6.44 

.0001 

.0009 

.72 

.2004 

.0000 

.02 

2.0 

.0021 

NoTB  to  analyaea  of  1899 :  Odor,  none. No.  26684  waa  oollected  from  the  well ;  the  othora,  from 

a  fanoet  in  the  pamping  atatloii. 

*  Where  more  than  one  aample  waa  eoUeoted  in  a  month,  the  mean  analyala  for  that  month  haa  been 
naed  In  making  the  aversge. 

Chemical  Examination  of  Water  from  Tubular  Test  Wells  in  Needham. 

[Parte  per  100,000.] 


• 

B 

s 

APPBABAirCB. 

i! 

1 

AKMOirXA. 

• 

• 

KITBOOBV 

▲a 

Oxygen 

Contuned. 

8 

1 

a 

• 

S 

I 

i 

1 

* 

1 

< 

1 

• 

1 

1 

• 

1 

ZDwoe 
2n46 
26960 
2n46 
26960 
2n47 
26961 
2n48 
90962 
27140 
26968 
27160 

27161 
28127 

Apr.  27 
May  IS 
Apr.  27 
May  18 
Apr.  27 
May  18 
Apr.  27 
May  18 
Apr.  27 
May  18 
Apr.  27 
May  18 
Apr.  97 
May  18 
Aug.  10 

Decided. 

Decided. 

None. 

None. 

None. 

Decided. 

Slight. 

Slight. 

None. 

Decided. 

None. 

Decided. 

None. 

Slight. 

None. 

Oona. 

Cona. 

y.  alight. 

None. 

None. 

Cona. 

Slight. 

Oona. 

None. 

Cona. 

None. 

Cona. 

None. 

Slight. 

None. 

1 

.06 
.06 
.01 
.00 
.00 
.10 
.06 
.01 
.00 
.02 
.00 
.02 
.00 
.02 
•00 

7.90 
7.40 
8.60 
7.80 
6.70 
10.60 
9.60 
7.00 
9.90 
8.10 
8.80 
8.00 
6.60 
7.60 
7.70 

.0000 
.0000 

.0000 
.0000 
.0000 
.0000 
.0012 
.0000 
.0000 
.0000 
.0000 
.0000 
.0000 
.0000 
.0000 

.0014 
.0008 
.0012 
.0008 
.0012 
.0014 
.0018 
.0010 
.0012 
.0010 
.0012 
.0010 
.0012 
.0018 
.0010 

.78 
.76 
.88 
.94 
.87 
.71 
.98 
.96 
.96 
.96 
.84 
.86 
.66 
.96 
.86 

.2100 
.2600 
.8260 
.8226 
.8000 
.2426 
.6400 
.3760 
.6600 
.8800 
;.8660 
.8660 
1.1600 
.8700 
.8800 

.0002 
.0008 
.0002 
.0008 
.0000 
.0000 
.0008 
.0008 
.0000 
.0000 
.0000 
.0000 
.0000 
.0002 
.0000 

.02 
.01 
.02 
.01 
.02 
.01 
.02 
.02 
.02 
.01 
.02 
.01 
.01 
.01 
.01 

2.0 
2.1 
2.6 
2.8 
2.1 
2.0 
2.7 
2.6 
2.7 
2.6 
2.6 
2.8 
1.8 
2.1 
2.1 

.0090 
.0040 
.0070 
.0060 
.0020 
.0160 
.0010 
.0020 
.0010 
.0020 
.0010 
.0030 
.0010 
.0020 
.0020 

Odor,  mme.— ^The  aamplea  were  collected  from  teat  wella  located  eaaterly  and  aouth  eaaterly  from 
the  preaant  large  well.  Noa.  26968  and  27146  were  collected  from  well  No.  19;  Noa.  26969  and  27146, 
from  weU  No.  90;  Noa.  26960  and  27147,  from  well  No.  21 ;  Noa.  26961  and  27148,  from  well  No.  22;  Noe. 
20969  and  27149,  from  well  No.  28;  Noe.  26068  and  27160,  from  well  No.  26;  Noa.  26064  and  2n61,  from 
well  No.  28;  and  No.  98127,  from  a  ayatem  of  8  tobnler  wella  located  near  the  large  well.  Water  from 
theae  wella  ia  pumped  into  the  large  well. 
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Water  Supply  of  New  Bedford. 

Chemical  Examination  of  Water  from  the  Storage  Beservoir  of  the  New  Bedford 

Water  Works  in  Acushnei, 

[ParU  per  100,000.] 


Date  of  Collection. 

Appsaxaiicb. 

!  Rebidub  on 
Evapora- 
tion. 

Ammonia. 

• 

a 
•§ 

.48 
.68 

NITSOOBN 
AB 

■ 

s 

a 

1 

a 
H 

4^ 

1 

Loaaon 
Ignition. 

• 

ALBUMINOID. 

• 

1 

■ 

• 

1 

a 

1 

1 

a 

1 
si 

00 

« 

m 
m 

1 

28341 
20444 

18M. 

Aug.  28 
Not.  20 

y.  BUght. 
y.  Blight. 

y.  Blight. 
y.aUghU 

0.70 
1.00 

4.65 
6.20 

2.16 
2.70 

.0002 
.0080 

.0296 
.0808 

.0272 
.0208 

.0024 
.0010 

.0010 
.0010 

.0000 
.0000 

0.T8 
1.07 

1.0 
0.8 

Odor,  vegetable. 

Chemical  Examination  of  Water  from  the  Conduit  of  the  New  Bedford  Water  Works. 

[Parte  per  100,000.] 


Date  of  Collection. 

Appbabance. 

Rbbiddb  on 
Evapora- 
tion. 

Ammonia. 

i 

r 

S 

.54 

.46 
.53 

.61 

Nitboobn 

AB 

§ 

• 

a 
« 

B 

s 

• 

i 

e 
®  be 

■ 

ALBUMINOID. 

i 

8 

a 

1 

5 

.0001 
.0000 
.0000 

.0000 

M 

c 

1 

* 

1 

1 

o 

m 

s 

■ 

a 

00 

a 

g 

M 

o 

• 

i 

1 

28270 
26766 
27666 

ISM. 

Feb.  19 
Apr.  12 
June  24 

y.  Blight. 

y.  aHght. 
y.  Blight 

y.  Blight. 

Slight, 
y.  aUght. 

.70 

.62 
.98 

.78 

4.26  1  1.85 
3.60     2.00 
4.36     2.00 

.0028 
.0024 
.0032 

.0028 

.0154 
.0164 
.0298 

.0205 

.0144 
.0162 
.0280 

.0010 
.0012! 
.0018 

.0013 

.0060 
.0020 
.0040 

.0040 

.78     0.8 
.67     0.0 
.80     0.8 

Av 

4.06 

1.96 

.0102 

.76  '  A  A 

— — 

f  .  .•       •  •  •  '  ■  ■    ■  

Odor,  faintly  vegetable The  aamplea  were  collected  from  the  conduit,  at  ita  entrance  to  the 

receiving  reaervoir,  and  repreaent  water  from  the  atorage  reaervolr. 

Chemical  Examination  of  Water  from  a  Faucet  at  City  Hall,  New  Bedford. 

[Parte  per  100,000.] 


g 

1 
s 

Appbarabcb. 

RK8IDDK  ON 
EVAPOBA- 

tion. 

1 

Ammonia. 

1 

Nitboobn 

AS 

8 

6 

s 
1 

1  o 

• 

1 

1 

1 

• 

1 

• 

S 

• 

! 

ALBUMINOID. 

6 
1 

■ 

s 

e 

• 

B 

&5 

• 

1 

• 

1 

s 

s 

• 

00 

1 

88842 
28782 
29117 
29445 
89818 

18M. 

Aug.  28 
Sept.  25 
Oct.  24 
Nov.  20 
Dee.  29  > 

y.  Blight, 
y.  Blight. 

y .  alight, 
y.  alight. 

y.  Blight. 

y.  alight, 
y .  alight, 
y.  Blight, 
y.  alight, 
y.  alight. 

.14 
.08 
.18 
.21 
.84 

.18 

8.60 
8.25 
8.06 
2.96 
3.20 

1.70 
1.60 
1.86 
1.20 
1.80 

\ 

1.0002 
>.00O8 

.0010 
1.0006 

.0004 

.0202  .0172 
.0200.0190 
.0172.0166 
.0172.0162 
.0160  .0160 

.0181  -A1MI 

.0080 
.0010 
.0006, 

.ooio' 

.0010, 

.40 
.46 
.49 
.49 
.60 

.0020 
.0000 
.0020 
.0010 
.0010 

.0012 

.0000 
.0001 
.0000 
.0000 
.0000 

i.86 

.80 

.85 

.28 

i.87 

.88 

0.5 
0.8 
0.5 
0.6 
0.6 

Ay... 

1 

8.21 

1.48 

1.0006 

-     -1 
.OOlSi  ^f 

0000 

0.6 

1 

1 

I 

Odor,  none.    On  heating,  the  odor  of  moat  of  the  aamplea  waa  vegetable,  and  of  the  ftrat  and  fourth, 
faintly  unpleaaant. 
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NEW  BEDFORD. 

Chemical  Examination  of  Water  from  LiUle  QuiUacas  Pond^  Lakeville, 

[Parts  per  100,000.] 


I 


20178 
20759 
2T604 
28S44 
S88M 
S913S 
aM85 
29776 


6 
O 

o 

Si 

a 

O 
« 


1S99. 

Feb.  19 
Apr.  12 
June  24 
Aag.  23 
Oct.  4 
Oct.  24 
Dec.  18 
Dee.  20 


APPBAaJLHOB. 


a 


00 


o 


V.  slight. 
V.  slight. 
V.  Blight. 
V.  slight. 
V.  slight. 
Blight. 
V.  slight. 
V.  slight. 


Slight. 
Slight. 
V.  slight. 
Slight, 
y.  slight. 
V.  slight. 
Slight. 
V.  slight. 


.25 
.22 
.20 
.20 
.12 
.20 
.21 
.20 


Ubsiddb  ok 

£VAPOKA- 

TIOH. 

• 

o 

S 

• 

§g 

3 

m 

^ 

3 

3.45 

1.40 

3.85 

1.80 

8.15 

1.25 

8.45 

1.70 

8.00 

1.00 

8.70 

1.85 

8.25 

1.85 

8.20 

1.85 

Amhonia. 


ALBTTMIirOID.      < 

• 

• 

1 

1 

i 

"i 

z 

s 

sl< 

h* 

H 

A 

00 

.0036 
.0006 
.0022 
.0002 
.0004 
.0012 
.0000 

!.0002 

I 


.0172 
.0158 
.0182 
.0228 
.0184 
.0186 
.0174 
.0166 


.0152 
.0182 
.0178 
.0184 
.0180 
.0180 
.0166 
.0160 


.0020 
.0026 
.0004 
.0044! 
.0004' 
.0006 
.0006 
.0006' 


« 

I 


.51 
.44 
.44 

.46 
.48 
.46 
.52 
.48 


KiTBOOBM 

AS 

g 

s 

• 

o 

o 

! 

trltes. 

1 

^ 

^ 

o 

.0020 
.0010 
.0000 
.0010 
.0000 
.0020 
.0010 
.0010 


.0000 

.40 

.0000 

.85 

.0000 

.85 

.0000 

.48 

.0000 

.85 

.0000 

.34 

.0000 

.85 

.0000 

1 

.87 

0.8 
0.8 
0.8 
0.6 
0.6 
0.6 
0.5 
0.6 


Averages  by 

Years. 

1 

1898 

_ 

. 

.11 

8.02 

1.28 

.0015 

.0156 

.0128 

.0028 

.48 

.0025 

.0000 

.29 

0.6 

— 

1894 

. 

» 

.18 

2.91 

0.95 

.0002 

.0165 

.0187 

.0028 

.48 

.0008 

.0000 

.81 

0.7 

. 

1895 

- 

. 

.18 

8.17 

1.25 

.0008 

.0162 

.0187 

.0026 

.51 

.0087 

.0000 

.81 

O.T 

. 

1896 

. 

. 

.21 

8.17 

1.27 

.0008 

.0104 

.0157 

.00871 

.58 

.0088 

.0000  .36 

O.T 

— 

1897 

. 

. 

.18 

8.04 

1.07 

.0007 

.0188 

.0146  .00421 

.56 

.0020 

.0000  .80 

0.7 

. 

1896 

. 

- 

.21 

8.81 

1.82 

.0002 

.0175 

.0150 

.00251 

.55 

.0007 

.0000 

.35 

1.1 

* 

1899* 

" 

•" 

.20 

8.88 

1.44 

.0012 

.0183 

.0165 

.0018 

.47 

.0010 

.0000 

1 

.87 

0.6 

IToTS  to  analyses  of  1899 :  Odor,  faintly  vegetable  or  none.    On  heating,  the  odor  of  the  first  sample 
became  faintly  fishy. 

*  Where  more  than  one  sample  was  collected  In  a  month,  the  mean  analysis  for  that  month  has  been 
Qsed  In  making  the  average. 


Microscopical  Examination  of  Water  from  Little  Quiitetcfu  Pond,  Lakeville. 

[Number  of  organisms  per  cnblc  centimeter.] 


Day  of  examination, 
Number  of  sample, . 


1899. 


Feb. 


Apr.       Jane. 


Aug. 


Oct 


Oct. 


Dec. 


21 
26278 


14 

26760 


26 
27564 


24 
28844 


5 
28886 


26 
29182 


19 
29685 


Dec 


27 
29776 


PLANTS. 

DlatomacecB.    • 


Asterionella, 
Synedra,     . 


OyanophyceeDi 

Anabmna,   . 


Alff»,      • 
Protoeoocos, 


110 

1,504 

6 

11 

11 

8 

17 

0 
106 

9t2 
548 

0 
5 

1 

7 

0 
6 

0 
8 

0 
17 

0 

0 

15 

17 

0 

0 

0 

0 

0 

14 

17 

0 

0 

0 

0 

4 

4 

{,004 

0 

0 

8 

0 

•     0 

0 

2,000 

0 

0 

0 

88 

16 
15 


0 
0 

0 
0 
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KEW  BEDFORD. 

Microscopical  Examination  of  Water  from  LiUle  QuUtacas  Pond^  LakevHk  ^ 

Concluded. 

[Number  of  organlimi  par  eubie  Mntlmeter.] 


iwe. 

rtb. 

AprIL 

Jane. 

Aug. 

Oct. 

Oet 

D«e. 

Dm. 

ANDTALR. 

InAisoria 

DlnobryoD,        .... 

Vermes,  NotholM, 

Orustaoea.  Oyolopt,  . 

146 
144 

0 

0 

192 
188 

1 
0 

1 
0 

• 

d 

0 

8 

0 

0 
pr. 

4 

4 

0 
0 

0 
0 

0 
0 

8 
0 

0 
8 

1 
0 

8 
8 

MUetUatuout,  Zo^glcsft, . 

5 

1C 

8 

18 

8 

8 

8 

8 

Total, 

261 

1.718 

81 

2,050 

90 

8 

28 

87 

Chemical  Examination  of  Water  from  Great  Quittacas  Pond^  LcUseviUe, 

[Pule  per  100,000.] 


^ 


20766 
27668 
28848 
20648 


s 


isee. 

Feb.  19 
▲pr.  12 
Jane  24 
▲ug.  28 
Dee.  12 


Appkabakcs. 


^ 

5 


«i 

a 


a 


v.  slight. 
T.  slight. 
V.  sUght. 
y.  slight. 
V.  slight. 


V.  slight. 
Blight, 
y .  sUght. 
V.  slight. 
Cons. 


.70 
.61 
.41 
.28 
.28 


Rbsidcb  oh 

£tapoba- 

Tioir. 

.1 

• 

5 

8.86 

1.90 

8.86 

1.86 

8.60 

1.86 

8.40 

1.80 

8.46 

1.80 

AincojnA. 


▲LBCMIHOID. 


at 


1^ 


.0010 
.0008 
.0010 
.0000 
.0004 


.0188 
.0168 
.0182 
.0184 
.0206 


.0168 
.0168 
.0170 
.0148 
.0174 


.0020 
.0010 
.0012 
.0016 
.0084 


I    I 


MrrROOB* 

• 

1 

AS 

« 

i 

6 

.62 

s 

s 

.0010 

.0000 

.44 

.0090 

.0000 

.48 

.0010 

.0000 

.48 

.001<M 

.0000 

.62 

.0010 

.0000 

a 
I 

S 

s 


.86 
.66 
.61 
.60 
.49 


i 


0.6 
0.2 
0.8 
0.8 
0.6 


Averages  by  Tears, 


• 

1804 

. 

.49 

8.80 

1.86 

.0002 

.0164 

.0189 

.0016 

.60 

.0017 

.0000 

.60 

0.6 

- 

1896 

- 

.40 

8.80 

1.22 

.0001 

.0164 

.0188 

.0021 

.68 

.0020 

.0000 

.62 

0.6 

- 

1896 

- 

- 

.62 

8.82 

1.67 

.0006 

.0108 

.0178 

.0026 

.66 

.0080 

.ooow 

.76 

0.7 

- 

1897 

- 

- 

.64 

8.66 

1.47 

.0006 

.0180 

.0148 

.0012 

.68 

.0009 

.0000 

.58 

0.7 

- 

1898 

- 

- 

.66 

8.81 

2.00 

.0006 

.0107 

.0180 

.0017 

.67 

.0006 

.0000 

.77 

0.9 

tm 

1800 

- 

- 

.48 

8.68 

1.84 

.0008 

.0182 

.0164 

.0018 

.49 

.0012 

.0000 

.80 

0.4 

If 0TB  to  analyses  of  1899 :  Odor,  generally  faintly  vegetable  or  none.   On  heating,  tiie  odor  of  some 
of  the  samples  beoame  stronger. 
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KEW  BEDFORD. 

Microscopical  ExamituUion  of  Water  from  Qreai  QuiUacoB  Pond^  LakeviUe. 

[Namber  of  organUmt  per  enUe  oentimetor.] 


1899. 


Feb. 


Apr. 


June. 


▲ng. 


Dec. 


Day  of  exMninatlonf  • 
Bomber  of  Mimple,     .       • 

PLAHT8. 
DiatomacMD, 

AiterlonellAt 
Oyanopliyoesd,   . 

► 

ANIMALS. 
Rhlzopoda,  AeUnophryt,     , 

Inftisorla,      .      .      .      . 

DlnobryoD,  .       .       .       . 
Uroglena,      •       •       .       . 

Vermes, 

Orustaoea,  Oydopt,    . 

MUcelkmeatu,  ZooglcM,    . 

Total, 


21 
86072 


14 
20768 


27668 


24 


18 
29648 


8 

4 

0 
0 


588 

606 

0 
0 


18 
2 

8 

8 


0 
0 

t 

10 


8 

0 

8 
0 


88 
0 


1 

0 


1 

4t 

82 
2 

8 

0 


0 
0 


0 
pr. 


10 

6 
0 


t 

0 


0 
0 


0 
0 


47 


604 


88 


20 


12 


Chemical  Examination  of  Water  from  Long  Pond^  LakeviUe, 

[Peru  per  100,000.] 


JB 


16271 
20767 
27666 
28644 


a 

e 

2 


iwe. 

Feb.  10 
Apr.  12 
Jnoe  24 
Dee.  12 


APFXiLBAirCB. 


V.  ■light. 
y.eUglii 
y.ettgbt. 
V.  •Uflit 


a 

I 


V.  alight, 
v.  tUght. 
y .  alight. 
BUgfat. 


0.96 
0.60 
0.64 
0.71 


RBsroua  ON 

EVAPOBA- 

noK. 


S 
^ 


4.26 
8.86 
8.00 
8.70 


s 


2.60 
2.00 
1.60 
1.66 


AlOIOVIA. 


I 


.0012 

.0004 
.0014 
.0006 


ALBCMIHOID. 


t 

8 


.0182 
.0166 
.0102 
.0194 


.0178 
.0162 
.0182 
.0188 


t 

oo 


.0004 
.0004 
.0010 
.0006 


S 


.47 
.87 

.46 

.47 


NlTBOOXM 
AS 


S 

ma 


.0010 
.0010 
.0010 
.0020 


8 

B 


.0000 

.0000 
.0000 

.0000 


m 

a 

s 

I 

M 

o 


1.18 
0.78 
0.72 
0.70 


8 

a 


0.8 
0.0 
0.2 
0.2 
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NSW  BEDFORD. 

Chemical  Examination  of  Water  from  Long  Pond^  Lakeville — Concluded. 

Averages  by  Years, 

[Parti  per  100,000.] 


a 


a 
o 


s 


1894 
1805 
1806 
1807 
1898 
1899 


Appbabasob. 


S 
I 


a 


1.00 
0.89 
0.95 
0.96 
1.06 
0.75 


Bbsiduk  ok 

EVAPOBA- 

TIOH. 

1 

Ignition. 

3.80 

1.94 

4.07 

2.25 

4.17 

2.17 

4.00 

2.00 

4.21 

2.46 

3.57 

1.91 

AVlfOKlA. 


ALBUM  IHOID. 

■ 

• 

• 

s> 

•s 

• 

1 

1 

1 

a 

h 

H 

A 

00 

.000_>  .0183 


.0002 


.0100 


.016-J  .0021 


.0005  .0219 


.0004 
.0004 
.0009 


.0167 
.0198 


.0208.0191 


.0217 


.0204 


.0188  .0177 


.0023 
.0026 
.0012 
.0018 
.0006 


a 

i 


.47 
.58 
.58 
.56 
.49 
.44 


KlTBOOBV 
Aft 


I 


s 


.0018 
.0010 
.0007 
.0010 
.0012 
.0012 


s 

s 

M 

e 
o 

a 


1 1 


.0000 
.0000 
.0000 
.0000 
.0000 
.0000 


0.90 

I 

0.95 

1.16 


0.5 
0.5 
0.5 


0.87   0.6 


1.13 
0.87 


0.6 

0.2 


NoTX  to  analyMB  of  1899 :  Odor,  faintly  vegetable  or  none ;  on  heating,  the  odor  of  all  of  the  ■amplea 
wae  ▼egetahle,  and  of  the  leoond  sample,  alao  mouldy. 


Water  Supply  of  Newburtpobt. 

Chemical  Examination  of  Water  from  the  Newhuryport  Water  Works. 

[Parte  per  100,000.] 


1 

Appbabavcb. 

• 

a 

s 

mi 

Ammovxa. 

• 

NITBOOBH 

Ae 

• 

■g 

1 

s 

9 

as 

1 

5 

1 

s 

1 

1' 

1 

1 

1^ 

• 

i 

• 

f 

i 

a 
2 

25954 

Jan.  16 

Slight. 

y.  ftUght. 

.18 

6.10 

.0020 

.0076 

.47 

.0140 

•0000 

.17 

2.0 

.0100 

26468 

Mar.  18 

Blight. 

y.  elight. 

.09 

5.60 

.0006 

.0066 

.68 

.0270 

.0000 

.08 

2.1 

.0110 

27104 
S7790 

May  16 

Jnly  17 

BUght, 

milky. 
y.  ftUght. 

Slight, 
y.  alight. 

.06 
.08 

4.80 
6.20 

.0000 

.0000 

.0081 
.0008 

.48 
.48 

.0800 
.0220 

.0000 
.0000 

.07 
.08 

2.0 
2.8 

.0100 
.0070 

28646 

Sept.  18 

Blight. 

Gone. 

.12 

5.90 

.0000 

.0024 

.62 

.0180 

.0001 

.07 

2.5 

.0880 

20874 

Not.  18 

Decided. 

Slight. 

.07 

7.00 

.0006 

•0060 

.50 

.0810 

.0000 

.05 

2.S 

.0890 

At... 

.09 

5.02 

.0005 

.0089 

.51 

.0287 

.0000 

.00 

2.2 

.0102 

Odor,  none.   A  fkintly  vegetable  odor  was  developed  in  the  flret  two  eamplee  on  healing.  • 
flrtt  lample  waa  colleeted  from  the  etorage  baain ;  the  others,  from  faneets  in  tlie  town. 


The 
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NEWTON, 


Water  Supply  of  Newtox. 


ChemiccU  Examination  of  Water  from  a  Faucet  at  the  Newton  Water  Works 

Pumping  Station, 

[Parte  per  100,000.] 


• 

a 
o 

1 

Appbasakcb. 

g 

AVMOKIA. 

NiTBOOBV 

• 

S 

AS 

9 

. 

i 
i 

Date  of 
CoU 

• 

1 

6 

§1 

IS 
1 

• 

1 

Albn- 
minold. 

1 

1 

• 

Oxygen 
Com 

• 

ai 

• 
^4 

1999. 

25951 

Jan.  10 

None. 

None. 

.01 

5.50 

.0008 

.0022 

.48 

.0480 

.0000 

.06 

2.8 

.0030 

26228 

Feb.  18 

None. 

None. 

.00 

0.80 

.0000 

.0012 

.43 

.0400 

.0000 

.02 

2.1 

.0010 

20459 

Mar.  13 

None. 

None. 

.03 

5.20 

.0010 

.0026 

.43 

.0820 

.0000 

.06 

2.2 

.0000 

20081 

Apr.   0 

None. 

V.  alight. 

.00 

5.00 

.0000 

.0012 

.39 

.0340 

.0000 

.02 

1.0 

.0010 

27108 

May  15 

None. 

None. 

.00 

0.80 

.0000 

.0018 

.41 

.0270 

.0000 

.02 

8.0 

.0010 

27470 

Jnna  19 

None. 

None. 

.00 

5.60 

.0006 

.0024 

.50 

.0580 

.0000 

.06 

2.2 

.0010 

27780 

July  17 

None. 

None. 

.01 

6.70 

.0000 

.0014 

.48 

.0190 

.0000 

.03 

2.2 

.0020 

38218 

Aug.  14 

None. 

None. 

.02 

6.00 

.0000 

.0080 

.44 

.0210 

.0000 

.11 

2.1 

.0020 

28045 

Sept.  18 

None. 

None. 

.02 

0.20 

.0000 

.0026 

.45 

.0240 

.0000 

.05 

2.5 

.0020 

2908S 

Oct.  10 

None. 

None. 

.00 

5.90 

.0008 

.0028 

.45 

.0180 

.0000 

.10 

2.0 

.0010 

20368 

Nov.  18 

None. 

V.  alight. 

.02 

6.60 

.0014 

.0052 

.49 

.0210 

.0000 

.09 

2.0 

.0100 

29684 

Dec.  18 

V.  slight. 

None. 

.08 

5.00 

.0010 

.0078 

.56 

.0130 

.0000 

.21 

2.0 

.0100 

Averages  by  Years. 


^^ 

1888 

.01 

4.64 

.0009 

.0111 

.35 

.0072 

.0001 

. 

• 

1889 

mm 

. 

.01 

4.01 

.0002 

.0001 

.80 

.0119 

.0001 

m, 

. 

. 

— 

1892 

• 

• 

.02 

5.13 

.0006 

.0028 

.85 

.0190 

.0001 

_ 

2.4 

.0179 

. 

1808 

• 

. 

.03 

5.08 

.0004 

.0019 

.88 

.0194 

.0000 

.09 

2.8 

.0119 

. 

1894 

- 

. 

.03 

5.99 

.0001 

.0021 

.40 

.0157 

.0000 

.05 

2.7 

.0110 

mm 

1895 

m. 

. 

.03 

5.85 

.0001 

.0023 

.42 

.0280 

.0000 

.06 

2.4 

.0146 

• 

1890 

• 

m. 

.02 

5.70 

.0007 

.0024 

.41 

.0260 

.0000 

.06 

2.6 

.0108 

. 

1897 

. 

. 

.04 

5.80 

.0006 

.0027 

.46 

.0350 

.0000 

.07 

2.8 

.0122 

• 

1808 

. 

. 

.04 

6.18 

.0002 

.0024 

.47 

.0864 

.0000 

.07 

2.8 

.0082 

"" 

1899 

• 

"• 

.02 

5.84 

.0005 

.0028 

.45 

.0292 

.0000 

.07 

2.8 

.0028 

NoTi  to  analyses  of  1809:  Odor,  nooe.   A  vegetable  odor  was  developed  in  the  last  sample  on 
heating. 


Water  Supply  of  North  Adams. 

The  advice  of  the  State  Board  of  Health  to  the  board  of  health 
of  North  Adams,  relative  to  the  quality  of  water  drawn  from  wells 
in  the  central  part  of  the  city  as  an  auxiliary  source  of  water  sup- 
ply, may  be  found  on  pages  35  and  36  of  this  volume.  The  results 
of  analyses  of  samples  of  water  collected  from  the  wells  are  given 
in  the  following  table. 

The  advice  of  the  State  Board  of  Health  to  the  board  of  health  of 
North  Adams,  relative  to  the  use  of  ice  from  Hudson  Brook,  in 
Clarksburg,  may  be  found  on  pages  107  and  108  of  this  volume. 
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KOBTH  ABAMS. 

Chemical  Examinatian  of  Water  Jram  NoUh  Brook  Storage  Beeervoir^  North 

Adams. 

[Puts  p«r  100,000.] 


I 
& 


20406 
80960 
2887T 
20170 


At. 


Mar.  T 
Apr.  96 
Aag.96 
Oei.  80 


a 


BUglit. 
V.  •light 
▼.•Hght. 
Blight. 


Com. 
BUght. 
Blight. 
Cods. 


.00 
.00 
.04 
.06 


.06 


RBtmUB  OH 

Etafoba- 

TIOX. 


§■ 


I' 


a 


7.00 

4.80 

0.86 

10.10 


7.T0 


0.06 
0.00 
1.86 
1.S6 


1.04 


Amkovia. 


« 

I 


.0020 
.0000 

.0090 
.0010 


.0028 


ALBDHnom. 


■i 

I 


I 


.0064 

.0064 
.0002 

.0104 


.0071 


.0024 


.0064 
.0002 


.0061 


.0010 
.0092 
.0008 
.0042 


.0090 


.04 
.06 
.06 
.10 


.06 


Kmoan 


I 


.0000 
.0080 
.0010 
.0080 


.0000 


S 


.0002 
.0001 
.0000 
.0000 


.0001 


1 


.06 
.16 
.18 
.16 


.14 


0.0 
8.4 
6.S 
8.6 


6.8 


Odor  of  tiM  flrtt  three  Munpiee,  none;  of  the  leet,  very  tminUj  nnpleeuDt,  beoooiliig  dletlnotly  on- 
pleMant  and  (Uhj  on  heating. 

Chemical  Examinatian  of  Water  from  Broad  Brook  in  P&wnalt  Vt. 

[Pnito  per  100,000.] 


20404 
20049 
28876 
20109 


At. 


S 

I 


1999. 

Mar.  7 
Apr.  20 
Ang.25 
Oct.  86 


Appbabajiob. 


V.aHght. 
V.eilght. 
None. 
V.  alight. 


s 

a 


Coni. 
y.  slight. 
V.  aUght. 
y.  aUght. 


■ 

I 


.07 
.84 
.18 
.90 


18 


SB0IDUB  OH 
BVAPOBA- 

noH. 


4.00 
2.60 
4.06 
8.06 


3.77 


I 


2 


1.06 
1.80 
1.60 
1.60 


1.81 


Amkoxia. 


i 


.0002 

.0004 
.0006 
.0006 


,0006 


ALBCniIHOID. 


.0008 

.0114 
.0002 
.0000 


.0066 


t 


A 


.0026 
.0100 
.0068 
.0004 


.0002 


.0072 
.0014 
.0004 
.0002 


.0028 


• 
a 


.04 
.06 
.06 
.09 


.00 


MXTBOOBB 


s 

I 


s 

s 


.0180 
.0180 
.0180 
.0210 


.0100 


.0001 
.0000 
.0000 

.0000 


.0000 


a 

8 

a 


.10 


.86 


2.3 

0.8 
2.2 
2.2 


1.0 


Odor,  none.   On  heating,  the  odor  of  the  third  aample  beeame  filntly  Tegetoble;  of  the  f^nxth, 
faintly  uapleaaant. 


Chemical  Examinatian  of  Water  from  Tubular  Wells  used  as  an  AuxiUary  Supply 

for  North  Adams, 

[Parte  per  100,000.] 


• 


80011 


Oet.  12 


Appbababob. 


I 


4 


None. 


None. 


.01 


a 
o 


at 


I 


17.90 


AmtOHIA. 


I 


,0000 


.0018 


e 


NiTBOOBH 

Aa 


.0000 


.0000 


% 


r 


.88 


10.0 


.0010 


Odor,  none.— The  sample  waa  oolleoted  from  a  faneet  In  the  pomplng  atation. 
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NOBTH  ADAMS. 

The  advice  of  the  State  Board  of  Health  to  N.  L.  Millard  &  Co., 
with  reference  to  the  use  of  water  from  two  wells  beneath  their 
factory  for  drinking  purposes,  may  be  found  on  page  35  of  this 
volume.  The  results  of  analyses  of  samples  of  water  collected 
from  the  wells  are  given  in  the  following  table :  — 

Chemical  Examination  of  Water  from  the  Well  at  the  Factory  of  N.  L.  Millard  A 

Co.t  in  North  Adams, 

[ParU  p«r  100,000.] 


• 

Appbakavcb. 

g 

Ammovia. 

NiTBoaxa 

i 

1 

1 

sag 

1 

s 

A8 

8 

8 

s 

,• 

£ 

1 

i 

6 

i 

< 

■ 

1 

• 

• 

1»M. 

S650 

Mar.  22 

NOM. 

V.  •Uflit. 

.01 

40.40 

.0000 

.0026 

1.08 

1.0000^.0000  i 

.00 

88.6 

.0020 

S05M 

Mar.  28 

None. 

V.  alight. 

.01 

68.70 

.0000 

.0020 

1.51 

1.0000 

.0000 

.06 

86.6 

.0020 

Odor*  Don«. 


Water  Supply  of  Northampton. 

Chemical  Examination  of  WcUer  from  Roberts'*  Meafiow  Brooke  just  above  the 

Middle  Beservoir  of  the  Northampton  Water  Works. 

[ParU  per  100,000.] 


27911 


28700 
20142 

20446 
29700 


Av. 


§ 


O 

I 


Jan.  24 
Fab.  21 
Mar.  21 
Apr.  26 
May  22 
Jaly  26 
Aug.  24 
Sept.  27 
Oct.  24 
Not.  20 
Dee.  26 


Appiaxaics. 


I 


«i 

i 


None. 

V.allght. 

V.ellght. 

V.allght. 

V.aHgfat. 

Slight. 

Slight. 

Slight. 

V.  alight. 

V.BHght. 

V.tllght. 


V.allght. 

V.  slight. 

V.  alight. 

V.  alight. 

V.allght. 

Oona. 

Slight. 

Slight. 

V.tlight 

V.allght. 

V.  tllghU 


i 

§ 


.11 
.10 
.10 
.21 
.16 
.83 
.28 
.50 
.80 
.19 
.88 


.24 


RUI0US  ON 

BVAPOBA- 

TIOH. 


8.40 

8.66 
8.15 
2.40 
8.50 
4.25 
4.50 
6.40 
5.00 
4.15 
8.86 


8.98 


I 


0.00 
1.15 
1.00 
1.10 
1.00 
1.60 
1.05 
1.75 
1.65 
1.10 
1.60 


1.25 


Ajoiovia. 


I 


ALBnicnroiD. 


I 


1 

i 

Q 

.0002 

.0024 
.0082 
.0009 
.0010 
.0020 
.0082 
.0016 
.0010 
.0004 
.OOOS 


.0015 


.0082 
.0052 
.0072 
.0002 
.0082 
.0240 
.0182 
.0220 
.0116 
.0086 
.0110 


.0112 


.0031! 

•0O4&, 

.00641 

.007 

.0060 

.0162 

.0006 

.0166 

.0110 

.0080 

.0102 


.0000 
.0004 
.0008 
.0016 
.0022 
.0098 
.0066 
.0064 
.0006 
.0006 
.0009 


.0080  .0028 


a 

I 


.10 
.08 

|.06 

.07 

1.07 

.07 

.00 

.18 

i.l6 

l.ll 

1.12 


.10 


NxnooxR 

AS 


^4 


.0040 
.0020 
.0060 
.0010 
.00801 
.0040 
.0010 


.0020 
.0010 
.0010 
.0080 


.0000 
.0001 
.0000 
.0001 
.0001 
.0000 
.0000 
.0000 
.0001 
.0001 
.0000 


.0026!  .00001 


1 

B 

e 

a 
I 

8 


.16 

.16 
.21 
.81 
.24 
.51 
.24 
.78 
.40 
.27 
.46 


.84 


S 
I 


1.1 

1.8 
1.0 
0.8 
1.8 
1.6 
2.0 
1.8 
1.8 
1.8 
1.6 


1.6 


Odor,  faintly  vegetable  or  none.   On  heating,  the  odor  of  nearly  all  of  the  nBpIea  waa  vegetable. 
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NORTHAMPTON. 

Chemical  Examinatum  of  Water  from  the  Middle  Storage  Reservoir  on  BoberW 

Meadow  Brook,  collected  near  the  Surface, 

[Parts  per  100,0O0.J 


2 

a 


e 
o 
;? 

o 

m 
Q 


26021 
26280 
26651 
26946 
27206 
27680 
27912 
28862 
28800 
20148 
29447 
20791 


1S9«. 

Jan.  24 
Feb.  21 
Mar.  21 
Apr.  25 
May  22 
July  6 
July  26 
Aug.  24  j 
Sept.  27 
Oct.  24 
Nov.  20 
Dec.  26  I 


APPSASAKCS. 


2 

s 


c 

§ 
1 


a 


V.  Blight. 
V.  allgbt 
V.  Blight. 
V.  slight. 
V.  alight. 
V.  alight. 
Slight. 
Slight. 
Slight. 
Slight. 
V.  Blight. 
V.  alight. 


V.  slight.  .12 
V.  slight.:. OB 
V.  slight. 
V.  alight 
Slight. 
V.  slight. 
Slight. 
Slight. 
Slight. 
Slight. 
V.  slight. 
V.  alight. 


.11 

.19 
.15 
.22 
.23 
.21 
.34 
.41 
.32 
.27 


RK8IDCS  OK 

EVAPORA- 

TIOK. 


8.50 

3.56 
2.80 
3.00 
8.10 
4.15 
4.00 
4.45 
4.65 
4.75 
4.40 
8.90 


c 
o 


0.85 
1.10 
1.10 
1.00 
1.15 
1.20 
1.85 
1.65 
1.90 
1.75 
1.40 
1.85 


Ammokia. 


ALBUM  ISpIB. 

1 

■ 

1 

• 

s 

o 

§ 

si 

f^    ! 

H 

a 

00 

.0000 
.0016 
.0012 
.0002 
.OCOO 
.0004 
.0012 
.0000 
.0082 
.0088 
.0002 
.0002 


.0056 
.0052 
.0106 
.0066 
.0124 
.0192 
.0208 
.0210 
.0192 
.0164 
.0182 
.0110 


.0046 
.0042 
.0076 
.0064 
.0090 
.0154 
.0166 
.0142 
.0156 
.0152 
.0120 
.0096 


.0010 
.0010 
.0030 
.0002 
.0084 
.0084 
.0042 
.0068 
.0086 
.0012 
.0012 
.0014 


c 
1 


.11 
.08 
.07 
.07 
.06 
.06 
.06 
.07 
.11 
.15 
.15 
.18 


NiTBOOBV 

AS 


m 

is 


s 


.0040 
.0020 
.0050 
.0040 
.0010 
.0020 
.0020 
.0010 
.0000 
.0020 
.0000 
.0050 


a 

g 

c 

6 

e 
.  & 

O 


.0000 
.0001 
.0001  .22 
.00011.29 


.18 
.15 


,0001 
,0000 
,0000 
,0000 
,0000 
,0001 


.24 
.30 
.48 
.89 
.55 
.50 


.0001)  .44 

.0001  1.37 


1.1 
1.8 
1.0 
0.8 
1.1 
1.6 
1.6 
1.4 
1.8 
2.0 
1.4 
1.6 


Averages  by  Tears, 


1 

1805 

. 

. 

.57 

4.56 

1.72 

.0008 

.0181 

.0156 

.0025 

.13 

1896 

• 

. 

.25 

8.89 

1.27 

.0004 

.0121  .0002 

.0029 

.10 

1897 

• 

. 

.29 

8.90 

1.31 

.0013 

.0116 

.0103 

.0013 

.11 

1808 

. 

. 

.80 

8.84 

1.45 

.0013 

.0126 

.0101 

.0025 

.10 

1809 

" 

■ 

.22 

8.85 

1.82 

1 

.0010 

.0184  .0109 

1 

.0025 

.09 

.00241.0000 
.0047;  .0000 
.0023.0000 
.0087!  .0000 
.0023- .0001 


.61 
.34 
.85 
.48 
.85 


1.8 
1.7 
1.6 
1.4 
1.4 


NoTB  to  analyses  of  1899:  Odor  of  No.  27206,  faintly  TegeUble  or  nnpleasant«  becoming  faintly  fishy 
on  heating;  of  the  others,  vegetable  or  none. 


Microscopical  Examination  of  Water  from   the  Middle  Storage   Reservoir  on 

Roberts^  Meadow  Brook,  collected  near  (he  Surface, 

[Nnmber  of  organisms  per  enbio  centimeter.] 


1999. 

Jan. 

Feb. 

Mar. 

Apr. 

May 

July. 

Jnly. 

Aug. 

Sept 

Oct. 

Nov 

Dee. 

Day  of  eiaminatJon,  .... 
Number  of  sample,    .... 

25 
26021 

28 
26289 

22 
26651 

27 
26946 

24 

27206 

7 
27680 

28 
27012 

28 
28862 

20 
28800 

26 
29143 

22 

29447 

28 
29791 

PLANTS. 

Dlatomaceao 

Asterionella,        .... 
Melosira,      ..... 
Synedra, 

Oyanophycen,  OMsillaria, 

Algte, 

Arthrodesmos,    .... 

20 

8 

0 

12 

0 

0 
0 

7 

0 
0 
5 

0 

0 
0 

11 

4 
0 
6 

0 

0 
0 

98 

87 
11 
24 

0 

1 
0 

266 

4 

114 
154 

0 

2 

2 

246 

0 

42 

184 

0 

74 

74 

829 

0 
186 
102 

6 

28 

22 

484 

80 
100 
202 

0 

8 

8 

886 

8 

80 
234 

0 

10 
6 

896 

70 
178 
180 

6 

0 
0 

265 

176 
20 
69 

0 

0 
0 

40 

86 

0 

11 

1 

1 
0 
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NOBTHAMPTON. 

Microscopical  Examinaiion  of  WaUrfrom  the  Middle  Storage  Beserooir  on  Soberts' 
Meadow  Brook,  colkcled  near  the  Surface—  CODctuded. 


iset. 

Jiu.  Ftb. 

.« 

AP.. 

uw 

Jnly. 'JhuJaiMT 

9#pl 

oc 

s„ 

D«. 

ANIUALS. 

i 
0\      " 

• 

0 

u 

0 

0      t 

D 

B 

0 

iDfueorla, 

Dlnobryoa, 

raridlnlnn 

g     0 

2 

m 

n 

s 

la 

It 

i 

J 

Vermes 

0'      D 

0 

s 

t 

0 

1 

t 

t 

0 

Cruatacsft.  C;bIi>|m,   . 

.j  . 

.       . 

a 

■!"-|  'i'" 

pr. 

0 

)|     B 

r 

I      M 

i 

9 

IB 

' 

10 

s 

3 

TiWii, 

»l    l> 

« 

1M      605 

«a 

s« 

m 

^ 

.» 

«. 

<1 

Chemical  Examination  of  Water  from  the  Middle  Storage  Reservoir  on  Boberli' 
Meadow  Brook,  collected  near  the  Bottom. 


Averages  by 

Tears. 

■?n 

.J™- 

„.,!  ™. 

,1 

|.™..Jt... 

"n 

1M» 

IM 

.OIISJ.OMT 

1           1 

l.d 

NOT>    W  UUljHI 
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NOBTHAMPTON. 

Chemical  Examination  of  Water  from  a  Spring  at  the  Northampton  Insane 

Hospital. 

[Peru  per  100,000.] 


Date  of 

Collection. 

APFXA.BASCB. 

8| 

U 

1 

AmcoiriA. 

• 

• 

i 

NITBOOBV 

Aa 

• 

m 

• 

1 

^ 

» 

• 

•a 

,> 

1 

B  8 

s 

• 

1 

28871 
28025 
29872 

ISM. 

Oct.     8 

Oct.     9 
Dec.  16 

None. 
None. 
None. 

V.  alight. 
V.  aUght. 
V.aUght. 

.00 
.00 
.04 

21.00 
28.00 
22.70 

.0008 
.0000 

.0004 

1 

.0022 
.0018 
.0014 

1.87 
1.40 
1.06 

1.2800 
1.2600 
1.1400 

.0000 
.0000 

.0000 

.04 
.02 
.06 

7.8 
7.7 
6.0 

.0080 
.0020 
.0140 

Odor,  none. The  Mmplee  were  eoUected  from  a  apring  from  which  water  la  drawn  for  the 

•npply  of  the  hoepital. 

The  advice  of  the  State  Board  of  Health  to  the  Mt.  Tom  Sulphite 
Pulp  Company,  with  reference  to  the  quality  of  the  water  drawn 
from  tubular  wells  on  the  premises  of  the  company,  may  be  found 
on  page  36  of  this  volume.  The  results  of  analyses  of  samples  of 
water  collected  from  the  wells  are  given  in  the  following  table :  — 


Chemical  Examination  of  Water  from  Tubular  Welle  on  the  Premises  of  the  Mt» 

Tom  Sulphite  Pulp  Company,  Northampton, 

[ParU  per  100,000.] 


Date  of 

Collection. 

Appcahahcb. 

Beaidae  on 
Evaporation. 

AmiomA. 

Chlorine. 

NmooBir 

AM 

o 

• 

n 

• 

1 

§ 

• 

t 

1 

1 

1 

1 

Albu- 
minoid. 

1 

9a 

1 

2888S 

Sept.  29 

None. 

V.  slight. 

.00 

11.50 

.0006 

.0014 

.05 

.1060 

.0004 

.08 

5.9 

.0090 

28904 

Oct.   11 

None. 

V.  alight. 

.08 

8.70 

.0006 

.0008 

.14 

.0220 

.0000 

.16 

2.0 

.0080 

Odor*  none.— The  flrat  aample  waa  collected  from  a  tap  on  the  pnmp  drawing  water  from  the 
three  wells  neareat  the  factory ;  the  laat,  from  the  well  most  remote  from  the  factory. 
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nobth  andovbb. 
Water  Supply  of  North  Andover. 

Chemical  ExcanincUion  of  Water  Jrom  Oreat  Ptmd^  North  Andover, 

[ParU  p^r  100,000.] 


• 

BsaiDCB  ov 

£VAPORA- 
TIOH. 

Amhomia. 

4 

a 

1 

s 

.82 

NXTBoaav 

A8 

■ 

a 

• 

*i 

■ 

m 

Lobs  on 
Ignition. 

• 

ALBUMINOID,      j 

1 

• 

i 
1 

S 

• 

i 

1 

a 

OQ 

i 

i 

■ 
H 

• 

96006 

189«. 

Jan.  23 

V.  alight. 

Blight. 

.20 

3.60 

1.70 

.0002 

.0186 

.0168 

.0018! 

1 

.0000 

.0000 

.46 

1.8 

20800 

Feb.  20 

V.  sUght. 

Slight. 

.18 

8.06 

1.65 

.0022 

.0160 

.0152 

.0008 

.82 

.0080 

.0001 

.40 

1.1 

26680 

Mar.  20 

None. 

V.  alight. 

.18 

8.16 

1.40 

.0020 

.0182 

.0166 

.0016* 

1 

.81 

.0020 

.0000 

.86 

1.1 

26806 

Apr.  24 

V.  lUght. 

SUght. 

.20 

8.86 

1.15 

.0004 

.0168 

.0140 

.0012 

.20 

.0050 

.0001 

.84 

0.8 

27170 

May  22 

y.  all^t. 

V.  alight. 

.20 

8.65 

1.25 

.0012 

.0106 

.0168 

.0080 

.85 

.0050 

.0000 

.38 

1.1 

27688 

Jane  27 

V.  Blight. 

V.  alight. 

.14 

3.40 

1.80 

.0002 

.0224 

.0190 

.0084 

.88 

.0000 

.0000 

.38 

1.0 

27890 

Jaly  25 

V. sUght 

V.  Blight. 

.00 

8.16 

1.85 

.0002 

.0166 

.0158 

.0008 

.88 

.0030 

.0000 

.33 

1.8 

28800 

Aug.  28 

V.  Blight. 

V.BUght 

.11 

8.80 

1.65 

.0004 

.0104 

.0182 

.0012 

.29 

.0000 

.0000 

.34 

0.8 

28728 

Sept.  24 

V.  slight. 

V.  alight. 

.12 

8.80 

1.00 

.0008 

.0198 

.0178 

.0020 

.84 

.0010 

.0000 

1 

.20 

1.4 

29118 

Oct.  24 

V.  Biii^t 

V.  BUght. 

.00 

8.50 

1.35 

.0012 

.0172 

.0162 

.0010 

.80 

.0040 

.0000 

.32 

1.8 

29440 

Not.  20 

V.  aUght. 

V.  Blight. 

.10 

8.40 

1.80 

.0004 

.0102 

.0180 

.0012 

.35 

.0010 

.0000 

.26 

1.0 

20781 

Dec.  26 

Blight. 

Blight. 

.00 

3.26 

1.10 

.oooJ 

.0008 

.0196 

.0182 

.0014 
.0016 

.29 
.82 

.0010 

.0000 

.27 

1.4 

Av 

.14 

8.42 

1.85 

.0186 

.0169 

.0021 

.0000 

.34 

1.1 

Odor,  faintly  vegetable  or  none.    On  heating,  the  odor  of  OMtrly  all  of  the  aamplea  waa  vegetable, 

anpleaaant. Noa.  27179,  f" 

faucet  at  the  pumping  atatlon ;  tJie  othera,  from  the  pond. 


and  in  November  flahy  and  nnpleaaant. Noa.  27179,  28723 


nearly 
,  29440 


and  29781  were  collected  from  a 


Microscopical  Examinaiian  of  Water  from  Qreat  Pond,  North  Andover, 

[Nnmber  of  organiamB  per  cubic  centimeter.] 


1S99. 

Jan. 

Feb. 

Mar. 

Apr. 

May. 

Jane. 

Jaly. 

Aog. 

Sept 

Oct 

Not. 

Dec. 

Day  of  oxaBoinatiOD, .... 

24 

21 

21 

25 

22 

27 

26 

29 

26 

25 

20 

27 

Nnmber  of  Bample,    .... 

26003 

26266 

26530 

26898 

27179 

27688 

27890 

28390 

28728 

29118 

20440 

29781 

PLAN1*B. 

Dlatomaoe»,      .... 

1,880 

1,994 

10 

78 

188 

88 

25 

88 

21 

283 

521 

1.861 

Aatertonella,        .... 
Tabellaria, 

1,608 
288 

1,944 
41 

8 
0 

81 
18 

75 
42 

0 
16 

0 
10 

16 
12 

0 
0 

180 
86 

286 
224 

896 
426 

Oyanopliyoesd,   .... 

0 

0 

0 

0 

0 

8 

16 

22 

0 

8 

0 

0 

MierocyBtia 

0 

0 

0 

0 

0 

1 

16 

8 

0 

0 

0 

0 

AlgtB,       ...... 

2 

1 

0 

29 

5 

12 

22 

48 

0 

1 

0 

0 
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Mieromxtpieal  Examination  of  WaUrfrom  Qrtat  F&nd^  North  Andover — 

CoDcliided. 


[Hmaber  of 


eaUe 


-1 


Jan  ,  Feb.  Mar.  Apr.  May.  Joe.  J«l7.>  Avf.  Sept.:  Oct. ,  Kor.   Dee. 


l~l 


AKIMALS. 
Bbisopoda,  Dffflaffte. 


InftifloriA. 


DtootajoD, 


Vermes. 


Cyelopa, 
iMphnla, 


9      0 


'      70 

I      60 
0 


t      It      17      IIS      SI       8 

I 

Q        0         6  .      80        0         6 
0       17       14         SS       56         0  , 

•it" 


I 


0 


H 

1 

7 


11         1 


1 


f\  0  :     0 

;       :       i        !       I 

i  '     0     pr.       pr.  0     pr. 

i  I  !  -  I 

0        0  ,  pr.  '    pr.  0  .  pr.  , 

0  I      0        0  0  ,  0     pr.  j 


0 
0 


0 


0  . 

•I 


Total, 1,968  I,W6     18  |  14S  ;  162  '    161  !  128  ,  110  !    24     311  I  821  '1,864 


Water  Supply  of  Xorth  Attleborouoh. 

Chemical  Examinaiion  of  Water  from  the  Welle  of  the  North  AUkborough  WaUr 

Works, 

[Puta  per  100,000.] 


Date  of 

GoIIecUon. 

ArpsASAJicx. 

• 

§ 

:  si 

s 

a: 

r                     , 
'    AmioiriA.   1 

Chlorine. 

XlTBOOU 

Aa 

• 

s 

o 
m 
c 

bS 

& 

M 

o 

1 

a 

i 

e 

1 

i 

s 

1 

1 

Albu- 
minoid. 

■          1          • 

S     •     T, 

Si        s 

Hardneas. 
Iron. 

iwe. 

, 

1 
1 

1 

1 

27124 

May  23 

NOM. 

None. 

.02 

•    6.60 

1 

1.0000 

1 

.0014 

.61 

,.0480 

.0000 

.04 

2.6 

.0040 

27663 

July    6 

V.  alight. 

None. 

.01 

'    8.00 

,.0006 

1 

.0006 

.68 

.0480 

.0000  1 

.01 

8.8 

.0080 

27010 

Jaly  26 

None. 

None. 

.01 

7.70 

1 
.0006 

.0014  j 

.68 
.no 

.0470 

.0000 

.01 

8.8 

.0070 

26917 

Oct.     6 

Non«. 

None. 

.03 
.02 

6.70 

Loooo 

.0014  , 
.0018 

.87 
.62 

.0420 

.0000  ; 

.08 

8.0 

.0090 
.0040 

Av*.. 

1 

7.08 

1.0002 

.0488 

1 

.0000 

.0, 

8.0 

1 

Odor,  none.— —  The  aamplea  were  collected  from  a  faucet  at  the  pamplng  atation. 

*  Where  more  than  one  aample  waa  collected  In  a  month,  the  meao  analyala  for  that  month  haa 
been  need  in  making  the  average. 
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nobthbobough. 

Water  Supply  op  Northborough. 

Chemieal  Examination  of  Water  from  the  Upper  Reservoir  of  the  Norlhborcugh 

Water  Works. 

[PftrtiiMr  100,000.] 


t7196 


Feb  32 
May  82 
Aag.  22 
Nov.  22 


I 


BHgbt. 
BUgbt. 
D«eld«d. 
V.aUgbt. 


V.  tllght. 
V. tUgbt 
BHi^t. 
If  on*. 


.82 
.04 

.82 
.77 


RjEsiDini  oir 

EVAPOBA- 
TIOB. 


8.00 
S.M 
8.86 
4.90 


§' 


i 


1.25 
1.76 
1.80 
2.10 


Amkomia. 


.0068 
.0002 
.0000 

.0006 


ALBDMiaOID. 


-i 

% 

H 


8 


1 


a 

00 


s. 


.0186 
.0218 
.0820 
.0282 


.0114 
.0190 
.0264 


.0022 
.0028 
.0066 
.0010 


.20 
.18 
.88 
.90 


Nnsoonr 


I 


I 


.0040 
.0000 
.0020 
.0010 


.0001 
.0000 
.0002 
.0000 


1 


0.44 
0.82 
0.68 
1.04 


0.6 
0.6 
1.0 
1.1 


Averages  by  Tears. 


1806 

1.08 

4.00 

1.86 

.0018 

.0286 

.0216 

.0021 

.10 

.0044 

.0001 

0.90 

o.» 

. 

1807 

. 

* 

0.06 

4.46 

1.86 

.0011 

.0214 

.0197 

.0017 

.28 

.0048 

.0000 

0.82 

1.8 

. 

1808 

. 

. 

0.84 

8.67 

1.67 

.0007 

.0206 

.0192 

.0018 

.22 

.0088 

.0000 

0.74 

0.8 

• 

1800 

"• 

^ 

0.66 

8.84 

1.60 

.0017 

.0226 

.0196 

.0061 

.21 

.0017 

.0001 

o.n 

0.8 

IToTB  lo  MialyM*  of  1800 :  Odor»  faintly  vegvUble,  beeoming  atronger  on  beating. 


Microscopical  Examination  of  Water  from  the  Upper  Reservoir  of  the  Northborough 

Water  Works, 

[Nnmber  of  organlani  per  enblc  oenfttmotar.] 


Feb. 


Day  of  azamloation, 
Nnmber  of  aanple, . 

PLANTS. 
Diatomaoeao,    . 

Bynadra,    .... 

Oyanophyoefo, 

Alg», 

ANIICALB. 
Bhlsopoda,  Dlfflngia, 

Inftisoria»   .... 

Ciliated  Infaaoilan,  . 

DinobryoD, 

ParidlniniB, 

Vermes 

MUuOatucuSt  ZoSglcM, 

TOTAI*,       .        .        •        .        . 


28 
26801 


8S 

18 

0 
0 


8 

0 
0 
0 


10 


isee. 


Bay. 


27106 


18 
10 

0 
0 


0 
0 
0 


26 


Aug. 


28 


66 
6 

60 


1 


18 
12 
84 


fO 


248 


Hot. 


29468 


4 
0 

0 
0 


t 

0 
0 
0 
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I70BTHB0R0UGH. 

Chemical  Examination  of  Water  from  the  Lower  Reservoir  of  the  Northborough 

Water  Works. 


[Parte 

per  100»000.] 

• 

e 

s 

2 

Appbasahcs. 

KSSIDUB  CM 

BVAPORA- 

TlOli. 

Amhohu. 

• 

1 

.18 

NITIOOBV 

AB 

s 

• 

s 

«i 

i 

a 

• 

5 

« 

1 

ALBUMINOID. 

1 

i 

1 

1 

• 

1 

t 

1 

s 

Sus- 
pended. 

1 

S8802 

1»M. 

Feb.  82 

Blight. 

BUght. 

.80 

3.00 

1.05 

1 
.0070 

.0100 

.0004 

.0012 

.0010 

.0001 

.88 

0.8 

S710T 

May  82 

BUght. 

Cons. 

.64 

8.85 

1.45 

.0002 

.0220 

.0102 

.0028 

.17 

.0010 

.0001 

.68 

0.8 

mai 

Aug.  82 

BUght. 

Slight. 

1 
.85 

8.70 

1.55 

1.0000 

.0200 

.0884 

.005a 

.19 

.0080 

.0002 

.U 

0.8 

SM64 

Nov.  82 

V.  tllght. 

V.  flight. 

.68 
.45 

4.15 

1.05 

• 

.0088 

'.0025 

! 

.0258 
.0218 

.0838 
.0180 

.0020 
.0089 

.25 
.20 

.0010 
.0018 

.0000 
.0001 

.79 

.89 

1 

1.1 

Av... 

8.58 

1.48 

0.9 

Odor,  faintly  vegetable,  becoming  also  grassy  or  earthy  in  the  last  two  samples  on  beating. 

MicroseopiccUExamincUian  of  WcUer  from  the  Lower  Reservoir  of  the  Northborough 

Water  Works. 

[Number  of  organisms  per  enbie  osntlmoter.] 


!«••. 


Feb. 


May. 


Aug. 


Nov. 


Day  of  examination, 
NiUBb«r  of  sampto, 

PLANTB. 
Diatomaoe»,    . 

Aaterlonella,  .  .  . 
lieloaira,  .... 
Synedra,  .... 
Tabellaria, 

U 

ANIMALB. 

InftiBoria,  .... 

Dlnohryon, 
Peridininm, 
tlroglena 

Vermes,      .... 
JlUe&Uammut,  SSoSgloBa, 
Total,     .... 


87197 


14 

0 
0 
8 
0 


88801 


48t 

6 
800 

184 
58 


818 

88 

88 

176 

76 


89464 


188 
0 

4 
40 


tl 


0 
0 


497 


4 

1 


1? 

0 

16 

0 


0 
8 


19 


11 


84 


ST8 
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NOBTH  BBOOKFIBIiD. 

Water  Supply  op  North  Brookfield. 

Chemical  Examination  of  Water  from  Doane  Pond,  North  Brookfield. 

[ParU  per  100,000.] 


RK8IDCB  ON 

• 

o 

1 

Etapora- 

AlfMOVtA. 

NITBOOKN 

"S 

TIOK. 

6 

1 

AS 

s 

a 
1 

i 
1 

*i 

o 

1 

• 

2 

m 

ALBCMINOID. 

• 

I 

1 

i 
1 

• 

1 

1 

o 

i 

SQ 

a 

H 

U 

H 

h 

H 

A 

00 

« 

)Q 

K 

o 

n 

!«••. 

36082 

J  AD.    18 

Decided. 

BUght. 

.50 

8.40 

1.26 

.0164 

.0174 

.0156 

.0018 

.18 

.0040 

.0002 

.48 

0.6 

36T18 

Apr.  11 

Decided. 

Blight. 

.14 

1.76 

1.20 

.0068 

.0284 

.0288 

.0046 

1.10 

.0040 

.0001 

.21 

0.0 

27787 

July  17 

SUgbU 

Cone. 

.68 

8.16 

1.56 

.0014 

.0834 

.0204 

.0040 

'.11 

1 

.0010 

.0000 

.67 

0.5 

Averages  by  Tears, 


1894 
1805 
1806 
18B7 
1808 
1800 


.91 
.61 
.48 
.67 
.65 
.44 


4.24 
4.92 
3.74 
8.59 
8.50 
2.77 


1.77 
1.00 
1.48 
1.62 
1.53 
1.88 


.0110 
.0076 
.0012 
.0081 
.0069 
.0079 


.0853 
.0865 
.0288 
.0805 
.0241 
.0264 


,0280 
.0286 
.0247 
.0254 
.0204 
.0229 


.0078 
.0080 
.0041 
.0051 
.0087 
.0085 


.19 
.22 
.15 
.16 
.16 
.11 


.0054 
.0102 
.0064 
.0068 
.0048 
.0080 


.0001 
.0002 
.0000 
.0000 
.000) 
.0001 


.62 
.51 
.61 
.50 
.51 
.45 


1.1 
1.7 
1.1 
0.8 
0.0 
0.4 


Note  to  aoalyses  of  1899 :  Odor«  faintly  vegetable,  becoming  stronger  In  the  last  two  aamples  on 
heating. 


Microscopical  Examination  of  Water  from  Doane  Pond,  North  Brookfield, 

[Nnmber  of  organisms  per  enblo  oentimeter.] 


ISM. 

Jan. 

April. 

Joly. 

Dav  t%f  AXAmln&tloii.     •••••••••• 

10 
26082 

12 
26718 

18 

ICiirnHAP  €%f  •Mtnul^i-         «••••••••■ 

27787 

PLANTS. 
Diatoxnaceao 

Cyanopbyoeee,  OtoUlaria 

A1ff» 

• 
0 
0 

19 
0 

1 

60 

f 

ANIMALS. 
Inf^iBorls. 

to 

0 
16 

0 

4 

2 

1 

0 

1,710 

IMllAhPVOIl^         ••«•■•«•••-* 

1,700 

Perldftolnoi.     .....■..■•. 

s 

dmAlu^ftAA.  Cvdona.       >.....•.• 

pr. 

>^A  WHH»\<TyBit  *»  J  »***»J»Wp            •*..*.••• 

MU€tUaneou9,Zw5g\aMt 

8 

11 

10 

TOTAf.-       .....*■••■•• 

29 

80 

1,820 
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HOBTH  BBOOKFn&IJ>. 

Chemical  Examination  cf  WaUr  fnm  North  Pumd^  North  BrookJiM. 

[PMts  per  100,000.] 


Rbudob  ov 

• 

1 

BVAPORA- 
TIOH. 

Amkokia. 

HiTBOonr 

AS 

] 

s 

• 

a 

• 

§1 

ALBOimoiv. 

1 

1 

• 

t 

1 

ii 

• 

•i 

1 

! 

1 

1 

i 

I 

I' 

i 

mm 

1 

S 

1 

1 

!•••. 

MOOO 

Jan.  28 

Slight. 

Sllglit. 

.48 

8.00 

1.2s 

.0006.0268 

.0214 

.oou 

.18 

•0080 

.0002 

.67 

0.6 

M714 

Apr.  11 

SUght. 

Com. 

.20 

1.85 

1.10 

.0086!.0260 

.0170 

.0006 

.07 

.0040 

.0001 

.86 

0.0 

17788 

J11I7  17 

Bligbt. 

Com. 

.80 

8.60 

1.26 

.0004.0228 

.0108 

.0080 

.12 

.0010 

.0000 

.61 

1.0 

toooi 

Oct.  18 

DMidwL 

Com. 

.68 

8.06 

2.10 

.0084.0628 

.0186 

.0842 

.12 

.0010 

.0000 

.64 

0.8 

»112 

Oei.  S8 

DMld«d 

Com. 

.66 

.42 

8.00 

2.00 

.0102  .0686 
.0046  .Otlt 

.0108 

.0128 

.16 
.11 

.0040 
'.0016 

.0000 
.0001 

.80 

0.8 

Av.* 

2.84 

1.41 

.0220  .0102 

.64 

0.6 

1 

Odor,  ▼ogotebte. 

*  Wboro  moro  than  one  Minpio  wm  eolleeled  In  a  moalh,  tho  idmb  aaalysU  for  thai  nottth 
Qted  In  maklag  the  aTorago. 


Microseopieal  ExaminaUon  of  Water  from  North  Pond^  North  Brook/Uld. 

[NuDibor  of  organiaiM  per  eabk  oontiBMCor.] 


Jan. 


ApriL 


July. 


Oct 


Get 


Day  of  oxamlaatioB,  . 
Nnmbor  of  aampla, 

PLAIITB. 

Diatomace80» 

Aitorlooolla,  •  •  . 
Tabollaria,    .       .       .       . 

Alffoo 

ArthrodoamM,     . 
Proloeooooa,  .       • 

ANIMALS. 

Infusoria,      .      .      .      • 

CryptomoiiMt       •  • 

DiDobryoD,  .  .  .  . 
Bngtona,  •  .  .  . 
PandlDlam,  .  .  .  . 
Urogtena,      .... 

Vermes, 

Anarea,         .       .       .       . 
Orostacea,  Cyelopa,     . 

MtUeBltaneouM,  ZoSgloM*    • 

TOTAI., 


U 
10714 


18 
17768 


10 


14 

»111 


6 

0 
0 

6 

0 


f 

0 
0 

0 

0 
0 


140 

ITS 

04 
0 


81 
200 

7,6M 

0 
7,000 


166 

166 


0 

0 


16 

0 
0 

1 

18 

0 

0 

0 


0 

60 

66 

110 

0 

1 

0 

pr. 


0 
40 

4 
0 
0 

0 
0 


168 


10 


867 


fO 


7,880 


0 

62 

B 

60 

0 

2 

0 

14 

0 

80 

8 

If 

4 

10 

646 
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NORWOOD* 


Water  Supply  op  Norwood. 

Chemical  Examinaiion  of  Water  from  Buckmasler  Pond,  Dedham. 

[ParU  per  lOO.OOO.] 


2 

a 

0 


s 


ino4 


STttO 


nai3 


»M1 


Jan.  4 
Feb.  1 
Feb.  28 
Apr.  4 
May  1 
June  6 
July  6 
July  81 
Sept.  5 
Oct.  3 
Not.  2 
Dee.    4 


APrBASAMGK. 


3 

9 

H 


V.  alight. 

Blight. 

V.aUght. 

Blight. 

V.  ftUght. 

V.  slight. 

V.  slight. 

V.aUght. 

Slight. 

Decided. 

Blight. 

Decided. 


6 


V.  slight. 
T.  alight 
V.  alight 
V.aUght. 
V.  aUght. 
V.  aUght. 
Blight. 
Blight. 
Slight. 
Oona. 
Blight, 
done. 


.18 
.16 
.11 
.12 
.11 
.10 
.00 
.07 
.12 
.06 
.12 
.90 


KaaiDUB  ON 

ElTAPOaA- 

TIOH. 

H 

• 

8.60 

1.16 

2.76 

1.10 

8.00 

0.86 

2.76 

0.80 

2.66 

1.16 

2.26 

1.26 

2.80 

0.90 

2.86 

1.00 

8.10 

1.26 

2.76 

1.20 

8.00 

1.06 

8.06 

0.86 

Ammomia. 


ALBUMIVOID. 

t 

•3 

_5 

A 

^3 

• 

i 

1 

s 

a 

h* 

H 

5 

ac 

.0086 
.0016 
.0084 
.0088 
.0012 
.0002 
.0006 
.0004 
.0006 
.0088 
.0086 
.0284 


.0266 
.0180 
.0182 
.0126 
.0184 
.0164 
.0202 
.0228 
.0286 
.0208 
.0884 
.0210 


.0220 
.0146 
.0166 
.0106 
.0128 
.0128 
.0176 
.0202 
.0222 
.0282 
.0280 
.0162 


.0046 
.0081 
.0026 
.0018 
.0006 
.0086 
.0026 
.0026 
.0064 
.0066 
.0164 
.0068 


6- 
1 


.86 
.80 
.80 
.28 
.26 
.27 
.26 
.26 
.26 
.29 
.82 


MnaooKM 

AS 


3 

i 


5 


.0070 
.0060 
.0070 
.0110 
.0060 
.0080 
.0020 
.0020 
.0020 
.0040 
.0020 
.0010 


.0001 
.0001 
.0001 
.0000 
.0001 
.0000 
.0000 
.0000 
.0000 
.0000 
.0001 
.0001 


i 

s 


a 

g 

M 
O 


.82 
.84 
.27 
.26 
.28 
.80 
.27 
,28 
.28 
.29 
.22 
.12 


i 


0.6 
0.6 
0.6 
0.2 
0.8 
0.2 
0.6 
0.6 
0.8 
0.6 
0.6 
0.6 


Averages  by  Tears. 


- 

1888 

- 

* 

.16 

2.66 

0.96 

.0069 

.0848 

- 

- 

.29 

.0066 

.0001 

- 

- 

- 

1880 

- 

- 

.11 

2.47 

0.79 

.0084 

.0199 

.0174 

.0026 

.80 

.0068 

.0001 

- 

- 

- 

1890 

- 

- 

.06 

2.69 

0.99 

.0016 

.0180 

.0147 

.0088 

.80 

.0076 

.0000 

- 

1.0 

- 

1801 

- 

- 

.06 

2.48 

0.97 

.0014 

.0166 

.0140 

.0026 

.26 

.0076 

.0000 

- 

0.7 

- 

1802 

- 

- 

.07 

2.88 

1.24 

.0019 

.0219 

.0173 

.0047 

.82 

.0067 

.0000 

- 

0.7 

- 

1808 

- 

- 

.07 

2.82 

1.06 

.0062 

.0199 

.0166 

.0048 

.88 

.0028 

.0000 

.26 

0.7 

- 

1894 

- 

- 

.10 

2.82 

1.18 

.0066 

.0188 

.0168 

.0089 

.86 

.0028 

.0000 

.24 

0.6 

- 

1896 

- 

- 

.16 

2.96 

1.24 

.0047 

.0820 

.0174 

.0046 

.86 

.0066 

.0000 

1 

.29 

0.6 

- 

1890 

- 

- 

.16 

2.88 

1.09 

.0048 

.0808 

.0168 

.0086 

.87 

.0046 

.0000 

.80 

0.7 

- 

1897 

- 

- 

.18 

2.80 

1.12 

.0087 

.0186 

.0164 

.0021 

.86 

.0064 

.0000 

.24 

0.8 

- 

1886 

- 

- 

.17 

2.97 

1.27 

.0046 

.0196 

.0168 

.0088 

.86 

.0027 

.0000 

.29 

0.7 

- 

1899 

- 

- 

.12 

2.86 

1.06 

.0047 

.0222 

.0170 

.0047 

.29 

.0042 

.0000 

.27 

0.4 

NoTB  to  aaalyeea  of  1899:  Odort  generaUy  faintly  Tegetable,  sometimea  none.   On  heating,  the 
odor  of  soDM  of  Cm  0aaiplca  became  stronger. 
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NORWOOD. 

Microscopical  ExamincUion  of  Water  from  Buckmaster  Pofid^  Dedham. 

[N^amber  of  organlsma  per  cable  oentimeter.] 


18»». 


Jan. 


Feb. 


BfAT. 


Apr. 


May. 


Jane. 


Jal7. 


Jalj. 


Sept. 


Oct. 


Not. 


Dee. 


Day  of  ezamlnaUoD, . 
Number  of  eamplei    • 


6 
26842 


2 
26104 


2 
20866 


6 
26668 


7 
27829 


6 

27689 


81 
27922 


6 
28468 


8 
2884$ 


PLANTS. 

Diatomaceadi 

Aaterlonella,        . 

Oyanophyoead,  . 

AnabiBDa, 


Microcyatis, 


Protocoocoa, 
Baphldlam,  . 


1 
0 

0 
0 


0 
0 


1 
0 

0 

0 
0 


0 
0 


0 
0 


0 
0 

0 

0 
0 


IS 

0 

0 

0 
0 

0 

0 

0 


6 

to 

2 

0 

0 

1 

0 
0 

0 
0 

0 

12 

0 
0 

0 
11 

1 

6 

0 

1 

0 

0 
0 
0 

0 

0 

12 
0 


24 
2 


600 
88 


8 


8 
60 


8 

0 


82 

0 

46 

0 
44 

18 

16 
0 


58 

84 

12 

10 

68 

4 

66 

8 

0 

2 

86 

88 

40 

0 

8 

18 

60 

8 

0 
0 

T 

0 
T 


ANIMALS. 


InftiBorla, 

IMoobryoD,  . 
Malloraonaa, 
Vortioella,    . 


OruBtacea,  Oyclopa,    . 


5 

6 
0 
0 


56 

8 

18 

62 

0 

11 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

5 

6 

64 

7 

28 

18 

0 

0 

12 

8 


8 

0 

1 

0 


8 

0 
0 
0 


0 
8 
8 


40 

0 

84 

0 


r 

0 

4 
0 

pr. 


MR9cellaneout,  ZoSglosa, 


80 


18 


Total, 


11 


14 


48 


749 


94 


118 


211 


186 


Chetnical  ExamifuUion  of  Water  from  Colbum  Brooke  Westwood. 


[Parte 

per  100,000.] 

RB8IDUB  OH 

■ 

• 

1 

Appbasahck. 

BVAPOBA- 
TIOH. 

Ammoiiia. 

1 

i 

NlTROOBM 
A8 

a 

■ 

1 

1 

1 

1 

Losion 
Ignition. 

1 

albuminoid. 

1 

I 

1 

1 

ii 

1 

ISM. 

26848 

Jan.    4 

V.  alight. 

V.  alight 

0.60 

8.16 

1.26 

.0000 

.0096 

.0090 

.0006 

.26 

.0010 

.0000 

0.66 

0.3 

26106 

Feb.    1 

None. 

V.  alight 

0.87 

8.35 

1.26 

.0004 

.0090 

.0076 

.0014 

.29 

.0000 

.0000 

0.47 

0.3 

96866 

Feb.  28 

V.  alight. 

Slight. 

0.60 

2.76 

1.80 

.0020 

.0206 

.0166 

.0060 

.28 

.0020 

.0000 

0.71 

0.8 

86669 

Apr.    4 

V.  alight. 

V.  alight. 

0.43 

2.26 

1.05 

.0002 

.0132 

.0114 

.0008 

.16 

.0000 

.0000 

0.60 

0.0 

26998 

May    1 

V.  alight. 

V.  alight. 

1.20 

8.10 

1.75 

.0014 

.0210 

.0192 

.0018 

.18 

.0080 

.0000 

1.44 

0.0 

87880 

June  6 

V.  alight. 

V.  alight. 

1.06 

8.60 

1.05 

.0010 

.0204 

.0188 

.0016 

.22 

.0080 

.0000 

1.14 

0.0 

37640 

July    6 

y.  alight. 

Slight. 

0.71 

4.16 

1.56 

.0086 

.0280 

.0194 

.0086 

.24 

.0000 

.0000 

0.74 

0.8 

87931 

July  81 

V.  alight. 

V.  alight 

0.60 

4.86 

1.65 

.0026 

.0104 

.01881.0006 

.24 

.0020 

.0000 

0.88 

0.6 

28467 

Sept.  6 

Slight. 

Slight. 

0.68 

4.00 

1.45 

.0068 

.0176 

.0146  .0080 

.26 

.0080 

.0000 

0.66 

0.6 

28844 

Oct     2 

V.  alight. 

V.  alight. 

0.72 

6.26 

2.10 

.0010 

.0188 

.0178  .0010 

.36 

.0040 

.0000 

0.07 

1.0 

39319 

Nov.   2 

V.  alight. 

V.  alight. 

1.64 

8.80 

8.96 

.0006 

.0886 

.0282  .0104 

.44 

.0020 

.0008 

1.92 

1.7 

99662 

Deo.    4 

None. 

V.  alight. 

1.00 
0.79 

6.16 

2.80 

.0004 
.0017 

.0202 
.0192 

.0192'. 0010 
.0166  .OMM 

.37 
.36 

.0010 

.0000 

1.18 
0.98 

0.6 

At.  «• 

4.11 

1.79 

.0017 

.0000 

0.4 

1          1 

Odor,  generally  faintly  Tegetable;  in  Mareh,  diatlnotly  diaagreeeble.   On  heetiag,  the  odor  of  aome 
of  the  aamplee  beeame  atrooger. 
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OBANGB. 


Water  Supply  of  Orange. 


Chemical  ExamificUian  of  Water  from  the  Uisiribuling  Reservoir  of  the  Orange 

Water  Works. 

[Parts  per  100»000.] 


^ 


I 


srsoo 

28667 
29724 


Av. 


18»». 

Jane  19 
Sept.  10 
Deo.  20 


Appkabamob. 


■5 


V.  slight. 
V.  slight. 
V.  slight 


4J 

a 


V.  slight. 
V.  sUght. 
V.  slight. 


.05 
.18 
.20 


.14 


Kksiddk  ov  t 

EVAPOSA- 
TIOK. 


^ 


I 
SI 


Ammonia. 


8.00 
8.60 
8.40 


8.88 


0.76 
1.80 
1.10 


1.06 


ALBDMIWOID. 

■ 

1 

• 

i 

1 

o 

1 

a 

h« 

H 

Q 

OD 

.0018 
.0012 
.0010 


.0013 


,0060 
.0180 
.0086 


.0080 


.0044 
.0100 
.0062 


.0075 


.0006 
.0080 
.0004 


.0014 


9 
G 
w 
O 

2 
o 


,11 
,11 
,14 


,12 


NiTROOBN 
AS 


i 


i 

S 


.0020 
.0000 
.0010 


.0010 


.0000 
.0001 
.0000 


.0000 


i 

a 

m 

a 

8 

a 
o 


i 


3 


.18 
.80 
.85 


.26 


0.6 
0.6 
0.8 

0.6 


Odor,  faintly  Tegetable  or  none. 

Water   Supply  of  Palmer  Fire  District,  Palmer.  —  Palmer 

Water  Company. 

Chemical  Examination  of  Water  from  the  Upper  atid  Lower  Reservoirs  of  the 

Palmer  Water  Company, 

Upper  Rs$ervoir. 
[ParU  per  100,000.] 


Rbsidub  on 

a 

Appbabavcb. 

Evapoba- 

TION. 

Ammonia. 

NlTRnORM 
AS 

1 

9 

e 
• 

5     1 

• 

• 

1 

8 

i 

• 

1 

1 

ALBUMINOID 

•      1 

9 
C 

i 

1 

!     B 

1 

s. 

1 

• 

> 

1 

Sas- 
pended. 

1 

• 

s 

■ 

1 

S 

IHM. 

Mar    10 

V.  slight. 

Blight. 

.10 

2.95 

0.90 

.0014 

.0064 

.0054 

.0010 

.14  ; 

.0010 

.0001 

.16 

0.8 

27087 

May     9, 

Slight. 

Slight. 

.22 

3.85 

1.10 

.0010 

.0108 

.0188 

.0010 

.18 

.0020 

.0000   .87 

0.8 

28107 

Aug.   9' 

V.  slight. 

V.  slight 

.19 

8.65 

0.95 

.0010 

.0106 

.0074 

.0082 

.18 

.0010 

.0000  1.21 

1.0 

28151 

Nov.    6  1 

V,  slight. 

V.  slight. 

.86 
.22 

8.65 

1.20 

.0004 
.0009 

.0136 
.0126 

.0120 
.0109 

.0016 
.0017 

.15 

.14! 

.0020 
.0015 

.OOOOj  .40 

0.6 

At... 

2.87 

1.04 

.0000 

.28 

0.6 

Lower  Reservoir. 


26440 
27088 
28106 

Mar.  10 
May    9 

Aug.   9 
Nov.   6 

Blight. 
Slight. 
V  slight. 
Blight. 

Cons. 
Cons. 
V.  slight. 
y.  sHght. 

.15 
.27 
.18 
.89 

.25 

2.65 
8.25 
8.75 
8.65 

0.75 
0.95 
0.85 
1.25 

.0020 
.0004 
.0000 
.0002 

.0006 

.0164 
.0184 
.0082 
.0140 

.0142 

.0124 
.0146 
.0070 
.0182 

.0118 

.0040 
.0038 
.0012 
.0008 

.0024 

.18 
.12 
.13 
.15 

.18 

1 

.0040 

0000 

.0000 

.0060 

.0000 
.0000 
.UUOO 
.0000 

.0000 

.28 
.86 
.22 
.48 

.82 

Av 

3.80 

0.96 

.0026 

o.s 
0.8 
0.8 
0.6 

0.6 


Odor,  listntly  vegetable  or  none.    On  heating,  the  odor  of  the  sample  from  the  Lower  Reservoir, 
ooiltefd  In  May,  beeame  dlstlnotly  flahy. 


Theorgaalam 


Microsoopieal  Examination, 

VroffUna  waa  fonnd  in  the  sample  eoUeeted  from  the  Lower  Reservoir  in  May. 
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PBABODT. 


Water  Supply  of  Peabody. 
Chemical  Examination  of  Water  Jrom  Brown^s  Pond,  Peabody, 

[Puta  per  100,000.] 


I 


Min 

S7040 
S81» 
20816 


I 


I 


Feb.    7 
May    0 

Aug.  10 
Not.  0 


Appiaiasob. 


I 


a 

a 


I 


V.  ftUght. 
V.  ftUght. 
V.  ftltght. 
BUgbt. 


Sltgbt. 
V.tligbt 
V.  ftHght. 
SllgbU 


.17 
.11 
.11 
.00 


RSMDOK  OM 

EVAPOBA- 

TION. 


8.10 

2.60 
2.05 
2.70 


I' 


1.90 
0.86 
1.06 
1.10 


Ammomia. 


! 

hi 


.0090 
.0006 
.0000 
.0004 


4LBOMaroii>. 


I 


.0184 
.0128 
,0186 
,0172 


i 
1 


.0108 
.0106 
.0168 
.0168 


•  S 

ss. 


.0022 
.0080 
.0018 
.0014 


a, 


.64 

.42 
.62 
.68 


NITBOOBM 
AS 


4 
S 

I 


.0110 
.0010 
.0020 
.0010 


.27 
.27 


.0000 

.0001 

.00001.88 

.OOO4I.2I 

II 


0.8 
0.8 
0.8 

0.8 


Averages  by 

Teare, 

^ 

1806 

^ 

^ 

.16 

8.08 

1.18 

.0018 

.0107 

.0141 

.0026 

.68 

.0040 

.0000 

.29 

0.6 

. 

1806 

. 

. 

.16 

2.07 

1.07 

.0002 

.0140 

.0120 

.0020 

.66 

.0087 

.0000 

.84 

0.6 

. 

1807 

. 

• 

.14 

2.00 

1.09 

.0006 

.0177 

.0146 

.0081 

.68 

.0066 

.0000 

.28 

0.7 

• 

1806 

— 

. 

.80 

2.87 

1.80 

.0008 

.0188 

.0168 

.0080 

.66 

.0048 

.0000 

.81 

0.7 

~ 

1800 

• 

• 

.12 

2.81 

1.06 

.0007 

.0162 

.0184 

.0018 

.60 

• 

.0087 

.0001 

.27 

0.4 

Nora  to  BiimlyMB  of  1899 :  Odor,  geiMrBlly  f Btntly  TOgoUbto,  ■omoilmM  none. 


Microscopical  Examination. 

Tbo  orgmnlim  OirogUna  wbb  found  In  bdibU  qoBnlltlM  In  tbe  ammplo  eoUaetod  In  Mmy. 


Chemical  Examination  of  Water  from  Spring  Pond^  Peabody, 

[Parta  per  160,000.] 


Jl 
I 


96447 
97060 


99816 


Mar.  10 
May    0 

Aog.   8 
Not.   0 


Appbabamob. 


I 
I 


V.  tllicbt 
V.aHgbt 
v.  Blighi. 
V.Bllgbt. 


I 


Sllgbt. 

aiigbt. 

Sligbi. 
BHgbt. 


I 


.08 
.06 
.04 
.00 


RBSmUB  OB 

Btapoba- 
nov. 


• 

1 


8.86 
8.86 
8.00 
8.90 


I 


0.86 
1.96 
1.86 
1.86 


AlCMOBIA. 


t 


ALBVIUMOXD. 


I 


.0046  .0188 
.OOU  .0168 


.0004 
.0088 


.0190 
.0168 


I 


.0104 
.0194 
.0119 

.0148 


I 

a 


.0006 

.0090 


S 


.67 


NlTBOOBB 


,0099 
,0090 
.0090 
,0010 


i 


.0001 
.0000 
.0000 
.0000 


.18 
.17 
.10 
.14 


1.8 
1.1 
1.4 
1.8 


Averag 

esby 

Tears, 

. 

1801 

. 

. 

.01 

8.60 

0.00 

.0006 

.0181.0007 

.0087 

.66 

.0041 

.0000 

- 

1896 

— 

• 

.08 

4.08 

1.90 

.0010 

.0180 

.0100 

•0680 

.78 

.0018 

.0000 

.18 

- 

1896 

- 

- 

.08 

8.66 

1.11 

.0008 

.0186 

.0108 

.0088 

.70 

.0026 

.0000 

.18 

• 

1807 

— 

- 

.04 

8.65 

1.00 

.0081 

.0167 

.0114 

.0068 

.78 

.0086 

.ooow 

.16 

— 

1898 

.. 

— 

.06 

8.96 

1.80 

.0084 

.0169 

.0180 

.0080 

.74 

.0088 

.0600 

.17 

1809 

.06 

8.87 

1.16 

.0088 

.0146 

.0188 

.0083 

.66 

.0017 

.0000 

.17 

Nora  to  aaalyMB  of  1899 :  Odor,  gooomlly  filntly  TBgfUbto,  aomotlnea  noM. 
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PBMBBOKB. 


Pembroke. 


Cffiemical  Examinalion  of  Water  from  Silver  Lake^  in  Pembroke,  collected  near 

the  Surface^ 

[PftrUperlOO/WO.] 


z 

a 


& 


S8847 
98300 
97014 
97870 
98401 


At. 


Jan.  4 
Mar.  1 
May  8 
JnJy  8 
8«pt.  6 
Not.    1 


ArPIAKAMOB. 


I 


V.  BUght. 
V.  lUgbi. 
V.  illghl. 
V.iUght. 
V.  tUght. 


Slight. 
V.BHght. 
Slight. 
V.  lUght. 
v.  tUgbt. 
V.  lUght. 


I 


.17 
.10 
.16 
.18 
.00 
.07 


RS8XDUK  ON 

BVAPOSA- 

TIOK. 


18 


I 


8.10 
2.76 
8.80 
2.86 
8.86 
2.06 


8.02 


I" 


i 

1 


1.96 
1.20 
1.86 
0.80 
1.20 
1.80 


1.16 


AMMOmA. 


ALBUMIirOID. 


I 


I 
il 


.0000 

.0004 
.0002 
.0008 
.0010 
.0018 


.0007 


.0114 
.0188 
.0194 
.0120 
.0188 
.0182 


.0128 


.0112 
.0124 
.0110 
.0106 
.0184 
.01261 


.0110 


.0002 
.0012 
.0014 
.0020 
.0004 
.0006 


.0009 


6 

a 

1 


.64 
.08 
.61 
.60 
.04 
.66 


MlTBOOKX 
A8 


i 

I 

»9 


.0010 
.0021^ 
.0080 
.0080 
.0010 
.0090 


.0090 


■ 

I 

S 


.0000 
.0000 
.0000 
.0000 
.0000 
.0000 


.0000 


1 

0 

I 

0 


• 

I 


.80 
.81 
.82 
.28 
.27 
.28 


.28 


0.8 
0.6 
0.2 
0.8 
0.8 
0.8 
0.4 


Odor,  geoerally  nono.    A  Tegotable  odor  wm  dcTelopod  in  all  of  the  samplM  on  heating, 
■amplea  were  eoUeoted  from  the  lake,  off  Ckinoer'a  Point. 


The 


Microscopical  Examination  of  Water  from  Silver  Lake^  in  Pembroke,  collected  near 

the  Suffaee, 

[Number  of  organlemt  per  enblo  eentlmeter.] 


isse. 

Jan. 

March. 

May. 

Jnly. 

Sept 

Mot. 

Day  of  examination,        .       .       .       . 
Number  of  aample, 

6 
26647 

2 
96360 

4 
97014 

7 
97670 

6 
98181 

9 
90900 

PLANTS. 

Dlatomaoen. 

MelOBlra. 

Oyanophyoetti 

Algw 

1,367 
1,800 

0 

0 

756 

769 

86 

88 

0 
0 

1 
0 

9t 

0 

86 

0 

0 

4 

128 

190 
• 
0 

ANIMAfiR. 
Infusoria, 

Vermes 

Ghrustaoea,  Oyeiope,  .... 

t 
0 
0 

10 
6 

pr. 

1 
2 

0 

0 
1 
8 

t 
0 
0 

MUeMantout,  ZoSgtoa, .... 

8 

6 

6 

8 

8 

Total, 

1,861 

764 

104 

81 

49 

188 
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Chemical  Examination  of  Water  from  Silver  Lake,  in  Pembroke,  eoUeeted  near  the 

Bottom. 


1 

[Paru 

per  100,000.] 

■ 

1 

■3 

1 

t 

1           ArrmAMAMcm, 

1 
1 

Rbsidub  ok 

ETAPOaA- 

noif. 

AimomA. 

1 

i 

.68 

HiTBOoavl 

Aa       i 

1 

1 

• 

s 

1 

s 

1 

• 

1 

a 

1 

ALBI7MISOID. 

1 

1 

.    • 

H 

• 

1 

• 

1 

a 

OD 

• 

26648 

Jan.    4 

V.  alight. 

Slight. 

.17 

8.20 

t 
1.26 

.0004 

.0120 

.0110  .0004 

.0010 

.0000 

.81 

0.8 

Mno 

Mar.    1 

V.  alight. 

V.tUght. 

.15 

8.16 

1.86  ; 

.0008 

.0114 

.0104 

.0010 

.66 

.0010 

.0000 

.80 

0.6 

S7D16 

May    8 

V.  alight. 

V.  Blight 

.16 

2.M 

1.26 

.0000 

.0142 

.0128 

.0014 

.63 

.0000 

.0000 

.80 

0.8 

S7071 

July    6 

V.  alight. 

V.  alight. 

.16 

8.00 

1.00  , 

1 

.0006 

.0106 

.0068 

.0020 

.60 

.0000 

.0000 

.28 

0.6 

3MM 

Sept.  6 

V.  alight. 

V.  alight. 

.10 

8.86 

1.06 

.0000 

.0182 

.0114 

.0018 

.62 

.0010 

.0000 

.28 

0.8 

S021O 

Not.  1 

V.  alight. 

V.  ftUght. 

.11 

8.06 

1.46  ; 

.0010 
.0006 

.0180 
.0124 

.0126 
.0118 

.0004 

.0011 

.66 
.68 

.0020 
.0006 

.0000 
.0000 

.24 

0.8 

At*>* 

.14 

8.11 

1.81 

1 

.28 

1 

0.6 

Odor,  faiotly  Tegetable.  —  The  aaaiplea  were  eolleeted  from  the  lake,  off  Ckmiier'a  Point. 


OhemiccU  Examination  of  WaUr  from  Oldham  Pond^  Pembroke. 

[ParU  per  100,000.] 


• 

1 
1 

Aftbabasob. 

RsaiDUB  ov 

Etapoba- 
nov. 

AmiOMIA. 

6 

.68 

NmooBK 

Aa 

m 

1 

• 

1 

«< 

1 

1 

LoBBon 
Ignition. 

i 

AUUKIMOID. 

i 

• 

^ 

»; 

1 

1 

5 

^ 

3 

a 

26126 

ISM. 

Feb.    5 

Blight. 

Slight. 

.41 

8.76 

1.60 

.0024 

.0288 

.0184 

.OOM 

.0040 

|1 

.0002i|.57 

0.6 

27021 

May    7 

V.  alight. 

V.  alight 

.87 

8.66 

1.10 

.0024 

.0190 

.0176 

.0014 

.57 

.0040 

.00001.48 

1 

0.5 

28064 

Ang.   6 

Slight. 

Slight. 

.16 

8.56 

1.10 

.0012 

.0104 

.0162 

.0012 

.62 

.0010 

.0000'.88 

0.6 

20288 

Not.   6 

V.  alight. 

V.  Blight. 

.16 
.27 

8.86 

1.25 
1.24 

.0006 
.0017 

.0212 
.0208 

.0102 

.0020 
.0025 

.64 
.61 

.0020 
.0087 

.00001.80 

0.8 

At... 

8.66 

.0188 

.0000 

.48 

0.5 

Odor  of  the  Becond  and  third  Bamplea,  dlatlnetly  Tegetable;  of  the  othen,  fiidntly  Tegetable. 
Bamplea  were  eolleeted  from  the  pond,  near  iu  outlet. 


The 
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PEMBROKE, 

Microscopical  Examination  of  Water  from  Oldham  Pond,  Pembroke, 

[Namber  of  organltmi  per  cable  oentlmeter.] 


1S90. 


Feb. 


May. 


Aug. 


Not. 


Dey  of  ezamloaUoD, 
Number  of  sample, 

PLANTS. 
Dlatomacead.   . 

Synedra,    .... 

Oyanophyoeas. 

Anabaoa,  .       •       •       • 
Meriemopasdta, 

Alg», 

Inltworla,  .... 

CUialed  Infoeorlaa,  • 
Dioobryon, 

VermeB,      .... 

Orastaoea, .... 
Oyelope 

MUeeUaneouMt  ZoOgl«M, 

Total,      .... 


6 
26126 


8 
27021 


8 
28064 


6 
292S8 


Its 

68 

0 

0 
0 


66 
14 

S 

8 
0 


6 

2 

214 

212 
16 

to 


12 
12 


0 
0 

9 


68 

26 
18 


0 
0 


8 
0 


0 
0 


12 

0 
0 


pr. 
pr. 


25 

0 
22 

0 

0 
0 


101 


78 


267 


40 


Water  Supply  of  Pittsfield. 

Chemical  Examination  of  Water  from  Socket  Brook  Reservoir,  Pittsfield. 

[Parte  per  100,000.] 


• 

1 

Appbasxvob. 

KaeiDDK  OM 
Etapoba- 

TIOV. 

Ammohia. 

• 

S 

i 

.08 

MiTBOOKN 
AS 

i 

a 

c 

5 

• 

a 
i 

1 

m 

1 

P 

• 

1 

ALBDMIKOID. 

• 

1 

• 

1 

1 

• 

1 

t 
I 

OC 

• 

i 

1 

« 

21667 

ISM* 

Mar.  21 

y .  aMght 

V.  alight 

.06 

6.60 

1.00 

.0020 

.0224 

.0216 

.0008 

.0070 

.0001 

.15 

4.2 

21600 

jQDe  27 

V.  alight. 

V.  alight. 

.00 

7.86 

1.15 

.0004 

.0120 

.0008 

.0022 

.06 

.0080 

.0002 

.14 

6.6 

2S789 

Sept.  27 

V.aUght. 

BHght. 

.68 

7.16 

8.26 

.0016 

.0224 

.0108 

.0026 

.00 

.0080 

.0000 

.06 

8.8 

2M0O 

Dm.  27 

Nooe. 

V.  ellght. 

.08 

6.86 

1.46 

.0000 
.0010 

.0040 
.0162 

.0040 
.0188 

.0000 
.0014 

.08 
.08 

.0120 
.0087 

.0000 
.0001 

.18 
.84 

4.1 

Aw 

.21 

6.74 

1.71 

4.7 

Odor,  laliitly  YegaUbla  or  none. 
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FTTTSFIEIjD. 

Chemical  ExanUnaiion  of  Water  Jhnn  Saetet  Brook  in  the  VicinUy  of  the  Pumping 

Station  of  the  PittsJUld  Water  Works. 

[Parta  per  100,000.] 


B 


S6656 

37j»99 
28787 
20700 


At. 


§ 


m 

a 


18M. 

Mar.  21 

Jane  27 
Sept.  27 
Deo.  27 


Appsasaxob. 


3 


V.  alight. 

V.  alight. 
V.  alight. 
None. 


4J 

9 


a 


Oona., 

earthy. 
V.  alight. 
Blight. 
V.  alight. 


.05 

.07 
.86 
.02 


.12 


RK8IDDS  OV 

EVAPOBA- 

TIOV. 


I 


6.60 

0.86 
10.00 
10.26 


0.02 


e' 

o 


i 


1.10 

1.76 
2.00 
1.86 


1.07 


AXMOnA. 


I 


ALBUMIVOID. 


i 


I 


.0002 

.0080 
.0018 
.0004 


.0018 


.0040 

.0186 
.0162 
.0004 


.0002 


.0116 
.0128 
.0084 


.0078 


.0012 

.0090 
.0024 
.0000 


.0014 


.08 

.21 
.12 
.06 


.12 


NiTBOOBa 
A8 


I 


.0120 

.0100 
.0060 
.0260 


.0166 


.0001 

.0002 

.0001 
.0000 


.0001 


I 

s 


.10 

.16 
.46 

.00 


.20 


i 


6.6 

7.0 
6.6 
8.0 


7.7 


Odor,  faintly  Tegetablo  or  none. 

Chemical  Examination  of  Water  from  Ashley  Brook  Beservoir^  FiltsJleUL 

[Parte  per  100,000.] 


a 

9i 


I 
I 


26658 
27606 
28784 
20706 


At. 


18M. 
Mar.  21 

Jane  27 
Sept.  27 
Dee.  27 


Appbababob. 


a 
H 


None. 
V.  alight. 
Deeided. 
None. 


I 


V.allgfat. 
None. 
Slight. 
None. 


.02 
.16 
.60 
.10 


.10 


RsaiDUB  OV 

Etapoba- 

noB. 

ft 

1 

r 

6.60 

1.26 

6.60 

1.86 

6.86 

2.40 

7.16 

1.26 

6.80 

1.66 

Ammovia. 


I 


ALBUMIBOID. 


•i 
I 


X 


a 

00 


26    .0010.0044 


.0026 
.0024 
.0002 


.0016 


.0106 
.0286 
.0060 


.0100 


.0042 
.0008 

.0204 
.0060 


.0006 
.0062 
.0000 


.0011 


.00 

.06 
.10 
.10 


.06 


NmooBV 


• 


2 

S 


.0110 
.0060 
.0060 
.0170 


.0001 
.0000 
•0000 
.0000 


0000  .0000 


1 

B 


I 


.11 
.26 
.81 
.16 


i 


6.6 
4.0 
8.1 
6.7 


4.6 


Odor,  Mntly  Tegetable  or  none. 

Chemical  E^pamination  of  Water  from  Hathaway  Brook  Beservoir^  Pittsfield. 

[Parte  per  100,000.] 


s 


17607 
16786 
nT07 


At. 


i 
I 


Mar.21 
Jane  27 
Sept.  27 
Deo.  27 


V.  alight 
None. 
Decided. 
None. 


Slight. 
y.eUght< 
Oona. 
V.  alight 


.02 
.02 
.86 
.10 


.11 


RSaiDDB  OB 

ETAPOBA- 

T10X. 


6.06 

10.00 

8.26 

0.10 


8.67 


.1 


I 


1.40 
2.60 
2.16 
2.10 


1.01 


AlCMOVIA. 


I 


ALBUMIBOin. 


.0000  .0046 
.0000.1 
.0016 . 

.oood. 


0176 
0004 


.0004.00761.0068 


.0042 
.0128 
.0064 


.0018 
.0004 


.0000 


.0017 


e 


.00 
.00 
.12 
.11 


.10 


NITBOOBB 
A8 


i 

I 


K 


.0160  .0000 


.0000 
.0000 


.0117  .0000 


.00 
.06 
.86 

.12 


.16 


6.1 
8.1 

6.0 
7.0 


7.0 


Odor  of  the  third  aample,  faintly  nnpleaaMit,  beeoming  atroBger  on  heallBg;  of  the  olhen,  oone. 
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FTTTSFIELB. 

daniool  Extaninaiian  of  Water  firom  Mill  Brook  Reservoir,  PiOsfield. 

[FMto  per  100,000.] 


i 


At. 


1) 

lUr.  SI 
June  27 
Sept.  27 
Dee.  27 


I 


None. 
None. 
V.eHght. 
V.ellgbt. 


V.  eHfht. 
V.ellgbi. 
V.  ■Ilgbt. 
V.  tUght. 


.00 
.00 
.10 
.12 


.06 


Kntinus  ov 

ICVAPOBA- 

Amxohia. 

non. 

• 

3 

.07 

r 

i 

ALBUMIVOID.  1 

1 

1 

1 

1 

00 

8.85 

0.76 

.0000 

.OOM 

.0026 

.0000 

6.16 

0.90 

.0004 

•0068 

.0088 

.0000 

.06 

6.00 

1.26 

.0010 

.0118 

.0118 

.0000 

.u 

6.80 

1.16 

.0000 

.0008 

.0082 
.0068 

.0082 
.0068 

.0000. 

.0000 

.08 
.00 

6.82 

1.01 

NmooBir 


I 


.0080 
.0080 
.0060 
.0110 


.0082 


.0000 
.0000 

.oooo; 

.0000 


.OOOM 


.10 
.06 
.22 
.10 


.12 


2.7 
4.0 
8.0 
4.0 

8.1 


Odor,  none. 


Water  Supply  of  Plymouth. 

CSkemieal  Examinalian  of  Water  from  Little  South  Pond,  Plymouth. 

[FkrU  per  100,000.] 


2W11 


27426 
27726 


• 


I 


1) 

Jen.  10 
Iter.  8 
Apr.  12 
May  0 
June  18 
July  11 
Ang.  8 
Sept.  18 
Oet.  11 
Not.  8 
Dee.  12 


AppBAnAVon. 


None. 
V.  ellght. 
y.eUgbt. 
V.  lUgbt. 
V.  sUgbt. 
V.ellgbt. 
Nooe. 
y.  tligbt. 
V.ellgbt. 
V.  eUgbt. 
V.  eligbu 


SUgbt. 

Bilgbt. 

V.eUgbi. 

V.  iHgbt. 

V.  eUgbt. 

SHgbt. 

V.sligbt. 

V.  tligbt. 

V  ellgbt. 

V.eHgbt. 

V.ellgbt. 


.01 
.01 
.06 
.00 
.01 
.00 
.08 
.08 
.06 
.00 
.04 


Reeinue  on 

Etaposa- 

nov. 


2.40 
2.26 
2.46 
2.60 
2.U 
2.40 
2.76 
8.00 
2.86 
2.60 
2.76 


!l 


I 


1.06 

0.80 
1.06 
0.86 
0.86 
0.60 
0.90 
0.90 
0.76 
0.76 
6.80 


Ajcmovia. 


I 


ALBUMnom 


.0012 
.0084 
.0008 
.0022 
.0006 
.0006 
.0006 
.0014 
.0022 
.0002 
.0010 


.0124 
.6110 
.0112 
.0142 
.0180 
.0168 
.0168 
.0182 
.0170 
.0172 
.0162 


1 
I 


t 

a 

00 


.0112 
.0098 
.0106 
.0188 
.0114 
.0168 
.0128 
.0162 
.0154 
.0148 
.0142 


.0012 
.0012 
.0006 

.0010 
.0016 
.0016 
.0060 
.0030 
.0016 
.0024 
.0020 


.69 
.76 
.71 
.75 

.n 

.78 
.74 
.79 
.76 
.75 
.77 


Kmoonr 

AB 


i 

9i 


.0010 
.0060 
.0020 
.0090 
.0020 
.0020 
.0080 
.0010 
.0020 
.0020 
.0050 


I 


.0000 
.0000 

.0000 
.0000 
.0000 
.0000 
.0000 
.0000 
.0000 
.0000 
.0000 


.11 

.18 

.u 

.10 
.15 
.18 
.21 

.11 

.14 
.15 
.12 


0.0 
0.0 
0.0 
0.0 
0.0 
0.0 
0.2 
0.2 
0.2 
0.2 
0.0 


Averages  by  Tears, 


1804 

. 

.08 

2.89 

0.88 

.0010 

.0188 

.0114 

.0084 

.66 

.0008 

.0000 

.12 

0.2 

* 

1886 

• 

. 

.02 

2.86 

0.78 

.0002 

.0155 

.0124 

.0061 

.66 

.0027 

.0000 

.12 

0.8 

« 

1886 

. 

. 

.02 

2.88 

0.78 

.0006 

.0148 

.0126 

.0022 

.66 

.0016 

.0000 

.18 

0.1 

« 

1807 

. 

. 

.08 

2.42 

0.80 

.0014 

.0159 

.0142 

.0017 

.67 

.0019 

.0000 

.10 

0.1 

. 

1808 

• 

. 

.06 

2.41 

0.96 

.0009 

.0148 

.0126 

.0082 

.68 

.0005 

.0000 

.18 

0.8 

" 

1809 

• 

^ 

.02 

2.50 

0.84 

.0012 

.0148 

.0182 

.0016 

.75 

.0028 

.0000 

.14 

0.1 

Nora  to  Bnelyeee  of  1899:  Odor  In  ICerob  end  September,  Terj  felntly  Tegeteble;  et  otber  timee, 
On  bentlng,  tbe  odor  of  meet  of  tbe  eemplee  beeeme  faintly  vegetable,  and  In  January,  tf  ay  and 
Jnly,  flaby  and  oUy. 


294 


STATE  BOABD  OF  HEALTH.         [Pab.  Doe. 


Examination  tf  Water  from  lAUU  Somtk  Pomd^  Flgmonik. 


1 

leee. 

Jmt. 

Mar.  AprJlfay 

1                  • 

«      1 

1      ; 

1            ! 

1 

Sm  Dm. 

■ 

Day  of  ezamlaatSoiit 

Vvmber  of  Mmplc, 

11       0    !    12  '    !•       IS    '    U       t 

1          1 

«mi  asi»«itt'fyitt6  stoo  mmaatH 

14 

■ 

:   11 ' 

■sm»o 

1       . 

1 
} 

PLAHT8. 

1         , 

i 

1 

1 

1 

1 

1 

DlatomaoMB, 

B 

1  '     1      IS 

! 

n 

1 

t       0 

10 

10 

1 

«l  n 

• 

OyanophyoMB, 

0 

0      ol    s 

n 

»•     0 

t 

1            ■ 

t 

0       0 

BiToteite,      r       I       I       I       I       ! 

• 
• 

•  !    o"    • 

1        1 

1 

• :    0 

•0  ,     • 

• 
• 

1  •: 

•  1    • 

t.      0 

Algm. 

0 

1        1 
0       0       0 

1 

1 

0 

m'  « 

♦ 

:< 

11  1   00 

ProtoooeciMt  ••••■■ 

• 

0         •        0 

!     • 

04  1    44 

0 

■  "i 

11  ■    00 

1 

AHDCAUB. 

1       • 

1 

I 

1 

1 

1 

InAisorls. 

H 

H 

11 

0 

f1  '    10       0 

f 

10. 

b:  n 

DiaobryoB* 

UroglMM, 

46 

4 

0 

14 
1 

s 

0 

0 

01        0 
0        0 

0 
0 

0  • 

0 

16 
0 

10 

0 

Vermes. 

s 

0 

0 

1 

0 

1 

0       0 

0 

1 

1 

0 

0 

Oraetaoeat  Oyaopt,     .... 

0 

0 

0 

fT' 

1 

^.  !     0       0 

I 

0 

i 

01 

0 

0 

JOaecUaMMM.  2o8ckM.    .... 

0 

7 

s 

s 

•1 » 

0 

0 

1 

'1 

>!  s 

1 

■ 

Total, 

75 

07 

fO 

- 

1 

87|    70 

00 

04 

"1 

04 

no 

The  advice  of  the  State  Board  of  Health  to  the  board  of  health  of 
Plymouth,  with  reference  to  the  quality  of  the  water  of  Elder 
Brewster  Spring  in  that  town,  may  he  found  on  pages  36  and  37 
of  this  volume.  The  results  of  an  analysis  of  a  sample  of  water 
from  the  spring  are  given  in  the  following  table :  — 
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PLYMOUTH. 

Chemical  Examination  of  WaUrfrom  Elder  Brewster  Spring  in  Plymouth. 

[Parte  per  100,000.] 


§ 

Appbavakcb. 

• 

Ammomia. 

MITROOKN 

^ 

1 

3 

AS 

a 

• 

9 

Date  of 

Colle< 

i 

9 

a 

1 

1 

§1 

1 

< 

1 

• 

5 
1 

1 

^  i 

Oxygen 

Consv 

• 

S 

» 

I 
• 

1A99. 

ST667 

Jane  84 

None. 

None. 

.00 

7.00 

.0006 

.0006 

1.13 

.1000 

.0000 

.00 

1.1 

.0010 

Odor,  none. The  cample  waa  eoUected  from  afanoet  at  a  public  drinking  fountain  on  Leyden 

Street,  near  head  of  Main  Street,  which  ie  euppUed  with  water  from  Blder  Brewster  Spring. 


Water  Supply  of  Provincetown. 

The  advice  of  the  State  Board  of  Health  to  the  town  of  Province- 
town,  with  reference  to  the  removal  of  iron  and  organic  matter  from 
the  public  water  supply  of  that  town,  may  be  found  on  pages  37  to 
39  of  this  volume. 


Chemical  Ezaminaiion  of  Water  from  the  Open  Basin  of  the  Provincetown  Water 

Works, 

[Parte  per  100,000.] 


• 

Apfbasavob. 

1 

Ammonia. 

NinOGKM 
AS 

i 

1 

ate  of 
CoUcc 

• 

1 

*i 

1 

esldne  on 
Evapori 

i 

1 

e 

1 

1 

i 

1 

^ 

1     fi 

H 

n 

Q 

as 

tH 

< 

s 

Sq 

o 

tu 

18»». 

SS851 

Jan.    4 

Decided. 

Heavy. 

0.76 

10.90 

.0170 

.0164 

2.42 

.0060 

.0001 

.68 

2.9 

.4200 

MIM 

Feb.    6 

Decided. 

Cone. 

0.76 

10.70 

.0188 

.0142 

2.88 

.0010 

.0002 

.64 

8.8 

.3400 

26SW 

Mar.    6 

Decided. 

Gone. 

0.80 

10.00 

.0168 

.0266 

2.64 

.0060 

.0001 

.67 

2.7 

.8200 

966n 

Apr.    6 

Decided. 

Heavy. 

1.00 

11.60 

.0280 

.02Q2 

2.62 

.0060 

.0000 

.76 

8.1 

.6400 

sroii 

May    8 

Decided. 

Heavy. 

•m 

12.00 

.0268 

.0200 

2.62 

.0030 

.0000 

.88 

8.6 

.6800 

S7M8 

June   7 

Decided. 

Heavy. 

1.16 

10.20 

.0122 

.0160 

2.81 

.0020 

.0000 

.78 

2.8 

.8400 

276M 

July    6 

Decided. 

Heavy. 

1.80 

11.10 

.0064 

.0182 

2.60 

.0060 

.0000 

.81 

2.2 

.8800 

now 

Aug.   2 

Slight 

Cons. 

i.is! 

10.60 

.0006 

.0360 

2.60 

.0040 

.0001 

,78 

2.6 

.8600 

»il8 

Sept.  6  1 

Decided. 

Cons. 

1.40. 

11.40 

.0100 

.0210 

2.63 

.0080 

.0001 

.87 

2.8 

.7200 

88801 

Oct.     4' 

Decided. 

Heavy. 

2.00 

11.80 

.0234 

.0168 

2.60 

.0020 

.0001 

.86 

8.0 

.4800 

80816 

Not.    1 

Decided. 

Cona. 

•1.06! 

9.20 

.0110 

.0196  1 

2.64 

.0110 

.UOOl 

.60 

2.8 

.2400 

80800 

Dec.    9 

Decided. 

Heavy. 

1.00 
1.18 

0.66 

12.40 

.0276 

.0180  ; 

2.60 

.0060 

.0001 

.86 

2.6 

.6000 

Av.  •. 

1809 

10.97 

.0160 

.0104 

2.68 

.0048 

.0001 

.77 

2.8 

.4488 

At... 

1898 

9.42 

.0064 

.0161  1 

2.60 

.0047 

.0001 

.62 

2.1 

.2289 

Nora  to  analyeee  of  1899:  Odor,  in  Anguat,  faintly  monldy  and  nnpleaaant;  at  other  timee,  faintly 

earthy  or  none. 

*  Filtered. 
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BANBOIiFH  AND  HOI.BBOOK. 

Water  Supply  of  BAiax>LFH  and  Holbbook. 

Chemical  Exandnaiion  af  Water  firom  Inlet  of  Oreat  I\md. 

[Parte  per  100»800.] 


^5887 

26107 


26780 
27061 
27421 
27724 


286n 
28047 


20641 


At. 


1 

Jan.  0 
Feb.  6 
ICar.  7 
Apr.  11 
May  0 
Jnne  18 
Jnly  11 
Ang.  8 
Sept.  12 
Oct.  10 
Not.  7 
Dee.  12 


a 

9 

a 


None. 
None. 
V.  ellgbl. 
None. 
V.allgbt 
V.  eUgbt 
V.  alight 
V. eHghU 
V.  alight. 
V.  aHght. 
V.  alighl. 
None. 


V.allgbt. 
V.allgbt. 
V.  alight 
Slight. 
Blight. 
V.  alight 
Slight. 
Blight. 
V.  alight. 
V.  alight 
V.  alight 
Slight. 


I 


.10 
.08 
.16 
.18 
.26 
.14 
.21 
.21 
.28 
.82 
.18 
.18 


.18 


Raawos  on 

Etapoba- 

nov. 


I 


81 


I' 


2.60 
2.00 
2.60 
1.80 
2.66 
2.80 
8.16 
8.86 
4.76 
8.40 
2.06 
2.86 


2.87 


1.00 
0.66 
1.00 
0.26 
1.10 
1.00 
1.06 
1.10 
1.70 
1.26 
1.00 
0.70 


0.07 


AMXOnA. 


i 


I 


I 

5 


I 

a 


.0000 

.0002 
.0004 
.0000 

.0000 
.0002 


.0008 
.0008 

.0004 
.0000 

.0002 


>0008 


,0060 
.0882 


.0048 
.0110 
.0102 
.0180 
.8182 
.0170 
.0108 


.0074 


.ooos 


.0048 
.0104 


.0140 
.0108 
.0168 
.0104 
.0082 


.0008 

.0004 
.0010 
.0000 
.0008 
.0014 


.0024 
.0014 


.0010 
.0012 


.8810 


.88 
.82 

.88 


.88 

.86 
.87 
.46 
.40 
.88 
.84 


.86 


I 
I 


I 


.0010 
.8010 
.0010 


.0016 


.0010  .00001 

0000 
.0010  .0000 
.0010  .0000 

0020  .0001 
•0020  .0000 
.0000 
.0010!  .0000 


.0000 
.8001 
.0000 


.0000 


.18 
.14 
.28 
.20 
.86 
.20 
.86 
.84 
.41 


.24 


0.6 
0.8 
0.0 
0.0 
0.0 
0.8 
0.8 
0.S 
9.8 
0.8 
0.8 
0.2 

0.8 


Odor,  generally  Tegetable,  frequently  none,  eomettmea  nnpleaaant  or  mooldy. 


Chemical  Examination  of  Water  firom  Oreat  Pond  in  Bandolph  and  Brainlree. 

[Parte  per  180,000.] 


8 

1 

Appbasasob. 

,  KaaiDOB  on 

'    BTAPOaA' 

nov. 

AmfonA. 

e 

.62 
.88 
.44 
.88 
.42 
.48 
.48 
.60 
.48 
.48 
.60 
.61 

mnoou 

Aa 

• 

1 

1 

I 
i    ^ 

H 

■  ■■  III 

fl 

1 

ALKmiVOID. 

• 

1 

1 

6 

• 

1 

4 

• 

1 
1 

9JUUIft 

26188 
28400 
28781 
27862 
27422 
27726 
28008 
28678 
28048 
20280 
20812 

ISM. 

Jan.    0 
Feb.    8 
Mar.    7 
Apr.  11 
May    0 
Jnne  18 
Jnly  11 
Ang.  8 
Sept.  12 
Oot.  10 
Not.   7 
Dee.  12 

V.  eUgbt. 
None 
V.  alight. 
V.  ellgbt. 
V.  alight. 
V.  ellgbt. 
V.allgbt. 
Slight. 
Slight. 
V.  alight. 
V  alight. 
V.aUght. 

V.  ellgbt. 
V.  alight. 
Slight. 
None. 
V.  ellgbt. 
V.  alight 
V.  aHght. 
V.  allgbi. 
Slight. 
V.  alight. 
V.  ellgbt. 
V.  alight. 

.60 
.11 
.88 
.82 
.87 
.26 
.20 
.20 
.20 
.21 
.88 
.40 

1 

\.^ 

'  2.60 
8.06 
8.26 
2.00 
2.76 
8.26 
8.06 
8.70 
8.86 
4.20 
4.26 

2.00 
0.86 
1.40 
1.40 
1.16 
1.00 
1.86 
1.16 
1.46 
1.20 
1.70 
1.86 

.0004 

.0002 
.0018 
.0000 
.0004 
.0002 
.0008 
.0000 
.0006 
.0008 
.0018 
.0008 

.0168 
.0062 
.0168 
.0122 
.0182 
.0182 
.0184 
.0100 
.0280 
.0108 

.0162 
.0046 
.0182 
.0118 
.0128 

.o\m 

.0178 
.0184 
.0284 
.0188 
.0210 
.0100 

.0008 
.0008 

.0026 
.0004 

.0008 
.0012 
.0008 
.0008 
.0028 
.0008 
.0062 
.0018 

.0000 
.0010 
.0070 
.0070 
.0040 
.0060 
.0000 
.0080 
.0080 
.0010 
.0080 
.0010 

.0000 
.0000 

.0001 
.0000 
.0000 
.0000 
.0000 
.0000 
.0000 
.0000 
.0002 
.0000 

.67 
.26 
.48 
.88 

.u 

.42 
.87 
.88 

.86 
.40 
.64 
.48 

1.0 
1.1 
1.1 
0.8 
0.6 
1.8 
0.8 
1.0 
0.6 
0.8 
0.8 
0.0 

Averages  by  Tears. 


.. 

1888 

.48 

4.78 

1.84 

.0017 

.02afl.0178 

.0060 

.68 

.0060 

.0000 

.61 

• 

1804 

• 

. 

.47 

4.18 

1.88 

.0004 

.0168  .0187 

.0010 

.88 

.0020 

.0000 

.46 

. 

1808 

. 

. 

.68 

8.02 

1.70 

.0018 

.0221 

.0106 

.0028 

.64 

.0066 

.0001 

.68 

. 

1807 

. 

. 

.48 

4.01 

1.82 

.0004 

.0100 

.0187 

.0028 

.68 

.0084 

.0000 

.68 

. 

1808 

. 

. 

.88 

4.28 

1.08 

.0007 

.0202 

.0188 

.0018 

.64 

.0041 

.0000 

.86 

• 

1800 

" 

" 

.20 

8.67 

1.88 

.0007 

.0176 

.0181 

.0014 
L 

.46 

.0080 

.0000 

.42 

^ 

NoTB  to  analyeee  of  1800 :  Odor,  generally  faintly  Tegetable,  aometimee  none.  On  heating,  the  odor 
of  aome  of  the  eamplee  beeoDe  atronger,  and  In  Jannwy  and  Mareb  faintly  flahy. — Noe.  28408,  28781,. 
27726»  28008  and  20042  were  eoUeeted  Irom  a  faneet  la  the  pumping  etatlon ;  the  othera,  from  the  pond. 
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BANBOIiPH  ANB  HOl<BBOOK« 

Microscopical  Examination  of  Walerfrom  Great  Pond,  in  Bandolph  and  Braintree, 

[Nnmber  of  organlama  per  onbio  centimeter.] 


18M. 

Jan. 

Feb. 

Mar. 

Apr. 

May. 

June. 

July.  Ang. 

Sept  Oct 

Not. 

Dec. 

Day  of  examfnatioD,  •       .       •       • 

10 

8 

8 

18 

10 

16 

IS 

10 

18 

11 

8 

18 

Number  of  Muaple,    .... 

26888 

26168 

26400 

26781 

27068 

27422 

877S6  28008  28678 

28048 

20280 

8064S 

PLANTS. 

Dlatomaceeo.      .... 

182 

8 

1 

27 

80 

214 

10 

8* 

4 

28 

68 

Cyctotella 

Heloalra, 

Bynedra, 

0 
180 

1 

0 
0 

1 

0 
0 

1 

0 

0 

15 

0 

7 

10 

184 

0 

70 

2 
0 
0 

0 
0 
2 

10 
0 

1 

68 

0 

1 

Oyanopliyoeadf  .... 

0 

0 

0 

0 

0 

1 

110 

18 

0 

0 

AnabsBoa, 

Mieroeyatia, 

0 
0 

0 
0 

0 
0 

0 
0 

0 
0 

0 

1 

86 
24 

8 
8 

0 
0 

0 
0 

Alff» 

0 

0 

0 

0 

0 

5 

42 

28 

26 

0 

0 

FuniriB  ^^°<>^'''* 

0 

0 

0 

0 

0 

0 

0 

0 

16 

0 

0 

ANIMALS. 

Inftioorls, 

0 

178 

40 

12 

0 

12 

0 

2 

2 

0 

Dloobryon, 

Perldinlnm, 

0 
0 

160 
1 

0 
40 

IS 
0 

0 
0 

12 

0 

0 
0 

0 
0 

0 
0 

0 
0 

Vermes,  Polyarthra,     . 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

Orustaoea,  Cyelopa,    . 

pr. 

0 

0 

0 

0 

0 

0 

0 

pr. 

0 

0 

Mi9ceUan£OU9,  ZfOglwti,  . 

8 

8 

0 

0 

8 

8 

8 

6 

8 

0 

TOTAX^ 

186 

170 

41 

30 

88 

286 

16 

161 

68 

60 

28 

60 

The  advice  of  the  State  Board  of  Health  to  the  board  of  health  of 
Randolph,  relative  to  the  quality  of  the  water  of  a  well  used  for  the 
supply  of  several  families  in  that  town,  may  be  found  on  page  39  of 
this  volume.  The  results  of  an  analysis  of  the  sample  of  water  col- 
lected from  the  well  is  given  in  the  following  table  :  — 

Chemical  Examination  of  Water  from  a  Well  on  Ward  Street,  Bandolph. 

[ParU  per  100,000.] 


• 

e 

APPSAKAVOS. 

• 

Ammoxxa. 

NiTBOoax 

t 

1 

at 

A8 

a 

9 

1 

1 

8 

9 

Date  of 

OoU 

1 

• 

1 

8& 

• 

1 

Albu- 
minoid 

V 

• 

1 

• 

8 

i 

Oxygen 
Com 

i 

e 

1 

• 

ifliee. 

27862 

June   8 

None. 

V.  alight. 

.00 

16.20 

.0446 

.0066 

2.41 

.4060 

.0024 

.06 

4.7 

.0020 

Odor,  faintly  anpleaaant.  becoming  etronger  on  heating, 
on  the  premieea  of  Allee  Kenney,  on  Ward  Street. 


•  The  eample  waa  collected  from  a  well 
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BEADING. 


Water  Supply  of  Reading. 


ChemiccU  Examination  of  Water  from  the  FtUer-gallery  of  the  Beading  Water 

Works, 

[PurU  per  100,000.] 


e 

ArrsASASOB. 

• 

1 
=1 

AmOHIA. 

NmooBir 

AM 

1 

_ 

1 

• 

1 

• 

1 

1 

■ 

1 

11 

r 

• 

1 

i^ 

< 

i 
1 

s 

1 

K 

f 

0 

• 

1 

S8888 

ISM. 

Jan.    9 

Deelded. 

Heavy. 

.60 

8.60 

.0080 

.0180 

.41 

.0010 

.0000 

.64 

2.8 

.8160 

9«U6 

Feb.    6 

Decided. 

Cona. 

.70 

8.80 

;.0088 

.0116 

.40 

.0080 

.0001 

.61 

8.7 

.2860 

S6418 

Mar.    8 

Dedded. 

Heavy. 

.66 

8.00 

.0000 

.0118 

.80 

.0000 

.0000 

.68 

8.6 

.2800 

S6700 

Apr.  10 

Deelded. 

Oona. 

.70 

6.70 

.0100 

.0186 

.86 

.0010 

.0000 

.46 

2.7 

.1700 

S7019 

IU7     6 

Decided. 

Oona. 

.65 

7.60 

.0060 

.0112 

.88 

.0080 

.0000 

.68 

2.6 

.U60 

S7886 

June  6 

Decided. 

Oona. 

.80 

7.16 

.0076 

.0140 

.88 

.0040 

.0000 

.66 

2.0 

.1280 

87676 

July    6 

Decided. 

Cona. 

.80 

,    7.00 

.0006 

.0104 

.40 

.0080 

.0000 

.66 

2.0 

.1200 

S80T8 
28476 

Aug.  7 
Sept.  6 
Get.  10 

Decided, 

milky. 

Decided, 

floe 

Decided. 

Oona. 

Oona., 

floe. 
Heary. 

.66 

.60 
.68 

,    6.90 

7.40 

;    8.00 

.0088 
.0118 
.0186 

.0078 
.0008 
.0128 

.46 
.60 
.60 

.0080 
.0040 
.0010 

.0000 
.0000 
.0001 

.46 
.41 
.64 

2.2 
2.0 
2.0 

.0660 
.1800 
.2100 

80941 

Not.   6 

Decided. 

Oona. 

.80 

9.80 

.0180 

.0064 

.68 

.0040 

.0000 

.80 

2.8 

.1700 

80614 

Dec.  11 

Decided. 

Oona. 

.66 

8.00 

.0118 

.0106 

.68 

.0080 

.0000 

.88 

2.6 

.2000 

Averages  by  Years, 


. 

1891 

1 

1         ^ 

- 

.18 

18.96 

.0016 

1 
.0068 

.46 

.0094 

.0001 

. 

• 

- 

1803 

- 

- 

.44 

9.36 

.0043 

.0078 

.64 

.0071 

.0001 

- 

- 

- 

1898 

- 

- 

.64 

10.06 

.0064 

.0067 

.66 

.0088 

.0001 

.86 

.1261 

- 

1804 

- 

- 

.46 

18.76 

.0048 

.0107 

.68 

.0029 

.0000 

.85 

.2642 

wm 

1806 

- 

- 

.61 

18.88 

.0088 

.0114 

.73 

.0048 

.0000 

.44 

.2277 

- 

1896 

- 

- 

.63 

11.60 

.0060 

.0080  ' 

.61 

.0069 

.0001 

.40 

.2606 

- 

1807 

- 

- 

.76 

11.12 

.0000 

.0110 

.68 

.0058 

.0001 

.44 

.2644 

- 

1896 

- 

- 

.82 

0.61 

.0095 

.0141 

1 

.44 

.0008 

.0000 

.64 

8.0 

.2264 

- 

1899 

- 

- 

.67 

7.80 

j.OOOO 

.0109  : 

.44 

.0026 

.0000 

.60 

3.4 

.1721 

NoTB  to  analyaca  of  1800 :  Odor,  generally  none,  aometlmea  earthy  or  nnpleaaant  on  beating. 
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Chemical  ExaminatiKm  of  Water  from  Beading  FiUer-gaUery  after  pausing 

through  the  Mechanical  FiUer. 

[PmU  per  100,000.] 


1 


§ 

1 


WIST 
16419 
26T01 
ST020 
87S36 
S7676 
28074 


»61ft 


li 

Jan.    0 

Vob.  6 
Mat.  8 
Apr.  10 
May  6 
June  6 
July  6 
Aug.  7 
8«pt.  6 
Oet.  10 
Not.  6 
Dee.  11 


Appeaxamob. 


I 


V.Alifht. 

SUgfat. 

V.  ■light. 

None. 

V.  alight. 

SUght, 

milky, 
y.ittgfat. 

None. 

None. 

V.elight. 

None. 

None. 


I 

I 


None. 

None. 

None. 

None. 

V.elight. 

None. 

None. 

None. 

None. 

None. 

None. 

None. 


I 


.20 
.17 
.10 
.20 
.81 
.84 

.n 

.16 
.10 
.14 
.U 
.08 


a 
SH 


16.00 
18.00 
18.00 
14.80 
18.80 
18.80 
14.10 
14.10 
14.40 
14.60 
18.80 
14.40 


AlOfOHIA. 


1 


.0011 
.0084 
.0082 
.0060 
.0021 
.0062 
.OOU 
.0040 
.0066 
.0014 
.0064 
.0070 


.0106 
.0106 
.0076 
.0000 
.0104 
.0104 
.0061 
.0041 
.0070 
.0074 
.0060 
.0080 


.41 
.48 
.41 
.81 


.48 
.48 
.84 
.84 
.61 
.87 


MiTBoanr 

AM 


I 


.0060 
.0080 
.0080 
.0080 
.0060 
.0010 
.0040 
.0040 
.0010 
.0080 
.0060 
.0060 


I 


.0012 
.0004 
.0008 

.0004 
.0006 

.0020 
.0016 
.0010 
.0024 
.0060 
.OOU 
.0012 


i 
I 

I 


i 


I 


.40 

.86 

.81 

.88 

.88 

.48 

.81 

.88 

.» 

.14 

.10 

.16 

— y 

.0060 
.0100 
.0130 
.0160 
.0110 
.0160 
.0080 
.0080 
.0040 
.0010 
.0010 
.0000 


Averages  by  Tears, 


- 

1806 

- 

« 

.16 

10.42 

.0086 

.0067 

.66 

.0048 

.0016 

.14 

11.8 

.0001 

- 

1807 

- 

- 

.18 

18.64 

.0034 

.0084 

.68 

.0082 

.0010 

.20 

11.7 

.0087 

- 

1808 

- 

- 

.27 

16.82 

.0028 

.0108 

.46 

.0060 

.0006 

.84 

10.0 

.0181 

- 

1800 

- 

- 

.28 

14.60 

.0040 

.0060 

.46 

.0042 

.0016 

.81 

8.4 

.0064 

Nora  to  enelyiee^f  1890 :  Odor,  none. 


Water  Supply  of  Rockland. 

(See  AbingUm,) 
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Wateb  Sufply  of  Bockpobt. 

MaatmiMaiion  of  Water  Jrofm  Cape  Fond^  Boekpori. 

[FtotB  pv  IMJHD.] 


fl 

s 


o 


a 


t      a 


B 


Jaa.  16  '  ▼ 
Pri>.  17  BHcltt. 
Mtf.  SI  SBtftt. 
MM  Apr.  M  ;niiku 
Sni8  '  May  »  '  DwUed 

sxan  Jbmv  idmUm 

fltn    Jvlj  IT  I  Dwldod 


18 


V. 

81 


I 


Ifov.  IS 
18 


BUgki. 
BUfltt. 


o 

5 


.M 


<» 


i: 


Bt. 


« 

on 
rnltlon 

1 

r 

£  ;  i     1  ;  sg.    « 


U.4»  S.I9 

11.»  S.tf 

!•.?»  S.40 

t.M  S.I9 

t.TSi  S.I9 

]O.Ui  S.88 

lO.U  I. It 

18.1fc  S.Ji 

M.»  S.Ot 

lO.M  1.8ft 

#.»  1.88 

f.SV  1.4ft 

I 


Otlft 


0814, 


•n 


8BE. 


1:1 


•I- 


I 

S  I' 

S  I 


B 

0 

m 
c 
o 
O 

e 

g 

M 

o 


8884,  4.4» 
SBM'.OOM. '4.0ft 
0m.0808  4.tft' 
Ott».0140;4.0ft' 
OMX. one  4.88  < 
OB61.OO8I  3.02: 
OtMi.0888  4.1t' 


OlOM 
OlOOi 


.0003! 


.0010 
.0090 


..»^.,P^w.4.60!. 
OMSJ.Oiao;!4.43!. 
0S38.0108'4.n;. 
OeD8{.OOr4.4.00'. 
01M.008»4.1i:. 

i     ii    li 


0000 
0010 
OOM 
0010 
0010 


.0001 

.0000 

.0001 

.0001, 

.0000  , 

.0000. 

.0000... 

.0000  . 

.0000,. 

.0000*. 

II 


.47 
.40 

.so 

.Sft 

.87 
.4ft 

.42 
.37 
.81 


.81 


i 
1 


1.0 
1.0 
o.e 
0.8 
0.8 
o.e 
1.0 
1.1 
1.0 
0.8 

0.ft 

0.8 


18M 

. 

188ft 

• 

1888 

. 

188T 

. 

1888 

« 

18M 

— 

.44 


I 


lS.8ft  1.8t  .0081 
18.01  S.SI 
ll.fT  2.11 
10.M  2.10 
10.48  2.17 
10.11.  S.00 


I    !     'lie 

.0MK.0082  ft.Sft  1.0010 .0800;>. 2ft 

0188.0104  6.42  .OQ8T;.O0OOi..S2 

.OlSe'.OMO^.OOOO  4.87  ,.0080. .88m  .24 
.Onii.OlOO  .OOftft  4.00  .0006. .0000  .81 
.0886^ .0831  .0100  4.84  •.002ft'. 0001 
.080K .000' .0078  4.24  j.OOCS.. 0001 
I  >  H  i  i 


1.8 
1.2 
1.0 
1.1 
1.0 
0.8 


Non  to  MwlyMo  of  18M :  Odor, 
odor  WM  dotolopod  In  thi 
•  faiieei  at  the  pomptait  alBtloB 


IT  vofMobM,  oecn 


Mllynpl 


or 


.   Afidatiy 


Miero9eopieai  BxammaUon  of  Water  Jrom  Cape  Fond^  Boeiport, 

[Vvoibor  of  orflwM  p«r  eabie  cwtlniftiir.] 


Jan.  Pab.>Mor.ULpr.  Mar.' 


JmijJAt 


Sept.  Oct  iKer. !  Dec 
i         I         ! 


Bay  of  examlaatloii,  . 
Hombor  of  aanipio,    • 


17 


r288oomof 

i       t 


IS  I  21 :  « I  •*  I 

2«B8Bj26ft«O.2880»'2n06f  27U1 


I     18 


27801  28800 


21  .    24  !    14 

!         ! 
28606^2910128800 


10 


PLANTS. 

Distomaceoo, 

Aaterlooella, 
Maloaira,      .       .       . 

Cyanophyceao,  AnabMia, 

AlffOO,       .... 

rrotoooccua, 

BeeDedceaBiia, 

Btanraatnim, 

Zoaaporea,    .       .       .       . 


842 

8 


7H 
762 


68 

0 
0 
0 


0 
0 
0 
0 


t 


788  ,S4M  7^      m  tm  \jm  %jm  S,4H.fiJS8  Mil 

708    5,000.7.000'      828       10      14       Oo'    468!    082,1.644 


0 

0 

0 

00 


14 


80 


0;   lit 


26  2.8001 1,620  ft,000  5,000^  1,730| 


0:      It;  l,IOt 


S 


i    1 


0!  6,000, 

0>        04' 
Ot 


i 

0; 


n     4,    a8 


•    410^ 


0 

2 
0 
0 


t 

44» 

0 

I 


71 

40  62' 

ISS  2l 

12;  2: 

0  0 

I  I 


74 


181 


44 

0 
0 
0 
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BOCKFOBT^ 

Microscopical  ExamituUion  of  Water  from  Cape  Pond,  Eockport  —  Concluded. 

[Number  of  organlfline  per  cable  centimeter.] 


18M. 


Jan. 


Feb. 


Mar. 


Apr. 


May. 


Jmie. 


Jnlj. 


Aoff. 


Sept. 


Oct. 


Not. 


Dec. 


ANIMALS. 
Infdsoris, 

Cryptomooae, 
Dinobryon,  . 
Perldinram, . 
TraebelomoDM,  . 

Vermes,  • 

CniBtaces,    . 

Boemioa, 

Cyelopa, 

DapbnlA, 


11 

8 
0 
2 
1 


0 
0 
0 


8 

0 
0 
1 
6 


pr. 

0 

0 

pr. 


n 

0 

0 

22 

0 


pr. 

0 

0 

pr. 


188 

40 

0 

92 

4 


84 

0 

0 

0 

84 


pr. 


pr. 
pr. 


0 
0 


m 

0 

0 

0 

172 


m 

0 
0 
4 

128 


108 

0 

0 

20 

88 


pr. 


pr. 
pr. 


pr, 
pr. 


140 

40 
8 
8 

84 


pr. 

pr, 
pr. 
pr. 


0 

10 

2 

8 


pr. 


pr. 


6 
6 


0 
0 
0 


JRtOiUafMOM,  Zo<5g]<Ba,   . 

0 

0 

0 

10 

fO 

0 

5 

15 

40 

15 

15 

1 

TOTJLX«, 

416 

768 

868 

6,178 

7,282 

6,971 

2,716  1,768  6,678  6,8062,693  1,817 

KUSSELL. 

The  advice  of  the  State  Board  of  Health  to  William  B.  Shelley 
of  Russell y  with  reference  to  a  proposed  water  supply  for  that  town, 
may  be  found  on  pages  39  and  40  of  this  volume.  The  results  of 
the  analysis  of  a  sample  of  water  collected  from  the  proposed  source 
of  supply  is  given  in  the  following  table :  — 


Chemical  Examirwiion  of  Water  from  Black  Brook,  in  Bussell, 

[Peru  per  100,000.] 


1 

RB8IDUX  CM 



• 

a 

Aftsasakcb. 

1 

BVAPOKA- 

AmcoMiA.  1 

NnBOGBN 

"Z 

1 

1 

Tioir. 

▲a 

0 

m 

, 

DateofColh 

■ 

1 

1 
f 

H 

LoMon 
Ignition. 

1 

ALBDMINOID.     | 

• 

s 
1 

6 

• 

5 

• 

1 

a 

s 

1 

8 

• 

• 

« 

1 

Sus- 
pended. 

• 

3 

isee. 

1 
1 

27678 

Jnoe  26 

V.  alight. 

v.  Blight. 

.12 

1 

8.20 

0.86 

.0010 

.0078 

.0064 

.0014 

.07 

.OOTO 

.0000 

.34 

o.« 

Odor,  none. The  sample  waa  oolleeted  from  the  brook,  at  eite  of  propoaed  reaerrolr,  1  mile 

from  centre  of  Tillage. 
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BTTTIiAND. 

Water  Supply  of  Rutland. 

Chemical  Examination  of  Water  Jrom  Musehopauge  Lake,  BuUand,  collected  near 

the  Surface, 

[Pkrto  per  100,000.] 


Bbbioub  on 

1 

8 

1 

o 



a 

APPBASAirOB. 

Etapoki.- 

TXOR. 

AXXOVIA. 

• 

e 

KXTBOOBH 
AS 

• 

1 

3i 

i 

6 

1 

Loss  on 
Ignition. 

• 

1 

ALBmXIIOID. 

1 

* 

1 

i 

1 
1 

1 

1 
1 

s 

Sus- 
pended. 

1 

ISM. 

20087 

Jan.  12 

V.  elight. 

Cods. 

.07 

2.20 

1.10 

.0028 

.0468 

.0282 

.0236 

.19 

.0020 

.0001 

.22 

0.6 

S66B6 

Mar.  25 

V.  elight. 

y.  Blight. 

.06 

2.26 

0.76 

.0062 

.0220 

.0190 

.0080 

.14 

.0050 

.0000 

.10 

0.6 

27418 

June  10 

y.  slight. 

y.  Blight. 

.01 

2.16 

0.76 

.0018 

.0120 

.0110 

.0010 

.16 

.0080 

.0000 

.16 

0.6 

27800 

July  14 

y.  sUgbt. 

Slight., 
floe. 

.02 

2.76 

1.00 

.0068 

.0186 

.0122 

.0014 

.18 

.0010 

.0000 

.19 

0.6 

28802 

Sept.  28 

None. 

y.  Blight. 

.00 

1.76 

0.76 

.0086 

.0126 

.0114 

.0012 

.14 

.0090 

.0000 

.16 

0.8 

20462 

Nov.  20 

Slight. 

Blight. 

.06 
.08 

2.06 

0.86 

.0048 
.0046 

.0188 
.0201 

.0126 

.0012 

.16 
.16 

.0010 
.0028 

.0000 
.0000 

.14 

0.2 

At... 

2.19 

0.87 

.0140 

.0062 

.16 

0.4 

Odor,  faintly  vegetable  or  none. 


Microscopical  Examination  of  Water  from  Mtischopauge  Lake,  BtUland,  collected 

near  the  Surface. 

[Nnmber  of  organiamB  per  enbio  eentlmeter.] 


18M. 


Jan. 


Mar. 


Jane. 


Jolj. 


Oct. 


Nov. 


Day  of  ezaxninatlon, 
Number  of  samplei  , 


14 
26087 


26696 


18 
27418 


19 
27809 


4 

28862 


PLANTS. 

DiatomacesB, 

Asterionella, 


Cyelotella, 

Meloeira, 

Bynedra, 


OyanophycesB, 
Alg9d,  Raphidlam, 


614 

880 
68 
90 
66 

0 

0 


87 

68 
8 
0 

16 

0 
0 


8 

47 

8 

2 


6 

210 

18 

2 

6 


6 
8 
0 
6 

0 

0 


0 

1 

4 
0 

3 

0 


ANIMALS. 


InfOBorla,    . 

Dlnobryon, . 
Perldinianit 

OruBtaces,  • 

Oyelope, 
Daphnla,     . 


62 

42 
10 


pr. 


pr. 
pr. 


2 
1 

0 

0 
0 


6 

4 
1 

8 

0 
0 


62 

62 
0 


0 
0 


0 
0 


0 
0 


0 

0 
0 

0 

0 
0 


MltceUaneout,  ZoSglcea, 


Total, 


60 


726 


101 


8 


74 


806 


24 


No.  34.]     EXAMINATION  OF  WATER  SUPPLIES. 


303 


Chemical  Examinaiion  of  Water  from  Muschopauge  Lake,  collected 

[Parts  per  100,000.] 


RUTI^AND. 

near  the  Bottom, 


• 

1 

1 

APPIABAaCB. 

Rbsidus  oh 

EVAPOSA- 
TIOH. 

Amxoiiia. 

• 
s 
X 

6 

NiTBOOBir 

AS 

1 

• 

i 

1 

• 

s 

1 

a 

m 

1 

1 

Lost  on 
Ignition. 

■ 

ALBCMIKOIO. 

• 

1 

2; 

1 

• 

1 

• 

a 

1 

1 

1 
-1 

• 

i 

3 

18f0. 

28888 

Jan.  12 

1  V.  slight. 

V.  alight. 

.07 

2.15 

1.00 

.0020 

.0128 

.0124 

.0004 

.16 

.0020 

.0000 

.18 

0.6 

26500 

Mar.  25 

V.  sUght. 

V.  slight. 

.06 

2.00 

0.75 

.0010 

.0118 

.0006 

.0022 

.15 

.0080 

.0000 

.17 

0.5 

27414 

June  10 

V.  sUght. 

v.  Blight. 

.02 

1.66 

0.75 

.0020 

.0182 

.0110 

.0022 

.15 

.0040 

.0000 

.18 

0.5 

2T810 

Jnly  14 

V.  slight. 

V.  Blight. 

.04 

1.60 

0.55 

.0016 

.0112 

.0096 

.0016 

.18 

.0010 

.0000 

.19 

0.5 

28863 

Sept.  28 

None. 

Blight. 

.00 

1.70 

0.70 

.0040 

.0128 

.0124 

.0004 

.14 

.0020 

.0000 

.15 

0.6 

28453 

Not.  20 

SUgbt. 

Blight. 

.04 

2.10 

0.85 

.0074 
.0080 

.0220 
.0140 

.0194 
.0124 

.0026 
.0016 

.16 
.16 

.0010 
.0022 

.0000 
.0000 

.15 

0.2 

At... 

1 

.04, 

1.87 

0.77 

.17 

0.6 

Odor,  generally  faintly  vegetable,  sometimes  faintly  nnpleasant  or  disagreeable. 

Water  Supply  of  Salem  and  Beverly. 

The  advice  of  the  State  Board  of  Health  to  the  city  of  Salem, 
with  reference  to  the  quality  of  the  water  furnished  from  the  various 
sources  of  supply,  may  be  found  on  pages  40  to  42  of  this  volume. 

Chemical  ExamincUion  of  Water  from  Wenham  Lake,  in  Beverly  and  Wenham, 

[Parte  per  100,000.] 


■ 

1 

1 

1 

Appbabahob. 

Rbsiddb  oh 

Etapoba- 

tiob. 

AlCMOBIA. 

I' 

s. 

1 

.76 

NiTBOOBN ' 
AB 

i 
i 

1 

e 
O 

• 

«i 

1 

• 

1 

Loss  on 
Ignition. 

1 

ALBmflNOXD. 

• 

1 

■ 

m 
S    i 

• 

9 

1^ 

00 

■  1 

I 
t 

] 

i 

25008 

19M. 

Jan.  10 

V.  Blight. 

V.  Blight. 

.18 

5.50 

1.70 

.0012 

.0166 

.0188 

.0028 

.0180 

.0001 

.27 

2.2 

26179 

Feb.    7 

V.  Blight. 

Blight. 

.12 

5.40 

2.00 

.0020 

.0142 

.0122 

.0020 

.60 

.0120 

.0001  .26 

2.5 

26424 

Mar.    8 

V.  Blight. 

V.  slight. 

.12 

5.40 

1.86 

.0088 

.0140 

.0180 

.0010 

.68 

.0090 

.0002  .28 

2.1 

26739 

Apr.  11 

V.  slight. 

V.  slight. 

.16 

5.55 

1.95 

.0032 

.0182 

.0122  .0010 

.72 

.0080 

.0002 '.31 

2.0 

27048 

May    0 

V.  slight. 

y.  slight. 

.18 

5.25 

1.65 

.0008 

.0146 

.0184  .0012 

.70 

.0100 

.0001   .81 

2.0 

27462 

June  16 

v.  Blight. 

Blight. 

.12 

5.26 

1.60 

.0046 

.0282 

.0204.0028 

.68  1 

.0020 

.0002. 28 

2.0 

2ni» 

July  11 

V.  sUgbt. 

Blight. 

.08 

5.00 

1.05 

.0008 

.0222 

.0182 

.0040 

.67 

.0010 

.0001. 27 

2.1 

28193 

Aug.  12 

V.  slight. 

Bltght. 

.05 

5.15 

2.80 

.0036 

.0174 

.0152 

.0022 

.68 

.0050 

.0001  .25 

1.8 

28678 

Sept.  12 

V.  Blight. 

V.  slight. 

.10 

5.25 

1.45 

.0014 

.0284 

.0190 

.0044 

.79 

.0070 

.0000  .26 

1.8 

28088 

Oot.  10 

V.  Blight. 

y .  Blight. 

.07 

5.85 

1.50 

.0082 

.0208 

.0160 

.0048 

.79 

.0010 

.000l!.27 

2.2 

20288 

Not.    7 

Slight. 

y.  Blight. 

.28 

5.80 

1.50 

.0158 

.0216 

.0190 

.0026 

.80  1 

.0050 

.0008  .28 

2.6 

29688 

Dec.  12 

Decided. 

Coos. 

.15 

5.65 

1.90 

.0114 

.0196 

.0186 

.0062 

.82  1 

.0100 

.0000 i. 24 

li 

2.8 
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SALEM  ANI>  BSTHERIiT. 

Chemical  Bxaminatum  of  Water  from  Wenham  Lake^  in  Beverly  and  Wenham 

—  GoDcladed. 

Averages  by  Year$, 

[Parte  per  100,000.] 


\ 

.       i 
e 

s 

1 

o 

s 

S 

ArrzAMAMm. 

Rbciddb  ov 

EVAPOKA- 
TIOH. 

Amvoxxa. 

• 

s 
1 

6 

.78 

Ninoosv 

AS 

i 

a 

1 

• 

S 

« 
a 
H 

1 

6 

1 

g 

r 

1 

ALBDiailOID. 

• 

1 

■ 

m 

5 

■ 

a 
Hi 

■ 

• 

1 

1 

00 

• 

- 

1888 

- 

- 

.06 

4.67 

0.07 

.0020 

.0146 

- 

- 

.0058 

.0001 

- 

. 

- 

1880 

- 

- 

.00 

4.28 

1.05 

.0014 

.0178 

.0188 

.0085 

.72 

.0052 

.0002 

- 

- 

- 

1800 

- 

- 

.06 

4.57 

0.00 

.0016 

.0154 

.0125 

.0020 

.74 

.0104 

.0001 

- 

2.6 

- 

1801 

- 

- 

.07 

4.70 

1.12 

.0006 

.0147 

.0118 

.0084 

.72 

.0125 

.0000 

- 

1.0 

- 

1802 

- 

- 

.08 

4.85 

1.10 

.0016 

.0187 

.0108 

.0084 

.76 

.0077 

.WM) 

- 

2.2 

- 

1803 

- 

- 

.04 

5.40 

1.26 

.0088 

.0180 

.0100 

.0080 

.77 

.0065 

.0001 

.16 

2.6 

- 

1804 

- 

- 

.07 

6.60 

1.58 

.0080 

.0148 

.0114 

.0084 

.82 

.0028 

.0001 

.14 

8.0 

- 

1805 

- 

- 

.21 

6.75 

1.07 

.0026 

.oin 

.0140 

.0031 

.81 

.0050 

.0001 

.80 

8.1 

- 

1806 

- 

- 

.15 

6.80 

1.82 

.0020 

.0218 

.0152 

.0061 

.80 

.0068 

.0001 

.28 

2.7 

- 

1807 

- 

- 

.18 

6.00 

1.60 

.0027 

.0206 

.0170 

.0036 

.82 

.0048 

.0001 

.20 

2.7 

- 

1808 

- 

- 

.16 

5.61 

1.78 

.0025 

.0181 

.0151 

.0080 

.80 

.0040 

.0001 

.20 

2.8 

- 

1800 

- 

- 

.18 

5.87 

1.70 

.0048 

.0184 

.0155 

.0020 

.78 

.0060 

.0002 

.27 

2.1 

NoTB  to  analyMt  of  1800 :  Odor,  geoeraUy  fttintly  ▼egetable,  sometimM  none.    On  heating,  the  odor 

of  moet  of  the  samplee  waa  stronger  and  •ometimee  also  graaay  or  aopleaeant. The  flrat  three  lam. 

plea  were  collected  from  a  faaoet  at  the  pumping  sutlon;  the  others,  from  the  lake. 

Microscopical  Examinalion  of  Water  from  Wenham  Lake^  in  Beverly  and  Wenham, 

[Number  of  organisms  per  cnble  centimeter.] 


18M. 

• 

Jan. 

Feb. 

ICar. 

Apr. 

Msy. 

Jane. 

July. 

Ang. 

Sept. 

Oct 

Nov. 

Dec 

Day  of  examination,  .... 

11 

8 

0 

18 

10 

10 

12 

15 

18 

8 

8 

18 

Namber  of  sample,    .... 

26008 

26170 

26424 

26780 

27048 

27462 

27710 

28103 

28578 

28038 

20288 

20688 

PLANTS. 

DiatomaoeeB,      .... 

1,206 

250 

35 

78 

m 

204 

76 

462 

72 

262 

122 

746 

Asterlonella,        .... 

Cyclotella, 

Melosira, 

Bynedra, 

tabellarla 

616 
44 

816 

6 

222 

174 
7 

80 
6 

88 

2 
12 
18 

4 
0 

17 

4 

28 

11 

2 

62 
0 

18 
8 

82 

18 

148 

0 

82 

6 

0 
2 
0 
2 
72 

110 

4 

0 

52 

270 

28 
0 

12 
0 

22 

68 
10 
22 
14 
188 

2 
10 
86 

0 
15 

240 
122 
244 
2 
120 

Oyanophycen 

0 

0 

0 

0 

0 

86 

186 

64 

86 

166 

0 

0 

Anabcsna 

Aphanlzomenon, 
Microcystis,.       .... 

0 
0 
0 

0 
0 
0 

0 
0 
0 

0 
0 
0 

0* 

0 

0 

28 
0 
8 

40 

0 

152 

12 
18 

26 

48 

0 
0 

174 

0 

10 

0 
0 
0 

0 
0 
0 

AlgWdt 

4 

0 

0 

< 

< 

16 

32 

K 

6 

40 

21 

80 

Protococons,        .... 

0 

0 

0 

0 

0 

15 

82 

60 

0 

86 

10 

16 
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SAXEM  AND  BEVSRIiT* 

Microaeopical  Examination  of  Water  from  Wenham  Lake,  in  Beverly  and  Wenham 

— Concluded. 

[Number  of  orgaolflmi  per  cable  eenttmeter.] 


18M. 

Jan. 

Feb. 

Mat. 

Apr. 

May. 

Jnne. 

jQly. 

Aug. 

Sept 

Oct 

Not. 

Dee. 

ANIMATi). 
InftiBorls, 

DlnobryoD, 

Vermea, 

Crustacea,  Cyelope,    • 

12 
2 

0 
0 

t 

0 

0 
0 

6 

8 

1 
0 

8 
6 

0 

0 

88 

88 

< 

pr. 

8 

0 

1 

0 

0 
0 

0 

pr. 

8 

4 

0 
0 

< 

0 

0 
0 

46 

80 

0 
pr. 

11 

4 

1 
0 

4 
0 

8 
0 

MleoelUoeoaSi  ZoiigloM,    . 

0 

8 

8 

8 

5 

7 

8 

12 

8 

7 

8 

8 

Total, 

1,S23 

266 

46 

02 

2S0 

370 

800 

608 

188 

683 

168 

786 

"7^ 

Chemical  Examination  of  Water  from  Longham  Brook  Beservoir,  in  Beverly  and 

Wenham. 


[Parti 

per  100,000. 

] 

• 

1 

a 

Appsaiahob. 

BaaiDUB  OH 

EVAPOBA- 

noa. 

Ammoixa. 

g 
u 

KZTBOOBX 
AB 

• 

1 

o 

• 

1 

1 

1 

1 

Lobs  on 
Ignition. 

• 

1 

ALBUIUXOII). 

1 

i 

o 

3 

i 

it 

oo 

i 

1 

18M. 

• 

26002 

Jan.  10 

Slight. 

Slight. 

0.42 

4.80 

1.65 

.0044 

.0152 

.0140 

.0012 

0.60 

.0120 

.0002 

0.48 

1.0 

26178 

Feb.    7 

Slight. 

Slight. 

0.45 

6.00 

2.10 

.0040 

.0156 

.0186 

.0020 

0.75 

.0170 

.0002 

0.50 

1.8 

26423 

Mar.    8 

Decided. 

Blight. 

0.38 

3.66 

1.70 

.0080 

.0180 

.0148 

.0032 

0.53 

.0050 

.0002 

0.44 

0.6 

26788 

Apr.  11 

Slight. 

Cona. 

0.42 

8.45 

1.70 

.0034 

.0104 

.0168 

.0026 

0.52 

.0040 

.0001 

0.46 

0.8 

27047 

May    0 

Blight. 

Cons. 

0.74 

6.86 

2.20 

.0038 

.0836 

.0207 

.0030 

0.68 

.0060 

.0000 

0.82 

1.8 

27461 

Jnne  16 

Slight. 

Gone. 

1.25 

6.46 

8.00 

.0214 

.0788 

.0522 

.0216 

0.84 

.0020 

.0001 

1.10 

1.8 

27718 

July  11 

Slight. 

OODB. 

1.00 

6.86 

2.06 

.0044 

.0504 

.0300 

.0114 

0.71 

.0060 

.0001 

0.88 

1.0 

28102 

Aug.  12 

Slight. 

Cona. 

0.96 

6.10 

8.16 

.0086 

.0472 

.0404 

.0068 

0.70 

.0030 

.0000 

0.86 

1.8 

28672 

Bepl.  12 

Decided. 

Blight. 

0.08 

6.16 

2.65 

.0056 

.0540 

.0440 

.0100 

0.84 

;.oo70 

.0000,0.70 

1.0 

28037 

Oct.  10 

Decided. 

Cona. 

0.54 

6.15 

1.00 

.0052 

.0868 

.0314 

.0054 

0.00!. 0080 

.0002 

0.52 

1.8 

20282 

Nov.    7 

Decided. 

Slight. 

1.00 

7.16 

2.80 

.0006 

.0888 

.0334 

.0054 

0.02 

.0060 

.0004 

0.83 

1.6 

20404 

Nov.  24 

V.  slight. 

V.  aUght. 

1.10 

6.65 

8.15 

.0026 

.0800 

.0284 

.0016 

0.82 

.0040 

.0001 

1.20 

1.6 

20682 

Deo.  12 

Decided. 

Cona. 

0.71 

6.85 

1.85 

.0318 

.0404 

.0228 

.0176 

0.83 

.0110 

.0001 

0.68 

1.8 

20780 

Dec.  'SI ! 

Decided. 

Cona. 

0.05 

6.86 

2.80 

.0160 

.0312 

.0252 

.0060 

0.82 

.0080 

.0000 

0.00 

1.6 

20614 

Dec.  80 

Decided. 

Cona. 

1.20 
0.76 

8.25 

2.00 

.0132 
.0070 

.0332 
.0861 

.0248 
.0203 

.0084 
.0068 

1.00 
0.76 

.0180 
.0073 

.0001 
.0001 

1.02 

2.1 

At.*. 

6.68 

2.26 

0.78 

1.2 

,,,,,,,,,, 

Odor,  generally  vegetable,  aometlmee  none.    On  heating,  the  odor  of  most  of  the  aamples  waa  dia- 
tioctly  vegetable. 

*  Where  more  than  one  sample  waa  eolleoted  in  a  month,  the  mean  analyala  for  that  month  haa  been 
used  in  making  the  average. 
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SAIiEM  AND  BEVEBLT. 

Microscopical  Examination  of  Water  Jrom  Longham  Brook  Beservoir^  in  Beverly 

and  Wenham — Concluded. 

[Knmber  of  organiBini  per  onbio  e«nUmeter.] 


IWO. 


Sept. 


Oct 


Not. 


Nov. 


Dec. 


Day  of  ezamliuition, 
Number  of  fample, 

PLANTS. 
Diatoznaceee,  .      .      .      . 

Bynedra, 

'riibellaria,       .... 

Oyanophycew,  Oedlkria,    . 

Alg8B 

Funfirif  CreDothrlz,     . 

ANIICALB. 
Bhlzopods,  AettDophryi, 

InAisoria, 

DtaobryoD,      .       .       .       . 
Mallomoiuui,    .... 

Monas, 

Perldininm,     .       .       .       • 

Vermes 

Anarea, 

Crostaces,       .      .      .      . 

Cyelops, 

iMphnla, 

Bntomoatracan  OTa, 

MUceUaneouM,  ZoSglcea, 

Total,     


18 
28572 


U 
28987 


8 
29282 


27 
29404 


472 


402 

e 

0 
0 

77 
8 
0 
0 

0 

1 

0 

0 

0 

pr. 

0 
0 
0 

0 

21 

0 

90 

1 

0 


2 

2 

pr. 
0 


406 


107 


41 


18 
29632 


0 
0 
0 
1 


0 
0 


0 
0 
0 


3 


20 


6 

It 

17 

16 

6 
0 

6 
1 

6 

1 

7 
6 

2 
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0 

0 

a 

0 

1 

0 

0 

4 

0 

0 

42 

4 
17 


0 
0 


0 
0 
0 
0 


0 
0 


0 
0 
0 


160 


202 


Dec. 


22 
29780 


leoe. 


12 

1 
6 


2 
0 


0 
0 
0 
0 


0 
0 


0 
0 
0 


20 


84 


Jan. 


I 
20814 


25 

8 
0 


0 
6 


0 
0 
0 
0 


0 
0 


0 
0 
0 
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Waxes  Supflt  of  Saugc^. 


) 


Water  Supply  of  Shabox. 

q^  W^btrfitm  ike  WeB  cf  ike  Skanm  Waler  ITortf. 
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mm  Mat  ss  v< 
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S.0 


Odor, 


n«m.mm 


Water  Supply  of  Sheffield.  —  Sheffield  Water  Company. 

Chemical  ExaminaUon  of  WaUr  fnm  a  FaueeL  tn  Sk^fOi,  mppUed  frtm  ike 

Works  of  Ike  Sheffield  Water  Cvm^poH^. 

[FtetapvlMjOW.] 
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'  .0012  .OOISI  .0000  .00     .OOfiOi. 
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.OOOQii.OS     S.0 


Odor,  DODO. 


Water  Supply  of  Sohertille. 

(See  MetropoUUm  Water  District,  pages  127-153.) 
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sottthbridgs* 
Water  Supply  op  Southbridge.  —  Southbridge  Water 

Company. 

Chemical  ExamincUian  of  Water  from  the  Hatchet  Brook  Beservoir  of  the  South- 
bridge  Water  Works, 

[Fturte  per  100,000.] 


■ 

g 

§ 
1 

APPBASAaOB. 

rxsidux  oh 
Eyapoba- 

TIOH. 

it       1 

AjnfONiA. 

1 

.18 
.14 
.11 
.20 
.14 

NlTBOOBM 
AS 

Oxygen  Consumed.    1 

1 

D 

H 

«2 

1 

1 

1 

■ 

Loss  on 
Ignition. 

i 

ALBDMHOID. 

• 

• 

• 

• 

1 

m 

s 

• 

sl 

00 

fl 

26406 
9T417 
28674 
20640 

1M9. 

Mar.   7 

Jnoe  18 
Sept.  12 
Dec.  12 

y.  slight. 

Slight. 

Decided. 

Dedded. 

y.  Blight. 

Blight. 

Ooos. 

Gone. 

.19 
.20 
.20 
.68 

2.86 
2.80 
8.46 
4.10 

1.10 
1.86 
2.10 
1.60 

.0010 
.0064 
.0016 
.0068 
.0024 

.0166 
.0184 
.0876 
.0200 

.6164 
.0146 
.0240 
.0220 

.•0012 
.0088 
.0186 

t 

.0070 
.0064 

.0010 
.0080 
.0070 
.0020 
.0082 

.0001 
.0000 

.0000 
.0000 
.0000 

.34 
.46 
.71 
.60 
.62 

0.2 
0.8 
0.8 
0.8 

At... 

.88 

8.06 

1.61 

.0264 

.0100 

0.6 

Odor  of  the  flnt  saonple,  none,  becoming  Tcry  faintly  vegetable  on  heating;  of  the  second,  faintly 
▼egetable  and  unpleasant,  becoming  distinctly  unpleasant  and  ilshy  on  heating;  of  the  third,  faintly 
regetabla,  becoming  stronger  on  heating;  of  the  last,  none,  becoming  faintly  fishy  on  heating. 


Water  Supply  of  South  Hadley  Falls  Fire  District,  South 

Hadley.  • 


•     < 


Chemical  Examination  of  Water  from  Leaping  WeU  Beservoir^  South  Hadley, 

[Parte  per  100,000.] 
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.0002 

.0060 
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.0016 
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27876 

June  10 

BHght. 

y .  sUght. 

.06 

2.26 

0.70 

.0000 

.0074 
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.0012 

.18 

.0020 
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.10 

0.2 

27862 

July  21 

y.  slight. 

y.  slight. 

.06 

2.46 

0.76 

.0042 

.0124 

.0114 

.0010 

.14 

.0040 

.0000 

.12 

0.2     • 

28002 

Oct.    4 

Dedded. 

SUght. 

.00 

2.60 

1.26 

.0012 

.0286 

.0166 

.0070 

.12  ' 

.0000 

.0000 

.17 

0.8 

20402 

Nov.  23 

y.  slight. 

y.  slight. 

.08 
.07 

2.06 

0.70 

.0000 

.0011 

.0118 
.0122 

.0004 
.0006 

.0024 
.0026 

.10 
.12 

.0010 
.0016 

.0000 
.0000 

.12 
.12 

0.8 

Av... 

2.40 

0.90 

0.8 

Odor,  faintly  vegetable  or  none ;  in  October,  distinctly  grassy. 


310 


STATE  BOAKD  OF  HEALTH.         [Pub.  Doc. 


SOUTH  HASIiBT. 

Microscopical  ExaminaUon  of  Water  from 

[  Vomber  of  orgartwno  p«r  ooUc 


WeU  Beservoir,  South  Hadley. 
.J 


1M9. 

FebL 

JUM. 

Jolj. 

Oct. 

Hot. 

Day  of  CTamlntion, 

Nnmber  of  Minpla, 

8 
88114 

18 
87876 

84 

87808 

0 
88008 

87 
80M8 

PLABT8. 
DlstomaoeaB, 

AirtertoDella, 

Ovanophyceas, 

AnabiMi, 

81 
88 

0 
0 

8 
0 

11 
0 

8 
0 

8 
0 

1 
0 

8 

8 

88r 

888 

8 

0 

800 

800 

1,111 
1.W0 

11 
0 

0 
0 

A 

Protoooeeiui, 

0 

▲NIMALS. 
Inf^Boiift.      ........ 

II 

1 

0 
0 

0 

0 

8 
0 

8 

ITomiAS.  ••••••••• 

0 

JfUMl/afMOiM,  ZoSffkBa, 

8 

8 

8 

8 

1 

TOTAI^ 

114 

18 

848 

1,880 

88 

Water  Supply  op  Spencer. 

Chemical  Examination  of  Water  from  Shaw  Pond,  Spencer, 

[Puu  per  100,000.] 


to 


20808 
87178 


88460 


Ay. 


6 


6 

s 


1M9. 

Feb.  82 

lUy  21 

Aug.  21 
Nov.  28 


Affsabaxob. 


i 


«2 

a 


y.  tught. 

BUght. 
V.  slight. 
Slight. 


Nona. 
Oooa. 
y.  alight, 
y .  aUght. 


I 
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.06 
.04 


07 


BBatDum  OH 
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.4 

I 
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2.86 
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2.84 
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0.60 
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1.00 
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e 
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Odor,  vageUbla  or  none. No.  27178  waa  aoUected  from  the  pood ;  the  othen,  from  a  HnML 
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sprikgfieij>. 
Water  Supply  of  Springfield. 

The  advice  of  the  State  Board  of  Health  to  the  city  of  Springfield, 
with  reference  to  the  quality  of  certain  sources  from  which  it  was  pro- 
posed to  obtain  a  supplementary  water  supply  while  the  water  of 
Ludlow  Reservoir  was  drawn  off,  may  be  found  on  pages  42  and  43 
of  this  volume. 

During  the  spring  of  1899  the  water  was  drawn  out  of  Ludlow 
Reservoir  in  order  to  make  investigations  with  regard  to  the  condi- 
tion of  the  bottom  of  the  reservoir,  and  during  the  latter  part  of  the 
year  a  supplementary  supply  of  water  was  obtained  from  Chapin 
and  Five  Mile  ponds  by  pumping  from  the  ponds  into  one  of  the 
mains  leading  from  Ludlow  basin  to  the  city. 


Chemical  BxaminaUon  of  WaUrfrom  LtuUow  Reservoir, 

[ParU  per  100,000.] 
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.0000 
.0000 


a 

s 

s 


M 

o 


.86 

.80 
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1.0 
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0.8 
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Averages  by 

Tears, 

1888 

.18 

2.91 

1.80 

.0019 

.0882 

. 

.18 

.0047 
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. 
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8.48 
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.0461 

.0237 
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8.28 
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.0030 

.0463 

.0267 

.0186 

.16 
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.0000 
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0.8 

. 
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. 

.29 

2.90 

1.44 

.0020 

.0878 

.0218 
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.16 
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0.7 

— 
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.27 

8.76 

1.82 

.0036 

.0409 

.0213 

.0196 

.18 

.0087 

.0001 

.40 

0.6 

Note  to  analyeea  of  1899 :  Odor  of  the  laat  eample,  offensive;  of  the  others,  generally  faintly  Tege- 
table,  aometimea  nnpleaaant  or  disagreeable,  becoming  stronger,  and  in  March  decidedly  fishy,  on 
heating. 
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SFRINGFlJSLiD. 

Mhroseopical  Sxaminaiicm  of  Water  from  Ludlow  Beservoir. 

[Number  of  orgaDimii  p«r  enbie  oeatimster.] 


1899. 


Jan. 


Feb. 


Mar. 


Apr. 


ICaj. 


Jane. 


July. 
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ANIMALS. 
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Polyarthra, 
BynohaBta, 


Orustsceai 


Boatnloa, 

Cyelops, 

Daphnia, 


0 
0 
2 

17 
8 
0 

14 
0 
0 


0 
0 


0 
0 
0 


6,844 

0 

100 

0 

6,680 

60 

0 

10 

2 

0 


48 

0 
42 


0 
0 
0 


6,401 

0 
0 
0 
6,400 
0 
0 
0 
0 
0 


0 
0 


0 
0 
0 


14 

0 
0 
1 
11 
0 
0 
2 
0 
0 


0 
0 


0 
0 
0 


1, 


0 
0 

60 

1,284 

0 

20 
0 
8 

12 


1 
0 


pr. 

pr. 
pr. 


68 

12 
0 
4 
0 

24 
0 
0 
0 
0 


44 

40 
0 


pr. 


pr. 
pr. 


If 

0 
0 
0 
0 

0 
0 

4 
0 
0 


16 

0 
0 


pr. 


pr. 


JHUcellanemu,  Zo'dgloBa, 


Total, 


76 


6,804 


6,401 


80 


68 


160 


8,886 


800 


1,818 


4,502 


No.  34.]     EXAMINATION  OF  WATER  SUPPLIES. 


313 


SPBINOFrBLD. 

Chemical  Examination  of  Water  from  the  Receiving  Basin  of  the  Springfield 

Water  Works,  cU  Ludlow. 

[ParU  per  100,000.] 


• 

O 

ArpsaxAKCB. 

KB8IDDB  ON 

EVAPOEA- 

TIOH. 

Ammohia. 

1 

.11 

NlTBOOBX 
AS 

/ 

t 

«2 

1 

i 

■ 

1 

1 

1 

ALBDMniOID. 

• 

i 

• 

2 

i 

1 

1 

1 

5 

• 

1 

1  fl 

1^ 

i 

2UM 

ISM. 

Jan.    0 

y.  ■light. 

y .  alight. 

.27 

8.10 

1.10 

1 

.0004 

.0002 

.0082 

.0010 

.0070 

.0000 

.85 

0.8 

26168 

Feb.    0 

V.  ■light. 

y.  alight. 

.16 

1 

8.40 

1.10 

.0006 

.0082 

.0074 

.0008 

.16 

.0060 

.0002 

.28 

1.1 

20428 

Mar.    8 

Slight., 

Slight. 

.22 

2.66 

1.16 

.0002 

.0132 

.0116 

.0016 

.09 

.0060 

.0000 

.88 

0.5 

20008 

Apr.  10 

V.  alight. 

y.  slight. 

.26 ; 

2.06 

0.90 

.0000 

.0162 

.0184 

.0018 

.09 

.0010 

.0001 

.88 

0.6 

27008 

May  10 

Slight. 

Blight. 

.41 

8.00 

1.26 

.0010 

.0190 

.0162 

.0028 

.18 

.0020 

.0000 

.52 

0.6 

27411 

June  12 

Slight 

Slight. 

.41 

3.00 

1.16 

.0024 

.0266 

.0200 

.0066 

.16 

1 

.0060 

.0001 

.46 

0.6 

27700 

July  10 

Slight. 

y.  slight. 

.53 

8.66 

1.60 

.0032 

.0266 

.0282 

.0034 

.11 

.0020 

.0001 

.78 

1.0 

28070 

Ang.   7 

V.  alight. 

Slight. 

.52  , 

1 

8.86 

1.76 

.0024 

.0194 

.0180 

.0014 

.18 

1 

.0030 

.0000 

.66 

1.0 

28582 

Sept.  12 

1 

Slight. 

Slight. 

.61  i 

4.16 

1.76 

.0006 

.0244 

.0212 

.0082 

.12 

.0050 

.0000 

.82 

0.8 

29009 

Oct.   12 

Slight. 

y .  slight. 

.28 

4.06 

1.26 

1.0030 

1 

.0100 

.0152 

.0008 

,.16 

.0070 

.0000 

.89 

1.0 

29250 

Nov.    6 

Slight. 

Slight. 

.62 

4.40 

1.86 

.0006 

.0216 

.0194 

.0022 

.20 

.0050 

.0000 

.76 

0.8 

29606 

Deo.  11 

Slight. 

y.  alight. 

.36 

1 

4.00 

1.60 

.0022 

.0184 

.0126 

.0008 

.14 

.0060 

.0000 

.40 

1.1 

Averages  by  Years, 


1891 

I, 

1892   I 

1893 

1894 

1895 

1896 

1897 

1898 

1899 


- 

.81 

8.27 

1.20 

.0011 

1 

.0226 

- 

.44 

8.79 

1.89 

.0004 

.0164 

- 

.49 

8.76 

1.89 

.0009 

.0204 

- 

.49 

8.68 

1.42 

.0010 

.0106 

- 

.47 

8.86 

1.61 

.0019 

1 

.0212 

- 

.48 

8.71 

1.87 

|.0012 

.0182 

- 

.61 

8.49 

1.40 

1.0018 

.0185 

- 

.45 

8.54 

1.54 

1.0011 

.0162 

- 

.88 

8.43 

1.36 

.0014 

.0177 

.O147|.0O78 
.0127!  .0087 
.0146.0068 


.0151 


.0046 


.0162  .0050 
.0160  .0032 


.0154 
.0181 
.0156 


.0031 
.0081 
.0022 


.09 

.0049 

.0001 

- 

.14 

.0089 

.0001 

- 

.16 

.0026 

.0001 

.61 

.16 

.0027 

.0000 

.46 

.18 

.0060 

.0000 

.60 

.15 

.0061 

.0000 

.50 

.16 

.0051 

.0000 

.51 

.15 

1 

.0048 

.0000 

.46 

I 

.0044 

.0000 

.49 

1.0 
l.S 
1.2 
1.6 
1.8 
1.1 
1.0 
0.9 
0.8 


Note  to  analyses  of  1809 :  Odor,  geoeraUy  ftdntly  vegetable,  oecaalooally  none.    On  heating,  the 
4Mlor  of  moat  of  the  samples  became  diatinetly  vegetable. 
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r'  Wtttrfrtm  CbtpM  f9»d,  LmOowr. 


i  i  I 


tmr.*   An.  : 


AT^rti^ft  by  YvxTT- 


lalfmaU  IW> .  OJnr. m 1 1 illj  WhI}  «imM>Ii  ■ 


CkoHiait  Examination  of  WaUrJnm  FHx  3HU  Pomd,  Sprim^kld. 

[PHtapvMMML] 


tsn* 


(HfM.  T.ldftl 
tlKM.  Blifki. 

■11^1.  T.anib 
r.  tttgkt.  BHckt. 
7.  aUikt.  V  (Bell 
.  T.  illckt..  BlifM. 
.  V.  (llfkt.'  T.all(blJ. 
eUfbL  I  V.cllfbl. 
i  V.  ilbAi.'  BU^t, 
B»fk(.     j  V.iR^t 


■i    ^ 


!  I  r 


!  I    .1    5 

I      3S      I 


u 

».» 

« 

Wl» 

Sm  ' 

r 

ss 

<M».01I<.I1TX,.«N4 

-1 

0M>^. 
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SPBIMGFIEI.D* 

Chemical  Ezaminaiian  of  Water  from  Five  Mile  Pond^  Springfield  —  Concluded. 

Averages  by  Tears, 

[Parts  per  100,000.] 


• 

1 

APnAEAHCS. 

RXSIDUB  OK 

RVAPOBA- 

TIOK. 

Amxohia. 

1 

JA 

.14 
.16 
.12 

KXTBOOKN 
AS 

1 

m 

§ 

1 

5 

t 

1 

1 

Ignition. 

1 

ALBUMINOID. 

• 

1 

• 

1 
h 

m 

1 

3 

• 

1 

Sus- 
pended. 

n 

- 

1807 
1808 
1800* 

- 

- 

.00 
.14 
.11 

2.06 
2.24 
2.21 

1.05 
1.20 
1.04 

.0016 
.0016 
.0088 

.0280 
.0262 
.0222 

.0207 
.0222 
.0108 

.0023 
.0080 
.0020 

.0017 
.0010 
.0030 

.0000 
.0000 
.0000 

.31 
.84 
.27 

0.4 
0.6 
0.8 

Note  to  analyses  of  1800:  Odor,  generally  faintly  vegetable,  occsBionally  none;  in  May  and  De. 
cemher,  flahy  or  oily.  On  heating,  the  odor  in  January,  February,  April,  May,  June,  October,  Novem- 
ber and  December  was  fishy  or  oily,  at  ether  times,  vegetable,  and  sometimes  nnpleasant. 

*  Where  more  than  one  sample  was  collected  in  a  month,  the  mean  analysis  for  that  month  has 
been  used  in  making  the  average. 


Chemical  Examination  of  Water  from  Loon  Pond^  Springfield. 

[Parts  per  100,000.] 


• 

a 
% 

1 

AprSABAVCB. 

Rbbidub  oh 

EVAPOBA- 
TIOV. 

Ajcxosia. 

6 

B 

1 

JS 

O 

.22 
.24 
.10 
.14 
.10 
.10 
.17 
.24 
.24 
.24 
.28 

NlTBOOKH 
AS 

a 
« 

s 

s 

c 

& 

1 

1 

«i 

1 

§ 

• 

a 

r 

1 

ALBDMIVOID. 

• 

1 

s 

m^ 

SQ 

1 

1 

• 

1 

CO 

1 

26807 
26162 
26427 
26607 
27067 
27410 
27706 
28681 
SWIO 
29249 
29606 

ISM. 

Jan.    0 
Feb.    6 
Mar.    8 
Apr.  10 
May  10 
Jnne 12 
Jnly  10 
Sept.  12 
Oct.  12 
Nov.    6 
Dec.  11 

V.  slight. 
Slight. 
Slight. 
V.  Blight. 
V  Blight. 
V.  slight. 
Slight. 
V.  Blight. 
V.  Blight. 
V.  slight, 
y.  slight. 

Blight. 

Blight. 

Slight. 

V.  slight. 

Slight. 

V.  Blight. 

Slight. 

Slight. 

V.  slight. 

Slight. 

V.  slight. 

.06 
.06 
.08 
.06 
.06 
.02 
.04 
.04 
.08 
.08 
.03 

2.86 
2.66 
2.40 
2.00 
2.66 
2.60 
2.80 
2.66 
2.66 
2.40 
S.OO 

1.00 
1.10 
1.06 
1.00 
1.00 
1.10 
0.60 
0.00 
0.06 
0.86 
1.86 

.0014 
.0086 
.0040 
.0006 
.0010 
.0002 
.0000 
.0028 
.0010 
.0004 
.0014 

.0164 
.0166 
.0162 
.0188 
.0168 
.0174 
.0218 
.0280 
.0206 
.0180 
.0108 

.0144 
.0146 
.0186 
.0118 
.0166 
.0162 
.0176 
.0106 
.0188 
.0172 
.0184 

.0010 
.0020 
.0026 
.0020 
.0012 
.0012 
.0042 
.0034 
.0018 
.0008 
.0014 

.0060 
.0070 
.0000 
.0060 
.0020 
.0090 
.0020 
.0070 
.0020 
.0060 
.0010 

.0000 

.0001 
.0001 
.0001 
.0002 
.0000 
.0000 
.0000 
.0000 
.0000 
.0000 

.18 
.17 
.16 
.16 
.14 
.16 
.16 
.10 
.21 
.10 
.24 

1.0 
0.8 
0.6 
0.6 
0.6 
0.8 
0.8 
0.6 
0.6 
0.6 
1.0 

Averages  by  Tears. 


1807 

.04 

2.47 

0.07 

.0000 

.0200 

.0176 

.0026 

.21 

.0016 

.0000 

.18 

1808 

. 

. 

.06  t 

2.60 

1.12 

.0018 

.0104 

.0168 

.0026! 

.28 

.0086 

.0000 

.18 

1800 

- 

-         .04 

I 

2.48 

0.08 

.0016 

.0181 

.0162 

.0010 

.21 

.0042.0000 

.18 

0.7 
0.8 
0.7 


NoTB  to  analyses  of  1800 :  Odor,  generally  none,  oeeasionally  very  faintly  vegetable.  On  heating^ 
Ibe  odor  in  March,  April,  May  and  November  was  fishy  or  oily ;  at  other  times,  vegetable  or  unpleasant. 
This  pond  is  not  used  as  a  soaree  of  water  supply. 
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'8TOCKBBID6E. 

Water  Supply  of  Stogkbridge.  —  Stockbridge  Water  Company. 

Chemical  Ezaminaiian  of  Water  from  Lake  AveriCy  Stockbridge. 

[Parte  per  100,000.] 


I 

a 

a 


o 
3 

o 
o 

a 

'S 

o 


20274 
20B06 
27682 


"SISO 
'»774 


At. 


Feb.  ao 
Apr.  24 
Jone  20 
Aug.  22 
Get.  24 
Dee.  20 


Etaposa- 
Tioa. 


^ 

o 


s 
« 

a 

•3 

2 


5 


o 


AmfonA. 


e 
S 

MM 

3 


Slight. 

V.  ellght. 

V.eHgbl. 

None. 

V.allgbt 

V.eUght. 


Cone. 
V.  aUght. 
V.eMgbl 
V.Bll«bt 
BHght. 
V.  ellght. 


.11 

.07 
.08 
.00 
.05 
.14 


7.0ft 
6.10 
6.60 
8.86 
8.70 
7.20 


ALBCimOID. 

1 

i 

• 

•o 

I 

1 

i 

'Sl 

h. 

H        O 

l« 

.00      0.42 


1.30  .008^.0136.. 0110  .0028 

0.86  .0002^  .0080.0050;. 0080 

1.26  1. 0010;. 0181.. 01421. 0022 

1.60 

1.80 

1.66  ..OOOO1.O2O8  .0198  .0010 


!.0004*.0178  .0158  .0020 
.0012*  .0240  .02141.0028 


1.20   1.0020 


.0187 


o 


. 

NnrnooBV 

•o 

Ae 

g 

m 

1    1: 

0 

!  0 

Urates 

i 

1 

1 

1     K 

»: 

0 

0146;  .0022  1.08 


'    Odor,  felntly  vegetable  or  none.    On  healing,  the  odor  waa  generally  vegetable,  and  in  Febmary  and 
October,  flahy  and  oily. 

Microscopical  Exarninaiion, 

The  organiam  VrogUna  waa  foond  in  email  nnmbere  in  the  aamplee  eolleeted  In  Jnne  and  October. 

Water  Supply  of  Stonehaai. 
(See  Wakefield.) 

Water  Supply  of  Stoughton. 

The  advice  of  the  State  Board  of  Health  to  the  town  of  Stoughton 
with  reference  to  certain  proposed  changes  and  improvements  in  the 
system  of  water  supply  of  that  town  may  be  found  on  pages  43  to 
45  of  this  volume. 


Chemical  Examinalian  of  Water  from  the  Well  of  the  Stoughton  WcUer  Works, 

[Parte  per  100,000.] 


on. 

APPKAtAXCB. 

1        g    1 

Ammonia. 

■ 

MiTBOOBH 

1 

o 

%» 

5 
i       • 

t 

Residue  on 
Evaporatl 

i 

Aa 

1^ 

5 

• 

1 

1 

-    o 

• 

5 

a 
H 

1 

a 

• 

! 

Alba- 
mlnoid. 

• 
«D 

u 

1 

-*• 

1 

18M. 

1 

25817 

Jan.    2 

V.  eUghC. 

V.  alight. 

.19 

4.00 

.0002 

.0084 

.84 

1.0080 

.0001 

.28 

0.8 

.0020 

27144 

May  18 

Slight. 

V.  alight 

.16 

'    3.00 

.0000 

.0069 

.82 

.0080 

.0000 

.18 

0.6 

.0080 

27881 

Jnne  80 

V.  alight. 

Slight. 

.23 

8.10 

.0018 

.0104 

.29 

.0030 

.0000 

.31 

0.3 

• 

27010 

Joly  20 

V.  alight. 

None. 

.28 

8.76 

.0008 

.0084 

.33 

.0060 

.0001 

.83 

0.8 

• 

28600 

Sept.  8 

v.  alight 

V.eUght. 

.10 

1    8.66 

.0004 

.0080 

.37 

.0080 

.0000 

.18 

1.0 

• 

28888 

Oct.     4 

V.  alight. 

V.  alight. 

.82 
.20 

;    4.50 

.0004 

.0002 

.38 

.0040 

.0000 

.38 

0.8 

- 

A.V«.« 

8.86 

.0008 

.0076 

.83 

1 

.0046 

.0000 

.27 

0.7 

.0026 

Odor  of  the  fint  two  aamplee,  none;  of  the  others,  faintly  vegetable. 
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8TOUGHTON. 

Chemical  Examination  of  Water  from  Various  Ponds  and  Brooks  in  Stoughlon . 

[Parta  per  100,000.] 


a 

a 


88847 
S8848 
28SM 
28849 


0 
O 


o 

o 
c 


ISM. 

Aug.  23 

Ang.28 
Aug.  23 
Aag.  S8 


APPBJiSAHCB. 


RuaiDUR  ox 
Evapo  RA- 

TIOW. 


Ammonia. 


a 

o 


o 
o 


o 


o 


M 


albuminoid. 

•^ 

^ 

1 

• 

TS 

ree. 

s 

(A 

sl 

&14 

H 

c 

x 

NlTROGBN,!    d 

^»  •  I   a 


V.  alight. 
V.  slight. 
V.  alight. 

NODA. 


v.  slight. 
V.  aiighi. 
Slight. 
V.  alight. 


OQ 
.08 
.09 
.10 


3.45 
3.25 
3.60 
3.45 


1.15 
1.00 
1.35 
1.10 


.0024 
.0024 
.0038 
.0008 


.0076 
.0082 
.0116 
.0042 


.0066 
.0066 
.0084 
.0040 


c 

■c 

o 


^    I 

C  t 

-  I 


o 
s 


.0010  1.32  I {.0010 
.0016  .80    ,.0030 


.0000  .19 
.0001   .17 


.0032  .32    1.0000.0001    .18 


.0002 


.40    1.0100 


.0001  .14 


« 

e 


1.0 
0.& 

o.a 


Odor  of  No.  28350,  dlatinetly  disagreeable;  of  the  others,  faintly  Tegetable. The  first  sample 

waa  collected  from  the  brook  flowing  from  Muddy  Pond,  opposite  the  oollecting  well  of  the  Stongbton 
water  works,  aboat  1,400  feet  below  the  pond;  the  aeeond,  from  the  brook  flowing  from  Muddy  Pond, 
at  a  point  abont  700  feet  below  the  pond ;  the  third,  from  the  outlet  of  Muddy  Pond ;  the  last,  from 
Drake's  Brook. 


Chemical  Examination  of  Water  from  Springs  and  Tubular  Test  Wells  near 

Muddy  Pond  in  Stoughlon, 

[Parts  per  100,000.] 


.     1 

Appbabancb. 

• 

1 

AMMOHIA. 

1 

MtTBOORN 
AS 

!    1 

.    ; 

1 

1 

1 

s 

s 

1 

1 

Realduo  ox 
Evapo 

• 

Albu- 
minoid. 

• 

c 

1 

• 

m 

Oxygen 
Cona 

• 

S 

G 

• 

S8B51 

ISM. 

Aug.  23 

V.  slight. 

Blight. 

.02 

2.70 

.0000 

1 
.0062 

.28 

.0000 

.0001  1 

.05 

0.5 

.0060 

28489 

Aug.  31 

None. 

None. 

1 
.00 

8.10 

.0000 

.0006 

.27 

.0080 

.0000 

.02 

0.0 

.0020 

28440 

Aug.  31 

None. 

V.  slight. 

.00 

2.90 

i.OOOO 

.0010 

.26 

.0060 

.0000 

.04 

0.0 

.0010 

28441 

Aug.  31  , 

1 

None. 

None. 

.00 

2.90  , 

1 

.0000 

1 

.0006 

.25 

.0060 

.0000 

.03 

0.3 

.0010 

Odor,  none.— The  firat  aample  was  collected  from  a  large  spring  on  the  north-westerly  side  of 
Muddy  Pond;  the  second,  from  the  most  northerly  of  a  group  of  tubular  test  wells  situated  in  the  upper 
end  of  the  meadow  in  which  Muddy  Pond  Is  located;  the  third,  from  the  spring  near  the  northerly  test 
well;  the  last,  from  the  most  southerly  t^st  well,  situated  at  the  upper  end  of  the  meadow  in  which 
Muddy  Pond  la  located. 
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8wampscott  anb  nahant. 

Water    Supply   of    Swampscott   and   Xahaxt.  —  Marblehead 

Water  Company. 

(See  also  MelropoHian  Water  IHsMel,  pages  127  to  152.) 
Chemical  ExaminaUon  rf  Water  from  the  Weils  of  the  Swampscott  Water  Works. 

[Pluto  per  100,000.] 


■ 

e 

1     1 

An 

•BAl 

lASCB. 

B 

1  u 

■    ii 

\    s 

.    a: 

■ 

AjniasiA.    ! 

AS 

t                 ^ 

B 

s 

1^ 

O 

I 

i 
1 

§    i 

s 

a 

•<           1 

a 

• 

J        > 
1 

i 

6 

1 

mlnold. 
Chlorine. 

1    1 

1 

!     8 
1    3 

a 

e 

1 

:  ISM. 

1 

1 

1 

!■ 

' 

SSSM    Jan.  IS 

Nooe. 

Hone.      : 

.00 

:  41.00  . 

.000 

.0080  ;  1S.T0 

.3SS0 

•^N^BU 

.08 

'  17.0    .0010 

^6118  :  Feb.    3 

1 

Nooe. 

Ni 

.00 

M.M 

.0000 

.0010  |l0.40 

.4500 

.0000 

.08 

>  Sl.O    .0010 

MUl  '  Mat.    6 

None. 

|V- 

■u^t. 

.01 

M.M    . 

.0000 

1          1 

•  .0010    17.« 

.uoo 

•^^^^W 

.07 

'  19.8    .0000 

9MU  '  Apr.  6 

V.BllgiiL 

V. 

■lithi.-  . 

.00 

«.00     . 

.0000 

Loos    13.00 
1 

1.4800 

.0000 

.08 

10.0  i.ooao 

370U    Mmj     8 

KoiM. 

V. 

eUght.   . 

.00 

Oi.W    . 

.0000 

.0Q»    19.40 

.aoo  .0000 

i 

.07 

,  11.0    .0000 

17002    July    8 

None. 

N€ 

IM.        : 

.00 

100.SO    . 

.0000 

.OOaO    38.10 

■  l^HRr      •I^^^Rf 

.U 

;  00.0  I.ooao 

»m  1  Avir.   8 

NOM. 

!r« 

IM. 

.00 
.00 

10.90     . 

0000 

.0008    i.n 

1 

M 

0.9    .0010 

• 

Av 

• 

88.S6     . 

0000  j.0018  ^  10.18 

.4787    .0000 

1 

.11 

17.0    .0016 

1 

1 

1 

Odor.nooe.- 

Ho.W 

ni 

vaeeoOa 

deil 

IftOBAf 

kmoMi 

.tettelewm,! 

Mdtteochan 

i  tnm 

a  Ikaeat  at 

tke  poniplBf  III 

«l0D.    The 

>  m 

■pies  fi 

■an 

iUynpra 

■CBtl 

vatar  inm  tke  lais*  ««U«  aUed  wHh  water 

from  the  welteln  Fuiidtee 

Bm 

Ml. 

Examination  of  Water  from  Tkbmtar  Wdls  at  the  Somtkerl^  End  of 
Thompson  Meadow^  in  Swanqueott  and  Salem. 

[Pteita  par  100,000.] 


e 

ArrmAM 

>»». 

1 

^2 

An 

OKA. 

AS 

e 

s 

1 

H 

s 

a? 

m 

S 

a. 
S 

XotM. 

1 

s 

§ 

1 

6 
.00 

S   i! 

e  > 
1 

• 
•• 

c 
c 

< 

1 

• 

8 
1 

ii 

• 

8 
1 

o 

• 

8 

• 
s 

2         s 

«          o 

laaa 

'  laaa. 

Jam.  B 

».50 

.OOM 

1 
.0080 

1.10 

1 

lU  !.<0M 

•                 1 

Min 

Feb.    3 

Kc 

M. 

Sooe. 

.01 

10.M 

.0000 

.OOM 

1.10 

.ono 

.0000 

.00 

10.9 

.0010 

184IS 

Mar.    4 

Kooe. 

V. 

1 

aHfkt. 

.00 

18.80 

.0008 

.0018 

l.U 

.ont 

.0000 

.08 

10.0 

.0010 

10B8T 

Apr.    0 

Sc 

•e. 

s. 

M. 

.00 

i7.ao 

.0011 

.0000 

1.10 

.ouo 

.0000 

.08 

9.1 

•^HIBV 

17884 

May    8 

Sm 

■e. 

Sa 

«e. 

.00 

10.40 

.0004 

.0098 

I.IO 

.0000 

.0000 

.00 

'     8.9 

.OOM 

^v... 

..i.... 

.00 

u.ot 

.OOM 

I.n 

.0901 

.0000 

.00 

I 

10.1 

.0018 

1 

at  tke 
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TAUNTON. 


Water  Supply  of  Taunton. 

Chemical  Examination  of  Water  from  Assawompsett  Pond^  Lakeville. 

[Parts  per  100,000.] 


o 


AFPSABAirCB. 


2M67 
26638 
27 104 
27614 
Vn92 
28040 


ISM. 

JftD.    10 

Mar.  20 
May  22 
Jnne  M 
July  17 
Sept.  18 
Not.  13 


B 


B 
« 


o 


V.  flight. 
Slight. 
Slight. 
V.  Blight. 
V.  flight. 
V.  slight. 
V.  slight. 


V.  flight. 
Slight. 
V.  slight. 
V.  slight. 
V.  slight. 
SUght. 
V.  slight. 


.67 
.52 
.52 
.88 
.28 
.20 
.18 


Krsidcb  on 

EVAPORA- 

TIOH 

• 

S 

^ 

§& 

S 

S^ 

^ 

5 

8.75 

2.20 

8.80 

1.70 

8.25 

1.65 

8.85 

1.50 

3.05 

1.80 

8.10 

1.25 

3.00 

1.80 

Ammoxia. 


ALBDMINOID. 

• 

• 

i 

1 

mum 

a 

bt 

H 

Q 

CO 

.0006 
.0014 
.0006 
.0016 
.0022 
.0004 
.0006 


.0212 
.0188 
.0178 
.0202 
.0170 
.0216 
.0198 


.0188 
.0162 
.0166 
.0184 
.0160 
.0194 
.0182 


.0024 
.0026 
.0012 
.0018 
.0010 
.0022 
.0016 


NITROOKM 

o 

a 

i 

S 

.53 

AS 

. 
w 

5 

i 

.0010 

.0000 

.44 

.0010 

.0000 

.46 

.0000 

.0000 

.45 

.0010 

.0000 

.48 

.0020 

.0000 

.46 

.0000 

.0000 

.45 

.0010 

.0000 

15 

B 

0 


c 

M 

o 


S 

I 


Averages  by  Tears. 


. 

1804    1 

- 

- 

.88 

8.22 

1.26 

.0008 

.0167 

.0182 

.0025 

.51 

.0021 

.0000 

.48 

0.7 

- 

1806 

- 

- 

.86 

8.84 

1.54 

.0005 

.0185 

.0157 

.0028 

.53 

.0013 

.0000 

.60 

0.7 

- 

1806 

- 

- 

.88 

3.68 

1.47 

.0008 

.0179 

.0160 

.0019 

.54 

.0032 

.0000 

.52 

0.0 

- 

1807 

- 

- 

.36 

8.56 

1.57 

.0011 

.0206 

.0177 

.0029 

.57 

.0027 

.0000 

.52 

0.9 

- 

1898    j 

- 

- 

.47 

8.88 

1.63 

.0007 

.0198 

.0171 

.0027 

.58 

.0012 

.0000 

.60 

0.7 

- 

1899 

1 

- 

- 

.88 

3.26 

1.54 

.0011 

.0195 

.0177 

.0018 

.47 

.0009 

.0000 

.60 

0.8 

NoTB  to  analyses  of  1899 :  Odor,  gsDerally  Tegetable,  sometimes  none.    A  flshy  odor  wss  developed 
Id  the  first  two  samples  on  heating. 

Microscopical  Examination  of  Water  from  Assawompsett  Pond^  LakevUle. 

[Number  of  organisms  per  cubic  centimeter.] 


1899. 

Jan. 

March. 

May. 

Jane. 

July. 

Sept. 

Nov. 

Day  of  examination, 
Number  of  sample, 

17 

26967 

21 
26538 

23 
27194 

22 
27514 

18 
27792 

19 
28649 

14 
29872 

PLANTS. 
Diatomacead,    . 
Asterionella, 

CyanophyceaB, 

Anabaena,  .... 
Microcystis, 

AlgSB 

Protococouj,     . 

95 
66 

0 

0 
0 

0 
0 

400 
344 

0 

0 
0 

40 
0 

128 
18 

1 

1 
0 

0 
0 

47 

4 

35 

85 
0 

6 

0 

26 
8 

80 

2 
22 

6 

0 

64 
19 

28 

0 
28 

58 

58 

81 

7 

8 

0 
8 

168 

162 

320 


STATE  BOARD  OF  HEALTH.         [Pub.  Doc. 


TAUNTOW. 

Microscopical  Examination  of  Water  from  AssawompgeU  Pond^  Lakeville  — 

CoDcladed. 

[Number  of  organisms  per  eaUe  centimeter.] 


ANIMALS. 
Bhizopoda,  Aetioophrye, 

Influsoria,  .      .      .      . 

DinobryoD,  .  .  . 
SyonrA,  •  •  •  ■ 
Uroglena,  .... 

VdrmeBt      .      .      .      • 

Omstacea,  Boemlna, 


0 

0 

0 

1 

0 

S7 

m 

f 

1 

0 

83 

758 

0 

0 

0 

0 

22 

0 

0 

0 

0 

2 

0 

0 

0 

1 

6 

0 

0 

0 

0 

pr. 

0 

0 

0 

0 

5 

4 
0 
0 

0 
0 


0 
0 
0 

0 
0 


MUuUaneout,  Zo^glosa, 

S                 8 

10 

5 

S 

• 

s          s 

1 

TOTAI.,        .... 

U6 

1^8 

136 

96 

j                1 
66        j        158              100 

Chemical  Examination  of  Water  from  Elder*s  Pond^  Lakeville. 

[Parte  per  100,000.] 


• 

i 

APPKAB4SCS. 

RsaiDDB  CM 

Etapora- 

TIOK. 

1 

Ammosxa. 

I 

t 

1 

O 
.48 

KiTROOBir 

1          AB 

1 

• 

1 

a 

i 

«t 

1 

6 

1 

Lota  on 
Ignition. 

i 

p 

• 

S 

ALBUMIirOXD.      ! 

1 

1          ! 

S 

1 

• 

i 

1 

s 
s 

00 

* 

1 

• 

s 

2 

i 

26058 

ISM. 

Jan.  16 

V.  slight. 

V.  slight. 

.06 

2.60 

1.25 

1 

'.0006 

.014  4  .012^3  .0008 
I           1 

.0010 

i 

.0000  i.27 

0.6 

26580 

Mar.  20 

V.  alight. 

V.  alight. 

.03 

2.66 

1.00 

1.0014 

1 

.0188 

.0122 

.0016 

.48 

i.ooio 

.0000' 

.21 

0.8 

27105 

May  22 

V.  slight. 

Blight. 

.07 

2.60 

1.00 

1.0004 

.0154 

.0180 

.00241 

.48 

.0000,.0000'J.21 

0.2 

27616 

June  20 

V.  slight. 

y.  alight. 

.06 

2.66 

1.25 

.0002 

.0166 

.0164 

.0012 

.45 

.OO20I.OOOO  .24 

0.8 

27793 

July  17 

V.  sUght. 

v.  alight. 

.03 

2.46 

0.06 

.0000 

.0166 

.0146 

.0022 

.49 

.0020|.0000..28 

0.8 

28660 

Sept.  18 

V.  alight. 

Slight. 

•10 

2.86 

1.25 

.0010 

1 

.0206 

.0190 

.0016 

.44 

.0000  .0000 '.28 

0.6 

»878 

Nov.  18 

V.  slight. 

SUght. 

.07 

2.66 

1.20 

.0022 

1 

.0190 

.0104 

.0026 

.46 

.0040|.0000'.22 

0.2 

Averages  by  Tears, 


1894 

-. 

- 

.04 

2.82 

1 
0.94 

.0004 

.0185 

.0120 

.0015 

.42 

.0015 

.0000 

.17 

1896 

- 

- 

.06 

2.67 

0.98  i 

.(XWI 

.0161 

.0148 

.0018 

.46 

.0018 

.0000 

,.22 

1806 

- 

- 

.06 

2.70 

0.96 

.0005 

.0169 

.0189 

.0080 

.50 

.0017 

.0000 

.22 

1897 

- 

- 

.06 

2.61 

1.09 

.0018 

.0164 

.0142 

.0012 

.68. 

.0032 

.0000 

.23 

1898 

- 

- 

.06 

2.71 

1.07  ! 

.0007 

.0168 

.0161 

.0017 

.55 

.0012 

.0000 

.26 

1899 

- 

- 

.06 

2.62 

1.18 

.0008 

.0167 

.0149 

.0018 

.47 

.0014 

.0000 

.24 

0.4 
0.5 
0.6 
0.6 
0.6 
0.8 


NoTB  to  analyaee  of  1899 :  Odor,  generally  vegetable,  aometimea  none.    On  heating,  the  odor  of  the 
flrat  and  third  aanples  beeame  distlnetly  flahy  and  oily. 
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TAUNTON. 

Microscopical  Examincttion  oj  Water  from  Elder^s  Pond^  Lakeville, 

[Number  of  organUma  per  cable  centimeter.] 


1899. 

Jan. 

Mat. 

May. 

June. 

July. 

Sept. 

Nov. 

Day  of  ezamiDaUoo, 
Namber  of  aample, . 

IT 
25958 

21 

26539 

28 
27195 

22 
27515 

18 
27793 

19 
28650 

14 
29373 

PLANTS. 
Dlatomacead,    . 

AaterloDeUa,     . 

Oyanophyce«B» 

Anabnoa, .... 
Microcystis, 

AlfiraB.    ;     .      .      .      . 

14 
12 

0 

0 
0 

0 

72 

51 

0 

0 
0 

0 

28 

9 

12 

12 
0 

1 

82 

0 

8 

6 
2 

8 

42 

6 

86 

20 
16 

28 

43 

7 

15 

0 

15 

47 

82 

6 

0 

0 
0 

4 

ANIMALS. 
Inftisoiia,   .... 

Dinobryooi 
Peridiniom, 
Uroglena,  .... 

Vermes,      .... 

Crustacea,  Cyclops, . 

2,178 

2,170 
2 

4 

0 
0 

20 

19 
0 

1 

1 
pr. 

21 

1 

1 
6 

0 
0 

84 

0 

82 

0 

2 

0 

2 

0 
0 
0 

0 

0 

0 

0 
0 
0 

1 

0 

4 

0 
0 
0 

1 

0 

MilKeUaneous,  ZoiSglcea, 

0 

5 

5 

s 

1 

6 

3 

8 

Total,      .... 

2,TM 

98 

67 

189 

112 

1 
109                44 

Water  SurpLY  ofTisbury.  —  Vineyard  Haven  Water  Company. 

Chemical  Examinaiion  of  Waierfrom  the  Filter-gallery  at  Tashmoo  Spring. 

[Parts  per  100,000.] 


Date  of 

Collection. 

ArPBAaAMCB. 

1 

Residue  on 

Evaporation. 

AMMOmA. 

Chlorine. 

NITBOGKH 
AS              , 

Oxygen 

Consumed. 

i 

c 

m 
SI 

§ 

1 

*i 

o 

• 

Albu- 
minoid. 

• 

S 

Nitrites. 

» 

18M. 

28883    Aag.22 

1 

None. 

None. 

.00 

4.80 

.0000 

.0002 

.97 

.0040 

i 

.0000 

.08 

0.5 

.0030 

Odor,  Dona. 
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TTNGSBOBOUGH. 

TrXGSBOROUGH. 

The  advice  of  the  State  Board  of  Health  to  the  town  of  Tyngs- 
borough  liiith  reference  to  certain  proposed  sources  of  supply  for 
the  village  of  Tyngsborough  may  be  found  on  pages  45  and  46  of 
this  volume. 

Chemtcal  Examination  of  Water  from  a  WeU  in  Tyngsborough, 

[Parte  per  100.000.] 


^       ;                                                             1             .      ' 

5                 Appbabavcb.                    o       AmonA.    • 

NRMMttV      '        "2 
AS                     S 

■ 

1 

—4 

i     -it 

3            «                    5 
55             C          i           H 

e 

9 

a 

1 

Color. 

Ketldue  on 
Evapon 

Free. 

Albu- 
minoid. 

Chlorine. 

« 

1 
S 

u 

«D 

S        b| 
5       ft 

i 

,    1999. 

28728    Sept.  25     Decided. 

f 
28012    Oct.     6,  V.  flight. 

Slight. 
V.  Blight. 

.15       4.90 
.14        4.90 

.0244 
.0046 

.0150  ;  .20    >{.0100 
.0048   '  .21     i.OllO 

!                !i 

1 

.0015      .18    ,    1.7 
.0007      .07         S.8 

.0130 
.0200 

Odor,  diatioctly  nnpieMant,  beeomlDg  also  mttety  oo  heating. The  flnt  aample  waa  eoUectcd 

from  the  well ;  the  aecond  from  a  faooet  aappUed  with  water  from  the  well. 


Water  Supply  of  Wakefield   and    Stoneham.  —  Wakefield 

Water  C!ompaxy. 

Chemical  Examination  of  Water  from  Crystal  Lake^  Wakefield. 

[Parts  per  100,000.] 


1 
■ 

1 

1 

Apfbabavob. 

Kksidcb  ox 

EVAPOEA- 

noH. 

AWMOSXA. 

§! 

.57  1 
1 

KmOQBK 

AS 

i 

§ 

Torbldlty. 

1 

1 

1 

i 

• 

i 

Loss  on 
Ignition. 

1 

ALBUXIVOID. 

• 

E 

1 

*• 

Oxygen  Con* 
Hardness. 

i 

5« 

♦ 

i 

• 

1 

a 

OD 

20002 

tfar.  29 

V.  sUght 

V.  slight. 

.12 

4.15 

1.50 

.0024 

.0154 

.0118 

.0086 

J 

.0820 

.0008 

.25 

1.8 

27618 

Jane  28  i 

V.  slight. 

Slight. 

.16 

4.25 

1.25 

.0014 

.0208 

.0172 

.0086 

.m' 

:.0060 

1 

.0002 

.31 

1.7 

28798 

Sept.  27 

Slight. 

SUght. 

.15 

4.75 

1.75 

.0016 

.0206 

.0184 

.0022 

.m! 

.0010 

.0000 

.24 

2.0 

29591 

Dee.    5 

Slight. 

Slight. 

.12 

8.85 

1.05 

.0006 

.0206 

.0160 

.0048 

.60  1 

.0060 

.0001 

.27 

1.6 

29785 

Dec.  26 

Slight. 

Ooos. 

.09 
.18 

4.25 

1.20 

.0080 
.0018 

.0194 
.0192 

.0160 
.0158 

.0084 
.0084 

.65 
.59 

.0060 

.0000 

.21 

2.0 

Av.*. 

4.80 

1.40 

.0110 

.0001 

.26 

1.8 

1 

Odor  of  the  first  three  samples,  faintly  vegetable;  of  the  last  two,  none.  A  dlstloetly  vegetable  odor 

was  developed  In  the  last  three  samples  on  heating. The  samples  were  oollected  from  a  faaeet  In 

the  pumping  station. 

*  Where  more  than  one  sample  was  eoUeeted  ia  a  month,  the  mean  analysts  for  that  month  has 
been  nsed  in  making  the  average. 
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WAXJSPIBJSD  AND  8TONXHAM. 

Musroscopical  Examinaiion  of  Water  from  Crystal  Lake,  Wakefield, 

[Number  of  organlam*  pw  eabic  oenUmeter.] 


1S99. 


Mareh. 


Jane. 


Sept 


Dec 


Dec. 


Day  of  ezftminatloD,  . 
Number  of  sample,     .    / 


81 
26002 


29 
27618 


29 
28793 


7 
29691 


27 
29785 


PLANTS. 


Diatomaceee, 

Aaterionella, 
Cyclotelta,     . 
Meloaira, 
Tabellaria,    . 


Oyanophycefe, 
Mieroeyatla, . 


AlgtBf 

Protoeocena, 


0 
1 

0 

4 

0 
0 

0 
0 


18 

0 

10 

0 

0 

41 

84 

124 
120 


560 

880 
10 

122 
14 

8 
0 

8 
0 


1,090 

170 

98 

150 

594 

0 
0 

20 
14 


69 
112 

14 
722 

0 
0 

64 

04 


ANIMALS. 

InftiBorla*      .      .      .      , 

Dlnobryoo,   .       •       .       , 
Perldioinm,  • 

VermeB,  Annrea,    . 

Omstacea,  Cyolope,    . 


«7 

18 

12 

1 


pr. 


4 
0 

0 

0 


8 

4 
0 

0 

0 


60 

58 
0 

0 

0 


90 

84 
0 


pr. 


JRteeUaneous,  ZoOglosa, 

5 

0 

8 

8 

8 

Total.  .,....,.. 

88 

187 

580 

1,178 

1,102 

Water  Supply  of  Walpole. 

Chemical  Examination  of  Water  Jrom  the  Wells  of  the  Walpole  Water  Works, 

[Parts  per  100,000.] 


• 

s 

APPBAHAIICI. 

• 

1 

AlTHOHIA. 

NiTBOOBN 
A8 

• 

c 

2 

^ 

• 

1 

1 

• 

§1 

1 

1 

Albu- 
minoid. 

1 

• 

1 

9 

Oxygen 

Gonto 

• 

• 

• 

1899. 

2n09 

May  23 

None. 

None. 

.00 

8.50 

.0000 

.0008 

.31 

.0080 

.0000 

.01 

0.8 

.0010 

27609 

Jane  28  , 

None. 

None. 

.00 

8.80 

.0001 

.0006 

.81 

.0070 

.0000 

.02 

l.l 

.0020 

27917 

Jnly  27 

None. 

None. 

.01 

8.90 

.0000 

.0012 

.82 

.0110 

.0000 

.01 

1.0 

.0020 

28104 

Aug.  28 

None. 

None. 

.00 

8.60 

.0000 

.0008 

.29 

.0040 

.0000 

.08 

1.0 

.0010 

28757 

Sept.  27 

None. 

None. 

.00 

8.50 

.0000 

.0008 

.80 

.0100 

.0000 

.01 

0.9 

.0050 

29140 

Oct.  25 

None. 

None. 

.00 
.00 

8.60 

.0000 

.0004 

.80 

.0180 

.0000 

.00 

1.0 

.0010 

Av 

1 

8.65 

.0001 

.0008 

1 

.30 

.0080 

.0000 

.01 

1.0 

.0020 

Odor,  none. 
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WAI.THAM. 


Water  Supply  of  Waltham. 


Chemical  Examination  of  Water  from  the  Well  and  Filter-gallery  of  the  WaUham 

WaUr  Works. 

[Parts  per  100,000.] 


Date  of 

Collection. 

Afpeabjuscb. 

Resldne  on 

Evaporation. 

AXMOmA. 

• 

o 
c 

KtTBOOKH 
AS 

Oxygen 

Consumed. 

• 

S 

1 

s 

1 

a 

s 

1 

1 

s 

a 

i 

1 

• 

1 

< 

i 

• 

1 

d 
& 

1899. 

26005 

Jan.  20 

None. 

V.  slight. 

.06 

7.00 

.0026 

.0020 

.68 

.0880 

.0000 

.07 

3.6 

.0100 

26230 

Feb.  16 

V.  slight. 

Blight. 

.06 

7.00 

.0044 

.0016 

.60 

.0880 

.0000 

.05 

1 

8.6 

.0110 

20402 

Mar.  16 

None. 

None. 

.01 

6.00 

.0000 

.0036 

.68 

.0620 

.0000 

.03 

3.1 

.0020 

20000 

Apr.  26 

None. 

None. 

.00 

7.20 

.0000 

.0024 

.60 

.0680 

.0000 

.02 

2.7 

.0010 

27128 

May  17 

None. 

None. 

.01 

6.60 

.0000 

.0018 

.62 

.0840 

.0000 

.06 

3.8 

.0020 

27617 

Jnne  21 

V.  slight. 

None. 

.06 

6.70 

.0020 

.0026 

.66 

.0860 

.0000 

.04 

8.0 

.0020 

27880 

Joly  10 

None. 

None. 

.00 

8.10 

.0024 

.0082 

.67 

.0340 

.0000 

.06 

3.1 

.0060 

28230 

Aug.  16 

None. 

J 

V.  slight. 

.04 

7.80 

.0012 

.0022 

.60 

.0220 

.0000 

.04 

8.0 

.0110 

28082 

Sept.  20 

V.  slight. 

V.  slight. 

.04 

6.80 

.0034 

.0052 

.66 

.0240 

.0000 

.06 

1 

2.0 

.0060 

20068 

Oct.  18 

None. 

None. 

.06 

7.80 

.0060 

.0024 

.66 

.0220 

.0000 

.06 

8.4 

.0200 

20414 

Nov.  16 

None. 

V.  slight. 

.01 

6.00 

.0084 

.0028 

.67 

.0140 

.0000 

.07 

2.0 

.0100 

20716 

Dec.  20 

None. 

None. 

.02 

7.60 

.0046 

.0028 

.67 

.0140 

.0000 

.07 

3.3 

.0170 

Averages  by  Years. 


1888 

- 

- 

.00 

6.70 

1 
.0000 

.0064 

.46 

.0273 

.0008 

- 

- 

1802 

- 

- 

.00 

6.81 

.0038 

.0027 

.46 

.0162 

.0000 

- 

8.4 

1808 

- 

- 

.01 

6.86 

'.0036 

.0022 

.47 

.0170 

.0000 

.06 

3.4 

1804 

- 

- 

.02 

6.76 

.0028 

.0010 

.61 

.0102 

.0000 

.06 

8.1 

1806 

- 

- 

.08 

7.16 

.0036 

.0024 

.68 

.0108 

.0000 

.06 

3.4 

1800 

- 

- 

.08 

7.36 

.0034 

1 

.0018 

.66 

.0104 

.0000 

.06 

3.6 

1807 

- 

- 

.04 

7.16 

.0031 

.0066 

.67 

.0222 

.0001 

.06 

8.6 

1808 

«• 

- 

.07 

7.81 

.0084 

.0028 

.60 

.0280 

.0000 

.07 

8.4 

1800 

- 

- 

.03 

7.22 

1.0024 

1 

.0027 

.68 

Lo371 

1 

.0000 

.06 

8.1 

.0084 
.0020 
.0044 
.0062 
.0167 
.0108 
.0162 
.0082 


NoTS  to  analyses  of  1800 :  Odor,  none. 
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WAIiTHAM. 

Chemical  ExamifuUion  of  Water  from  the  DistribiUing  Reservoir  of  the  Wallham 

Wdler  Works. 

[Parts  per  100,000.] 


• 

1 

Apf 

BAIAHCB. 

• 

1 

Axxovu. 

NITBOQBN 

; 

AS 

a 

Date  of 

CoUe( 

S 

«5 

e 

1 

§1 
1 

• 

I 

o 
< 

i 

• 

1 
S 

2 

■ 

I 

1 

Oxygen 

Const] 

• 
«D 

1 

■ 

2 

1899. 

259M 

Jan.  20 

V.  Blight. 

Nona. 

.05 

7.60 

.0004 

.0024 

.68 

.0210 

.0000 

.00 

8.6 

.0060 

MMS 

Mar.  16 

v.  aUghl. 

V.  Blight. 

.05 

6.00 

.0082 

.0018 

.66 

.0280 

.0000 

.04 

3.5 

.0000 

20010 

Apr.  26 

V.  alight. 

Odds., 
clayey. 

.06 

7.80 

.0002 

.0002 

.58 

.0210 

.0002 

.08 

8.4 

.0120 

27127 

May  17 

Slight, 
milky. 

Slight. , 

.00 

7.00 

.0000 

.0110 

.56 

.0240 

.0000 

.11 

3.1 

.0070 

27518 

Jone  21 

Slight, 

milky. 
V.  alight. 

Slight. 

.16 

7.80 

.0000 

.0168 

.53 

.0110 

.0001 

.12 

8.0 

.0060 

27881 

Jaly  10 

Sllgbt. 

.06 

7.80 

.0012 

.0188 

.56 

.0140 

.0000 

.12 

3.1 

.0070 

28281 

Aug.  18 

Slight. 

Cons., 
clayey. 

.10 

7.00 

.0010 

.0110 

.51 

.0120 

.0001 

.18 

8.0 

.0130 

28883 

Sept.  20 

V.  sllgbt. 

Cons. 

.12 

7.10 

.0010 

.0150 

.58 

.0100 

.0000 

.14 

3.0 

.0080 

20416 

Not.  16 

V.  slight. 

Slight. 

.06 

7.00 

.0026 

.0030 

.67 

.0170 

.0000 

.08 

2.7 

.0170 

20710 

Dee.  20 

None. 

y.  Blight. 

.10 

7.60 

.0036 

.0042 

.56 

.0140 

.0000 

.07 

3.3 

.0280 

At 

)erages 

^by  I 

''ears 

1S88 

. 

. 

.00 

6.45 

.0003 

.0076 

.46 

1 
,.0248 

.0003 

^^ 

^^ 

^^ 

. 

1802 

_ 

. 

.01 

6.28 

.0006 

.0082 

.44 

.0119 

.0001 

> 

3.0 

.0070 

. 

1803    1 

. 

. 

.04 

6.72 

.0006 

.0074 

.47 

.0127 

.0001 

.10 

3.1 

.0019 

1804    1 

. 

. 

.08 

6.80 

.0007 

.0140 

.61 

1.0078 

.0001 

.00 

3.1 

.0082 

. 

1806 

. 

• 

.04 

7.00 

.0016 

.0085 

.53 

.0161 

.0000 

.00 

3.3 

.0045 

. 

1806 

. 

. 

.06 

7.40 

.0013 

.0083 

.55 

.0172 

.0001 

.07 

3.4 

.0090 

_ 

1807 

» 

— 

.06 

7.20 

.0011 

.0117 

.57 

.0135 

.0001 

.00 

3.5 

.0085 

. 

1808 

» 

. 

.06 

7. 85 

.0018 

.0114 

.50 

.0140 

.0001 

.10 

3.8 

.0071 

^ 

1800 

^ 

^ 

.08 

7.41 

.0013 

.0088 

.55 

.0172 

.0000 

.10 

3.2 

.0111 

NoTS  to  analyBea  of  1800 :  Odor  In  July  and  September,  unpleaBant;  at  other  times,  none.    A  yege. 
table  odor  was  developed  In  moBt  of  the  samples  on  heating. 


Microscopical  Examination  of  Water  from  the  DistribiUing  Reservoir  of  the 

WdUham  WaUr  Works, 

[Number  of  organisms  per  onblo  oentlmeter.] 


1899. 

Jan. 

Mar. 

Apr. 

May. 

June. 

July. 

Aug. 

Sept 

Nov. 

Dec. 

Day  of  examination,        .... 

23 

16 

26 

18 

22 

10 

17 

21 

16 

21 

Number  of  sample 

25006 

26403 

26910 

27127 

27618 

27881 

28281 

28663 

20416 

29716 

PLANTS. 

DiatomeKseao, 

1,588 

1 

1S,00S 

3,130 

1,252 

8,818 

7,516 

4,000 

4 

43 

Asterionella, 

Synedro, 

1,448 
120 

0 

1 

15,000 
8 

624 
2,600 

4 
1,248 

18 
3»280 

16 
7,600 

0 
4,000 

0 
4 

8 
40 

AlgOB, 

42 

0 

f 

2 

0 

1 

0 

0 

0 

0 

Fangrif  Orenothrlx,       .       .       .       . 

» 

0 

0 

0 

0 

10 

0 

0 

0 

24 

0 

326 


STATE  BOARD  OF  HEALTH.         [Pub.  Doc. 


WAIiTHAM. 

Microscopical  ExamincUion  of  Water  fivm  ike  Distributing  Beservoir  of  the 

Waltham  WaUr  ITorJbf— Concluded. 

[Number  of  oigaiilanM  per  enblo  eentlmeter.] 


isse. 

Jan. 

Mar. 

Apr. 

M«7. 

Jnne. 

Jttlj. 

1 
Ang. ;  Sept 

1 

Not. 

Dee. 

ANIMALS. 
Bhlzopoda,  ActiDophrya, . 

InftiBoxia. 

Honaa, 

Vermes,  Annrea 

0 

2 

0 

0 

0 

0 
0 

0 

0 

0 
0 

0 

0 

f 

2 
0 

1 

0 
0 

0 

0 

C9 

88 

0 

0 

0 

0 

2 

0 

0 
0 

0 

0 

0 
0 

0 

0 

0 
0 

0 

MUeellaneautt  Zo3gl<Ba« 

8 

s 

0 

5 

8 

0 

0 

8 

8 

8 

Total, 

i,ei5 

6 

16,006 

8,180 

1,2M 

8.848 

7,618 

4.008 

81 

46 

Water  Supply  of  Ware. 

The  advice  of  the  State  Board  of  Health  to  the  town  of  Ware, 
relative  to  the  quality  of  the  water  of  certain  springs  and  wells 
used  as  sources  of  water  supply  for  a  number  of  families  in  that 
town,  may  be  found  on  pages  46  to  48  of  this  volume. 

The  advice  of  the  Board  relative  to  the  use  of  Mineral  Spring 
Pond  in  Ware  as  a  source  of  ice  supply  may  be  found  on  pages  109 
and  110  of  this  volume. 


Chemical  Examinaiion  of  Water  from  the  Large  Well  of  the  Ware  Water  Works. 

[Parta  per  100,000.] 


Date  of 

Collection. 

Afpbasabcb. 

§1 

AmiOHiA. 

e 

NlTSOOSV 
AS 

Oxygen 

Contamed. 

• 

c 

9a 

JSf 

1 

«i 

a 

1 

■ 

1 

Albu- 
minoid. 

s 

i 

J 

S7466 

Jane  14 

None. 

None. 

.00 

9.80 

.0000 

.0010 

0.06 

.4200 

.0000 

.01 

8.4 

.0010 

37688 

Jnly    6 

None. 

None. 

.00 

8.70 

.0000 

.0010 

0.80 

.8660 

.0000 

.01 

2.7 

.0080 

28U7 

Ang.   0 

None. 

None. 

.00 

0.40 

.0000 

.0006 

0.81 

.8000 

.0000 

.01 

2.6 

•0000 

98618 

Sept.  18 

None. 

None. 

.00 

10.80 

.0000 

.0006 

0.80 

.8440 

.0000 

.01 

8.0 

.0010 

9M1A 

Oct.  10 

None. 

None. 

.02 

16.80 

.0008 

.0014 

1.70 

.7000 

.0000 

.02 

4.0 

.0010 

At... 

.00 

10.00 

.0000 

•0000 

1.01 

.4868 

.0000 

.01 

8.8 

.0010 

Odor,  none. 


No.  34.]     EXAMINATION  OF  WATER  SUPPLIES. 


327 


WARE. 


ChemiecU  ExamincUion  of  Water  Jrom  Springs  and  Wells  in  Ware. 

[Parte  per  100,000.] 


Date  of 

Collection. 

AfPBAlUKOB. 

Residue  on 
Evaporation. 

Ammonia. 

|, 

NiTBOOBH 
AB 

• 

1 

0 

• 

m 

V 

s 

1 

1 

1 

• 

fl 

1 

• 

Albu- 
minoid. 

• 

1 
1 

i 

s 

• 

S7481 

1899. 

Jane  19 

V.  Blight. 

V.  alight. 

.02 

14.20 

.0000 

.0086 

0.60 

0.8160 

.0000 

.04 

6.0 

.0040 

27482 

June  10 

V.  Blight. 

BUght. 

.02 

18.00 

.0014 

.0080 

0.06 

0.8076 

.0008 

.08 

4.4 

.0180 

2T488 

June  10 

v.  Blight. 

V.  Blight 

.02 

67.80 

.0004 

.0112 

0.67 

1.0400 

.0004 

.14 

15.5 

.0010 

27484 

June  10 

None. 

V.  Blight. 

.01 

20.10 

.0000 

.0062 

0.78 

0.7800 

.0000 

.07 

8.3 

.0010 

27632 

July    8 

None. 

V.  Blight. 

.05 

14.80 

.0002 

.0040 

0.61 

0.4800 

.0000 

.03 

6.0 

.0010 

2768S 

July    8 

None. 

V.  Blight. 

.02 

18.60 

.0006 

.0084  , 

1 

0.76 

0.6800 

.0000 

.04 

7.6 

.0010 

Odor  of  the  flrat  two  and  fifth  aamplea,  none;  of  the  third,  none,  beoomlng  faintly  earthy  on  heat- 
ing; of  the  fourth,  faintly  disagreeable;  of  the  laet,  faintly  musty. The  first  two  samples  were 

eollected  from  an  iron  tank  on  the  premlsea  of  the  Geo.  H.  Gilbert  Manufacturing  Company,  supplied 
with  water  from  a  apring  between  Chestnut  and  Bonth  atreeta.  The  third  and  fourth  aamplea  were 
eolleeted  from  a  wooden  tank  on  the  premiseB  of  the  O.  A.  Stevens  Company,  anpplled  with  water  from 
a  apring  between  Cheatnnt  and  Booth  atreeta.  The  fifth  aample  waa  collected  from*a  well  in  the  rear  of 
a  row  of  hooaea  belonging  to  the  Geo.  H.  Gilbert  Aiannfaeturing  Company,  aud  the  alxth  from  a  well 
on  the  pi^miaea  of  Arthur  R.  Kane  on  Water  Street. 


Chemical  Examination  of  Water  from  Mineral  Spring  Pond  and  its  Principal 

Feeder  in  Ware, 


[Parts  per  100,000.] 


a 

1 

Ci 

_• 

c> 

1 

^ 

1 

1 

ISM. 

28M0 

Oct.  10 

28980 

Oet.  10 

Appbasakob. 


i 


a 


None. 
V.  alight. 


V.  Blight. 
BUght. 


.02 
.20 


rk8idub  on 
Eyapoba- 

TION. 


S 

o 


a 
o 


3.20 
8.76 


1.10 


Ammonia. 


ALBDMIVOin. 


I 


s 
o 


•a 

00 


.0012 
.0004 


.0018 
.0092 


.0068.0084 


c 

I 

o 


.14 
.16 


NlTBOOBN 
AB 


S 


.0010 
.0000 


.0000 
.00011 


•a 

a 

a 
« 
e 
o 

a 

8, 
>» 

o 


S 


.02 
.10 


0.8 
0.6 


Odor  of  the  first  aample,  faintly  dlaagreeable;  of  the  last,  none,  beoomlng  very  faintly  unpleaaant 

OD  heating. The  firat  aample  was  eollected  from  a  apring  which  ia  the  principal  feeder  of  Mineral 

Spring  Pond ;  the  last,  from  Mineral  Spring  Pond. 


Wabren. 

The  advice  of  the  State  Board  of  Health  to  John  S.  Gould  and 
others,  of  Warren,  relative  to  a  proposed  water  supply  for  that 
town  may  be  found  on  pages  48  and  49  of  this  volume. 
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WAYL.AND. 


Water  Supply  of  Wayland. 


Chemical  Examination  of  Water  from  the  FiUer-gallery  of  the  Wayland  Water 

Works. 

[Puts  per  100,000.] 


Date  of 

Collection. 

Appxabahob. 

• 

a 

A 

Is 

1 

AmiONix. 

Chlorine. 

NrriooBH 

AS 

i 

a 

8 

s 

1 

§ 

9i 

• 

1 

*t 

i 

"3 

o 

* 

1 

mlnold. 

1 

« 

• 

1 

26116 

ISM. 

Feb.    2 

None. 

None. 

.88 

1 
4.25 

.0060 

.0112 

.26 

.0160 

.0001 

.89 

.0180 

26676 

Apr.    5 

V.  ettsbt. 

V.  Blight. 

.80 

2.05 

.0020 

.0100 

.28 

.0880 

.0000 

.88 

.0200 

27854 

Jane  8 

Slight. 

Slight. 

.61 

4.15 

.0066 

.0272 

.28 

.0080 

.0001 

!  .68 

.0250 

28087 

Aag.  2 

V. aUghU 

V.  slight. 

.40 

4.25 

.0050 

.0806 

.82 

.0080 

.0001 

.66 

.0800 

28897 

Oct.     4 

Decided. 

Cons. 

.26 

1    *  « 

.0080 

.0800 

.82 

.0060 

.0000 

.44 

.0150 

20M7 

Deo.    8 

Slight. 

V.  slight. 

.46 
.80 

•    5.70 

.0080 

.0264 

.32 

.0100 

.0001 

.61 

2.0 

.0850 

Av.  *  * 

4.20 

t 

.0050 

.0226 

.20 

1 

.0112 

.0001 

.52 

1.4 

.0188 

Odor,  faintly  vegetable,  beeoming  stronger  on  beating.    A  fishy  odor  was  observed  in  the  Inst  two 
samples.  —-The  samples  were  collected  from  a  fanoet  in  the  gate-honse. 


Microscopical  Examination  of  Water  from  the  Filter-gallery  of  the  Wayland  Water 

Works, 

[Number  of  organisms  per  cable  centimeter.] 


1S99. 


Feb. 


April. 


June. 


Aug. 


Oct 


I>cc. 


Day  of  examination. 
Number  of  sample,  . 

PLANTS. 
DiatomeiceaBi     . 

Asterlonelia, 

arciotella,   . 
elosira,     . 
Bynedra, 

Cyanopbyceee, . 
Anabena,    .       . 

AlffflO,      .       .       .       . 

Tunsri*  Crenothriz, 


8 
26116 


6 
26676 


9 
27854 


8 
28087 


6 
28807 


8 
20597 


8 

ts 

m 

4S0 

430 

0 

0 

16 

248 

4 

0 

0 

22 

144 

46 

0 

0 

124 

86 

246 

2 

11 

22 

0 

* 

108 

0 

0 

IS 

14 

SO 

0 

0 

8 

10 

80 

0 

0 

60 

M 

06 

0 

0 

4 

0 

0 

121 

0 

0 

16 

100 


0 
0 


8 

0 
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WATIiAND. 

Micrascopieal  Examination  of  WaUrfrom  the  FiUer-gallery  of  the  Wayland  Water 

Works — Ck)ncladed. 

[Namber  of  organisms  per  coble  oentimeter.] 


ISM. 

Feb. 

AprlL 

June. 

Ang. 

Oct 

Deo. 

ANOfALS. 
BblBOpoda,  Dlfllogia, . 

Inftisoria 

Chlajnydomoou, 
Dlnobryon,                 . 
MODM 

VermeB,        .... 
Orustaoea,  Cyclops,  . 

Total 


0 

0 

0 

0 

1 

8 

f 

41 

481 

12 

0 
5 
0 

0 
0 
0 

ao 

8 

4 

0 

806 

80 

0 
0 
0 

0 

1 

1 

8 

4 

0 

0 

0 

0 

pr. 

8 

7 

10 

85 

15 

94 

0 

94 

0 


4 

0 


8 


15 


85 


982 


578 


288 


Chemical  Examination  of  Water  from  the  Storage  Reservoir  of  the  Wayland  Water 

Works. 

[Pftrts  por  100,000.] 


« 


86115 
86675 


Ay. 


a 
o 

I 

'5 

2 


Feb.  2 

Apr.  5 

June  8 

Aug  8 

Oct.  4 

Dec.  8 


APPK4BAVCB, 


I 


a 


I 


None. 
V.  sllgbt. 
Slight, 
v.  slight. 
Decided. 
Slight. 


v.  slight. 

V.  slight. 

SUght. 

Blight. 

Cons. 

Slight. 


.40 
.84 
.68 
.61 
.88 
.60 


.45 


Rksidus  oh 

EVArOBA- 

TIOM. 

• 

§1 

& 

r 

4.50 

1.75 

8.T0 

1.85 

8.75 

1.70 

4.05 

1.85 

4.75 

1.90 

6.95 

8.40 

4.88 

1.81 

Amxohia. 


* 


ALeUMMOID. 


g 


I 


I 

1^ 


.0014 
.0000 

.0086 
.0016 
.0088 
.0002 


.0009 


.0188 
,0142 
,0884 
.0870 
.0640 
.0676 


.0885 


.0168 
.0185 
.0258 
.0614 
.0890 
.0282 


.0858 


.0080 
.0007 
.0076 
.0056 
.0150 
.0094 


.0067 


.88 
.19 
.22 
.88 
.89 
.82 


.20 


NlTBO«SV 


I 


.0060 
.0080 
.0020 
.0010 
.0060 
.0160 


.0055 


.0000 
.0000 
.0000 

.0000 
.0000 

.0001 


.0000 


a 

a 
e 

6 

e 

\ 

O 


.47 
.88 
.72 
.69 
.66 
.70 


.69 


i 


1.8 
0.8 
1.1 
1.6 
2.0 
2.0 
1.4 


Odor,  Tegetoble,  beeomlng  stronger  on  heetlog.   A  llehy  odor  was  oboerred  in  the  Inst  two  samples. 
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Micr&seopical  Exmminaiiom  of  Winter  Jram  Ike  Storage  BemrvaiF  ef  ike  WayUmd 

Waier  Works. 


1M 

W. 

Feb. 

Affc 

i 
j 

1 

^ 

Am 

1 

ObL 

i 

Dtc 

Vaabcr  of  Mspte,  . 


PLAKTB. 


Aj(«rloooll«, 
Oyclotella,  . 
MeMn,  . 
djaedra, 

1^ 


Oyanopbycen, 


CUihroeystto, 
MerlMBopcedia, 


Proloeoeeas, 


InftuBorU^ 


ANIMALB. 


THochtyoOt 

UrofleBo, 

VonleoUft, 


Vermea. 
Aoaroo, 

OruAtaoMt, 

Oyelopot 
DftphaU, 


ttlU 


II 


0 
0 

; 

• 

0 

1 

; 

1   ! 

a     ; 

0 

s 

1 

1 

II 

0 
0 

0 

0 
0 
0 

4 
14 

1 

1 

m 

0 

0 

M 

1,111 

M 

» 
0 

1 

w 

fM 
M4 

II 

H 

U 

» 
0 

U 

S 
0 

H 

1M 

0 

0 

15 

ft 

M 

1,471 

11 

It 
0 
0 

IT 
Q 
0 

4 

u 

1,4M 
0 
0 

0 
18 

s 

1 

1 

1 

1 

1 

0 

0 

4 

0 

0 

1 

1 

Pf. 

1 

Pf. 

0 
0 

0 
0 

'^'o 

0 
0 

pr. 
pr. 

0 

0 

44 

14 

I 


0 
Q 

f 


I 

0 


M 
0 
0 


14 
10 


pr. 


JtlteBlUtrumu,  Zo5gkBm, 

1 

1 

1 

11 

IS 

1 

TcrtAL, 

» 

41 

8M 

S.IN 

l,ltt 

SI 
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WSBSTEB* 


Water  Supply  or  Webster. 

Chemical  Examinalion  oj  Water  frwn  the  Well  of  the  Webster  Water  Works. 

[Parts  per  100,000.] 


1 

ArrtUkXAVcm, 

ition. 

AxMoaiiA. 

NiTBOOBN 
AS 

M 

o 

• 

a 

Data  of 

Colle< 

m 

*i 

1 

1    l> 

1 

• 

1 

1 

1 

S 

■ 

1 

S7018 

ISM. 
May    6 

None. 

None. 

.00 

4.00 

.0000 

.0010 

.20 

.0200 

.0000 

.01 

1.1 

.0000 

37308 

Jaoa  10 

None. 

V.  aHght. 

.00 

4.00 

.0000 

.0010 

.26 

.0140 

.0000 

.02 

1.8 

.0000 

27TO0 

July  10 

None. 

None. 

.00 

8.80 

.0000 

.0008 

.28 

.0080 

.0000 

.01 

1.4 

.0010 

28067 

Aug.   6 

None. 

None. 

.00 

8.00 

.0000 

.0012 

.23 

.0070 

.0000 

.02 

1.7 

.0000 

S85«8 

8«pt.  11 

None. 

None. 

.00 

4.10 

.0000 

.0020 

.28 

.0070 

.0000 

.00 

1.0 

.0020 

28000 

Oei.    6 

None. 

y.  aUght. 

.00 

4.60 

.0000 

.0010 

.26 

.0060 

.0000 

.00 

1.8 

.0020 

203M    Nov.    6 

None. 

None. 

.02 
.00 

8.00 

.0000 

.0008 

.20 

.0100 

.0000 

.01 

1.0 

.0020 

At ,, 

8.70 

.0000 

.0011 

.24 

.0111 

.0000 

.01 

1.8 

.0010 

Odor,  none. 


Water  Supply  op  Wellesley. 

The  advice  of  the  State  Board  of  Health  to  the  town  of  Wellesley 
relative  to  the  water  supply  of  that  town  may  be  found  on  pages  49 
and  50  of  this  volume. 

(^umiccU  Examinalion  oj  Water  from  the  FiUer-gaUery  of  the  Wellesley  Water 

Works, 


[Parte  per  100,000.] 

• 

a 

2 

Afpbabahob. 

Ammokia. 

1 

Mrboobm 

A8 

1 

1 

P3 

■ 

1 

2 

• 

1 

■iJ 

1 

1 

Alba- 
mlnold. 

S 

S 

1 

28884 

19M. 

Anf.28 

None. 

None. 

.00 

T.IO 

.0010 

.0022 

.66 

.0800 

.0000 

.04 

2.0 

.0010 

Odor,  none. 
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Chemical  Examinalion  of  Water  frtrni  the  Well  of  the  Wellesley  Water  Works  at 

Williams  Spring. 

[Parta  per  100,000.] 


Date  of 

Collection. 

APPBAXAirCB. 

liesidue  on 
Evaporation. 

▲mmohia. 

• 

« 

KlTBOOBV 
AB 

a 

a 
c| 

8 

1 

• 

1 

*i 

1 

k 

Alba- 
mlnoid. 

• 

i 

e 

• 

• 

8 
e 

• 

i 

^4 

20086 

ISM. 

Jao.  26 

None. 

V.  Blight. 

.00 

10.60 

.0014 

1 
.0012 

.87 

.5400 

.0000 

.01 

4.2 

.0010 

26000 

Mar.  20 

None. 

None. 

.00 

0.90 

.0018 

.0008 

.80 

.4800 

.0000 

.01 

8.4 

.0000 

27290 

May  31 

None. 

None. 

.00 

8.50 

.0010 

.0010 

.09 

.3400 

.0000 

.01 

2.7 

.0080 

27804 

Jnly  26 

None. 

None. 

.00 

8.80 

.0032 

.0018 

.73 

.9000 

.0000 

.02 

2.9 

.0030 

28442 

Aag.  81 

None. 

None. 

.02 

10.50 

.0000 

.0010 

.78 

.4200 

.0000 

.02 

8.1 

.0010 

28448 

Sept.  1 

None. 

y.  Blight. 

.00 

10.90 

.0000 

.0010 

.73 

.8800 

.0000 

.03 

8.8 

.0080 

28706 

8«pU27 

None. 

y . BttghL 

.07 

7.80 

.0012 

.0044 

.64 

.2500 

.0001 

.02 

8.0 

.0000 

20528 

Not.  29 

None. 

None. 

.00 
.01 

10.00 

.0006 

.0012 

.80 

.4800 

.0000 

.01 

8.0 

.0020 

At.*. 

0.56 

.0012 

.0014 

.76 

.4898 

.0000 

.02 

8.2 

.0015 

Odor,  none.    A  faintly  oneBinber  odor  waa  developed  in  No.  27290  on  heating. 

*  Where  more  than  one  aample  waa  ooUeeted  in  a  month,  the  mean  analyria  for  thai  month  haa  been 
naed  In  making  the  average. 


Chemical  ExamiTuUum  of  Water  from  the  Driven  Wells  of  the  Wellesley  Water 

Works. 

[ParU  per  100,000.] 


I 


10001 


27895 


Av. 


I 


Jan.  26 
Mar.  29 

May  81 

Jnly  28 
Sept.  27 
Not.  29 


Appbabajr». 


I 


None. 
None. 
None. 
None. 
None. 
None. 


a 
I 


y.  alight. 
y.aU^it. 

NOM. 

y.  alight. 

None. 

None. 


6 


.00 
.00 
.00 
.00 
.00 
.01 


.00 


I 


7.10 
7.00 
7.50 
7.80 
6.00 
6.00 


6.92 


AmioinA. 


i 


•a 

a 


.0000 


.0006 

.0026 


.0007 


.0008 


.0028 

.0022 
.0020 


.0015 


.54 
.55 
.55 
.55 

.57 

.57 


.55 


Nmoanv 


0900 
1260 
1200 
1200 


.0000 


.0000 
.0000 


.0000 


.0000 


1 

B 


n 

o 


.01 
.02 
.02 
.08 
.08 
.01 


8.0 
2.7 
2.6 
2.5 

8.0 
2.7 


2.7 


.0010 


.0010 
.0020 
.0020 


Odor, 
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TTBLIiKSIiErr. 

Chemical  Examination  of  Water  from  the  Covered  Reservoir  of  the  WeUeaky  Water 

Works. 

[Parts  per  100,000.] 


• 

J 
1 

AFPBAaAVOB. 

• 

1 

o  S 

l> 

1 

AMMOiriA. 

• 

« 

1 

KinOOBN 
AB 

1 

s 

|6 

1 

f 

n 

i 

6 

1 

a 

• 

1 

S 

1 

• 

1 

20067 

ISM. 

Jan.  85 

Nooa. 

Nooe. 

.00 

0.60 

.0014 

.0042 

.66 

.0840 

.0000 

.01 

8.1 

.0010 

80006 

Mar.  20 

Nona. 

V.illglit. 

.00 

0.20 

.0000 

.0066 

.68 

.1100 

.0000 

.08 

2.7 

.0020 

S7288 

ICay  81 

Nona. 

None. 

.00 

7.00 

.0006 

.0024 

.66 

.1240 

.0000 

.02 

2.6 

.0030 

rofts 

July  80 

Nooe. 

V.  alight. 

.00 

7.80 

.0026 

.0062 

.67 

.1100 

.0000 

.08 

2.6 

.0060 

2870T 

Bept.27 

Nooa. 

y.  Blight. 

.01 

0.80 

.0010 

.0078 

.67 

.0780 

.0000 

.02 

8.0 

.0010 

MOO 

Not.  20 

None. 

y.  >Hght. 

.00 

.00 

7.10 

.0006 

.0066 

.60 

.0600 

.0000 

.02 

8.0 

.0020 

Av«.. 

6.86 

.0010 

.0066 

.67 

.0048 

.0000 

.02 

2.8 

.0028 

Odor,  nooa. 


Water  Supply  op  Westborough. 

Chemical  Examination  of  Water  from  a  Faucet  supplied  from  the  Westborough 

Water  Works. 

[Parte  per  100,000.] 


I 
§ 


87287 
888M 


9 
o 


5 
2 


Ay. 


Feb.  80 
May  34 

Aug.  26 
Not.  28 


ArpBABAwna. 


y .  aHght. 
None. 
None, 
y.  slight. 


None, 
y .  slight. 
None, 
y.  Blight. 


.01 
.01 
.01 
.06 
.02 


Bbsidub  on 

Etapoba- 

TIOM. 

a 

o 

a 

j 

HOD 

Ignl 

& 

3 

3.60 

1.80 

8.00 

0.76 

8.66 

0.86 

8.26 

0.70 

8.82 

0.00 

AmioiixA. 


ALBUMniOID. 

i 

I 

1 

^! 

h 

o 

00 

.0000 
.0004 

.0002 
.0060 
.0016 


.0082 
.0072 
.0048 
.0100 
.0068 


.0028 
.0066 

.0048 
.0006 
.0067 


.0004 

.0016 
.0000 
.0004 
.0006 


NiTBOOBH 

• 

AS 

1 

« 

J 

S 

.20 

» 

s 

.0000 

.0000 

.10 

.0010 

.0000 

.10 

.0040 

.0000 

.22 
.80 

.0070 

.0000 

.0080 

.0000 

1 

p 

I 


.08 
.18 
.10 
.10 
.10 


1.8 
0.8 
1.1 
1.7 
1.8 


Odor,  none. 
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WESTBOBOITGH  INSANE  HOSPITAIi. 

Water  Supply  of  Westborough  Insane  Hospital,  West- 
borough. 

Chemical  Examination  of  Water  from  the  Westborough  Insane  Hospital. 

[Parte  per  100,000.] 


I 


I 


2«86 
27610 
28584 

29150 
29811 


1S99. 

Apr.  25 

Jone  27 
Sept.  IS 
Oct.  25' 
Dee.  27 


Appkabahcb. 


I 


« 


8 


Decided, 
milky 

Decided, 
milky. 

Decided. 

Slight. 
Slight. 
Cone. 

Dedded. 

Cons. 

Decided. 

Cone. 

.20 
.45 
.29 
.25 
.20 


e 
o 

1 

9  IS 


12.00 

12.80 

5.15 

5.00 

18.50 


Ammohia. 


o 
e 

si 


.1000 
.1812 
.0002 
.0098 
.1186 


.0055 
.0048 
.0480 
.0460 
.0068 


.85 
.88 
.41 
.41 
.88 


5lTBOOBir 

▲e 


I 

s 


.0020 
.0000 

.0010 
.0080 
.0020 


.0002 
.0000 
.0000 
.0001 
.0001 


^ 

1 

g 

9 

• 

1 

8d 

1 

1 

a 
& 


.09 
.10 
.43 
.42 
.21 


6.4 
6.0 
1.1 
1.4 


.1200 
.1100 
.0760 
.0200 


6.4  ,.4100 


Odor  of  the  first  two  eamplee,  none ;  of  the  third  and  foorth,  nopleuent;  of  the  laet,  none,  becoming 

faintly  unpleasant  and  oily  on  heating. The  samples  were  collected  from  a  tap  at  the  pumping  station. 

The  first  two  and  last  samples  repreeent  water  from  the  tabular  wells;  the  others,  water  from  Chaao^ 
Potfd. 


Water  Supply  of  Westfield. 

Chemical  Examination  of  Water  Jrom  the  Storage  Reservoir  of  the  Westfield  Water 

Works. 

[ParU  per  100,000.] 


m 


a 
o 


o 


27808 
28271 
29406 


Av. 


Feb.  21 
Jane  1 
Ang.  17 
Not.  15 


Appsasaxob. 


V.aUght. 
Blight. 
Blight. 
Dedded. 


Blight. 
Blight. 
Cone. 
Cons. 


I 


.29 
.84 
.51 
.90 


.51 


Rbsidub  ok 

Eyapoba- 

noK. 


2.46 
1.65 
2.45 
4.00 


2.64 


a 
o 
a 

81 


1.00 
1.05 
1.46 
2.20 


1.42 


AMXonA. 


i 


ALBUMXVOro. 


? 


i 


0006.0066 


.0002 
.0050 
.0086 


.0028 


.0186 
.0669 
.0416 


.0070 
.0164 
.0274 


.0207 


.0016 
.0028 
.0066 
.0094 
.0055 


NiTBOOBV 

9 

AS 

1 

• 

6 

.12 

J 

s 

K 

s 

.0020 

.0001 

.09 

.0029 

.0000 

.08 

.0020 

.0000 

.19 
.12 

.0080 
.0082 

.0000 

.0000 

a 

I 


0.42 
0.48 
0.68 
1.02 


0.65 


0.8 
0.2 
0.5 
0.5 
0.4 


Odor  of  the  first  two  eamplee,  none,  becoming  (Untly  Tefstable  on  heatlag;  of  the  third,  dlettnelly 
▼egvtable;  of  the  laet,  diatinetly  onpleaeant. 
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WESTFIEIiD. 

ChemicfH  Examination  of  Water  Jrom  TUlottson  Brook,  in  Oranville. 

[Parts  per  100,000.] 


1 

m 

Appbabahob. 

Rksidub  cm 
Etapoba- 

TIOM. 

AXMOHIA. 

• 

S         Chlorine. 

NITKOOBN 
AS 

Oxygen  Consumed. 

• 

1 

.1 

9 

1 

1 

Loss  on 
Ignition. 

1 

ALBUMINOID. 

• 
'a 

1 

1 

« 

i 

> 

s 

s 

si 

09 

• 

SUM 

ISM. 

Jan.    9 

Nope. 

v.  sHgbt. 

.07 

2.30 

0.60 

.0004 

.0084 

.0084 

.0000 

.0020 

.0000 

.12 

0.5 

M807 

Feb.  81 

None. 

Sligbi. 

.08 

2.40 

0.75 

.0000 

.0086 

.0028 

.0006 

.12 

.0030 

.0002 

.14 

0.5 

17807 

Jnoe   1 ' 

V.  alight 

V.  Blight. 

.10 

2.60 

0.75 

.0012 

.0072 

.0062 

.0010 

■  IS  : 

.0050 

.0000 

.19 

0.6 

S82TO 

Ang.  17 

None. 

y.  slight. 

.06 

8.86 

1.00 

.0014 

.0086 

.0082 

.0004 

.12  1 

.0050 

.0000 

.11 

0.6 

»405 

Not.  14 

None. 

V.  slight. 

.12 
.00 

3.06 

0.75 

.0006 
.0007 

.0064 

.0062 
.0048 

.0002 
.0005 

.18  1 

1 

.12  1 

1 

.0060 

.0000 

.24 

0.6 

At... 

2.72 

0.77 

.0048 

.0042  nnnn 

.16 

0.5 

* 

Odor,  faintly  Tegetable  or  none. 

Water  Supply  of  Weston.  —  Weston  Aqueduct  Company. 

Chemical  Examination  of  Water  from  the  Well  of  the  Weston  Aqueduct  Company, 

[Parte  per  100,000.] 


Date  of 

Collection. 

Appbabahob. 

1 

a  8 

OS, 

It 

AXMOHIA. 

i 

NrrxooBH 

AS 

Oxygen 

Consumed. 

1 

1 

• 

1 

1 

1 

Albu- 
minoid. 

• 

S 

1 

• 

S 

• 

1 

87400 

June  12 

None. 

None. 

.07 

6.60 

.0000 

.0014 

.37 

.0480 

.0000 

.02 

2.8 

.0010 

87T64 

July  18 

V.  alight. 

Slight. 

.06 

6.20 

.0000 

.0074 

.88 

.0400 

.0000 

.04 

2.6 

.0880 

88089 

Aag.  8 

None. 

None. 

.02 

6.00 

.0006 

.0014 

.88 

.0480 

.0000 

.02 

2.2 

.0010 

88688 

Sept.  12 

None. 

y.  slight. 

.00 

6.60 

.0000 

.0016 

.46 

.0880 

.0000 

.04 

2.2 

.0080 

89004 

Oet.  11 

None. 

None. 

.01 

6.80 

.0000 

.0014 

.68 

.0860 

.0000 

.03 

2.6 

.0080 

At... 

.08 

6.88 

.0001 

.0026 

.48 

.0800 

.0000 

.03 

2.4 

.0078 

Odor  of  the  lint  two  samples,  distinetly  Tegetable  and  nnpleasaut;  of  the  others,  none. 


Water  Supply  of  West  Springfield. 

The  advice  of  the  State  Board  of  Health  to  the  water  commis- 
sioners of  West  Springfield  relative  to  a  proposed  additional  water 
supply  for  that  town  may  be  found  on  pages  51  to  56  of  this 
volume. 
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WEST  BFRINGFEBIiD. 

Chemical  Examination  of  Water  from  a  Faucet  supplied  from  Darby  Brook 

Reservoir, 

[Ptfii  per  100,000.] 


a 

s 


% 


20516 
28244 
20277 


Av. 


18M. 

Mar.  16 

Aug.  16 
Not.    6 


▲ppbasaxcb. 


s 

a 


a 


o 


Blight. 

Decided. 

Slight. 


BUght. 

Cons. 

BUght. 


.11 
.10 
.20 


.17 


RUIDUI  OX 

Ktaposa- 

TIOH. 

• 

<> 

z 

• 

a'' 

1 

3 

4.60 

1.16 

6.86 

2.00 

6.00 

1.80 

6.82 

1.66 

Almoin  A. 


ALBDMXHOm. 

* 

. 

t 

« 

1 

i 

s 

si 

h 

H 

p 

00 

.0010 
.0016 
.0084 


.0020 


.0116 
.0862 
.0100 


.0210 


.0062 
.0202 
.0148 


.0184 


.0064 
.0160 
.0042 


.0066 


.10 
.21 
.20 


,17 


MiTBOOBN  ' 

^ 

AS           1 

g 

g 

a 

o 

• 

^ 

1 

1 

o 

7!t 

^  1 

O 

.0070 
.0020 
.0060 


.00011 

I 

.0000; 

.0001 


.18 
.27 


.0060.0001,1.28 


8 

e 

t3 


2.1 
S.S 

2.0 
2.4 


Odor,  diaUnetly  anpleeeant  or  dleaigreeftble. 


Microscopical  Examination  of  Water  from  a  Faucet  supplied  from  Darby  Brook 

Reservoir, 

[Number  of  orgaDleme  per  enble  oenttmeter.] 


Mar. 


▲ng. 


Key. 


Day  of  examination 

Nnmberofaample,      .       ,       .       • 

PLANTS. 
Dlatoxnaoeea 

Synedra, 

Oyanopliyoeea 

Anab»na, 

Aiflr» 

ANIlfALS. 
InftiBorla 

Ciliated  infueorian, 

Peridiniom, 

VermeB, 

Orastaoea,  Cyelopi, 

JMtoci^aneeiM,  ZoSgloM,     . 

Total, 


.17 
26616 


18 
28244 


8 
20277 


44 

26 

0 
0 


t,208 
2,200 


600 


40 


26 

48 

40 


168 

40 
118 


0 
0 


ItO 


870 

12 
844 


pr. 


fO 


It 

0 
2 


8 

0 


10 


880 


8,246 
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WEST  SFRXNOFLBIiD. 

Chemical  Examination  of  Water  from  the  Receiving  Well  of  the  West  Springfield 

Water  Works, 

[ParU  p«r  100,000.] 


a 

a 


?S 


;3 


2661T 
38246 
Sn76 


Av. 


18M. 

liar.  15 
Aog.  16 
Not.    6 


Appsjlbahob. 


3 


v.  Blight. 

None. 

Nooa. 


V.  Blight. 
NoDe. 

None. 


.00 
.00 
.08 


.01 


§ 

3 
SH 


I 


6.00 
6.50 
7.00 


6.80 


AXXOWIA. 


I 


3 


.0000 
.0000 
.0002 


.0001 


.0010 
.0004 
.0012 


.0009 


.86 
.46 
.60 


.47 


miTIOOSlI 


■ 

I 


I 


.2850 
.1600 
.1800 


.1017 


.0000 
.0000 
.0000 


.0000 


a 

s 
e 

M 
O 


m 


» 


I 


.02 
.02 
.01 


.02 


2.0 
2.5 
2.7 


2.7 


.0040 
.0010 
.0010 


.0090 


Odor,  none. 

Chemical  Examination  of  Water  from  Varums  Sources  in  West  Springfield, 

[Parts  per  100,000.] 


j 


n 
o 
u 


o 


20002 

26083 
20004 
90006 


26007 


lSt9. 

Jan.  80 
Jan.  80 
Jan.  80 
Jan.  80 
Jan.  80 
Jan.  80 


Appeabahob. 


I 

Eh 


a 
I 


8 


Slight. 
V.  alight 
Slight. 
V.  alight, 
y.  alight. 
V.  alight 


Cons. 

Slight. 

V.  Blight. 

Slight. 

Slight. 

Slight. 


.00 
.11 
.11 
.15 
.05 
.02 


Rbsidub  ok 

EVAPOKA- 

noK. 

a 

a 

1 

5 

6.00 

1.70 

7.80 

1.00 

7.60 

2.20 

6.75 

1.75 

4.25 

0.05 

0.75 

1.10 

AXXOVIA. 


AX.BDMIMOID. 


"3 


I 


3l 


3 

00 


.0018 
,0014 
.0020 
.0016 
.0014 
.0000 


.0008 
.0086 
.0100 
.0256 
.0120 
.0012 


.0054 
.0062 
.0078 
.0108 
.0004 
.0006 


.0044 
.0024 
.0022 
.0058 
.0026 
.0006 


.21 
.10 
.26 
.14 
.18 
.14 


Mrraoosv 

Al 


.0650 
.0800 
.0570 
.0070 
.0120 
.0020 


.0001 
.0003 
.0002 
.0000 
.0000 
.0000 


1 

0 

I 

a 

I 

O 


.14 
.17 
.28 
.29 
.12 
.04 


8.5 
4.0 
8.0 
8.9 
2.0 
7.T 


Odor,  none.    A  very  faintly  vegetable  odor  waa  developed  in  the  third  and  fourth  aamplea  on 

heating. The  first  aample  waa  collected  from  Bagg  Brook;  the  aeoond.  from  Block  Brook  a  ahort 

diatance  north  of  the  Weatfleld  road;  the  third,  from  Blook  Brook  1.200  feet  south  of  the  Weatfleld 
road;  the  fonrth,  from  the  north  branch  of  Hyde  Brook;  the  fifth,  from  the  sonth  branch  of  Hyde 
Brook;  and  the  last,  from  Pepper  Brook. 


96074 


37891 
29164 


Av. 


Water  Supply  of  Weymouth. 
Chemical  Examination  of  Water  from  Great  Pond,  in  Weymouth. 

[ParU  per  100,000.] 


a 


Jan.  81 
Apr.  26 
July  26 
Oct.  26 


ApPBAKAaCB. 


a 


a 

1 

i 


V.  slight 
v.  slight. 
Slight. 
I>ecided. 


V.  slight, 
v.  slight. 
Cons. 
V.  sHght. 


I 


1.02 
0.90 
0.58 
0.50 


0.74 


BiSIDUB  ON 
BVAPOBA- 

nov. 


I 


I 
I 


4.40 
8.00 
8.70 
8.50 


8.65 


2.40 
1.60 
1.60 
1.50 


1.75 


AmiOMiA. 


I 


.0004 
.0010 
.0000 
.0018 


.0008 


ALBDMIXOID. 


.0220 
.0166 
.0000 
.0242 


.0170 


I 

si 

oo 


.0904 
.0164 
.0080 
.0216 


.0166 


.0016 
.0002 

.0010 
.0026 


9 

e 


.60 
.47 
.57 
.50 


MITBOGBB 
AS 


.0018 


.58  ! 


I 
I 


.0020 
.0030 
.0080 
.0020 

.0025 


Si 


.0000 
.0001 
.0000 
.0000 


.0000 


1.19 
0.86 
0.54 
0.58 


0.79 


8 


0.6 
0.8 
0.8 
0.5 

0.5 


Odor  of  the  first  two  samples,  faintly  vegetable;  of  the  others,  faintly  unpleasant. 
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WIIiMINGTON, 

Wilmington. 

The  advice  of  the  State  Board  of  Health  to  the  town  of  Wilming- 
ton relative  to  the  quality  of  the  water  used  for  drinking  purposes 
at  a  certain  school-house  in  that  town  may  be  found  on  page  56  of 
this  volume. 


Chemical  ExamincUion  of  WcUer  from  a  WeU  in  Wilmington. 

[ParU  per  100,000.] 


• 

Appsasancb. 

i 

Ammonia. 

NrntooBN 

^ 

« 

*« 

AS 

a 

1 

s 

.§ 

• 

• 

1 

noon 
vapon 

« 

•a 

o 
a 

• 

1 

• 

1 

a 

■ 

s 

IS 

1 

1 

3 

• 

1^ 

1 

B 

»4 

^ 

Q 

H 

(C 

O 

X 

u* 

< 

KJ 

va 

i 

o 

s 

1899. 

88718 

Sept.  22 

Slight. 

y.  Blight. 

.06 

6.40 

.0064 

.0106 

.94 

.0220 

.0018 

.11 

1.8 

.0120 

Odor,  yery  disagreeable,  becoming  offensive  on  heating. 


Water  Supply  of  Winchendon. 

Chemical  Examination  of  Water  from  the  Well  of  the  Winchendon  Water  Works, 

[Parts  per  100.000.] 


% 


S71S2 
S7681 
27871 
28868 
28720 
20149 


At. 


I 

2 


Ifay  18 

June  20 
July  24 
Aug.  24 
Sept.  25 
Oet.  25 


Apfbakamob. 


& 


s 

I 


None. 

None. 

V.  slight. 

SUght, 

mUky. 
None. 

y.  slight. 


V.  slight. 

None. 

None. 

None. 

None. 

None. 


& 


.02 
.00 
.02 
.05 
.02 
.04 


.08 


p  > 
SH 


2.60 
8.70 
8.80 
2.40 
8.00 
8.60 


8.17 


Ammonia. 


I 


e 


.0000 
.0008 
.0000 
.0000 

.0000 
.0000 


.0001 


.0010 
.0080 
.0014 
.0006 

.0012 
.0006 


.0018 


• 

I 


.10 
.10 

.11 

.10 
.00 
.10 


.10 


KITBOOBV 
AS 


i 


.0100 
.0060 
.0020 
,0020 
.0000 
.0060 


.0048 


» 


.0000 
.0000 
.0000 
.0000 
.0000 
.0000 


.0000 


I 

9 


I 


.08 

0.8 

.06 

0.8 

.01 

0.8 

.02 

0.8 

.05 

1.1 

.10 

0.6 

.04 

0.8 

.0060 
.0180 
.0070 


•0020 
.0100 
.0118 


Odor,  none. 
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WINCHE8TIEB. 


Water  Supply  of  Winchester. 


Chemical  Examination  of  Water  from  the  North  Eeservoir  of  the  Winchester 

Water  Works. 


[ParU 

per  100.000.] 

1 

■ 

1 

1 

Appkabascb. 

RJBSIDITS  OH 

EVAPOKA- 

TTOV. 

Ammohia. 

• 
a 

1 

.44 

NlTBOOKH 
A8 

m 

1 

a 
« 
a 

a 

a 

1 

Turbidity. 

*i 

1 

& 

Loss  on 
Ignition. 

h 

ALBCVIVOID.      [ 

Nitrates. 

« 

s 

r 

1 

• 

1 
1 

s 

Sus- 
pended. 

1 

258ft2 

Jan.     6 

Slight. 

y.  alight. 

.00 

4.40 

1.00 

.0028 

.0208 

.0172 

.0036 

.0070 

.0002 

.28 

2.0 

M120 

Feb.    8 

y.  alight. 

y.sught. 

.10 

6.10 

1.86 

.0008 

.0214 

.0174 

.00401 

.61 

.0100 

.0001 

.31 

2.8 

S8S73 

Mar.    1 

v.  alight. 

y.  alight. 

.08 

2.26 

0.86 

.0058 

.0110 

.0084 

.0026* 

.22 

.0060 

.0001 

.14 

0.8 

28666 

Apr.    4 

SUght. 

Slight. 

.07 

4.46 

1.80 

.0082 

.0178 

.0166 

.0012| 

.42 

.0080 

.0003 

.23 

1.8 

270O4 

May    8 

Blight. 

Slight. 

.10 

6.26 

1.86 

.0018 

.0262 

.0280 

.0022! 

.46 

.0060 

.0003 

.26 

2.2 

S7824 

June  6 

y.  alight. 

y.sUght. 

.10 

6.10 

1.86 

.0010 

.0240 

.0212 

.0028 

.63 

.0030 

.0000 

.32 

2.0 

ami 

July  11 

y.  alight. 

y.aUght. 

.04 

6.26 

1.80 

.0002 

.0216 

.0104 

.0022 

.47 

.0080 

.0000' 

1 

.24 

2.6 

S7M4 

Aog.  1 

y.  alight. 

y.aUght. 

.00 

6.70 

1.60 

.0004 

.0218 

.0180 

.0088 

.68 

.0010 

.0000 

.32 

2.6 

28470 

Sept.  6 

y.  alight. 

SUght. 

.06 

6.60 

1.00 

.000-2  .0260 

.0288 

.0022 

.48 

.0060 

.0000 

.28 

2.8 

S88e8 

OeU    8 

Slight.  ' 

Cona. 

.06 

6.10 

1.86 

.0010 

.0272 

.0216 

.0056 

.68 

.0010 

.0000 

.80 

2.8 

29204 

Nov.    1 

y.  alight. 

Slight. 

.06 

6.16 

1.26 

.0038 

.0246 

.0206 

.0040 

.60 

.0060 

.0000 

.26 

2.2 

20668 

Dec.    4 

y.  alight. 

y.  alight. 

.12 

6.16 

1.86 

.0016 

.0218 

.0102 

.0020 

.60 

.0010 

.0000 

.24 

2.2 

Averages  by 

Years. 

- 

1888 

- 

- 

.16 

4.98 

1.34 

.0046 

.0278 

- 

- 

.47 

.0181 

.0003 

- 

- 

- 

1880 

- 

- 

.14 

4.62 

1.18 

.0022 

.0222 

.0176 

.0047 

.47 

.0106 

.0008 

- 

- 

- 

18M 

- 

- 

.09 

6.80 

1.81 

.0017 

.0201 

.0160 

.0041 

.62 

.0168 

.0002 

- 

2.7 

- 

1801 

- 

- 

.10 

4.94 

3.88 

.0084 

.0222 

.0109 

.0068 

.61 

.0162 

.0001 

- 

2.1 

- 

1882 

- 

- 

.06 

6.28 

1.69 

.0068 

.0217 

.0177 

.0040 

.60 

.0192 

.0002 

- 

2.6 

- 

1808 

- 

- 

.07 

6.18 

1.62 

.0066 

.0262 

.0172 

.0080 

.69 

.0127 

.0002 

.27 

2.8 

- 

18M 

- 

- 

.09 

6.86 

1.86 

.0017 

.0196 

.0160 

.0068 

.82 

.0076 

.0001 

.26 

2.6 

- 

1806 

- 

- 

.11 

6.60 

2.06 

.0024 

.0208 

.0169 

.0064 

.91 

.0188 

.0002 

.29 

2.6 

- 

1890 

- 

- 

.12 

0.82 

1.94 

.0022 

.0242 

.0184 

.0068 

.86 

.0116 

.0001 

.82 

2.6 

- 

1897 

- 

- 

.10 

6.70 

1.88 

.0048 

.0266 

.0226 

.0061 

.79 

.0121 

.0001 

.81 

2.7 

- 

1806 

- 

- 

.11 

6.70 

1.87 

.0088 

.0228 

.0191 

.0067 

.66 

.0068 

.0001 

.29 

2.6 

• 

1899 

- 

- 

.06 

4.87 

1.46 

.0010 

.0319 

.0189 

.0080 

.60 

.0046 

.0001 

1 

.26 

2.1 

Vcm  to  BDalyaea  of  1899:  Odor,  generally  vegeUble,  becoming  atronger  and  oceaaionally  ilahy  or 
vnpleaHBt  on  heating. 
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Microscopical  Examinaiion  of  Water  from  the  North  Reservoir  of  the  Winchester 

Water  Works. 

[17amber  of  organiioit  per  cablo  oentimeter.] 


iseo. 

* 

Jan. 

Feb. 

Mar. 

Apr. 

May. 

Jane. 

Joly. 

Aoff. 

Sept. 

Oet 

Nov. 

Dee. 

Day  of  examination, .... 

6 

8 

2 

5 

4 

6 

12 

2 

6 

4 

1 

6 

Number  of  sample,    .... 

25862 

26120 

2687826655 

27004 

27824 

27711 

27944 

28470 

28868 

20SM 

20558 

PLANTS. 

DlatomacesD 

» 

0 

0 

68 

193 

176 

8 

tl 

14 

5S8 

460 

183 

AaterioneUa,        .       •       .       • 

Oydotella, 

Synedre 

52 
10 
10 

0 
0 
0 

0 
0 
0 

8 

46 
8 

28 
78 
55 

0 
106 

4 

0 
0 
0 

0 
8 
4 

0 

10 

0 

486 

06 

0 

870 

44 

6 

155 

10 

4 

OyanopliyoeeB 

0 

SO 

t 

0 

t 

14 

0 

43 

IS 

60 

4 

1 

Anabnna, 

CoBtoapbmrium,   .... 
MlerocystU,         .... 

0 
0 
0 

2 

28 

0 

0 
2 
0 

0 
0 
0 

0 
2 
0 

0 

4 
6 

0 
0 
0 

4 

4 

86 

0 

1 

14 

86 

6 

18 

0 

4 
0 

0 
1 
0 

AlffeB. 

10 

0 

0 

t 

0 

117 

43 

29 

32 

34 

67 

6 

Protocoeoua,        .... 

0 

0 

0 

0 

0 

06 

46 

10 

26 

0 

SO 

5 

ANIMALS. 

ft 

InftiBoria, 

0 

3,408 

0 

9 

6 

36 

11 

6 

46 

181 

14 

IS 

Dtnobryon, 

Baglenaaon>|      .       .       .       • 

Peridlnium, 

Synnra, 

Trachelomonas,  .       .       •       • 

0 
0 
0 
0 
0 

2,886 

42 

444 

66 
14 

0 
0 
0 
0 
0 

4 
0 
0 
0 
2 

0 
0 
5 
0 
0 

30 
0 
0 
0 
0 

0 
0 

1 

0 
6 

0 
0 
2 
0 
0 

12 

0 
10 

104 

0 

0 

0 

20 

6 
0 
0 
0 
6 

90 
0 
0 
0 
2 

Vermes 

0 

6 

0 

0 

6 

3 

0 

0 

0 

f 

0 

0 

Oruetacea,  Cyclops,    . 

0 

0 

0 

0 

pr. 

0 

0 

0 

0 

pr. 

0 

pr. 

Jf{«c</toneou«,  ZoSglosa,   . 

5 

0 

0 

10 

10 

7 

8 

10 

s 

IS 

10 

3 

Total, 

87 

8,444 

2 

89 

216 

868 

68 

HI 

112 

700 

585 

218 
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WINCHESTER. 

Chemical  ExamincUion  of  Water  from  the  South  Beservoir  of  the  Winchester  Water 

Works. 


[Parta 

per  100,000.] 

• 

.2 

8 

• 

1 

Appbarahob. 

Rbbidub  on 
Evapora- 
tion. 

Ammonia. 

« 

i 

.29 

1 

NiTSOOKN 1 
A8     ! 

1 

s 

s 
c 

& 
J? 

o 

• 

1 

1 

a 

■i 

Loss  on 
Ignition. 

1 

ALBUUINOID. 

• 

9!, 

1 

1 

1 

* 

1 

Dissolved. 

Sus- 
pended. 

1 

m 
33 

26868 

18M. 

Jan.  6 

Slight. 

y.  sUght. 

.11 

8.16 

1.60 

.0004 

.0274 

.0262 

.0022 

.0010 

.oooii 

1 
.29 

1.4 

86121 

Feb.  8 

y.  alight. 

SNght. 

.18 

8.80 

1.20 

.0066 

.0194 

.0140 

.0064 

.26 

.0080 

.0001 

!.26 

1.8 

288T4 

Mar.  1 

Slight. 

Slight. 

.11 

2.86 

1.26 

.0108 

.0276 

.0246 

.0080 

.24 

.00-10 

.0001 

|.21 

0.8 

26866 

Apr.  4 

SUght. 

Cona. 

.22 

8.66 

1.66 

.0002 

.0348 

.0248 

.0100 

.24 

.0020 

.0000 

.38 

0.8 

27006 

May  8 

y.  sUght. 

y.  Blight. 

.08 

8.16 

1.20 

.0010 

.0240 

.0160 

.0080 

.27 

.0010 

.0001 

|.» 

1.0 

27826 

JniM  6 

y .  Blight. 

y.  Blight. 

.06 

8.10 

1.46 

.0010 

.0181 

.0160 

.0021 

.29 

.0020 

.0000  .30 

1.3 

2ni2 

Joly  11 

SUght. 

SUght. 

.06 

3.30 

1.46 

.0002 

.0240 

.0227 

.0018 

.27 

.0020 

.0000 

.24 

1.7 

27946 

Ang.  1 

y.  Blight. 

y.  aUght. 

.06 

4.10 

1.75 

.0000 

.0228 

.0196 

.0032 

.83 

.0010 

.0000 

.32 

1.3 

28471 

S«pi.  6 

y .  Blight. 

y.  Blight. 

.00 

4.26 

1.80 

.0010 

.0248 

.0214 

.0084 

.29 

.0020 

.0000 

.36 

1.0 

2B866 

Get.  8 

SUght. 

SUght. 

.07 

8.40 

1.46 

.0028 

.0294 

.0266 

.0008 

.29 

.0010 

.0001 

.82 

1.8 

29906 

Not.  1 

Slight. 

OODB. 

.10 

8.46 

1.90 

.0076 

.0314 

.0202 

.0062 

.87 

.0080 

.0001 

.34 

1.4 

20669 

Dee.  4 

Slight. 

Slight. 

.22 

8.80 

1.80 

.0204 

.0246 

.0228 

.0018 

.29 

.0010 

.0000 

.82 

1.8 

Averages  by  Tears, 


-. 

1892 

- 

-. 

.61 

6.17 

2.04 

.0066 

.0892 

.0818 

.0074 

.88 

.0118  .0002 

. 

2.2 

- 

1808 

- 

- 

.84 

4.78 

1.86 

.0064 

.0291 

.0216 

.0076 

.36 

.0093.0002 

.49 

2.1 

- 

18M 

- 

- 

.18 

4.66 

1.76 

.0049 

.0267 

.0282 

.0086 

.41 

.0024 

.0001 

.46 

1 

1.9 

- 

1896 

- 

- 

.18 

4.44 

1.77 

.0069 

.0261 

.0226 

.0036 

.41 

.0070 

.0001 

.41 

1.9 

- 

1896 

- 

- 

.18 

4.22 

1.76 

.0040 

.0826 

.0266 

.0070 

.87 

.0006 

.0000 

.48 

1.6 

- 

1807 

.K 

- 

.16 

8.82 

1.66 

.0061 

.0282 

.0280 

.0062 

.89 

.0066 

.0001 

.36 

1.4 

- 

1800 

- 

- 

.17 

8.87 

1.64 

.0047 

.0264 

.0221 

.0088 

.40 

.0026 

.0000 

.31 

1.6 

- 

1800 

- 

- 

.11 

8.41 

1.48 

.0060 

.0267 

.0216 

.0041 

.29 

.0017 

.0000 

.30 

1 

1.2 

Nan  to  aDalyaea  of  1899 :  Odor,  generally  faintly  ▼egetable,  booomiDg  atronger  and  occaaioDally 
vnpleaHnt  or  flahy  on  heating. 
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cf  Wdier/rom  the  South  Rntrvokt  qf  the  Winchetter 
Water  Works. 
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WINCHBSTBB. 

ChemiecU  ExamiruUian  of  Water  Jram  the  Middle  Reservoir  of  the  Winchester 

Water  Works. 

[ParU  per  100,000.] 


I 

8 

9i 


a 


ttSM 

26182 
20376 
26067 

snMO 

27826 
2ni8 
2IM6 
28472 
28867 
20206 
20660 


Jan.  5 

Feb.  3 

Mar.  1 

Apr.  4 

May  8 

June  6 

July  11 

Aug.  1 

Sept.  6 

Oct.  8 

Nov.  1 

Dm.  4 


APPBABAirOS. 


•5 

1 


Blight. 

Decided. 

Slight. 

V.  Blight. 

Decided. 

Blight. 

Decided. 

Decided. 

Decided. 

Decided. 

Decided. 

Decided. 


y .  Blight. 
Cods. 
Blight. 
y.  Blight. 

OODB. 
OODB. 

Gone., 

green. 
Cone. 

Cone. 

Heavy. 

Cons. 

Cone. 


.12 
.11 
.06 
.10 
.80 
.26 
.28 
.20 
.26 
.20 
.34 
.40 


RBBinnB  ON 

EVAPOKA- 
TIOM. 

1 

Lesson 
Ignition. 

3.80 

1.86 

3.60 

1.86 

2.10 

0.86 

3.40 

1.60 

8.76 

1.60 

3.80 

2.06 

3.60 

1.80 

4.70 

2.06 

6.10 

2.66 

4.00 

1.00 

3.80 

2.00 

3.66 

2.16 

AXHOMIA. 


ALBDMIKOID. 

• 

• 

1 

• 

1 

£ 

1 

si 

h 

I' 

o 

S 

.0006 
.0004 
.0122 
.0046 
.0012 
.0004 
.0012 
.0006 
.0060 
.0012 
.0024 
.0004 


.0834 
.0608 
.0868 
.0182 
.0866 


.0602 
.0316 
.0820 
.0788 
.0780 
.0628 


.0272 
.0286 
.0278 
.0162 
.0264 
.0344 
.0208 
.0176 
.0470 
.0486 
.0476 
.0460 


.0062 
.0222| 
.0074 
.0020 
.0102{ 
.0046 
.0204 
.0140 
.0860 
.0862 
.0804 
.0168 


e 
e 

1 


.24 
.38 
.24 
.28 
.81 
•26 
.26 
.28 
.80 
.26 
.80 
.20 


MlTBOOBK 
A8 


s 


.0010 
.0010 
.0030 
.0060 
.0010 
.0020 
.0020 
.0020 
.0080 
.0010 
.0030 
.0010 


.0000 
.0001 
.0001 
.0000 
.0000 
.0001 
.0000 
.0000 
.0000 
.0000 
.0000 
.0000 


a 

a 

a 
o 

a 

M 

o 


.36 
.40 
.27 
.27 
.42 
.60 
.66 
.72 
.62 
.62 

.62 


» 


1.0 
1.7 
0.6 
1.0 
0.8 
1.0 
1.8 
1.8 
1.7 
1.8 
1.8 
1.0 


Averages  by  Years, 


- 

1896 

- 

- 

.41 

4.84 

2.68 

.0064 

.0608 

.0462 

.0281 

.41 

.0066 

.0001 

.70 

1.8 

- 

1896 

- 

- 

.41 

4.46 

2.28 

.0004 

.0624 

.0878 

.0161 

.36 

.0068 

.0000 

.69 

1.8 

- 

1897 

- 

«• 

.41 

4.22 

2.16 

.0028 

.0641 

.0869 

.0182 

.88 

.0067 

.0000 

.68 

1.2 

- 

1898 

- 

- 

.26 

3.84 

2.00 

.0061 

.0621 

.0819 

.0202 

.88 

.0080 

.0001 

.48 

1.2 

- 

3899 

- 

«• 

.22 

3.68 

1.80 

.0026 

.0604 

.0826 

.0178 

.28 

.0022 

.0000 

.40 

1.2 

NoTB  to  analyaeB  of  1899 :  Odor,  vegetable  or  nnpleaaant,  beooming  Btronger  and  B<Hnetlmea  oifen* 
sive  on  heating. 
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WINCHESTER. 

Mieroscoptcal  ExatnincUion  of  Water  from,  the  Middle  Reservoir  of  the  Winchester 

Water  Works. 

[Number  of  organtoma  per  eablo  ceDtlmeter.] 


1M9. 


Jan. 


Feb. 


Mar. 


Apr. 


May. 


Jane. 


Jnly. 


Aug. 


Sept 


Oct 


Hot. 


Dee. 


Day  of  examination, 
Number  of  sample, 


6 
S5864 


8 
28182 


2 
26376 


5 
26667 


4 
27006 


6 
2T826 


12 

S7718 


2 
27M6 


2847228867 


29206  2»6a0 


PLANTS. 

DiatoxnaoeflB, 

Aaterlonella,  . 

Cyolotella,    .  .  .  . 

Bynedra,      .  .  .  . 

Tabollaria,   .  .  .  . 

OyanopliyceaB,  . 

Anabnna,     .... 

CoBloephaerinm,    .       .       • 

MiorocyatU, 

Oeoillaria 

Algm 

Arthrodeamaa,     . 
Protoeooona, 

Baphldlam 

Stanraatram,        . 


3 

0 

0 

30 

288 

80 

2,320 

208 

130 

4,180 

688 

0 

1 

2 

0 

0 
0 
0 
0 

0 
0 
0 
0 

16 
8 
6 
1 

206 

20 
10 
60 

62 
0 

16 
2 

62 

0 

2,240 

8 

0 

0 

208 

0 

0 
0 

180 
0 

0 

88 

4,000 

24 

48 
0 

620 
0 

19 

0 

19 

0 

32 

34 

58 

2,778 

382 

220 

188 

6 

18 

0 

0 

0 
0 
0 

0 

0 

19 

0 

0 

0 
0 
0 
0 

20 

10 

0 

0 

24 

10 
0 
0 

40 

16 

0 

0 

886 

82 

8 

2,400 

272 

74 

0 

0 

44 

148 

20 

0 

8 

166 

0 

0 

0 

0 

0 

10 

20 

8 

1 
20!  178 

181 

781 

48 

0 
0 
0 
0 

0 
0 
0 
0 

0 
0 
0 
0 

0 
0 
6 
0 

4 
0 
4 
0 

0 
0 

4 
2 

8 
0 

4 
4 

0 

0 

88 

80 

108 

66 

0 

8 

0 

0 

682 

124 

4 

0 

40 

0 

2,8K 

2,480 
8 
804 

0 


84 
0 
0 


118 

0 
32 
64 

0 


ANIIIALS. 
Bhlaopoda,  Aetinophrya,  . 

Infusoria 

Ohlamydomonas, 
Oryptomonaa, 
Dioobryon,  .... 

Halteria 

Perldinlnm, . 
Tracfaelomooaa,  . 
Uroglena,     .       .       .       . 

Vermes 

Annrea,        .       .       .       . 

Onistaoea,    .      .      .      . 

Cyelopa,       .       .       .       . 
Daphnia,      .       .       .       . 

MUetUafuout,  ZodgloBa,   . 

Total,        .      .      .      . 


0 


0 
0 
7 
0 
0 

1 

0 


0 
0 


0 
0 
0 
0 
4 
1 
0 


pr. 
pr. 


0 
0 
0 
0 
0 
0 
0 


0 

0 


0 
0 


0 
0 
0 
0 
8 
0 
0 


0 
0 


0 
0 


47 

0 
6 
12 
0 
2 
6 
8 


24 

16 


0 
0 


82 

0 

10 

0 

2 

84 
0 
2 


7 
2 


pr. 


170 

0 
4 
0 
0 
164 
0 
0 


138 

16 
80 
0 
88 
0 
8 
0 


4t 

82 


804 

0 
0 
0 
0 
800 
2 
0 


18 
4 

pr. 

pr. 
pr. 


182 

80 
60 
0 
4 
4 
20 
0 


20 

0 
0 
0 

4 
0 
0 

4 


4 
4 


pr. 

0 
pr. 


108 
88 

0 

0 

0 

12 

4 


8 

0 


^'o 


12 


18 


108 


80 


IS 


10 


18 


86 


12 


10 


46 


424 


194 


2,688 


8,870 


1,601 


6,808  018 


No.  34.]     EXAMINATION  OF  WATER  SUPPLIES.  345 


wtnthrop. 

Water  Supply  of  Winthrop. 

(See  Metropolitan  WaUr  District,  pages  127  to  152.) 

Water  Supply  of  Woburn. 

ChenUccd  Examination  of  Water  from  the  FUter-QaUery  of  the  Woburn  Water 

Works. 

[ParU  per  100,000.] 


Date  of 

CoUectlon. 

Afpbaiahos. 

Residue  on 
Evaporation. 

Ammoma. 

■ 

• 

i 

NITROOBH 

AB 

• 

1 

s 

B 

f 

• 

i 

• 

m 

1 

1 

1^ 

o 

B 
|1 

• 

1 

99 

• 

1 

1 

2S084 

Jan.  18 

None. 

None. 

.00 

0.00 

.0088 

.0020 

1.18 

.0280 

.0000 

.04 

4.8 

.0010 

mxt 

Feb.  16 

None. 

V.  alight. 

.00 

9.00 

.0082 

.0014 

1.21 

.0860 

.0000 

.08 

4.4 

.0010 

8660Q 

Mar.  16 

None. 

V.  alight. 

.00 

10.00 

.0040 

.0024 

1.22 

.0470 

.0000 

.04 

4.7 

.0010 

S6021 

Apr.  S5 

None. 

V.  alight. 

.00 

9.80 

.0080 

.0020 

1.14 

.0680 

.0000 

.06 

4.8 

.0080 

S7188 

May  17 

None. 

V.  alight. 

.00 

9.60 

.0030 

.0022 

1.14 

.0880 

.0000 

.04 

4.4 

.0060 

37547 

Jan«S2 

None. 

None. 

.00 

8.80 

.0048 

.0022 

1.19 

.0260 

.0000 

.06 

4.2 

.0010 

t78t6 

July  10 

None. 

None. 

.00 

9.40 

.0048 

.0020 

1.18 

.0220 

.0000 

.06 

4.8 

.0020 

iSSM 

Aug.  17 

None. 

None. 

.00 

10.20 

.0044 

.0028 

1.18 

.0160 

.0000 

.08 

4.0 

.0010 

flflM 

8«pt.21 

None. 

None. 

.04 

9.80 

.0064 

.0080 

1.20 

.0200 

.0000 

.08 

4.8 

.0020 

SQ076 

Get.  10 

None. 

None. 

.00 

9.10 

.0062 

.0082 

1.18 

.0140 

.0000 

.06 

4.6 

.0010 

8M0B 

Nov.  16 

None. 

None. 

.01 

9.80 

.0060 

.0086 

1.21 

.0140 

.0000 

.07 

4.8 

.0020 

29790 

Dee.  20 

None. 

None. 

.06 

9.00 

'.0068 

.0084 

1.28 

.0120 

.0000 

.06 

4.6 

.0000 

Averages  by  Tears. 

^ 

1888 

• 

. 

.00 

12.00 

.0012 

.0032 

2.60 

.0846 

.0000 

- 

- 

- 

• 

1880 

- 

- 

.00 

10.84 

.0010 

.0022 

2.07 

.0872 

.0000 

- 

- 

- 

. 

1890 

- 

- 

.01 

11.06 

.0012 

.0018 

1.91 

.0481 

.0000 

- 

6.0 

- 

. 

1891 

- 

- 

.00 

10.86 

.0008 

.0016 

1.79 

.0668 

.0000 

- 

4.9 

- 

_ 

1882 

- 

- 

.00 

11.27 

.0012 

.0024 

1.96 

.0642 

.0000 

« 

6.1 

- 

. 

1898 

- 

- 

.00 

11.60 

.0022 

.0018 

2.04 

.0447 

.0000 

.06 

6.8 

.0004 

• 

1804 

- 

a* 

.01 

11.02 

.0026 

.0018 

1.04 

.0982 

.ouoo 

.06 

6.0 

.0021 

. 

1896 

<- 

- 

.01 

10.82 

.0081 

.0022 

1.74 

.0204 

.0000 

.06 

4.9 

.0028 

. 

1896 

- 

- 

.01 

10.49 

.0088 

.0081 

1.66 

.0242 

.0000 

.04 

6.0 

.0011 

. 

1897 

<- 

- 

.01 

10.06 

.0041 

.0082 

1.86 

.0902 

.0000 

.04 

6.0 

.0019 

. 

1808 

- 

tm 

.02 

10.16 

.0041 

.0026 

1.27 

.0262 

.0000 

.06 

4.6 

.0016 

- 

1899 

- 

- 

.01 

9.61 

.0044 

.0026 

1.19 

.0268 

.0000 

.06 

4.4 

.0016 

NoTB  to  aaalyiee  of  1899 :  Odor,  none. 
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WOBURN. 


Chemical  Examinatwn  of  Water  from  Ham  Pand^  Wobum. 

[Parts  per  100,000.] 


« 

B 
O 

S 
& 

KaaiDDK  OM 
Btapoia- 

TIOV. 

AMMOaiA. 

4 
0.88 

MmfMBa 

AM 

o 

1 

«i 

8 

1 

Lobs  on 
Ignition. 

1 

ALBUMnOID. 

• 

s 

• 

• 

• 

1 

1 

1^ 

1 

SM88 

ISM. 

Jan.   18 

SHght. 

V.aUght. 

.80 

7.75 

2.80 

.0086 

.0184 

.0166 

.0026 

.1960  .0018 

.47 

8.1 

M226 

Feb.  16 

V.aUght. 

V.ellght. 

.10 

8.66 

8.40 

.0114 

.0184 

.0112 

.0012 

0.80 

.1120 

.0014 

.96 

8.0 

20B08 

Mar.  16 

alight. 

BUght. 

.26 

6.80 

2.40 

.0144 

.0166 

.0186 

.0080  0.66 

.0640 

.0017 

.87 

9.9 

10020 

Apr.  85 

V.aUght. 

Oona. 

.21 

6.60 

1.96 

.0008 

.0102 

.0190 

.0042 

0.73 

.1280 

.0017 

.86 

9.8 

STUS 

May  17 

Blight. 

BUght. 

.28 

6.86 

1.60 

.0010 

.0268 

.0900 

.0068 

0.78 

.0400 

.0017 

.89 

2.6 

S7546 

*1one88 

Slight. 

V.aUght. 

.20 

8.00 

1.76 

.0008 

.0268 

.0282 

.0090 

0.86 

.0600 

.0018 

.87 

9.8 

S78S6 

Jnly  10 

Slight. 

BUght. 

.10 

7.86 

1.66 

.0014 

.0826 

.0262 

.0064 

0.81 

.0900 

.0018 

.49 

8.0 

18888 

Ang.  17 

Blight. 

BUght. 

.14 

7.86 

2.16 

.0000 

.0664 

.0268 

.0106 

0.98 

.0090 

.0000 

.86 

8.8 

1800T 

Sept.  81 

Slight. 

Cona. 

.14 

8.00 

2.26 

.0008 

.0888 

.0288 

.0660 

0.98 

.0000 

.0000 

.86 

8.0 

S8074 

Oct.  10 

Decided. 

Oona. 

.12 

7.60 

1.06 

.OOOH 

.0866 

.0292 

.0664 

1.04 

.0010 

.0001 

.88 

8.6 

»406 

KoT.  16 

Blight. 

BUght. 

.16 

7.00 

2.80 

.0140 

.0278 

.0282 

.0046 

1.04 

,0080 

.0008 

.89 

8.8 

80719 

Dee.  20 

SUght. 

Oona. 

.16 

7.76 

1.66 

.0014 

.0274 

.0902 

.00721 

1.09 

.0160 

.0006 

.88 

8.0 

Averages  by 

Tears. 

- 

1888 

- 

- 

.82 

11.98 

1.71 

.0186 

.0688 

- 

- 

2.98 

.0898 

.0016 

- 

- 

- 

1889 

- 

- 

.80 

8.87 

9.08 

.0099 

.0876 

.0916 

.0160 

1.98 

.0498 

.0016 

- 

- 

- 

1890 

- 

- 

.27 

10.76 

9.07 

.0080 

.0880 

.0911 

.0169 

1.98 

.0642 

.0008 

- 

8.4 

- 

1891 

- 

- 

.22 

8.90 

9.06 

.0199 

.0468 

.0987 

.0916 

1.76 

.0609 

.0009 

- 

9.9 

- 

1899 

- 

- 

.96 

10.67 

9.18 

.0110 

.0868 

.0916 

.0142 

2.42 

.0891 

.0008 

- 

8.8 

- 

1808 

- 

- 

.80 

9.88 

9.61 

.0061 

.0466 

.0947 

.0906 

2.10 

.0479 

.0009 

.46 

8.9 

- 

1894 

- 

- 

.88 

9.08 

1.98 

.0066 

.0299 

.0184 

.0108 

1.84 

.0404 

.0000 

.40 

8.3 

- 

1896 

- 

- 

.86 

9.48 

9.84 

.0087 

.0297 

.0906 

.0099 

.1.68 

.0698 

.0014 

.48 

3.4 

- 

1806 

- 

«» 

.97 

8.97 

9.48 

.0048 

.0621 

.0199 

.0192 

1.18 

.0476 

.0010 

.89 

8.1 

- 

1897 

- 

«» 

.41 

7.96 

9.30 

.0082 

.0666 

.0924 

.0181 

1.02 

.0889 

.0006 

.48 

8.9 

- 

1898 

- 

- 

.40 

7.80 

9.89 

.0087 

.0286 

.0906 

.0080 

0.96 

.0616 

.0016 

.48 

8.0 

- 

1899 

- 

- 

.18 

7.66 

9.14 

.0046 

.0644 

.0908 

.0141 

0.87 

.0697 

.0011 

.87 

9.9 

Nora  to  analyiea  of  1899:  Odor,  Tegotahle,  boooning  atroogor  and  oceaaloBaUy  nnpleaaaat  oo 
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WOBUBN% 

Mieroscopieal  Ezaminaiion  of  Water  from  Horn  Pond,  Wobum. 

[Namb«r  of  organiims  per  enbie  Mntlmeter.] 


D»7  of  examlnatloD,  . 
Number  of  sample,    . 


19 
SfiOSS 


PLANTS. 
Dlatoxnaces,      .      .      .      . 

AsterlODeUa,        .       •       .       . 

OyolotelJa,  .       .       .       .       . 

DlatoiDft, 

Fregllarle,  .       •       .       .       . 

Meloflira, 

Bynedn, 

T^bellaria, 

CyanopliyceflD 

Anabmna, 

Apbaolzomenon,                .       • 
CUthrocyetia 

Br» 

Protoooccoa,        .       .       •       • 
Btanraatrami        •       •       .       • 


19M. 


Jan. 


reb. 


Mar. 


Apr. 


May. 


Jane. 


nt 

82 
4 
0 

12 
100 

M 
2 


0 
0 

e 


0 

so 


16 


18 

2 
0 
0 
0 
7 
9 
0 


0 
0 
0 


0 
0 


IT 


26 
26020 


18 
27182 


101 

68 
6 
0 
0 
18 
24 
0 


0 
0 
0 


0 
0 


6|886 

6,600 

26 

0 

0 

28 

700 

480 


8,8tt 

2,200 
116 

40 
164 
144 
648 

20 


0 
20 


27646 


Joly. 


Ang. 


Sept 


Oct 


Not. 


Dee. 


20 
27886 


in 

0 
0 
0 
0 
0 
120 
0 


0 
0 
0 


64 

20 
28 


72 

0 

0 

0 

66 

6 
2 
8 


28 

22 
0 
0 


64 

0 


18 
28268 


0 
0 
0 
0 
0 
4 
0 


140 

108 

22 

6 


180 

0 
128 


ANIMALS. 
Bhlaopoda,  Dlfflagla,  . 

Inftisoria, 

Oeratiom 

ClHated  inioaorlan,     . 

Dinobryon 

Perldinlam 

Uroffleoa,     .       .       .       .       . 
VorUeella, 

Vermee, 

Annrea, 

•OruBtacea, 

Boemina, 

Cyelope, 

JHicel/anwwt,  ZoSglma,  . 

Total, 


8 

i 
0 
0 
0 
0 


0 
0 


0 
0 


0 
0 
0 
0 
0 
0 


0 
0 


0 
0 


277 


0 
0 
0 
2 
0 
0 


0 
0 


0 
0 


0 

0 

14 

2 
0 
0 


0 
0 


18 

0 
0 
0 

1 

0 
12 


12 

4 


0 
0 
0 
2 
0 
2 


0 
0 


pr. 

pr. 
pr. 


810 

10 

0 

0 

268 

0 


t 

0 


0 
0 


464 

0 

0 

0 

464 

0 
0 


8 

8 


0 
0 


22 
28697 


20 
29074 


116 

0 
0 
0 
0 
72 
44 
0 


616 

600 

0 

12 


168 

0 
166 


16 
29408 


21 
29719 


0 
0 
0 
0 
60 
4 
4 


U 


1,880 
0 
0 


1,074 

120 

0 

0 

82 

884 

80 

8 


IS 


119 


16 


IS 


6,888  8,408 


197 


608 


6,788 

12 

120 

0 

6,600 

0 


0 
0 


0 
0 


80 


746 


272 

0 
0 
0 
272 
0 
0 


4 

0 


6,668  2,884 


0 
0 


8,844 

172 
108 

lie 

0 

2,416 

82 

0 


0 

0 
0 


18 

0 

4 


88 

0 
0 
0 
8 

4 
0 


18 
18 


1,088 


0 
0 


10 


8,906 
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WOBCESTJBB. 


Water  Supply  of  Worcester. 

Chemical  Examinalum  of  Water  from  Lynde  Brook  Storage  Reserwnr^  at  ItiUL 

[PaiU  per  100,000.] 


8 

B 


M0T4 
S6827 
30484 
20038 
S7U0 
S7610 
S7810 


38670 
39044 
39SM 

30702 


At. 


19M. 

Jan.  17 
Feb.  23 
Mar.  14 
Apr.  26 
May  10 
Jane  20 
jQly  18 
Aug.  lb 
Sept.  10 
Dei.  17 
Not.  14 
Dee.  10 


ArrBABAMCB. 


a 


a 


Sllghl. 

'  Slight. 
1 1  V.  ellghr* 
'  NoDe. 
■  NoDe. 

I  V.ellght. 
V.  elighU 

j  None.      I 

ji  V.  ellght. 

Iv.sUgkl.- 

II  None.      < 

;{ V.  slight. 


Cone. 

Cone. 

V.  alight, -__ 

V.ellght  J. 35 

V.eUght.|.42 

V.eHght.1.20 

V.eUght.M2 

V.  slight.'.  10 

V.sHght.    " 

None. 

V.  Blight. 

V.  slight. 


I 


▲LBDXIROID. 

* 

1 

t 

• 

1 

wm 

h 

H 

O 

« 

Amiovuu 


e 

I 

S 


.01041.0028  .10 
.0008;. 0034;.  14 
.008«.0010'.12 
.01021.000$  .12 
.0188|.0014  .12 
.01481.0012  .00 
.0104.0006;.  18 
.0040.0004  .15 


0110> 

0044' 

01301.0110' .0020:  .11 

01501 

0176! 

0186< 


NlTROGSn 


s 


8 


li 


.01861.0014  .26 
.0172-.0004'«.22  ;■ 
.0124; .0012'  .18  l| 


.0080 
.0030 
.0040 
.0030, 
.0010 
.0020 
.0020 
.0010! 
.0010 
.0020 
.0030 
.0060 


B 

o 
« 
c 
e 

a 
& 


.0000 

.0001 

.0000 

.0000 

.0000 

.0000 

.0000 

.0000 

.OUOl 

.0000 

.0000  ■ 

.0001 


.OnSj.OOU'.U  i|.0026!.0000 


"1 


.38 
.88 
.35 
.47 
.67 
.52 
.34 
.20 
.23 
.51 
.75 
.52 


.43 


8 


0.6 
0.6 
0.3 
0.6 
0.5 
0.8 
0.8 
0.8 
0.8 
1.0 
1.0 
0.8 

0.7 


Odor  of  the  first  three  and  last  three  eampleB,  none,  beeoming  faiDtly  TegeCable  on  heating;  of  the 
Other*,  faintly  Tegetable. 


Chemical  ExaminaUon  of  Water  from  Lynde  Brook  Storage  Beeervoir, 

[Parts  per  100,000.] 


I 

s 


S 

>s 

s 

& 


88486 


3n3l 

mis 


1 

Jan. 
Vish. 
Mar. 
Apr. 

Jane 
Jnly 


o 


": 


8B«n    Scpi. 
Oel. 

.N«T. 


16' 

18' 

17' 
14: 
It 


I 

V.aHghu' 
V.  anghu 

BHght.  ! 
V.ali^U 

aught. 

Sight,  i 
V.aHght.! 
Slight.  ' 
V.ellghi.j 


il 


V.eUghU 


▼.eUghu' 

V.ellght.' 

V.eUght. 

y.allghi.; 

V.attgfat. 

SHght.     , 

Slight. 

V.ellghi. 

SHght. 

V.alight. 

Bttghu 

augte. 


.01 
.10 

.90 
.18 
.14 
15 
IS 
.10 
.17 
.31 
.40 


■  KsatDUB  OK 

I  Etatoia* 

I         TtOV. 


S  I 


I 


0.«0 
3.«0 
3.40 
2.30 
3.50 
3.35 
3.36 
3.40 
2.90 
3.80 
3.56 
3.70 


0.35 
1.00 
1.10  I 
1.00  • 
1.06  I 
1.10 
0.85 
1.15  ' 
l.U 
1.90 
1.40  I 
1.30 


AmosxA. 


8 


II 

a; 


0060  .0082 
.0036 .0100 
.0083  .0118 
.0034.0134 
.0013.0133 
.0008 .0174 
.0012  .016« 
.0000  .0138' 
.0002.0 

.oooe  .01' 

.0078. 
.0080  .81 

I  I 


.0064  .OOli 


.0088 
.0118 
.0150 
.0156 
.0134 
.0156 
.0166 
.0176 
0168 


.00181 
.0006 


6  9 


'I 


e 
o 

s 


o 


.0006' 


.0013 
.08U 


.0886| 
.0834^ 
.0018,j 


I'  ' 

.04  !  .0030 
.12  \J 
.13 
.13  !  .0070 
13  .0060 
.11  ,.0000 
.10 
.11 
.13 
.12 
.16 
.16 
1 


1 

.0001  .14 
.0000  .32 
.0000  .31 
.0000'. 20 
.00001.39 
.000OI>.S2 
.0000 1.36 


i 

e 

I 

C5 


.0010 
.0080 
.0060 


.0000  .20 
.0000'. 80 
.0000  .48 
.0001  '.41 

ll 


0.0 
0.8 
0.8 
0.8 
0.8 
0.8 
0.8 
0.3 
0.8 
0.8 
0.6 
1.1 
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WORCESTEB* 

Chemic€U  Examination  of  Water  Jrom  Lynde  Brook  Storage  Reservoir  —  Concluded. 

Averages  by  Years. 

[Paru  per  100,000.] 


• 

• 

§ 

1 

I 

O 

S 
& 

APPBAX4V0B. 

RKeiDus  ox 

EVAFOKA- 
TION. 

Ammovia. 

• 

1 

.14 
.15 
.14 
.12 
.15 
.15 
.18 
.20 
.18 
.18 
.20 
.12 

NITHOOEK 
AS 

• 

§ 

1 

e 

1 

• 

«i 

1 

1 

• 

r 

• 

i 

ALBUMINOID.   1 

1 

i 

S 

• 

• 

1 

• 

1 

• 

a 

90 

i 

« 

1888 
1889 
1890 
1891 
1892 
1898 
1894 
1895 
1806 
1897 
1898 
1899 

« 

.24 
.24 
.21 
.24 
.25 
.26 
.86 
.82 
.29 
.44 
.81 
.20 

2.64 
2.54 
8.07 
2.88 
2.99 
2.66 
8.87 
8.68 
2.95 
8.81 
8.24 
2.49 

0.85 
0.60 
1.15 
1.03 
1.15 
0.98 
1.09 
1.80 
1.27 
1.25 
1.82 
1.06 

.0087 
.0030 
.0026 
.0046 
.0038 
.0036 
.0055 
.0033 
.0035 
.0068 
.0030 
.0030 

.0151 
.0167 
.0182 
.0126 
.0139 
.0102 
.0139 
.0161 
.0158 
.0191 
.0156 
.0147 

.0188 
.0107 
.0101 
.0113 
.0122 
.0117 
.0188 
.0183 
.0164 
.0140 
.0130 

.0029 
.0025 
.0025 
.0026 
.0089 
.0022 
.0028 
.0025 
.0027 
.0016 
.0017 

.0065 
.0068 
.0078 
.0074 
.0105 
.0066 
.0103 
.0116 
.0064 
.0087 
.0050 
.0081 

.0001 
.0001 
.0001 
.0001 
.0000 
.0001 
.0000 
.0000 
.0000 
.0001 
.0001 
.0000 

.85 
.85 
.45 
.88 
.42 
.88 
.81 

0T9 
0.7 
0.8 
0.6 
1.2 
1.2 
0.8 
0.8 
0.8 
0.4 

NoTB  to  uwlyMc  of  1899 :  Odor  of  the  first  two  and  last  fonr  aamplea,  none,  beoomtng  faintly  vege- 
table on  heating;  of  the  others,  faintly  Tegetable,  beeoming  stronger  on  heating. 


Microscopical  ExamincUion  of  Water  from  Lynde  Brook  Storage  Reservoir, 

[Number  of  organisms  per  cuble  centimeter.] 


Jan. 


Feb. 


Mar. 


Apr. 


May. 


Jane. 


Jaly. 


Aug. 


Sept. 


Oct 


Not. 


Dec. 


Day  of  examination,  . 
Number  of  sample,    . 


19 
25076 


24 
20828 


15 
26485 


26 
26929 


17 
27121 


21 
27512 


19 
27820 


16 


21 


28221 128677 


18 


15 


2904529395 


20 
29708 


PLANTS. 

DlatoxnacesB,      .      .      .      . 

arolotella 
eloelra, 

OyanophycesBt  .      .      .      . 

Anab»na,  .  .  •  .  . 
Merlsmoposdia,  .  .  .  . 
Microcystis, 

Alges, 

Protoooccos,        .       .       .       . 


0 
0 


0 
0 
0 


0 
0 


1 

1 

40 

ss 

110 

6 

8 

70 

f 

78 

0 

0 

5 

2 

66 

4 

0 

8 

0 

0 

0 

0 

20 

22 

20 

0 

0 

16 

0 

54 

0 

1 

0 

1 

111 

98 

U 

88 

76 

4 

0 

0 

0 

1 

0 

48 

14 

26 

0 

2 

0 

0 

0 

0 

112 

14 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

8 

0 

76 

2 

0 

f 

0 

f1 

96 

8 

84 

18 

98 

19 

0 

0 

0 

14 

80 

0 

0 

0 

54 

18 

80 

1 
0 


0 
0 
0 


0 
0 
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q/*  WoUr  frmm  Lynde  Brook  Siorage  Reservoir — Con- 
cluded. 

] 


pr, 


urn. 

1 

1 

M«. 

Mmj.J 

V 

«:*-,. 

Am-  Sept. 

Oct. 

1 

VoT.  Das. 

1 

AVDfALS. 

1         , 

• 

1 

i 

i 
i 

iyiH«o|p^^^  ..... 

• 

• 

• 

• 

• 

1 

• 

0       • 

0 

0 

1 

InftiHoria, 

11 

f 

» 

a, 

1 

M 

11 

«i !   t 

4 

4 

m 

PcrfciiBtaa, 

11  . 

01 

• 
1 

• 
t 
• 

s 

• 

1 

1 

1. 

1 

S 

0 

1 
0 

IS  1  0 ; 
•    t, 

0        0 

0 
0 

0 

1 
0 

us 

1 

0 

Vermes. 

•  ' 

• 

• 

1 

• 

1 

1 

1  1 

2       2 

•     1 

t 

• 

t 

CroBtacee.  Daptola,  . 

1 
• 

1 

a 

• 

1 

•; 

• 

• 

0     Pr. 

1 

•     • 

• 

0 

0 

JfiMeOaiuoiM,  ZoSgkBa.  . 

■ 

• 

• 

1 

f 

11 

7 

•  =    fi 

5      11 

1 

s 

t      • 

Total. 

!  u 

1 

1 

3 

! 

•4- 

1 

T» 

f 

n 

1 

MS 

U4 

80     UO 

145 

9»     14< 

ExaminaUon  of  Water  from  Keni  Beoenxrir  on  KeUle  Brook,  in  Leieetier, 

[Pmu  per  100,0M.] 


unz 


tnu 

S7MQ 
S781S 


28878 
88048 


88704 


§ 

o 


At... 
At... 


19M. 

Jui.  17 
Feb.  88 
Mer.  14 
Apr.  85 
Umf  16 
Jane  80 
Joly  18 
AQg.  17 
Sept.  10 
Oct.  17 
Not.  14 
Dee.  10 


EasrevB  ov ' 


1880 


1808 


Decided. 

BUgiit. 

Decided. 

SHght. 

SHghU 

BHgtat. 

Deetded. 

V.  aligbt. 

Deelded. 

Deelded. 

Deetded. 

Deelded. 


V.sHght 

V.dlglit. 

BUglit. 

V.eHftat. 

EOlglit. 

Blight. 

Gone. 

V.  aught 

Gone. 

Cone. 

Cooe. 

V.  alight. 


a 


.84 
.80 
.80 
.18 
.88 
.84 
.88 
.84 
.18 
.81 
.40 
.87 


.87 


nov. 


e 

n 


n 


! 


I 


3.85 
8.10 
8.85 
8.80 
8.85 
8.00 
8.75 
3.50 
8.85 
4.10 
4.85 
4.85 

8.85 


8.80 


1.85 
1.50 
1.85 
1.85 
1.00 
1.85 
1.85 
1.55 
1.75 
1.85 
1.85 
1.40 


0018 

:.oioo 

,1.0180 

1. 0010 

1  .0006 

0008 


1.1 


1.40 


.0008 
.0086 
.0080 
.0056 
.0080 


.0047 


.0858 
.0834 


.oiasJ 


.0880 
.0856 
.0808 
.0880 
.0186 


0018  .0176 


1 

S 


OB 


.0814 
.0186 
.0844 
.0116 
.0178 
.0100 


.0800 
.0844 
.0178 
.0104 
.0170 


.0105 


,0044 
.0088 
.0084 
.0010 


■OOOft 
.0080] 
.0118' 
.0080^ 


0150.0080 


4 

e 

-c 


.07 
.11 
.15 
.11 
.11 
.08 
.00 
.00 
.08 


.10 
.U 


.16 


S 


i| 


ij 


i 


s     t 


I 
I 


,1  o 


.0040 
.0010 
.0050 
.0070( 


.ooor 

.0008 
.0001. 
.0001' 


.OQOO'' 

.0000! 

.0000 
.0001 
.0001 


.0010 
.0020 
.0010 
.0000 
.0060 
.0070 
.0100  .0001  j 


.oooo; 


.0087{.O0Ol 
.00481.0001 


.55 

.55 
.68 
.80 
.88 
.48 
.58 
.47 
.47 
.86 
.65 
.46 


0.8 
0.6 
0.6 
0.8 
0.8 
0.8 
0.6 
0.5 
0.6 
1.6 
1.1 
1.0 


1.47  I  0.7 
1.46  I  0.8 


Hon  Id  enalyaee  of  1888 :  Odor  of  the  firat  and  leat  two  aamplee*  none,  beeoming  telntly  Tegetable 
OB  heetlDg;  of  the  third,  none,  beoonlag  diadnetlj  diaegraeeble  on  heeHiig;  of  the  othera,  Tegetable« 
beaomlog  etroDger  od  heeHng. 
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WORCESTER, 

Microscopical  ExamiruUion  of  WcUer  from  Kent  Reservoir  on  Kettle  Brook  in 

Leicester, 

[Nomber  of  organlims  per  cubic  centimeter.] 


1999. 


J«n. 


Feb. 


Mar. 


Apr. 


May. 


June. 


Jaly. 


Aug. 


Sept. 


Oct 


Not. 


Deo. 


Day  of  ozanilnatloii, 
Number  of  sample, 


19 

2fi078 


24 
26826 


16 
26486 


26 
-26026 


17 
27119 


81 

27M9 


19 

27818 


18 
28263 


21 
28678 


18 
29048 


16 
29393 


20 
29704 


PLANTS. 

DlatomaoesB, 

Aaterionella, 

Meloeira,       .... 

Bynednty       .       •       •       . 

Oyanopliyces,  . 

» 

Raphidiam, .... 


0 
0 
0 


0 
0 


5 

0 
0 
6 


0 
0 


2 

73 

450 

107 

188 

154 

414 

1,416 

90 

0 
0 
0 

8 
88 
22 

42 

832 

66 

8 
71 
14 

44 

104 

14 

60 
46 
88 

32 

314 

86 

26 

1,028 

304 

12 

40 
20 

0 

0 

0 

0 

0 

4 

4 

0 

0 

8 

1 

80 

27 

25 

68 

15 

24 

2 

0 

0 

10 

16 

0 

60 

6 

0 

0 

77 

19 

49 

6 


0 
0 


ANIHALS. 
BliiBopoda,  Dlfflagla, 

InftLBorla, 

Dtnobryon,  . 
Perldlnlum,  • 

Vermes,  . 
Anaroa, 


0 

0 

0 

0 

0 

0 

0 

1 

0 

0 

0 

2 

1 

8 

0 

86 

6 

0 

146 

16 

120 

1 

1 

1 

s 

0 

24 

0 

0 

138 

4 

112 

0 

0 

0 

1 

0 

2 

8 

0 

6 

12 

0 

0 

0 

0 

0 

0 

6 

1 

1 

0 

1 

16 

0 

0 

0 

0 

0 

4 

0 

1 

0 

1 

12 

0 

7 

0 
0 

0 
0 


Jfltec^iMOiMf  Zo^glcea,   . 

5 

8 

7 

1 

8 

60 

15 

20 

15 

8 

10 

60 

25 

Total, 

18 

9 

16 

82 

682 

166 

284 

888 

468 

1,686 

168 

109 

Chemical  Examination  of  Water  from  Bottomly  Pond^  on  Kettle  Brook,  Paxton, 

[ParU  per  100,000.] 


RSSIDDB  OW 

■ 

• 

g 

1 

1 

APrBAIAVOB. 

EVAPOBA- 
TIOH. 

AmioiriA. 

i 

1 

NiTROOBH 
AS 

a 

1 

1 

a 

i 

1 

« 

71 

P 

1 

ALBDXINOID. 

• 

m 

5 

s 

• 

1 

5 

1 

1 

i 

1  a 

8S. 

00 

1 

1899. 

28976 

Jan.  17 

V.  ellgtat. 

V.  slight. 

.01 

0.80 

0.46 

.0088 

.007H  .0064  .0014 

.06 

.0020 

.0001 

0.14 

0.8 

26829 

Feb.  88 

V.  ellght. 

V.  slight. 

.18 

1.60 

0.60 

.0062. 0070. 0064 

.0006 

.06 

.0040 

.0001 

0.31 

0.8 

28487 

Mar.  14 

Blight. 

Blight. 

.26 

8.40 

0.96 

0038 

.0136 

.0100 

.0086 

.00 

.0060 

.0000 

0.88 

0.8 

20980 

Apr.  86 

Sligbi. 

Blight. 

.22 

2.00 

1.10 

.0006 

.0130 

.0110 

.0020 

.00 

.0070 

.0001 

0.84 

0.8 

27122 

May  16 

V.  alight. 

Blight. 

.24 

2.40 

1.16 

.0014 

.0196 

.0148 

.0048 

.08 

.0030 

.0000 

0.88 

0.8 

27611 

Jane  80 

Decided. 

Cons. 

.29 

2.26 

1.06 

.0012 

.0260 

.0206 

.0064 

.10 

.0020 

.0000 

0.61 

0.8 

27821 

Jaly  18 

Decided. 

Heavy. 

.69 

4.16 

1.76 

.0284 

.0648 

.0206 

.0862 

.14 

.0040 

.0001 

0.68 

1.8 

28864 

Aag.  17 

Decided. 

Heavy. 

.89 

4.80 

1.60 

.0166 

.0884 

.0264 

.0120 

.14 

.0010 

.0001 

0.66 

1.4 

88679 

Bept.  19 

Decided. 

Heavy. 

.67 

4.26 

1.26 

.0362 

.0496 

.0320 

.0176 

.12 

.0060 

.0003 

0.60 

1.4 

29049 

Ocl.   17 

Decided. 

Oons. 

.40 

4.90 

1.66 

.0116 

.0896 

.0208 

.0188 

.10 

.0080 

.0001 

0.68 

1.7 

29896 

Nov.  14 

Blight. 

Blight. 

.96 

6.46 

2.06 

.0030 

.0326 

.0802 

.0024 

.28 

.0010 

.0000 

,1.!27 

1.7 

29706 

Doe.  19 

V.  alight. 

Blight. 

.60 

4.60 

1.66 

.0040 

.0182 

.0170 

.0012 

.16 

.0020.0000 

0.66 

1.3 

352 


STATE  BOARD  OF  HEALTH.         [Pub.  Doc, 


WOBCESTEB. 

Chemical  ExamiruUion  of  Water  from  Boitomly  Pond^  on  Kettle  Brook,  PaxCon — 

Concluded. 

Averages  by  Years, 

[ParU  per  100,000.] 


m 

g 

1 

« 

1 

i               APPBAB4M0B. 

RKtIDUS  ON 

Btapora- 

TIOB. 

Ammohia. 

1 

.17 
.14 

.18 
.14 
.12 

MiTBOOBV 

At 

• 

« 
c 

8 

o 

o 

• 

1 

1 

• 

I 

1 

ALBtmiMOID. 

• 

s 

1 

• 

i 

9i 

i 

a 

5 

1 

• 

■o 

a 

00 

i 

- 

1896 
1806 
1897 
1898 
1899 

- 

- 

.46 
.87 
.41 
.40 
.88 

8.61 
2.80 
8.90 
8.07 
8.87 

1.84 
1.48 
1.87 
1.40 
1.80 

j.0066 

.0042 

).0018 

.0012 

.0099 

.0269 
.0199 
.0239 
.0203 
.0276 

.0228 
.0168 
.0179 
.0172 
.0188 

.0036 
.0081 
.0060 
.0081 
.0067 

.0067 
.0070 
.0068 
.0116 
.0084 

.oooi! 

.0000 

.0000 
.0001 
.0001 

0.64 
0.60 
0.62 
0.61 
0.62 

1.9 

0.7 
0.9 
0.8 
0.9 

KoTB  to  analTMA  of  1899 :  Odor  of  the  first  three  and  laet  aamplea,  none,  beeoming  ▼egetable  on 
heating ;  of  the  others,  ▼egetable  or  unpleasant,  becoming  stronger  on  heating. 


Microscopical  Examination  of  Water  from  Boitomly  Pond^on  Kettle  Brook,  Paxton, 

[Nnmber  of  organisms  per  eoblo  centimeter.] 


180». 

Jan. 

reb. 

Mar. 

Apr. 

Hsj. 

Jnne. 

jQly. 

Aug. 

Sept.  Oct. 

Not. 

Dec 

Day  of  examination,  .... 
Nnmber  of  sample,    .... 

19 
26976 

24 
26829 

16 
26487 

26 
26980 

17 
27122 

21 

27611 

1 

19 
27821 

18 
28264 

21 
28679 

18 
29040 

16      20 
298962970ft 

PLANTS. 
Dlatomacees 

Asterlonella,        .       .       .       . 

Oyelotella, 

Melosira, 

Navicula, 

Byoedra 

Oyanopbyceeo 

Anab»na 

Alges, 

Rapbldlnm, 

Boenedesmus,       .       .       .       . 


24 

0 

9 

16 

188 

844 

• 

1,880 

t,666 

2 
0 
0 
1 
17 

0 
0 
0 

0 
0 

8 
0 
0 
0 

1 

0 
0 
0 
2 
6 

88 

9 

67 

1 
20 

166 

88 

28 

2 

64 

412 

62 

1,600 

8 

260 

448 
88 

1.708 

4 

808 

0 

0 

1 

8 

1 

46 

0 

4 

0 

0 

0 

0 

0 

42 

0 

0 

0 

0 

0 

0 

0 

4t 

844 

188 

0 
0 

0 

0 

0 
0 

0 
0 

0 
0 

8 
2 

62 
244 

0 
266 

7,578 

476 
0 


f,t76 

40 
40 


6,700  1,620 


64 

882 


2 
64 


66 
616 


to 

0 
16 


46 

0 

0 

88 

0 
6 


0 
0 


0 

0 

17 

s 
s 


0 
0 

0 

0 
0 


ANIIiALB. 
Bhizopods,  Aotlnophrys,    . 

InfUaoria,     .      .      .      . 

dilated  infnsorian,     • 
Dinobryon,  .... 
Englena,       .       .       .       . 
Monas,  ..... 
Peridlnlnm 


0 

0 

0 

0 

0 

0 

8 

0 

0 

0 

0 

1 

80 

278 

80 

18 

42 

200 

685 

6 

0 

0 

0 

0 

0 

0 

0 

0 

0 

20 

0 

0 

0 

1 

22 

169 

22 

0 

0 

M 

600 

0 

0 

0 

0 

0 

94 

2 

0 

0 

4 

0 

0 

0 

0 

0 

0 

0 

0 

10 

2 

120 

0 

0 

0 

0 

0 

6 

9 

6 

2 

82 

4 

8 

i 

0 

0 

0 


0 
0 
0 
0 
0 
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WOBCESTEB, 

Microscopical  Examination  of  Water  from  Bottomly  Pond,  on  Kettle  Brook,  Paxton 

—  Concluded. 

[Number  of  organUms  per  eablo  oenttmeter.] 


ISM. 

Jan. 

Feb. 

Mar. 

Apr. 

May. 

Jane. 

July. 

Aog. 

Sept  Oct. 

Nov. 

Dee. 

ANIMALS  —  Conelnded. 

Vermee 

0 

1 

8 

1 

6 

6 

2 

20|      18 

0 

0 

0 

Annrea, 

Polyarthra, 

0 
0 

0 
1 

1 

1 

0 

1 

1 
2 

1 
2 

0 
0 

0 
20 

0 

0 
0 

0 
0 

0 
0 

Crustacea, 

0 

0 

0 

0 

pr. 

pr. 

0 

pr. 

0 

0 

0 

0 

Boamina, 

Cydopa 

0 
0 

0 
0 

0 
0 

0 
0 

0 
pr. 

0 
pr. 

0 
0 

^'d 

I 

0 
0 

0 
0 

0 
0 

HUeelianeoiU,  ZoiSglcea,  .       .       • 

8 

8 

If 

7 

12 

40 

200 

200 

80 

10 

8 

6 

Total, 

28 

84 

208 

64 

170 

610 

8,114  8,710  7,720  2,812 

60 

80 

Chemical  ExamiruUion  of  Water  from  Tatnuck  Brook  Storage  Beservoir,  at  Inlet. 

[ParU  per  100,000.] 


• 

a 
1 

1 

Appsabaxcb. 

Rrsidub  ov 
Evapora- 
tion. 

Ammohia. 

6 

1 

.12 

KiTBOOKN 

AJ 

• 

1 

8 

1 

• 

«i 

1 

.J 

1 

Loaaon 
Ignition. 

• 

• 

ALBUXIKOID. 

• 

1 

• 

1 

1 

a 

9 

H 

1 

Sns- 
pended. 

• 

1 

26071 

ISSS. 

Jan.  17 

None. 

V.  alight. 

.07 

1.60 

0.60 

.0000.0034 

.0082 

.0002 

1 

.0040 

.0000 

.16 

0.0 

28824 

Feb.  23 

Sligbt. 

V.  alight. 

.16 

2.40 

1.16 

.0046  .0112 

.0086 

.0020 

.12 

.0000 

.0001 

.20 

0.6 

20482 

Mar.  14 

None. 

V.  alight. 

.10 

1.76 

o.eo 

.OOOO'.OOOO 

.0044 

.0016 

.12 

.0010 

.0000 

.10 

0.0 

20024 

Apr.  26 

V.  alight. 

Slight. 

.12 

1.00 

0.60 

.0000 

.0000 

.0002 

.0004 

.13 

.0010 

.0000 

.28 

0.0 

27117 

May  16 

V.  Blight. 

Slight. 

.41 

2.86 

1.10 

.0020 

.0104 

.0174 

.0020 

.14 

.0010 

.0000 

.64 

0.2 

2T607 

Jane  20 

Slight. 

Gone. 

.10 

2.76 

1.86 

.0020.0220 

.0184 

.0036 

.12 

.0010 

.0000 

.86 

0.0 

27810 

July  18 

Slight. 

Slight. 

.86 

2.80 

1.20 

.0140  .0200 

.0212 

.0048 

.14 

.0020 

.0000 

.44 

0.2 

282S2 

Aug.  16 

V.  alight. 

V.  alight. 

.28 

8.66 

1.20 

.0000.0098 

.0080 

.0018 

.20 

.0010 

.0000 

.82 

0.6 

28074 

Sept.  10 

V.  alight. 

Slight. 

.18 

2.76 

0.06 

.0010 

.0070 

.0000 

.0010 

.14 

.0040 

.0001 

.10 

0.0 

20040 

Oct.  17 

V.  alight. 

V.  slight. 

.27 

8.60 

1.20 

.0008 

.0160 

.0110 

.0040 

.82 

.0060 

.0000 

.87 

0.8 

28901 

Nov.  14 

V.  alight. 

V.  alight. 

.40 

4.16 

1.66 

.0006  .0148 

.0144 

.0004 

.27 

.0040 

.0000 

.68 

0.0 

20700 

Dec.  19 

V.  alight. 

V.  alight. 

.88 
.28  ' 

8.26 

1.16 

.0008  .0124 

.0022    M9SI 

.0118 
.0109 

.0006 
.0019 

.28 
.17 

.0040 
.0028 

.0000 
.0000 

.80 
.82 

0.6 

At... 

1 

2.72 

1.01 

0.8 

Odor  of  the  flrat  three  and  last  aamplea,  none;  of  the  othera,  faintly  vegetable,  becoming  occaaton* 
ally  Qopleaaant  on  heating. 
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WOBCESTEB. 

Chemical  ExamiruUian  of  Water  fixmi  Tatnuek  Brook  Storage  Reservoir, 

[Parts  per  100,000.] 


• 

1 
1 

Appkaxaxcb. 

Rsauxn  OB 
Etapoka- 

TlOll. 

AKMOirXA. 

■ 

t 

.16  1 
1 

mrmooBV 

AS 

If 

'    o 

<  M 
!    O 

& 

5 

s 

1 

1 

1 

1 

.   1 

r 

i 

▲LBUlfDIOin. 

• 

1 

• 

I 

s 

^ 

s 

1 

1 

Sus- 
pended. 

1 

SM72 

19M. 

Jao.  17 

V.aUght. 

V.sUght. 

.16 

2.10 

1.00 

.0002 

.0078 

.0070 

.0008 

.0080 

.0000 

; 

.28 

0.2 

28825 

Feb.  23 

V.  slight. 

V.  slight. 

.12 

2.16 

0.80 

.0024 

.0072 

.0064 

.0008 

.16  . 

.0010 

.0001 

.25 

0.8 

SM88 

Mar.  14 

V.sHght. 

None. 

.16 

2.25 

0.76 

.0020 

.0078 

.0008 

.0010 

.18 

1 

.0010 

.0000 

.23     0.0 

20026 

Apr.  25 

SUgfat. 

V.  slight. 

.18 

1.86 

0.86 

.0028 

.0070 

.0060 

.0016 

.12 

1 

.0010 

.0001 

.20 

1 

0.0 

2T118 

Umy  16 

V.  slight. 

V.  slight. 

.11 

1.76 

0.65 

.0004 

.0128 

.0004 

.0084 

.12 

.0010 

.0000 

i-« 

0.0 

srsoo 

June  20 

V.  Bttght. 

V.sHght. 

.12 

1.60 

0.86 

.0010 

.0146 

.0126 

.0020 

.11 

.0000 

.0000 

:.23 

0.0 

27817 

July  18 

Slight. 

Cons. 

.06 

2.06 

0.05 

.0032 

.0188 

.0120 

.0068 

'.« 

.0010 

.0000 

!.28 

0.2 

28223 

Aug.  16 

V.  sUght. 

V.  slight. 

.07 

2.16 

1.26 

.0000 

.0124 

.0100 

.0018 

Lis 

1 

.0080 

.0000 

'.22 

0.2 

28076 

Sept.  10 

V.sHght. 

SUght. 

.07 

1.76 

0.86 

.0002 

.0154 

.0180 

.0024 

Lio 

1 

.0010 

.0000 

.20 

0.2 

28047 

Oct.  17 

Slight. 

BHght. 

.08 

1.70 

0.70 

.0004 

.0172 

.0180 

.0042 

.12 

.0060 

.0000 

.18 

0.8 

28S92 

Not.  14 

Deeldfld. 

Ooos. 

.11 

2.16 

0.76 

.0004 

.0240 

.0160 

.0000 

.14 

1 

.0010 

.0000 

.24 

0.8 

20701 

Dee.  10 

BUght. 

BUght. 

.10 

2.00 

0.86 

.0024 

.0168 

.0140 

.0022 

.16 

.0010 

.0000 

.28 

0.8 

Averages  hy  Tears, 


- 

1888 

- 

- 

.17 

2.28 

0.75 

.0012 

.0157 

. 

- 

.12 

.0043 

.0001 

I             1 

1        1 

- 

- 

1880 

- 

- 

.19 

2.04 

0.67 

.0008 

.0148 

.0112 

.0081 

.12 

.0031 

.0001 

r 

- 

- 

1800 

- 

- 

.17 

2.08 

1.24 

.0007 

.0141 

.0102 

.0089 

.18 

.0078 

.0001 

t 

0.9 

- 

1801 

«» 

- 

.17 

2.80 

0.04 

.0024 

.0143 

.0102 

.0041 

.11 

.oon 

.0001 

- 

0.4 

- 

1802 

- 

- 

.20 

2.62 

1.08 

.0012 

.0142 

.0113 

.0029 

.12 

.0007 

.0000 

1 

0.5 

- 

1808 

- 

- 

.86 

2.46 

0.98 

.0020 

.0182 

.0140 

.0042 

.14 

.0049 

.0000 

.86 

0.5 

- 

1894 

- 

- 

.20 

2.27 

0.86 

.0010 

.0161 

.0114 

.0087 

.16 

.0082 

.0000 

.80 

0.4 

- 

1805 

- 

- 

.21 

2.88 

0.96 

.0012 

.0173 

.0130 

.0048 

1 

.18 

.0068 

.0000 

.86 

0.5 

- 

1800 

- 

- 

.17 

2.00 

0.84 

.0006 

.0142 

.0100 

.0088 

.16 

.0084 

.0000 

.27 

0.4 

- 

1807 

- 

- 

.21 

2.12 

0.02 

.0007 

.0156 

.0126 

.0080 

.16 

.0064 

.0000 

.80 

0.5 

- 

1808 

- 

- 

.22 

2.24 

0.90 

.0000 

.0141 

.0114 

.0027 

.16 

.0020 

.0000 

.80 

0.5 

- 

1809 

- 

.11 

2.00 

0.80 

.0018 

.0186 

.0106 

.0080 

.18 

.0016 

.0000 

.28 

0.2 

Non  to  analyses  of  1800:  Odor,  ftdntly  Tegetable,  beeoming  stronger  and  oooaaiooally  mpleasaal 
on  heating. 
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WOBCESTEB. 

Microscopical  ExaminaUon  of  Water  from  Talnuck  Brook  Storage  Reservoir » 

[Number  of  oiymtomt  per  cubic  eentloieter.] 


19M. 


Jan. 


Feb. 


ICar. 


Apr. 


ICay. 


JQDC. 


Jnly. 


Aiv* 


Sept 


Oct 


Nov. 


Dec 


Day  of  examination, .... 
Number  of  aample 

PLANTS. 
Dlatoxnaoes,      .... 

Aeterlonella,        .... 

Meloaira, 

Syoedra, 

l^beUuia, 

OycmopbyoesD,   .      •      .      . 

AlgaB, 

ANIMALS. 
BlliBOpoda,  Areella,     .       • 

Inftisoria, 

Oblamydomonaf,         •       .       . 

IMnobrvon, 

Peridinium, 

Vermes, 

OroBtaoea,  Oyciope,    . 

JOeeelfaiMiMM,  Zo^gicea,  . 

TVIAL, 


18 
2MTS 


24 
20326 


16 
26488 


20 


17 
27118 


21 
27608 


10 
27817 


10 
28223 


21 


18 


28076  20047 


16 
20802 


ao 

20701 


0 
0 
2 
1 


0 
0 


17 

6 

7 
4 
0 


1 
0 


6 

0 
8 
8 
0 


180 

12 
04 
10 
80 


411 

12 

842 

0 

42 


148 

21 
80 

4 
80 


940 

760 

112 

2 

08 


If 


222 
80 
88 
70 


86 


418 

40 

200 

88 

84 


18 


580 

142 

204 

84 

100 


68 


1,092 

48 

lp004 

22 

18 


18 


141 

110 
8 

0 
26 


0 
0 
1 


0 
0 

1 


18 

0 

17 

1 


78 

0 

74 

4 


65 

0 
22 

28 


11 

0 
4 
4 


8 

0 
0 

8 


84 

0 
0 


17 

0 

4 
12 


0 
0 
0 


pr. 


18 

14 
0 
2 


12 

0 

0 

12 


8 


12 


16 


10 


10 


18 


210 


406 


100 


077 


401 


460 


606 


1,188 


100 


EXAMINATION  OF  RIVERS. 


[W] 


EXAMINATION  OF  RIVERS. 


Regular  monthly  examinations  have  been  made  during  the  year 
1899  of  the  waters  of  the  Assabet,  Blackstone,  Charles,  Hoosac, 
Housatonic,  Merrimack,  Nashua,  Neponset,  Saugus,  Sudbury,  Swift 
and  Ware  rivers,  and  examinations  during  the  summer  months  of 
the  waters  of  the  Chicopee,  Connecticut,  French,  Miller's,  Nemasket, 
Quinebaug,  Salisbury  Plain,  Taunton  and  Ten  Mile  rivers.  Occa- 
sional examinations  have  also  been  made  of  other  rivers  in  the 
State.  Most  of  the  results  of  these  examinations  will  be  found 
arranged  alphabetically  by  rivers  in  the  pages  which  follow,  but 
some  of  them  are  given  on  the  preceding  pages  in  connection  with 
the  examinations  of  water  supplies,  as  follows :  — 

Page 

Merrimack  at  Lowell, •       •       .       .  281 

Merrimack  at  Lawrence, .918 

Nashua  at  Clinton, ISO 

Qninepoxet  at  Holden, 128 

Saugns  at  Montrose, 245 

Stillwater  at  Sterling 129 

Sudbury  at  Framingham, 143 

The  flow  of  the  streams  during  the  summer  months  was  unusually 
low,  making  the  ejSects  of  sewage  pollution  more  noticeable  than  in 
years  of  ordinary  flow. 
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ASSABET  RIVSR. 


Ass  ABET  River. 


Chemical  ExamiruUion  of  Water  from  Assabet  Eiver,  below  the  Sewage  FiUrcUion 
^  Area  at  Westborough. 

[Parts  per  100.000.] 


S 

8 
95 


a 
o 

o 
e 


SM07 

20248 
96678 
27010 
2n20 
27665 
27842 


1S99. 

Jan.  19 


AFrSiJULVCB. 


• 
S3 


B 

a 

I 


o 


V.  slight. 


28867 
29081 


29748 


Feb.  18 .  SUght. 
Mar.  24  j  V.  slight 
May    2     BlighU 
May  16     V.  slight. 
Jone  22  '  V.  slight. 
July  10  '  Slight. 
Aug.  19  ,  V.  slight 
Oct.     2 
Oot.  18 
Nov.  21 
Dec.  21 


At. 


V.  slight. 
I  V.  slight. 

None. 
'  V.  slight. 


V.  slight.  0.60 
V.  slight.  0.51 
Blight.  .0.34 
Cons.  :1.14 
V.  slight.  1.00 


Slight. 
Blight. 


1.30 
0.63 
0.38 


Cons., 

iron. 
None.       0.29 


Rbsoub  om 

EVAPOBA- 
TION. 


I 


Amfoiu. 


B 

n 

2 


Blight. 
V.  slight. 
Slight.     |0.66 


0.65 
0.63 


8.65 
5.16 
2.06 
6.56 
4.76 
6.75 
6.60 
6.06 
6.26 
6.00 
8.06 
7.10 


1.66 
2.16 
1.26 
2.66 
2.26 
8.85 
2.10 
2.16 
1.76 
2.30 
2.66 
2.26 


ALBCXWOID. 

« 

1 

i 

1 

1 

1 

if 

hi 

H      a  1 

* 

10.66 '  6.66 

I    II 


2.90 


.0042 
.0168 
.0002 
.0062 
.0028 
.0082 
.0006 
.0036 
.0302 
.0166 
.0014 
.0064 


.0076 


.0174 
.0204 
.0166 
.0476 
.0392 
.0680 
.0840 
.036« 
.0288 
0866 
0806 
.0296 


.0826 


.0160  .0014 


.0174 
.0186 
.0404 
.0382 
.0402 
.0818 
.0276 
.0276 
.0338 
.0292 
.0276 


.0294 


.0080 
.0080 
.0072 
.0010 
.0038 
.0022 
.0080 
.0012 
.0028 
.0014 
0020 


9 

c 

I 


NiraooBK 

▲8 


.0081 


.19 
.28 
.14 
.84 
.25 
.29 
.27 
.62 
.82 
.78 
.49 
.89 


i 

s 


s 
S 

9^ 


.88 


.0060 

.0060 

I 
.0090 

.0090 

.0010 

.0080 

.0040 

.0080 

.0040 

.0040 

.0040 

.0040 


.0001 
.0008 

.0001 


a 

s 

e 

s 

e 

g 

K 

o 


8 


» 


0.70 


0.8 


0.72  2.0 


0.44 


,0086 


.0000  1.83 

il 
.0000  1.10 

I 

.0000II1.68 


.0000 

.0001 
.0001 
.0004 
.0002] 
.0000 


0.81 
0.64 
0.56 


.0001 


0.6 
1.4 
1.8 
1.0 
1.8 
2.0 
2.0 


0.76'  1.7 
I.07I  2.8 
0.98'  2.8 
O.So!  1.6 


Odor,  generally  iaintly  regetable,  sometimes  unpleasant  or  musty,  beeomlng  stronger  on  heating. 

The  samples  were  oolieeted  from  the  river  at  tlie  bridge  on  Belmont  Street,  abont  1,000  feet  below 

the  lUter.bedsx>f  thertown  of  Westborongh. 

Chemical  Examination  of  Wider  from  Assabet  Biver^  below  Hudson. 

[Parte  per  100,000.] 


» 


o 


2 


97487 


At. 


Jnne  90 
Aog.  16 
Sept.  18 
Oel.  17 
Not.  14 


Appbababcb. 


9 


9m 

i 


Rbsidob  ob 

EVAFOBA- 

noH. 


Slight. 
SUgfaL 
V.  slight. 
Decided. 
Dedded. 


Oons. 
Gone. 
Blight. 


IroB. 
Gone. 


.60 
.62 
.86 
.62 
.60 


.60 


I 


a' 

o 


J' 


6.06 

8.16 

ll.U 

lO.iO 

6.76 


8.80 


2.00 
A.90 
6.10 
8.00 
2.06 


AimoxiA. 


ALBUmBOin. 


8.01 


.0034 
.0010 
.0240 
.0604 
.0186 


.0462 


.0006 
.0494 


.0467 


.0412 
.0400 


I 

a 


.0046 

.004010 

.009610 

.0148 

.0100 


S 


!0.41 

.60 

00 

1.41 


0074  0.90 


NiTBOOBir 


S 


i 


.0040 


.0004 


.0000.0000 
.0000.0019 


.0010> 


0060.0008' 


.0001 


0090.0604 


I 

a 
S 

6 

c 

I 


.76 
.78 
.60 
.81 

,n 

.78 


l.T 
1.8 
2.9 
8.8 
2.0 
2.1 


Odor,  generally  nnpleasant, 
mnlee  were  eoUeeted  fnm  the 
[noon. 


ee  vegelahle  and  mnaly,  beeomtng 
•t  the  O'NeU  hiidge, ao enlled, abovln 


—The 
below  the  Ylllate  of 


No.  34.] 
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ASSABET  BIYXB, 

Chemical  Examination  of  Water  from  Assabet  Eiver,  below  Maynard, 

[Parte  per  100,000.] 


a 

a 


27489 
87826 
28206 
28787 
29050 
29875 


At. 


s 

u 

o 

o 


Jane  20 
July  18 
Aug.  14 
Sept.  26 
Oct.  17 
Not.  14 


Appkahancb. 


^ 

«J 

5 

1 

« 

J 

5 

a 

£ 

a 

Decided. 

Decided. 

Slight. 

Decided. 

Decided. 

Decided. 


OODS. 

Cone., 

floe. 
Cods. 

Cone. 

Cone. 

Blight. 


.60 
.66 
.47 
.86 
.40 
.60 


.51 


Rbsiduk  on 

Evapora- 

tion. 

• 

a 

o 

s 

-s 

§1 

S 

S" 

5 

3 

5.60 

1.00 

6.90 

2.40 

7.00 

2.56 

6.06 

1.80 

7.26 

2.15 

7.60 

2.76 

6.70 

2.21 

AXMOKXA. 

ALBDMINOID. 

• 

1 

1 

• 

1 
1 

si 

eo 

.0062 
.0760 
.0084 
.0048 
.0120 
.0064 


.0186 


.0440 
.0488 
.0480 
.0360 
.0888 
.0872 


.0414 


.0842 
.0860 
.0862 
.0288 
.0294 
.06281 


.0827 


.0098 
.0128 
.0084 
.0072 
.0004 
.0044 


.0087 


1 
• 

c 

I 

O 

0.49 
0.67 
0.59 
0.91 
1.11 
0.68 
0.78 

NITBOOKN 
A8 

• 

s 
1 

Nttrltet. 

.0020 
.0090 
.0080 
.0020 
.0070 
.0080 

.0002 
.0005 
.0001 
.0008 
.0006 
.0002 
.0008 

.0048 

a 

e 
o 
u 
a 
& 

K 
O 


.65 
.69 
.57 
.51 
.58 
.74 


.62 


i 

I 


2.0 
1.8 
1.1 
1.7 
1.8 
9.0 
1.7 


Odor»  generally  dietinetly  nnpleaaant,  eometimee  mnety.^^The  eamplee  were  collected  from  the 
riTcr,  near  the  worke  of  the  American  Powder  Company. 


Blackstone  River. 

The  regular  monthly  examinations  of  thp  water  of  the  Blackstone 
River  have  been  continued  as  in  previous  years  and  the  results  are 
given  in  the  tables  which  follow.  The  first  of  the  tables  is  taken 
from  a  report  of  the  superintendent  of  sewers  of  the  city  of  Worces- 
ter for  the  year  ending  Nov.  30,  1899,  and  contains  the  monthly 
averages  of  analyses  made  by  the  city  of  samples  of  sewage  and 
effluent  collected  at  the  Worcester  Precipitation  Works,  and  the 
percentage  of  matters  removed  by  treatment  at  these  works.  Ac- 
cording to  the  above-mentioned  report  there  were  treated  during 
the  year  ending  Nov.  30,  1899,  an  average  of  about  17,100,000 
gallons  per  day  of  mingled  sewage  and  brook  water  taken  from  the 
Mill  Brook  Channel,  and  about  1,204  pounds  of  quick-lime  were 
used  for  each  million  gallons  of  sewage  treated.  The  effluent  from 
the  precipitation  works  and  the  excess  of  flow  of  Mill  Brook  over 
the  amount  treated  were  discharged  into  the  Blackstone  River.  The 
second  and  third  tables  show  the  averages  for  each  year  and  for  the 
six  dry  months  of  each  year  of  the  chemical  analyses  of  samples  of 
water  collected  at  various  points  along  the  river. 


362 


STATE   BOARD  OF  HEALTH.         [Pab.  Doc. 


BLA.CKSTOXB  RTTES. 

WOBCESTKR  SeWAGB  PCRinCATIOK  WOSKS. 

Abstracfjof  Analyses  rf  Sewage  and  EfiuaU  made  by  ike  City  of  Worcester. 

[Tmken  from  tiie  annwd  report  of  the  >upciiaiaidqtt  of  sewcn  of  the  dty  of  Worcester  for  tbe 

jmr  esdiQg  Nor.  30, 199.] 


DATE  or  OOLUCnOS. 


.M 


Pier 


Fetowj,ll 


SflacBt,  Fetowy,  18M, 


IM, 


April.  UN. 

ApriMMi 


,M»j,18M. 


AJ 

LKMDOI 

». 

Comm 

nook. 

• 

1 

■        i 

> 

1 

1     5 

1 

5 

t 

B 

1 

s 

i 

• 

1 

.S14 

.itf 

.16 

3.6 

!      1.6 

3.6 

.96 

.    .m 

.ifr 

.OU 

1.6 

1      1.6 

3.6 

11.8S 

6.9i 

■ 

— 1.6 

n.u 

6.6 

3.6 

-1.6 

•"^^W 

,      .61 

.16 

.16 

1.6 

3.6 

.» 

.16 

.MS 

«^HV 

1.6 

1.6 

3^ 

.    t.M 

4».tl 

t.6 

6.6 

6.6 

3.6 

3.6 

.ne 

.» 

.16 

.16 

4.1S 

1.6 

4.«1 

.M» 

.16 

.16 

.6B 

1.6 

1.6 

4.6 

t.ti 

6.IT 

s.a 

M.6 

6.6 

t.6 

t.6 

.«• 

.6t 

.m 

.16 

3.6 

1.6 

1.6 

.«§ 

.M7 

.16 

•^HV 

l.Tt 

1.T4 

1.6 

N.at 

ujn 

1.6 

6.6 

6.6 

6.6 

1.6 

.nt 

.6i 

.16 

•W 

3JS 

1.6 

S.6 

.tfi 

.16 

.61 

.61 

1.6 

1.6 

3.6 

IS.1t 

4a.u 

t.6 

tt.1T 

6.6 

3.6 

1.44 

1.64 

.WT 

.61 

.61 

«.6 

3.6 

6.6 

I.IM 

.m 

.6S 

.61 

1.6 

2.6 

•.47 

M.S 

S».fl 

11.6 

6.6 

6.6 

t.6 

— l.» 

i.sn 

.CM 

jm 

.36 

3.6 

s.sr 

7.6 

LW 

.16 

jm 

.tM 

3.t: 

3.t: 

7.T0 

tt.14 

aft.^ 

1.6 

6.6 

6.6 

S.6 

—1.6 

1.6i         .tt» 


S.6       3.6 


.97 
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BliACKSTONB  BIVEB. 

W0BCE8TER  Sewage  Pdkification  Works  —  Concluded. 


[ 

Parts  per 

100,000.] 

1 

AmcoiizA. 

OXTOBX 
COMSUMBD. 

i 

ALBUMIVOIO. 

DATE  OF  COLLECTION. 

1 

a 

1 

00 

1 

• 

s 

Bewago,  August,  1800»  . 

1.878 

.612 

.278 

.884 

6.76 

8.71 

7.91 

Sffluent,  August,  1890,  . 

1.281 

.264 

.240 

.014 

8.24 

8.24 

8.14 

Per  cent.  remoTed,  . 

10.81 

68.82 

18.68 

06.81 

62.08 

12.67 

—2.91 

Sewage,  September,  1809,     . 

1.844 

.684 

.824 

.260 

7.81 

4.27 

7.10 

Effluent,  Beptember,  1889,    . 

1.240 

.267 

.244 

.018 

8.26 

8.26 

7.20 

Per  cent,  removed,  . 

7.74 

60.00 

24.69 

94.99 

66.64 

28.89 

—1.41 

Sewage,  October,  1899,  . 

1.777 

.662 

.816 

.887 

8.28 

4.96 

8.01 

Effluent,  October,  1899, . 

1.689 

,277 

.269 

.008 

8.71 

8.71 

8.08 

Per  cent,  removed,  . 

10.46 

67.61 

14.61 

97.68 

64.02 

26.20 

-0.87 

Sewage,  November,  1899,     . 

1.702 

.608 

.280 

.818 

8.29 

6.49 

7.62 

Effluent,  November,  1899,     . 

1.647 

.268 

.246 

.007 

8.77 

8.77 

8.00 

Per  cent,  removed,  • 

9.11 

67.88 

12.14 

97.77 

64.61 

81.26 

-6.88 

Sewage  for  year  ending  Deo.  1, 1809,  , 

1.097 

.480 

.287 

.248 

6.68 

8.24 

6.87 

Effluent  for  year  ending  Dee.  1, 1899, 

.988 

.222 

.211 

.011 

2.71 

2.71 

6.00 

Per  cent,  removed, .... 

0.98 

68.78 

10.97 

06.68 

61.78 

16.86 

—2.28 

NoTB. —Monthly  averages  are  made  from  daily  analyses  of  sewage  and  effluent.  The  daily  sewage 
samples  consist  of  forty-elght  portions  taken  half  hourly.  Sewage  samples  are  taken  as  nearly  as  pos- 
sible in  proportion  to  the  amount  of  sewage  being  received  at  the  time  of  the  sampling.  Effluent  sam- 
ples consist  of  twenty>four  portions  taken  hourly. 
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BliACKSTONE  RIVER. 

Averages  of  Chemical  Analyses  of  Water  from  the  Blackstone  River 

FOR  THE  Years  1888  to  1899,  inclusive. 

•  

Blackstone  River  between  Mill  Brook  Channel  and  the  Sewage  Precipilaiion  Works. 

[Parts  per  lOO.OOO.] 


Rksiddb  ox 
Evapora- 

Ammonia. 

NiTROOBN 

■ 

tion,    j 

• 

«> 

B 

AS 

, 

• 

A 

ALBUMINOID. 

• 

■ 

m 

1 

YEAR. 

• 

1 

i 

• 

i 

s 

s 
§ 

a 

3 

1 

« 

«« 

^ 

1 

.S 
Q 

si 

OD 

1 

§ 

1 

1888 

0.64 

.2112 

.1040 

^ 

^ 

1.21 

.0370 

.0020 

,   . 

1889,   . 

0.76 

. 

— 

.2841 

.1198 

.0629 

.0560 

1.06 

.0236 

.0024 

- 

1890, 

0.82 

m 

. 

.1800 

.1024 

.0549 

.0475 

1.03 

;.0367 

.0014 

- 

1891,   . 

0.80 

13.64 

4.00 

.3340 

.1663 

.0840 

.0723 

1.73 

.0333 

.0032 

4.6 

1893, 

0.71 

16.28 

4.85 

.3580 

.1362 

.0627 

.0636 

1.84 

.0312 

.0061 

4.9 

1893,   . 

0.68 

17.95 

4.88 

.1429 

.0603 

.0326  j 

.0277 

1.04 

.0180 

.0012 

4.6 

1884,   . 

0.86 

17.17 

6.58 

.0739 

.0670 

.0304 

.0266 

0.88 

.0196 

.0006 

8.7 

1896, 

0.84 

13.40 

4.02 

.0507 

.0374 

.0229 

.0146 

0.86 

.0175 

.0007 

2.9 

1896,   . 

Q.75 

12.69 

3.87 

.0750 

.0486 

.0309 

.0177 

1.01 

.0187 

.0010 

2.9 

1897, 

0.94 

17.62 

6.81 

.0716 

.0633 

.0306 

.0227 

0.77 

.0161 

.0016 

2.9 

1898, 

0.50 

13.52 

4.34 

.0762 

.0557 

.0259 

.0298 

0.88 

.0167 

.0011 

8.6 

1899, 

0.26 

26.33 

8.08 

.1921 

.0761 

.0860 

.0891 

1.30 

j.oioo 

.0010 

9.7 

Blackstone  River  below  Sewage  Precipilaiion  Works, 


1888, 

1889, 
1890, 
1891, 
1893, 
1898, 
1894. 
1896. 
1896, 
1897, 
1898. 
1899, 


0.64 

.3112 

.1040 

^ 

0.76 

w 

_ 

.2841 

.1198 

.0620 

0.74 

_ 

. 

.3263 

.1177 

.0581 

0.80 

16.62 

4.62 

.4080 

.1303 

.0696 

0.63 

19.36 

6.39 

.8683 

.1442 

.0737 

0.74 

25.65 

6.64 

.3757 

.1447 

.0864 

0.60 

26.76 

6.61 

.4228 

.1809 

.0946 

0.79 

19.14 

4.78 

.2298 

.0840 

.0573 

0.40 

24.28 

6.86 

.2645 

.0930 

.0616 

0.76 

19.94 

4.60 

.2447 

.0848 

.0630 

0.49 

19.41 

6.20 

.2360 

.0726 

.0473 

0.80 

32.48 

7.90 

.8908 

.1337 

.0749 

.0669 
.0606 
.0608 
.0706 
.0688 
.0868 
.0267 
.0315 
.0218 
.0262 
.0688 


..«' 

.0370 

1.06 

.0386 

1.26 

.0881 

1.91 

.0368 

3.21 

.0278 

1.98 

.0360 

2.18 

.0816 

1.62 

.0347 

1.91 

.0366 

1.83 

.0300 

1.30 

.0264 

2.87 

I 

.0176 

.0089 
.0024 
.0016 
.0031 
.0033 
.0070 
.0047 
.0040 
.0071 
.0047 
.0073 
.0063 


4.6 
T.3 
7.4 
7.9 
6.8 
8.8 
5.4 
6.6 
IS.O 


Blackstone  River  at  Uxbridge, 


1888, 

0.46 

.0979 

.0284 

0.61 

.0323 

.0008 

1889,   . 

0.28 

. 

«■ 

.0092 

.0300 

.0191 

.0109 

0.60 

.0368 

.0009 

- 

1890,   . 

0.25 

_ 

. 

.1168 

.0314 

.0162 

.0062 

0.66 

.0272 

.0006 

. 

1801,   . 

0.27 

8.33 

1.94 

.1647 

.0272 

.0197 

.0076 

0.77 

.0896 

.0008 

2.8 

1893, 

0.21 

8.69 

1.90 

.2118 

.0223 

.0153 

.0069 

0.82 

.0326 

.0007 

2.8 

1898,   . 

0.40 

9.46 

1.91 

.1603 

.0266 

.0167 

.0080 

1.00 

.0424 

.0029 

3.2 

1804,   . 

0.51 

10.80 

1.97 

.1372 

.0242 

.0187 

.0056 

1.33 

.0460 

.0082 

4.0 

1896. 

0.64 

10.66 

2.44 

.1081 

.0315 

.0243 

.0072 

1.05 

.0439 

.0087 

3.9 

1896,   . 

0.42 

10.77 

2.60 

.1209 

.0808 

.0249 

.0069 

1.09 

.0406 

.0064 

4.3 

1897,   . 

0.60 

10.81 

2.60 

.1126 

.0298 

.0248 

.0060 

1.04 

.0481 

.0035 

8.8 

1896,   . 

0.58 

8.72 

2.30 

.0818 

.0806 

.0232 

.0073 

0.84 

.0860 

.0046 

8.8 

1899,   < 

0.26 

14.06 

2.61 

.2298 

.0374 

.0297 

.0077 

1.69 

.0881 

.0078 

6.6 

Blackstone  River  at  Millville, 


1888 

0.47 

.0444 

.0258 

. 

0.44 

.0342 

.0006 

. 

1889,   . 

0.88 

— 

. 

.0450 

.0277 

.0206 

.0071 

0.43 

.0160 

.0004 

• 

1890,   . 

0.84 

.  . 

.0687 

.0811 

.0168 

.0049 

0.46 

.0240 

.0004 

- 

1891, 

0.83 

6.05 

1.88 

.0807 

.0298 

.0194 

.0099 

0.66 

.0276  .0006 

1.9 

1898,   . 

0.35 

6.03 

1.62 

.0896 

.0849 

.0180 

.0069 

0.64 

.0218  .0004 

1.8 

1898, 

0.40 

6.88 

1.68 

.0899 

.0888 

.0226 

.0063 

0.66 

.0288  ,.0008 

2.0 

1894, 

0.49 

6.87 

1.90 

.0528 

.0219 

.0173 

.0046 

0.78 

.0232 

.0008 

2.6 

1896,   . 

0.68 

7.47 

2.27 

•0601 

.0253 

.0189 

.0064 

0.74 

.0378 

.0016 

3.7 

1896,   . 

0.40 

i  7.84 

1.64 

.0649 

.0248 

.0186 

.0068 

0.76 

.0347 

.0018 

3.8 

1897,   . 

0.68 

7.07 

2.14 

.0628 

.0268 

.0219 

.0048 

0.73 

.0833 

.0014 

8.6 

1898,   . 

0.56 

6.43 

1.95 

.0466 

.0256 

.0301 

.0056 

0.61 

.0222 

.0016 

8.3 

1889, 

0.88 

8.96 

1 

2.04 

.0986 

.0267 

.0381 

.0046 

0.88 

.0280 

.0089 

8.3 
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BliACKSTONE  RIVBB. 

Averages  of  Chemical  Analyses  of  Water  from  the  Blackstone  River 
FOR  Six  Months,  from  June  to  November,  1887  to  1899,  inclusive. 

Blackstone  River  between  Mill  Brook  Channel  and  the  Sewage  PrecipUcUion  Works, 

[Parte  per  100,000.] 


1 
1 

RK8IDUK  ON 

£VAPORA- 

TIOX. 

Ammonia. 

• 

s 

i 

NiTKOOBN 
AS 

1 

1 

r 

■ 

1 

ALBUMINOID. 

S 

• 

• 

1 

MONTHS. 

1    i 

6      H 

• 

1 

• 

1 

d 

00 

» 

Jone-Kov.,  1887, . 
"   ••   1888,. 
••   ••   1889,  . 
"   1890,. 
"   "   1891,. 
"   "   1892.. 
"   "   1893,. 
"   "   1894,  . 
"   ••   1896,. 
"   "   1896,. 
"   *•   1897,. 
"   "   1898.. 
"   "   1899,. 

0.91 

0.76 

0.88 

1.14  1 

1.10 

0.62  1 

0.40 

0.66 

0.49 

0.61 

0.86 

0.88 

0.14* 

1 

.■ 

9.92 
17.42 

1  20.76 
16.98 

;  16.98 
14.17 

'  12.90 
26.46 
17.42 

,84.88 

3.08 
6.60 
6.30 
4.66 
4.76 
4.60 
2.98 
7.68 
6.62 
10.60 

.2686 
.2668 
.3980 
.2107 
.4913 
.3647 
.1480 
.0648 
.0618 
.0780 
.1130 
.0867 
.2683 

.1741 
.1112 
.1430 
.1246 
.1960 
.1433 
.0688 
.0380 
.0414 
.0416 
.0674 
.0619 
.0788 

.0667 
.0772 
.0678 
.1127 
.0708 
.0240 
.0236 
.0243 
.0282 
.0362 
.0260 
.0390 

.0666 
.0668 
.0673 
.0828 
.0726 
.0848 
.0144 
.0171 
.0133 
.0312 
.0860 
.0398 

1.86 
1.60 
1.32 
1.07 
2.29 
2.43 
1.01 
0.74 
0.92 
0.97 
0.89 
0.96 
1.66t 

.0160 
.0382 
.0177 
.0260 
.0192 
.0227 
.0116 
.0116 
.0168 
.0147 
.0090 
.0063 

.oo&ot 

.0041 
.0026 
.0016 
.0037 
.0108 
.0016 
.0006 
.0006 
.0016 
.0024 
.0010 
.0004 

2.9 
6.0 
6.1 
6.8 
4.4 
8.4 
8.4 
4.2* 
4.6 
14.8 

Blackstone  River  below  Sewage  Precipitation  Works, 


JaM-Nov. 

.  1887, .   .   . 

0.91 

„ 

^ 

.2686 

.1741 

_ 

^ 

1.36 

.0160 

^ 

^ 

M 

1888, . 

0.76 

• 

• 

.2668 

.1112 

.0667 

.0666 

1.60 

.0882 

.0041 

• 

1889, . 

0.86 

. 

- 

.3980 

.1480 

.0772 

.0668 

1.82 

.0177 

.0026 

- 

1890,  . 

0.97 

11.86 

3.10 

.2907 

.1492 

.0782 

.0770 

1.46 

.0270 

.0018 

8.9 

1891,  . 

1.06 

22.26 

6.60 

.6867 

.1608 

.0888 

.0626 

S.Sl 

.0288 

.0040 

6.2 

1892, . 

0.63 

26.80 

7.75 

.6240 

.1810 

.0968 

.0662 

8.18 

.0187 

.0060 

10.8 

1803, .    .   . 

0.61 

80.00 

7.18 

.6660 

.1463 

.0900 

.0668 

2.76 

.0286 

.0126 

10.9 

1894. .    .   . 

0.40 

29.80 

6.86 

.6180 

.1890 

.1118 

.0277 

2.68 

.0212 

.0071 

10.6 

1896, .   .   . 

i0.71 
(0.80 
%.78 

22.16 

6.18 

.8246 

.0808 

.0697 

.0801 

1.86 

.0267 

.0068 

7.8 

1896, .   •   . 

26.08 

6.68 

.2881 

.0898 

.0600 

.0298 

2.10 

.0217 

.0118 

9.7 

1897,  . 

26.08 

4.97 

.8660 

.1122 

.0782 

.0640 

1.61 

.0207 

.0068 

6.0 

1898,. 

0.28 

26.68 

6.78 

.8064 

.0668 

.0660 

.0808 

1.66 

.0182 

.0119 

9.2 

1899,  .   .   . 

0.14* 

44.02 

9.67 

.6261 

.1707  1.0912 

.0796 

8.26 

1 

.0106* 

.0068 

16.1 

Blackstone  River  at  Uxbridge, 


Jane-NoT. 

,  1887,  .   .   . 

0.80 

„ 

^ 

.1189 

.0271 

„ 

» 

0.79 

.0860 

^ 

^ 

i« 

K 

1888, . 

0.88 

6.42 

1.62 

.1166 

.0288 

.0282 

.0066 

0.68 

.0310 

.0007 

. 

•< 

«l 

1889,  .   . 

0.82 

• 

. 

.1138 

.0296 

.0192 

.0104 

0.66 

.0888 

.0009 

. 

If 

1890, .   . 

0.26 

8.86 

2.12 

.1629 

.0231 

.0174 

.0067 

1  0.79 

.0269 

.0006 

2.9 

•* 

1891,  . 

0.20 

10.16 

2.61 

.2280 

.0176 

.0117 

.0068 

1.04 

.0426 

.0007 

8.6 

M 

1892,  . 

0.18 

9.86 

1.88 

.2840 

•0227 

.0162 

.0066 

0.99 

.0818 

.0007 

8.1 

II 

1898,  . 

0.24 

11.74 

2.37 

.1966 

.0207 

.0140 

.0067 

1.20 

.0628 

.0050 

4.2 

l« 

1894,  . 

0.86 

18.07 

2.03 

.1466 

.0243 

.0183 

.0060 

1.67 

.0678 

.0060 

4.9 

•t 

1896,t    .    . 

0.66 

12.96 

2.00 

.0906 

.0258 

.0182 

.0076 

1.34 

.0631 

.0065 

4.7 

14 

1896,  . 

0.83 

12.68 

2.67 

.1129 

.0267 

.0221 

.0086 

1.38 

.0477 

.0091 

6.0 

11 

1897,  . 

0.48 

11.60 

2.47 

.1029 

.0280 

.0215 

.0066 

1.82 

.0662 

.0051 

4.8 

tl 

1898,  . 

0.49 

,  10.69 

2.78 

.0801 

.0264 

.0219 

.0045 

1.00 

.0470 

.0076 

8.8 

<< 

1899,  . 

0.18 

'  18.84 

3.11 

.2490 

.0369 

.0810 

.0049 

2.17 

.0610 

.0141 

7.4 

Blackstone  River  at  Millville, 


Jone-Nov. 

,  1887,  . 

0.31 

^ 

^ 

.0468 

.0220 

^ 

^ 

0.51 

.0210 

^ 

_ 

11 

1888, .   .   . 

0.41 

6.22 

1.40 

.0467 

.0296 

.0283 

.0063 

0.50 

1.0278 

.0004 

. 

It 

1889, . 

0.38 

. 

. 

.0499 

.0278 

.0213 

.0060 

0.46 

.0167 

.0003 

. 

11 

1890. . 

0.26 

6.71 

2.24 

.0736 

.0196 

.0152 

.0044 

0.53 

.0229 

.0003 

2.3 

tt 

1891.  .   .    . 

0.24 

7.48 

2.35 

.1105 

.0384 

.0234 

.0150 

0.72 

.0808 

.0006 

2.9 

•1 

1892,  .   .   . 

0.37  i 

6.70 

1.62 

.1143 

.0294 

.0210 

.0084 

0.68 

.0217 

.0002 

8.0 

11 

1S93,  . 

0.28 

7.43 

1.73 

.0677 

.0110 

.0087 

.0031 

0.77 

.0885 

.0011 

2.6 

11 

1894, .    .    . 

0.47 

8.42 

2.16 

.0610 

.0172 

.0139 

.0038 

0.89 

.0273 

.0012 

1  8.8 

•1 

1896, .    .    . 

0.61 

8.67 

2.66 

.0356 

.0233 

.0180 

.0063 

0.90 

.0883 

.0024 

'  8.2 

(1 

1896, .    .    . 

0.86 

8.63 

1.69 

1.0484 

.0237 

.0180 

.0067 

0.97 

1.0413 

.0027 

8,8 

ii 

1897,  .    .   . 

0.46 

7.66 

1.98 

.0509 

.0258 

.0210 

.0048 

0.92 

1.0446 

.0019 

8.1 

•< 

1898,  .    .    . 

0.61 

7.12 

2.17 

.0325 

.0240 

.0193 

.0047 

0.63 

!.0240 

.0023 

2.6 

•• 

1899,  .    .    . 

0.20 

12.50 

2.44 

.1810 

.0801 

.0247 

.0064  1 

1.31 

.0810  .0049 

4.6 

*  Average  of  five  monthe.  t  Average  of  two  monihe. 

X  Average  of  five  months.    No  sample  was  obtained  In  Jane. 
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BLiACKSTONE  BIVBB. 

ChemtetU  Examination  of  Water  fiom  Blackstone  River,  between  MUl 

[Parts  pw  100,000.] 


1 

2 

8 

4 

6 

6 

7 

8 

0 

10 

11 

18 


13 


6 

e 
« 


Torbidity. 


259S8 
26244 
26490 
26937 
27168 
27658 
27915 
28250 
28700 
29062 
20419 
29783 


Av. 


ISM. 

Jan.  18 
Feb.  17 
Mar.  15 
Apr.  25 
May  17 
Jnne  21 
Jnly  27 
Ang.  16 
Sept.  21 
Oct.  18 
Nov.  15 
Dec.    20 


SedlmenL 


Decided. 
Decided. 
Decided. 
Decided,  iron. 
Blight,  milky. 
Decided. 
Decided. 
Decided,  iron. 
Decided,  iron. 
Decided,  iron. 
Decided. 
Decided,  iron. 


Heavy. 
Heavy. 
Cons. 

Heavy,  iron. 
Heavy,  iron. 
Heavy,  iron. 
Heavy,  iron. 
Heavy,  iron. 
Heavy,  iron. 
Cons.,  iron. 
Heavy. 
Heavy,  iron. 


e 
I 


.60 
.67 
.20 
.03 
.11 
.14 
.13 
.29 

.04 

.50 


RBSmUa  KM  BVAPOSATIOV. 


TOTAL  naiDVB. 


« 

1 

1 

1 

a'^ 

0  *» 

H 

a 

00 

.26 


8.90 
24.00 

6.00 
12.10 
21.40 
46.10 
22.20 
27.70 
84.50 
17.60 
58.20 
25.00 


25.88 


8.00 
14.00 
5.80 
9.00 
17.00 
30.80 
17.20 
17.96 
32.70 
15.80 
58.20 
20.60 


90.84 


0.90 
10.00 
1.10 
8.10 
4.40 
6.80 
5.00 
9.75 
1.80 
2.30 
5.00 
4.40 


4.49 


LOSS  ov  lovmov. 


e 
1- 


8.9D 

10.90 

2.70 

8.50 

6.70 

7.60 

6.30 

9.50 

11.40 

4.00 

24.80 

7.00 


1 

H 

8.10 

0.10 

8.80 

6.40 

1.90 

0.80 

1.50 

2.00 

5.00 

l.TO 

5.80 

2.80 

4.10 

2.20 

7.00 

2.50 

11.00 

0.40 

2.70 

1.80 

22.10 

2.70 

5.80 

1.70 

6.07 

2.01 

Odor,  distinctly  mnsty  and  disagreeable,  sometimes  unpleasant. The  samples  were  collected 

28700  and  29082  on  Thonday,  No.  26244  on  Friday,  and  the  other  samples  oo  Wednesday.    The  samples 


Chemical  Examination  of  Water  fnym  Blackstone  Biver^ 

[Farts  per  100,000.] 


— ^ 

1 

Date  Of 

Collection. 

AmAMAKCM.                           1 

ftBsinua  ov  Evapoiatiost. 

Tozlildlty. 

Sediment 

Il 

TOTAL  BXSIDUa. 

loss  oh  lOHITTOir. 

1 

s 

1' 

•  S  ' 

1^ 

■ 

1  J 

,1 

1 

2 
8 

4 

5 

6 

7 

8 

9 

10 

11 

12 

26089 
20245 
26600 
26938 
27154 
27554 
27916 
28251 
28701 
29088 
29420 
29784 

1S99. 

Jan.     18 
Feb.    17 
Mar.    15 
Apr.    25 
May    17 
June   21 
Jnly    27 
Ang.   16 
Bept.  21 
Oct.     18 
Nov.    16 
Deo.    20 

Decided. 

Decided. 

Decided. 
1  Decided,  iron. 
1  Decided,  iron. 
1  Decided. 

Decided. 

Decided,  iron. 
'  Decided,  iron. 
;  Decided,  iron. 

Decided. 
1  Decided,  iron. 

Heavy. 
Heavy. 
Cons. 

Cons.,  iron. 
Heavy,  iron. 
Cons. 

Heavy,  iron. 
Heavy,  iron. 
Heavy,  iron. 
Heavy,  iron. 
Heavy,  iron. 
Heavy,  Iron. 

.80 

.65 

.68 

.08 

.10  ! 

.21 

.09 

.25 
.06 
.55 

.80 

1 

8.00 
41.20 

8.80 
18.60 
21.80 
30.00 
51.50 
49.10 
39.50 
60.00 
84.00 
32.20 

7.80 
88.60 

7.80 
12.00 
18.80 
28.00 
47.10 
46.75 
37.00 
31.60 
26.50 
29.20 

0.70 
7.70 
1.60 
1.60 
3.00 
2.00 
4.40 
2.85 
2.50 
28.40 
7.50 
8.00 

8.40 

i  15.60 

.    8.00 

4.00 

4.80 

12.50 

8.50 

7.10 

,    6.50 

,  17.60 

6.80 

6.00 

3.80 
10.60 
1.80 
2.50 
4.00 
11.00 
7.10 
6.60 
6.80 
5.80 
4.40 
5.10 

0.10 
5.10 
1.20 
1.50 
0.80 
1.50 
1.40 
0.50 
0.20 
12.80 
1.40 
0.90 

18 

Av 

32.48 

27.09 

5.89 

1 

1 

7.00  1    K.M 

2.24 

1 

Odor,  distinctly  mnsty  and  disagreeable,  sometimes  unpleasant. The  samples  were  collected 

eipitation  Works  enters  the  river.    No.  26988  was  ooUeciod  on  Taesday,  Nos.  27016,  28701  and  29063  on 
between  the  honrs  of  0.45  a,u,  and  2.80  p.m. 
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BliACKSTONE  BIVBB. 

Brook  Channel  and  the  Worcester  Sewage  Precipilatum  Works. 

[Parts  p«r  100,000.] 


AMMOMIA. 

NiTKOOBN  A8 

OXTOBH 
Cons  UKBD. 

IBON. 

ALBUMINOID.             1 

1 

• 

1 

J3 

• 

1 

s 

• 

s 

5 

1 

• 

1 

1 

1 

* 

1 

1 

solved. 

si 

m 

■ 

&K 

H 

o 

« 

u 

s 

SQ 

D 

h 

n 

5 

te< 

.0044 

.0812 

.0458 

.0156 

0.48 

.0130 

.0013 

1.04 

0.84 

2.1 

0.2000 

0.1800 

1 

.2020 

.1810 

.0640 

.1070 

2.00 

.  .0180 

.0027 

2.21 

0.91 

4.2 

1.1600 

0.5600 

2 

.0672 

.0404 

.0256 

.0148 

0.88 

.0240 

.0005 

0.61 

0.40 

1.4 

0.2700 

0.1800 

8 

.0820 

.0630 

.0268 

.0862 

1.16 

.0080 

.0012 

1.22 

0.61 

8.1 

1.8600 

0.6600 

4 

.1440 

.0550 

.0265 

.0285 

.0030 

.0024 

1.16 

0.76 

8.1 

2.4000 

1.7200 

5 

.0120 

.1480 

.0040 

.0840 

_ 

.0080 

.0000 

1.80 

1.29 

16.5 

0.7200 

0.0080 

6 

.1280 

.0820 

.0480 

.0800 

1.76 

.0070 

.0002 

1.47 

0.96 

8.9 

1.5200 

1.1720 

7 

.1000 

.0540 

.0230 

.0310 

. 

— 

.0005 

1.82 

0.90 

11.1 

2.4000 

0.0800 

8 

.1620 

.0600 

.0820 

.0180 

- 

— 

.0014 

1.62 

1.44 

11.5 

4.8800 

4.3600 

9 

.1800 

.0860 

.0460 

.0400 

1.86 

. 

.0000 

1.82 

0.72 

6.6 

2.0000 

0.9200 

10 

.0040 

.0530 

.0260 

.0270 

. 

. 

.0005 

2.96 

1.47 

81.6 

5.1200 

8.6800 

11 

.0780 

.0480 

.0200 

.0280 

- 

- 

.0010 

1.26 

0.88 

11.0 

3.5000 

1.6800 

12 

.1021 

.0761 

.0860 

.0891 

1.20 

.0100 

.0010 

1.60 

0.02 

9.7 

2.1275 

1.2540 

18 

from  the  river,  about  200  feet  below  the  Iron  bridge.    N'o.  86987  was  collected  od  Toesday,  Nos.  27916, 
were  collected  between  9.80  ▲  ji.  and  2.16  f.x. 


below  the  Worcester  Sewage  PrecipUatton  Works. 

[ParU  per  100,000.] 


AMMORIA. 

NiTROGBV  AS 

OXTOBM 

Ibon. 

CONSUMBD. 

ALBUMINOID.             | 

Chlorine. 

«4 

i 

■ 

s 

nflltered. 

• 

2 

• 

i 

■ 

> 

i 

si 

^« 

1 

£ 

H 

Q 

QQ 

2: 

K 

P 

n 

D        I 

Se< 

.0976 

.0680 

.0856 

.0224 

0.54 

.0200 

.0010 

0.92 

0.76 

3.2 

0.2120 

0.1700 

1 

.8000 

.1790 

.0650 

.1140 

. 

.0025 

8.20 

1.86 

19.5 

<  4.2640 

8.8400 

3 

.0786 

.0360 

.0284 

.0076 

0.48 

.0240 

.0008 

0.52 

0.46 

2.8 

1  0.2900 

0.1650 

8 

.1600 

.0810 

.0520 

.0290 

1.23 

.0340 

.0080 

1.09 

0.83 

8.8 

0.5000 

0.2150 

4 

.8500 

.1065 

.0665 

.0400 

1.91 

.0280 

.0120 

0.76 

0.65 

8.0 

1  0.5200 

0.0100 

6 

.0984 

.0476 

.0824 

.0162 

8.76 

. 

.0003 

1.70 

1.44 

10.6 

>  3.2000 

2.7600 

6 

.9400 

.1840 

.1490 

.0850 

4.86 

.0200 

.0150 

2.03 

2.01 

21.5 

0.2200 

0.0170 

T 

.6160 

.0940 

.0790 

.0150 

2.81 

.0080 

.0000 

0.80 

0.68 

28.0 

1  1.0000 

0.0080 

8 

.4080 

.1170 

.1000 

.0170 

3.07 

.0070 

.0240 

1.44 

1.19 

15.0 

1  1.4400 

0.6860 

9 

.6800 

.4540 

.1100 

.8440 

8.85 

.0020 

.0000 

4.80 

1.04 

18.6 

3.5000 

0.0300 

10 

.4080 

.1280 

.0770 

.0510 

2.28 

.0220 

.0016 

1.54 

1.08 

13.0 

1.7200 

0.4200 

11 

.5680 

.1190 

.1040 

.0160 

2.42 

.0160 

.0036 

1.70 

1.88 

12.1 

1.5500 

0.3600 

12 

.3008 

.1837 

.0749 

.0588 

1 

2.87 

.0176 

.0053 

1.71 

1.08 

12.0 

1.5347 

0.7234 

13 

from  the  river,  above  MUlburyand  below  the  point  where  the  effluent  from  the  Worcester  Sewage  Pre- 
Thursday,  No.  28245  on  Friday,  and  the  other  samples  on  Wednesday.    The  samples  were  collected 
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BLACKSTONE  BiyBB. 

Chemical  EzamiruUion  of  Water  from  Blackstone  Eiver,  at  Uxbridge, 

[PftriB  per  100,000.] 


1 


2M90 
S6841 
20601 
S6967 
27148 
27580 
27841 
28260 
28704 
29071 
2M21 
20750 


At. 


ISM. 

Jan.  10 
Feb.  16 
Mar.  16 
Apr.  26 
May  18 
Jnne  21 
July  19 
Aug.  17 
Bept.  21 
Oct.  19 
Not.  16 
Deo.  22 


Appbaba>ob. 


Deolded. 

Deoided. 

Deolded. 

Decided. 

Deoided. 

Deoided. 

Blight. 

Blight. 

Deolded. 

Deolded. 

Deoided. 

Deolded. 


Heavy. 
Oona. 

V.  alight. 

Oons. 

Oona. 

Blight. 

y.  alight. 

Slight. 

Oooa. 

Blight. 

Oona. 

Slight. 


.60 
.22 
.41 
.88 
.26 
.23 
.20 
.11 
.14 
.12 
.26 
.15 


.26 


Rksiddb  cm 

1 

1 

■ 

EVAPORA- 

Amkohia. 

NlTlOOBSr 

^ 

TIOM. 

■ 

1 

0.44 

A8 

M 

o 

H 

Loaaon 
Ignition. 

1 

ALBDIIIHOID. 

i 

* 

I 

» 

• 

1 

Sus- 
pended. 

a 

1 

8.75 

1.65 

.0656 

.0528 

.0272 

.0266 

.0160 

.0010 

.46 

S.l 

10.25 

2.25 

.1920 

.0424 

.0820 

.0104 

1.08 

.0180 

.0014 

.88  4.0 

4.20 

1.80 

.0266 

.0220 

.0182 

.0038 

0.80 

.0160 

.0006 

.86  1.4 

6.55 

1.60 

.1020 

.0292 

.0286 

.0056 

0.68 

.0140 

.0017 

.36  2.2 

10.10 

1.75 

.1488 

.0860 

.0286 

.0124 

0.96 

.0160 

.0024 

.32 

8.9 

18.75 

2.60 

.2049 

.0287 

.0268 

.0019 

1.47 

.0180 

.0200 

.89 

5.0 

17.15 

2.70 

.0812 

.0840 

.0828 

.0012 

1.94 

.0860 

.0280 

.42 

7.0 

18.90 

8.80 

.0880 

.0256 

.0216 

.0040 

2.14 

.0900 

.0200 

.86 

7.7 

20.25 

8.70 

.2200 

.0400 

.0850 

.0050 

2.43 

.0640 

.0120 

.37 

8.6 

21.00 

8.00 

.4120 

.0400 

.0810 

.0090 

2.55 

.0610 

.0086 

.88 

8.6 

19.00 

2.85 

.4880 

,0470 

.0800 

.0080 

2.40 

.0170 

.0012,.  36 

6.9 

21.85 

2.90 

.7280 

.0510 
.0874 

.0460 
.0297 

.0050 
.0077 

2.71 
1.59 

.0110 

.0020 
.0078 

.48 
.88 

8.4 

14.06 

2.51 

.2298 

.0881 

5.6 

Odor,  generally  faintly  mnaty,  oooaaionally  nnpleaaant  or  vegetable,  becoming  atronger  on  heating. 
— —  The  aamplea  were  eoUeolad  from  the  canal  leading  from  the  opper  dam  of  the  Calumet  Woolea 
Company  to  the  mill,  Joat  before  the  water  paaaed  the  aoreena. 


Cktmical  Examination  of  Water  from  Blackstone  River  at  MiUviUe^  Blackstone. 

[Parte  per  100,000.] 


25892 

16240 
1651$ 
18951 
27112 
17551 
27806 
tS:iM 
«TW 
2907;$ 
tH» 
2fT44 


Jan.  19 
F^b.  16 
Mar.  16 
Apr.  16 
Mi^y  18 
J««e22 
July  IS 
.\ug.  17 

iWt.  19 
Not.  17 
D««  21 


ArPBABAMOB. 


Decided. 

Decided. 

Slight. 

BllKht. 

Decided. 

eiifht. 

Slight. 

SUght. 

iVclded. 

I>»cldet1. 

I  Voided. 

Decided. 


5 


I  Sliffht. 


Slight 
.  Slight. 
Slif  hu 
SUghU 
Slight. 
Slight, 
V.  alight.  .SO 
Cone.  .21 
Sn«hl.  .19 
SUghl.  .» 
SHgbl.      .» 


.47 
.26 

.40 
.28 
.15 
.16 


RaaiDUB  ON 

EVAPOIA- 
TIOH. 


I 


5.75 

7.80 

8.» 

4.75 

5.65 

12.90 

12.05 

12.95 

10.00 

14.25 

12.45 


T 

75  I 


I 


2.40 
1.85 
0.S5 
1.40 
1.50 
2.55 
2.15 
2.90 
2.05 
2.40 
2.60 
2.20 


AMMOaiA. 


i 


Axjunmcoio. 


9 

► 


I 


? 


I   e 


I  illil 


.0412 
.0976 
.0164 
.0166 
.0640 
.13d0 
.0S»6 
.0476 
.0760 
.201^ 

.24«» 


I 
I 
.0276. 
.0236 
.0]$0> 
.01S4 
.02S2 
.«W 
.02$! 
.02<M 

.OSSO 

.os:* 

.tXM8 


.0192 
.01S4 
.0100 
.0174 


.0192 
.0±» 
.0140 
.0290 
.b240 
.683& 


.0052 
.0044 
.0096 
.0024 
.0060 
.0085 
.0040 
.00» 
.0140 
.0040 
.0080 
.O0i:» 


I 

0.44 

0.71 
0.25 
0.45 
0.54 
LOT 
1.25 
1.50 
1.16 
1.61 
1.2« 
l.(S 


HITBOOKII 


i 

a 


c 

i'  5 

I' 


! 


.oaoo 

.0190 
.0070 
.0060 
.0080 
.0170 
.0700 
.0540 
.0100 
.0170 
.0120 
.0060 


.0007. 42 
.0011^  .81 
.0002  .93 
.0011  .86 
.0010  .37 
.0100  .42 
.0090  .35 
.QCM<%  .35 
.0020  .39 
.0024  .35 
.0012  .45 
.0005  .56 


At 2T   9.40  l.OT  .1068  .6(R1 .0027  .0045  0.94  .<m«  .0028 


1.7 
8.8 

0.8 
1.4 
2.1 
4.2 
4.4 
4.9 
S.9 
5.4 
4.8 
3.6 

3.4 


Odor,  getterally  maaly  or  Teyetabh,  QceaatcaaMT  «« 

Tbe  eaaipleft  w«i«  eolWtted  froaa  tW  itTer.  i«a( 


or  dlaafueabteb 
aWw  tW  dttaa  to  tke  Tin^e  of  MUMIIo. 
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CHABIiES  BIVEB. 


Charles  River. 


Chemical  Examination  of  Water  from  Charles  River ^  below  Milford, 

[Parta  per  100,000.] 


1 

i 

Ukbidub  cm 

I 

• 

APTBAXAirCB. 

£Vl.POKA- 
TION. 

Ammonia. 

• 

1 

NITBOOBN 
A8 

1 

a 

1 

O 

• 

1          ^ 

1 

I 

• 

1 

Lmaon 
Ignition. 

• 

1 

ALBUMINOID. 

■ 

£ 

• 

1 

1 

1 

/ 

1 

i 

> 

I 

X 

00 

1 

18M. 

27400 

Jone 15 

Decided. 

Cons. 

.16  1 

16.95 

8.26 

.4880.0020 

.0070 

.0260 

4.68 

.0010 

.0000 

1.12 

8.0 

2n46 

jQly  12 

Blight. 

OoiM. 

.U 

4.46 

2.16 

.0140.0660 

.0416  .0144 

0.46 

.0040 

.0008 

0.94 

0.6 

88080 

Aug.   7 

,  Decided. 

OODS. 

.40 

17.06 

8.06 

.4820  .1760 

.1000 

.0760 

4.17 

.0000 

.0000 

1.84 

4.2 

28878 

B«pt.  19 

!  V.decM. 

HeaTy. 

- 

21.86 

4.86 

.9720 

.8040 

.1700.1280 

6.16 

.0010 

.0000 

1.90 

8.6 

20014 

Oct.  12 

Decided.' 

Oons. 

.60 

0.60 

2.70 

.0920  .1070 

.0580  .0400 

1.78 

.0180 

.0080 

0.79 

2.9 

29878 

Not.  18 

Decided. 

Cods. 

.80 
.60 

0.86 

2.10 

.0946 
.8487 

.0720 

.1345 

.0390.0880 
0808  -niU9 

0.76 
3.00 

.0180 
.0068 

.0018 
.0008 

0.64 
1.12 

1.8 

At... 

12.62 

8.12 

2.0 

. 

Odor  in  September,  offeneiTe;  at  other  times,  mnsty  and  unpleasant  or  disagreeable. 


Chemical  Examination  of  Water  Jrom  Charles  River  at  Needham. 

[ParU  per  100,000.] 


j 

KBSIDUB  ON 

• 

5 

s 

ArPSARAMCB. 

Ktapoba- 

TION. 

Ammonia. 

* 

NITBOOBN 
AS 

• 

1 

i 

u 

i 

8 

H 

Losaon 
Ignition. 

i 

AI.BI7MINOID.      1 

1 

1 

> 

1 

2 

ao 

» 

ISM. 

29045 

Jan.  16 

V.  slight. 

V.  slight. 

.48 

4.10 

1.75 

.0004 

.0146 

.0188  .0008 

.82 

.0130  .0001 

.02 

1.1 

20237 

Feb.  16 

V.  slight. 

V.  slight. 

.89 

4.70 

1.80 

.0044 

.0146 

.0180.0016 

.40 

.0820,  .0002 

.52 

1.8 

26400 

Mar.  13 

V.  Blight. 

V.  slight. 

.80 

2.95 

1.15 

.0004 

.0182 

.0116.0016 

.26 

.0030 

.0001 

.42 

0.5 

20088 

Apr.    7 

V.  slight. 

V.  slight. 

.85 

2.86 

1.50 

.0004  .0156 

.01501.0006 

.28 

.0040 

.0000 

.45 

0.5 

27102 

May  15 

Slight. 

Slight. 

.76 

4.20 

2.25 

.0004 

.0296 

.0268.0028 

.29 

.0090 

.0001 

.82 

1.0 

27467 

June  19 

V.  slight. 

V.  slight. 

.60 

4.56 

2.10 

.0006 

.0252.0284.0018 

.85 

.0040 

.0001 

1.61 

1.6 

27786 

July  17 

V.  slight. 

V.  sUght. 

.40 

4.45 

1.60 

.0008  .0282  .0218  .0014 

.39 

.0020.0000 

.59 

1.8 

28104 

Aug.  14 

V.  slight. 

V.  Blight. 

.44 

4.76 

2.10 

.00001.0240.0226.0014 

.38 

,.0020.0000 

.63 

1.6 

286S8 

Sept.  18 

1  V.  slight. 

SUght. 

.82 

5.00 

1.76 

.0004 

.0260 

.0244  .0016 

.47 

.0010.0001 

.48 

1.6 

29065 

Oct.   18 

V.  Blight. 

V.  slight. 

.48 

6.50 

1.90 

.0010 

.0268 

.0238.0030 

.51 

.0050.0000 

.63 

2.0 

20867 

Not.  18 

Slight. 

V.slight.1.70 

6.50 

2.40 

.0010 

.0292 

.0272  .0020 

.50 

1.0050.0001 

.90 

1.7 

29692 

Dec.  19 

Decided. 

Cods. 

.44 

.4A 

6.90 

1.00 

.0002 
.0008 

.0210 
.0219 

.0192  .0018 
.0202-00171 

.47 
.38 

.0120.0001 
.00771-0001 

|.55 
.60 

2.0 

At..  . 

4.70 

1.82 

1.8 

'1 

Odor,  generally  Tegetable  or  none,  sometimes  unpleasant  and  mouldy, 
collected  from  the  riTcr,  at  Dedham  ATenne  bridge. 


The  samples  were 


370 


STATE   BOARD   OF  HEALTH.         [Pub.  Doc. 


CHARLES  RineB. 

Chemtc€U  Examination  of  Water  from  Charles  Biver,  opposite  the  Filler-gallery  of 

the  Brookline  Water  Works  at  West  Raxbury. 

[Parts  per  100,000.] 


a 

0 

9e; 


26968 
20270 
264e0 
20706 
27124 
27519 
27790 
28211 
28647 
29084 
29870 


Av. 


i 

m 


Jan.  17 
Fflb.  20 
Mar.  13 
Apr.  10 
May  16 
Jane  20 
Jaly  17 
Ang.  14 
Bept.  18 
Ooi.  17 
Nov.  18 


Appxabakck. 


a 


a 

a 


V.  alight. 

Blight. 

V.  slight. 

V.  alight. 
I  V.  alight. 

V.  slight. 

V.  alight. 

V.  slight. 

V.  slight. 
;  V.  slight. 
'  Slight. 


V.  slight. 
BUght. 
V.  alight. 
V.  slight. 
V.  alight. 
V.  alight. 
V.  slight. 
V.  alight. 
Slight. 
Slight. 
V.  alight. 


.47 
.24 
.82 
.87 
.70 
.42 
.40 
.51 
.82 
.48 
.71 


I  Rksioub  on 
Etapoka- 

I  TIOV. 


.44 


J! 

o 


4.10 
8.70 
2.85 
3.60 
8.75 
4.10 
4.45 
4.85 
4.65 
5.65 
6.50 


4.88 


a 

s 


1.75 
1.60 
1.85 
1.75 
2.60 
1.56 
1.55 
1.90 
2.00 
2.15 
2.40 


1.86 


AKMoariA. 


ALBDXnOID. 

• 

* 

1 

1 

1 

§ 

si 

h 

H 

s 

00 

.0006 
.0046 
.0008 
.0006 
.0020 
.0006 
.0006 
.0006 
.0004 
.0024 
.0022 


.0142 
.0284 
.0154 
.0204 
.0298 
.0262 
.0228 
.0280 
.0240 
.0284 
.0280 


.0014 


.0237 


.0134 
.0220 
.0140 
.0192 
.0278 
.0226 
.0220 
.0212 
.0222, 
.0244 
.0256 


a 

i 


.0008  .83 
.0014,:. 38 
.0014, .26 
.0012  .26 
.0020  |. 29 
.0036.32 
.0008  1.41 
.0068  .41 


.0018 
.0040 
.0024 


.0'213  .0024 


.48 
.58 
.54 


.38 


NITBOOBN 
AS 


m 


8 

s 

o 


s 


9-. 

K 
O 


'.0110 

.0170. 

.0060' 

.0030, 

.0090, 

;  .00801 

1.0020 

'.0040 

j.OOOO 

1.0010 

>.0050 


.0000 
.0004 
.0001 
.0000 
.0001 
.0001 
.0000 
.0000 
.0000 
.0002 
.0001 


.54 
.39 
.42 
.54 
.88 
.56 
.57 
.65 
.89 
.64 
.00 


.0055.0001   .58 


1.1 
0.8 
0.6 
0.6 
1.8 
I.l 
1.8 
1.1 
1.4 
1.7 
1.7 


1.2 


Odor,  generally  faintly  vegetable. 


Chemical  Examination  of  Water  from  Charles  Eiver,  opposite  the  Well  of  the 

Waltham  Water  Works, 

[Parts  per  100,000.] 


§ 


26994 
26229 
26491 
26008 
27126 
27616 
27829 
28229 
28681 
29067 
29413 
29714 


At. 


ISM. 

Jan.  20 
Feb.  16 
Mar.  15 
Apr.  26 
May  17 
June  21 
July  19 
Aug.  16 
Sept.  20 
Oct.  18 
Kov.  15 
Deo.  20 


Appiabahob. 


a 

a 


6 


Slight. 

Slight. 

Slight. 

Decided. 

V.  slight. 

BUght. 

V.  slight. 

V.  slight. 

Blight. 

Slight. 

Slight. 

Blight. 


Blight.  .48 
Blight.  .89 
y.  slight.)  .88 
Oons.  1.47 
Blight.  <.U 
V.  slight.  .62 
V.  slight.  .44 
V.  slight.  .88 
Slight.  .20 
y.  slight.  .40 
Blight.  .65 
V. slight.  .63 


.46 


Rbsidub  on 
Evapora- 
tion. 


6.06 
5.25 
3.16 
4.00 
4.80 
6.06 
4.90 
6.75 
4.96 
5.85 
6.60 
6.40 

6.14 


1.95 
2.00 
1.60 
1.60 
1.95 
1.60 
1.25 
2.60 
1.45 
1.90 
2.15 
1.80 


Amxonia. 


ALBDXINOID. 

• 

1 

• 

1 

.! 

hi 

H 

Q 

ac 

.0016  .0196 
.00881.0264 
.0012;. 0140 
.0006.0210 
.0034  .0382 
.0042.0272 
.0030.0256 
.0088'. 0246 
.0042  .0218 
.0060.0308 
.0064  .0282 
.0046  .0254 


1.80 


.0160 
.0262 
.0182 
.0194 


s 


.0036'  .37 
.0002  .42 


NiTBOOBN 
AS 


.1    '      I 


a 

D 
S 

a 


"  B 

£   .    c  ,1  *» 

a  '    S3  I'  M 

as      a^.  5 


.00081.28 

.00161.29 
.0814.00181.86 
.0244|.0028il.41 
.0262.0004  .49 
.0238'. 0008  .47 
.0212.0006  .66 
.0268!. 0040  .68 
.0274.0008  .66 
.0242,.0012('.64  •  .0140. 


.0230 
.0120 
.0090 
.0060 
.0100! 
.0025 
.0030: 
;,.003O! 
I  .0070 
i  .OO6O; 
.0090; 


t: 


.0001  .53 
.0001  .50 
.0000  .41 
.0001  .66 
.0000  .76 
.0002  .58 
.0000  .48 
.0002  .46 
.0001  .36 
.0002  .56 
.0003  .76 
.0002  .59 


.0036*. 0248  .0283'. 0015,;. 44 


ii.0087i.0001   .66 

11         I         t: 


1.6 
1.7 
0.8 
1.7 
1.8 
1.0 
2.0 
1.6 
2.0 
2.0 
2.0 
2.1 

1.7 


Odor,  generally  faintly  vegetable,  sometimes  earthy  or  none.    On  beating,  the  odor  of  most  of  the 
samples  became  stronger. 
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chicopee  riveb. 

Chicopee  River. 

Chemical  Examination  of  Water  from  the  Quaboag  River ^  above  Palmer. 


[ParU 

per  100,000.] 
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Appkasakob. 

Rbsidux  on 

EVAPORA- 
TIOK. 
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«5 
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AS 

a 

s 
«a 

>       1 

i 

■ 

1 

• 

Loss  on 
Ignition. 

• 

albuminoid. 

• 

^ 

S 

5 

1 

1 

i 

eo 

•a 

Oxygen  O 

1 

37634 
28240 

19M. 

July    4i 

Aug.  16 

Blight. 
Slight. 

OODS.. 

earthy. 
Cons. 

.46 
.80 

8.00 
4.00 

1.76 
2.00 

.0040 
.0016 

.0268 
.0324 

.0226 
.0248 

.0082 
.0076 

.0100 
.0040 

1 

.0001'. 51 
.0001   .62 

1.8 

0.8 

28707 

Sept.  22 

Decided. 

Slight. 

.44 

4.60 

2.00 

.0026 

.0280 

.0218 

.0012 

.20 

.0020 

.0001   .60 

1.4 

2901ft 

Oct.  13, 

Slight. 

V.  slight. 

.88 

4.80 

1.76 

.0004 

.0100 

.0172 

.0018 

.28 

1 

.0010 

.0001  !.36 

1  1 

1.4 

2Mn 

Not.  22 ! 

Slight. 

Blight. 

.86 
.88 

4.10 

1.26 

.0004 
.0018 

.0170 

.0160 

.0010 
.0029 

.25 
.24 

.0100 

1 

.0064 

1 

.0001 

.89 

1.1 

At... 

4.44 

1.76 

.0284  -0205 

.0001'.. 40 

1.2 

1 

Odor,  distinoUy  Tegetable. 


Chemical  Examination  of  Water  from  the  Quaboag  River,  below  Palmer. 

[Parts  per  100,000.] 
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Etapoba- 

noN. 
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1 
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X 

O 

t 
1 

1 

a 

1 

■ 
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Ignition. 

• 

! 

ALBUMINOID. 
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Nitrites. 

• 
B 

• 

1 
i 

i 

Sus- 
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i 

a 

1 

27685 

1S99. 

Jnly    4 

Slight. 

Slight. 

.40 

1 

4.16 

1.66 

.0046 

.0288 

.0186 

.0052 

.0060 

1 
.0001 J  1.45 

1.0 

28241 

Ang.  16 

Slight. 

Cods. 

.80 

4.95 

1.85 

.0024 

.0280 

.0216 

.0064 

.27 

.0040 

.0002;. 41 

1 ! 

0.8 

28708 

Sept.  22 

Decided. 

Slight. 

.89 

4.60 

1.76 

.0056 

.0292 

.0242 

.0060 

.24 

.0040 

.0002 

.55 

1.8 

99016 

Oct.  18 

V.  slight. 

V.  slight. 

.26 

4.60 

1.65 

.0072 

.0212 

.0184 

.0028 

.81 

.0060 

.0004^ 

.88 

1.8 

29472 

Not.  22 

Dedded. 

Cons. 

.40 
.86 

4.60 

1.50 

.0044 
.0048 

.0288 
.0252 

.0212 
.0208 

.0026 
.0044 

.26 
.26 

.0100 

1 

.0060 

.0002 

.41 

1.8 

At.  .. 

4.64 

1.68 

.0002  ■-'i-l 

1.1 

1 

Odor,  Tegetable,  becoming  sometimes  unpleasant  on  heating. 
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CHICOPEE  BUTEB. 

Chemical  ExaminaUon  of  Water  Jrom  8w^  Bicer  at  Barrtits  JuneUon, 

[Puts  per  100,000.] 
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20018 


ISM. 
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Ang.  10 
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o 
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4.15 
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4.50 
5.00 
4.10 


1.80 


I 


.0174 


.0082  .00     .OOOOf.OQOO  . 

.14  h'.OQ«K.( 


.0018  .10 


.OOlOj.OOOO' 


.0088,  .18  .  .00101.0001, 


I 


I' 


.0004|.Q212^. 
1.80  '.0004  .0810  .QB2 

1       '       ■       I       '!      ■       !       ■ 

l.M  ■  .0000 .0150 .0140.0010  .10  ;  .000V.0008. 


0064'. 19     .0010.0000 


.44 


.1 


;,  4.SS     1.02   '.OOOTi .0211,. 0174. 


;,.15  |j.008o|< 


0001 


4S 
55 
80 
48 
,50 


I 

;o.8 

1.2 
1.0 

,1.8 
jl.T 

!  1.0 


1.S 


Odor,  genenUy-  filotly  Tegelable;  In 
from  tlie  river,  neer  elte  of  old  bridge. 


Oetober,  fUntly  nnpl 
of  palp  min. 


it. The  ■amplee  were  ooUeelcd 


Chemieal  ExeaninaUon  of  Water  from  Chieopee  Bwer^  below  Ludlow, 

[PlMto  per  100,000.] 


8 


e 
o 


6 

« 


9 


e 
S 


27566 
27805 
28206 
28657 
2003S 
29381 


1S99. 

Jane  28 


July  18 
Ang.  14 ,' 
Sept.  10  ! 

Oct.  17  ;i 


Nov.  14  ! 

1' 


Sttgbt. 
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V.  slight. 

SUght. 

Slight. 

Decided. 


Slight. 

BUght. 
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Blight. 

Cone. 

SUght. 


Av 


I. 
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nox. 


o  ■'     o 
i !• 


r 


I 


;.50  I   4.40  ,  1.40 


i.43 
I 

;.37 


4.10  ;  1.75 
4.85  :  1.00 


.88  1;  4.05  I  1.70 

I 

.82      4.90  i  1.50 
I 
4.55  ,  1.65 


.88 
.30 


4.08  I  1.66 


AiMuuxm<m>. 

• 

1 

a 

t     t 

1  a 

.0044.0276 
.00281.0210 
.0044.0240 
.0040.0246 
.0064J.0288 


.0260 
.0186 
.0224 


.0016 


.0064:.  17 


.0016!  .1 


0216|.0080 


.0218 


.OOOt'. 0240.0220 


.0070 


r 
1.35 


•I- 


.0047.  .0265 

I 


.0221 


.0020  1.26 


.0180. 0002:. 86  >  1.8 
0120.00021.42  I  1.4 


.0100 


.0001.56  ;  1.8 


.0084:..84  i,.0006|.0002,.40  i  1.2 


Odor,  generally  faintly  anpleaaant,  oecaalonaUy  vegetable  or  maaty. 
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connecticut  river. 
Connecticut  Riater. 

Chemical  Examination  of  Water  from  the  Connecticut  Siver^  at  Northfield  Farms, 

[PartB  per  100»000.] 
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6.86 
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27857 
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1.90 
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.0014 
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3.6 

28281 

Aug.  10 
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.20 

7.40 

1.86 

.0024 

.0144 

.0124 

.0020  .11  1 

.0010 

.0001  0.58 

3.0 

28692 

Sept.  20 

Slight. 

Slight. 

.19 

7.20 

1.60 
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.0184 

.0142 

.0042 
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.0010.0001  0.52 

4.2 

20086 

Oet.  16  ! 

Slight. 

V.  eUght. 

.28 

8.76 

8.10 

.0020 

.0172 

.0146 

.0026 

.16 

.0010.0001  1.81 

4.2 

29867 

Nov.  11 

Decided. 

Cone. 

.64 
.30 

6.76 

2.85 

.0006 
.0016 

.0242 
.0189 

.0208 
.0168 

.0034 
.0081 

.13 
.11 

.0060 
.0023 

.0001,1.21 

.0001  0.85 

■1 

2.9 

Av.r- 

i' 

7.82 

2.17 

3  6 

Odor  in  Jalyi  none;  at  other  ttmes,  Tegetable. 

Chemical  Examination  of  Water  from  the  Connecticut  River  at  Northampton, 

[PtrU  per  100,000.] 
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S 
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1S99. 

Jnly  12 
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V.  Blight. 

.80 

6.76 

1.80 

.0018 

.0282 

.0214 

.0018 

.0030 

.0001 

.70 

2.6 

Odor,  faintly  veffetable,  becoming  dlBtlnctly  vegetable  on  heating.— The  sample  was  collected 
from  the  river  near  tne  Hadley  bridge. 

Chemical  Examination  of  Water  from  the  Connecticut  River,  below  Springfield. 

[ParU  per  100,000.] 
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Oct.  10 
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V.  slight, 
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Blight. 
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Slight. 

Slight. 
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.22 
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.43 
.88 
.28 
.29 

.88 

5.86 
6.05 
6.80 
7.36 
7.75 
6.86 

1.00 
1.60 
1.85 
2.65 
2.75 
2.10 

.0066 
.0122 
.0122 
.0096 
.0110 
.0042 

.0093 

.0260 
.0196 
.0224 
.0286 
.0222 
.0252 

.0288 
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.0178 
.0186 
.0236 
.0188 
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.0018 
.0038 
.0050 
.0084 
.0060 

.0043 

.0040 
.0040 
.0040 
.0060 
.0010 
.0060 

.0042 
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.0003 
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.0004 
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.0008 
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.72 
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.77 
1.78 

.67 

8.8 
2.T 
2.9 
2.6 
4.0 
3.8 

Av... 

6.61 

1.99 

8.1 

Odor,  faintly  vegeteble  or  unpleasant;  in  August,  mnstv  and  disagreeable. The  samples  were 

eoUeeted  from  the  river  at  the  South  Bnd  bridge.    The  samples  were  made  up  of  portions  taken  at  each 
pier  of  the  bridge. 
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FRENCH  BTTEB. 


French  RmER. 
Chemical  Examinaiion  of  Water  from  French  Siver^  below  Webster. 

[Puts  per  100,000.] 
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Odor,  dletlnetly  Tegetoble  or  mnety  and  nnpleeaent.  — —  The  eemplee  were  eolleeted  from  the  liver 
below  the  TiUege  of  Webeter,  neer  the  bonndery  Uoe  between  the  etetee  of  MeeeeehoeeCte  end  Con- 
neetlcot. 


HoosAC  River. 

Chemical  Examination  of  Water  from  the  South  Branch  of  the  Hoosac  River^  near 
its  Confluence  unth  the  North  Branch  at  North  Adams, 

[Parte  per  100,000.] 
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t 

Odor,  faintly  mnety  or  napleeaent,  becoming  etronger  on  heating  — -  The  aamplee  were  eolleeted 
from  the  river,  abont  a  quarter  of  a  mile  eboTe  Ita  eonflnenee  with  the  North  Branch. 
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HOOSAC  BIVEB. 

Chemical  Examinaiion  of  Water  from  the  North  Branch  of  the  Eoosac  River,  near 
its  Confluence  with  the  South  Branch  at  North  Adams. 

[ParU  per  100,000.] 
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2.9 
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Odor,  dlatlDctly  muety  and  anpleaaant  or  disagreeable. The  eamplea  were  collected  from  the 

river,  aboat  a  quarter  of  a  mile  above  Its  conflacDoe  with  the  South  Branch. 


Chemical  Examination  of  Water  Jrom  the  Eoosac  River  at  North  Adams. 

[ParU  per  100,000.] 
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5.95 
5.55 
9.00 
5.55 

0.0785 
1.2820 
1.2000 
0.4320 
0.8000 
1.4840 

.1400 
.8080 
.4580 
.3060 
.8580 
.6000 
.3767 

.0490 
.1780 
.1900 
.1480 
.1300 
.1990 
.1490 

.0910 
.1800 
.2680 
.2480 
.2280 
.4010 
.2277 

.0060 
.0020 
.0020 
.0020 
.0030 
.0020 
.0028 

.0026 
.0000 
.0000 
.0000 
.0000 
.0004 
.0005 

0.75 
0.76 
1.62 
1.58 
1.06 
1.99 
1.29 

8.0 
7.0 
6.1 
10.8 
10.8 
7.4 

Av. .. 

i 

20.37 

1 

6.62 

0.8711 

7.7 

Odor,  geoerally  distinctly  masty  and  unpleasant  or  disagreeable,  becoming  offensive  In  most  of  the 

samples  on  beating. The  samples  were  collected  from  the  river,  near  the  bam  of  the  North  Adams 

Manufacturing  Company  In  BraytonviUe,  about  three^uarters  of  a  mile  below  the  confluence  of  the 
North  and  South  branches  and  below  the  point  of  discharge  of  the  principal  sewer  In  North  Adams. 
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HOOSAC  RrVlEIL 

Chemical  ExamiruUion  of  WaUrfrom  Hoosac  River  at  WilUamslotrn. 

[Parts  per  100,000.] 
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Sk         H         C       X 

rj 

,     »  ■    » 

0 

1 

1 

■      1 

1             ■ 

S8067 

Jan.  17 

Decided. 

Heavy. 
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1 
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S8477 
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.Decided. 
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1 

4.70  1.15 
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!           1 
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floe. 
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.S4 
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.15 

'  .0050.0068 
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Coos. 

.28 
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.0470.0669.0490.0370 
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.0010  .0004 
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8.9 

S9064 

Oct.  18 
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Coos. 

.42 
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.0148  .0838 .0484  .0844 
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.0020.0024 
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11.9 
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Nov.  14 
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.40 

12.30  3.65 
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— 

10.75  2.40   , 

1            1 

.0190 .0S7»  .01T»  .0100>  < 

!          ti 

.36 

'  .OSW.OOll 

1.        .        ii 

.58 

6.4 

Averagei  by 

Tears. 

. 
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.0910  .0187  .0143  .0044 

.24 

1        1 
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.39 
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.46 

8.1 
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1896 
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.21 

11.8&  2.91 
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8.1 

1 
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1 

.02X3  .060fr.090&. 9197 

r* 

;       1       1: 

.60 

1.0141  .0918 

!         1 

.58 

6.9 

Note  to  analyses  of  1889 :  Odor,  geaeially  OBpieasant,  and  sometimes  vegetable  or  mosty  and  dis- 
agreeable.   The  sainples  were  eoUeded  from  Vbm  river,  at  the  bridge  near  the  WltHametown  stadoo 

on  the  Fltehborg  railroad. 

HousATONic  River. 

Chemical  Sxamimation  of  Water  from  ike  Bast  Branch  of  ike  ffous<Uonie  Biver^  at 

Pitlsjieid. 

[Parts  per  100,900.] 
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1 
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1 

a 
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1  li^ 

• 
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• 

3 

S75n 

ma 

29123 
29479 
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Jane  23 
Aog.lO 
Sept.  22 
Oct.  24 
Nov.  23 

.9150 
.flOi^ 
.0059 
.0059 
.0059 

.0981 

.6Slt.6aD8.9194 
.9819 .0cf6»  .0918 

.^OSV.wBPX  .^OOt 
.0839 .6899 .9949 
.089 .0CS2 .9838 

.OIT9.0006 
.00690  .0003 
.OIS».O003 
.9110 .9001 
.0159.0002 

.9122.9098 

A.V... 

,  10.Sr  2.49  • 

<            1 

6.5 

• 

Odor,  dirttoetly  vogouble  or  mnpleaaant. Tlw  so 

way  bridgo,  abow  tho  tUekly  oettM  potHoB  of  tko  eKy 


the  rfvor,  at  Hatha. 
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HOUSATONIC  RIVSB, 

Chemical  Examinaiion  of  Water  from  the  West  Branch  of  the  Housatonic  River ^ 

at  PUtsfield. 

[ParU  per  100,000.] 


99 


27ft72 
28144 
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2M78 


At. 
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JnoeSS 

Aug.  10 
Sept.  22 
Oct.  34 
Nov.  28 
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if 
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& 
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Deelded. 
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Ammovia. 
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.0680 
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.0470 
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.0284 


OD 
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8 

D 

a 

8 

c 

K 

o 


.28 
.48 
.86 
.68 
.48 


.41 


8 

a 


6.0 
4.9 
6.7 
7.4 
8.8 


6.7 


Odor  of  the  first  Mmple,  faintly  T^etable;  of  the  others,  distinctly  nnpleMant. The  samples 

were  collected  from  the  river,  a  short  distance  below  the  Junction  of  the  brooks  fh>m  Onota  and  Pon- 
toosnc  lakes. 


Chemical  Examination  of  Water  from  the  South-west  Branch  of  the  Housatonic 

Biver,  at  PUtsfield, 

[ParU  per  100,000.] 
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28146 

Aug.  10 

Decided. 

Cons. 

.28 
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.0000 

.0868 

.0284 

.0144 
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.0040 

.0006 

.62 
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88710 

Sept.  22 

Decided. 
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.16 

16.76 

8.00 
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.0062 
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.0160 

.0004 

.82 

10.6 

89188 

Oct.  24 

Decided. 
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.20 

16.00 

2.40 
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.0210 

.0826 

.17 

.0190 

.0001 
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9.6 

89611 

Nov.  88 

Decided. 
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.12 
.17 

14.90 

8.66 
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.0040 

.0184 
.0868 
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.0211 

.0018 
.0142 

.14 
.16 

.0200 
.0108 

.0002 
.0004 

.33 

10.8 

^T.«  . 

14.98 

3.68 

.87 

9.9 

Odor,  faintly  unpleasant. The  samples  were  ooUected  from  the  river,  at  the  first  (Barkerville) 

road  Grossing  above  its  eonflnenee  with  the  North  Branch. 
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HOTTSATONIC  KTVXR. 

Chemieal  Examination  of  Water  Jrom  the  Housatonic  Biver,  at  New  Lenox. 


[Parts 

per  100,000.] 
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Averages  by  Tears, 
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11.87 

2.18 

'     1895 
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11.78 

8.50 

1896 

. 

. 

.26 

11.18 

1.07 

1807 
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• 

.82 
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3.47 
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. 

- 

.27 

9.40 

8.17 
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•■ 

•• 
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.0188  .0288 
.0160.0102 
.0150  .0240 
.0106.0228 
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.01U!.0080 
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.0170 
.0141 
.0170 


.0040 
.0070 
.0082 
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.83 
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.0024  >.88 
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.0036  .36 
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.0017  .85 
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8.4 
8.6 
7.5 
6.4 
7.4 


NoTB  to  analyses  of  1800:  Odor,  freqaeoUy  faintly  anpleasant  or  masty;  sometimes  vegetable  or 


none. 


Chemical  Examination  of  Water  from  the  Housatonic  River ^  at  Stockbridge, 

[ParU  per  100,000.] 
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Odor,  faintly  Tegetable  and  musty  or  unpleasant. 
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HOU8ATONIC  mVSB. 

ChemieeU  Examination  of  Water  from  the  Bousalonic  River,  at  Sheffield. 


[Partfl 

per  190,000. 
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.13 
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.0252 
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29048 

Oct.   17 

y.  Blight. 

V.  Blight. 

.18 

14.20 
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Nov.  15 

Decided. 

Blight. 
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.38 
.88 

.0130 
.0180 

.0004 
.0004 

.43 
.35 

8.8 

At.*. 

12.90 

2.81 

.0249 

8.7 

Odor  of  the  first  four  samples,  vegetable;  of  the  fifth,  faintly  musty,  becoming  stronger  on  heating; 

of  the  last,  distinctly  disagreeable. The  samples  were  collected  from  the  river,  near  lower  covered 

bridge. 

*  Where  more  than  one  sample  was  collected  In  a  month,  the  mean  analysis  for  that  month  was 
Qssd  in  making  the  average. 

Merrimack  River. 

The  usual  monthly  examinations  of  the  water  of  this  river  above 
Lowell  and  above  Lawrence  have  been  continued  during  the  year 
1899,  the  detailed  results  of  which  may  be  found  on  pages  231  and 
218  of  this  volume.  A  comparison  of  the  analyses  made  at  these 
two  places  during  the  year  is  given  in  the  following  table :  — 

Table  comparing  the  Analyses  above  Lowell  wUh  those  above  Lawrence^  1899* 

[Parts  per  100,000.] 


1 

RBSIDUB  OS 

EVAPOBA- 

TION. 

AmcoNiA. 

1 

NiTBOOBN 
AS 

1 

Loss  on 
Ignition. 

■ 

ALBUMIKOID. 

1 

• 

1 

1 

t 
1 

Sus- 
pended. 

1 

Kamber  of  determinations  com- 
IMk'ed, 

12 

.27 

.29 

.02 

12 

12 

12 

12 

12 

12 

12 

12 

12 

12 

Mean  of  analyses  above  Lowell, 

Mean  of  analyses  above  Law. 

rence, 

8.00 
3.99 

1.42 
1.49 

.0050 
.0088 

.0187 
.0282 

.0152 
.0175 

.0035 
.0057 

.188 
.242 

.0060 
.0050 

.0002 
.0003 

0.9 
1.0 

Increase,       •       .       •       • 

0.89 

0.07 

.0038 

.0045 

.0023 

.0022 

.059 

.0004* 

.0001 

0.1 

*  Deoresse. 
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In  order  to  compare  these  results  with  similar  ones  obtained  in 
previous  years,  another  table  is  presented,  which  shows  the  id- 
crease  in  imparities  as  the  water  passes  from  a  point  above  Lowell 
to  Lawrence,  as  given  in  the  last  line  of  the  above  table,  and  the 
corresponding  increase  in  previous  years :  — 


Ittereate  tn  Ike  Amount  oflmpuriUei  im  tMe  Uerr^maek  River  Water,  from  a  PoM 
above  Lmoeil  to  Lawrence,  ai  deiermined  bt/  the  Regutar  llonOUy  E 
Hon*  of  Different  Tean. 

[r«itap*r  !<»,«».] 


lMinHe,l««>. 


•I 


?\i 


I     I 


Tin **•»■" 'b* si <b*  r'™'  ulAwnnea, tarl*<B17-ri>arbaDn,dDriiif  IfatiUjaiiBwhIdi  Mmplca 
WOT* mDmichI.  wu  fDrlb* Bbore p«)ad«,  iHpandnl;, U Uh  nil ol S,lU,ft,Mt,  1,M1. t,Ut, t,Ua, »,«», 
11,04,  t.ttt,  (.no,  S.tOl  mod  T,4aa  ablg  rsM  per  Hoood. 


Otemieal  Examination  of  Water  from  the  iterrintaek  Bicer,  above  Haverhill. 

[P»H.p.rlOO,(»0.1 
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MBBRIMACK  BIVBB. 

Chemie(U  Examination  of  Water  from  the  Merrimaek  River,  below  Savei^iU. 

[Puta  par  100,000.] 


Kmidcb  o> 

• 

• 

Appbasahob. 

EVAPOBl- 

AmiOKIA. 

KinooBW 

% 

1 

1 

noN. 

1 

AS 

m 
e 

6 

M 

1 

a 

§ 

1 

• 

LoMon 
Ignition. 

• 

▲LBUMIHOID. 

1 

• 

1 

^9 

a 

t 

• 

1 

1 

it 

1 

SQ 

a 

H 

A 

^ 

H 

h 

S 

fi 

oo  • 

K 

% 

o 

n 

1899. 

27408 

JoDe20 

Slight. 

OODS. 

.21 

4.26 

1.66 

.0066 

.0800 

.0180 

.0120 

.26 

.0040 

.0004 

.45 

1.8 

27811 

Joly  18 

SUght. 

Gone. 

.21 

4.70 

1.60 

.0120 

.0296 

.0202 

.0094 

.81 

.0040 

.0005 

.68 

1.1 

28200 

Aug.  14 

Decided. 

Gone. 

.27 

0.46 

2.80 

.0828 

.0404 

.0276 

.0128 

.88 

.0040 

.0006 

.88 

2.2 

28880 

Sept.  10 

Decided. 

Gone. 

.33 

7.40 

2.60 

.0266 

.0488 

.0296 

.0140 

.46 

.0080 

.0008 

.62 

1.7 

29079 

Oet.  10 

Decided. 

Gone. 

.80 

6.06 

2.00 

.0420 

.0448 

.0820 

.0128 

.66 

.0070 

.0010 

.68 

1.7 

29888 

Nov.  14 

Blight. 

Gone. 

.47 
.80 

6.80 

2.06 

.0180 
.0227 

.0400 
.0381 

.0804 
.0208 

.0098 
.0118 

.88 
.88 

.0110 

.0006 
.0006 

.82 
.68 

1.8 

^T... 

6.80 

1.98 

.0080 

1.6 

Odor,  faintly  yegetable  or  aDpleaaant,  sometimes  also  musty.— —The  samples  were  collected  from 
the  river,  at  the  bridge  between  HaTerhlll  and  Oroveland.  The  samples  were  made  up  of  four  eqoal 
portions,  collected  at  different  points  across  the  river. 


Miller's  River. 

Chemical  Examination  of  Water  from  the  MiUer^s  Biver,  above  Athol 

[Parts  per  100,000.] 


I 


9i 


I 
I 

a 


27481 
27840 
28304 
28866 

29068 
29416 


Av. 


1899. 

June  20 
July  19 
Aug.  14 
Sept.  10 
Oct.  17 
Kov.  14 


Appbabavob. 


• 

6 


Slight, 
v.  slight. 
V.  slight. 
Slight. 
Decided. 
Blight. 


Slight. 

V.  slight, 

Cons. 

Slight. 

Cons. 

Slight. 


0.97 
0.98 
0.96 
0.76 
1.60 
0.76 


1.00 


Kbsidub  cm 

EVAPOBA- 

TIOB. 

• 

a 

e 

s 

• 

§1 

1 

r 

4.00 

2.00 

8.90 

2.20 

8.80 

2.86 

4.66 

2.25 

6.86 

1.90 

4.60 

2.10 

4.60 

2.13 

AmioNiA. 


ALBUMIHOID. 

• 

•8 

i 

1 

1 

^! 

h 

h^ 

O 

00 

.0020 
.0086 
.0010 


.0262 
.0274 
.0284 


.0040.0888 
.01641.0203 
.00861.0284 


.0061 


.0296 


.0208 
.0260 
.0272 
.0822 
.0224 
.0260 


.0266 


.0044 
.0024 
.0012 
.0066 
.0068 
.0024 


.0040 


I 

s 


.20 
.19 
.18 
.29 
.89 
.22 


.24 


NiTBOOBH 
AS 


i 

I 


8 

s 


.0010 
.0030 
.0020 
.0000 
.0000 


1 


I 

e 

I 

M 
O 


.0001  .1.10 
.0001 '1.16 
.0000  1.12 
.OOOOl  0.89 
.0001  0.64 


.0020.0001,11.04 


.0018 


.0001,0.99 


0.5 
0.6 
0.6 
1.0 
2.8 
1.0 

1.0 


Odor,  generally  faintly  vegetable;  in  October,  faintly  musty.— The  samples  were  collected  from 
the  river,  at  SUrrett's  mill  pond. 

Chemical  Examination  of  Water  from  the  MiUer^a  Siver^  below  Orange, 

[ParU  per  100,000.] 


Rbsiddb  on 

• 

• 

s 

Appbabamob. 

EVAPOBA- 
TIOK. 

Ammobia. 

1 

s 

1 

NITBOOBB 
AS 

1 

a 

1 

• 

*i 

1 

• 

1 

• 

it 
3 

1 

ALBUMIBOn).      ! 

• 

1 

1 

• 

• 

1 

• 

! 
s 

m 
Q 

i 

ao 

i 

i 

!»••. 

wi 

27588 

June  28 

Decided. 

Oons. 

.76 

3.60 

2.00  , 

.0104 

.0856 

.0244 

.0112  .18 

.0060 

.0002 

.95 

0.5 

28886 

Aug.  24 

V.  slight. 

Slight. 

.66 

4.25 

2.30 

.0006 

.0294 

.0272 

.0022j|.16 

.0020 

.0001 

.82 

0.6 

Odor,  disUnetly  vegetable  or  unpleasant. 
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KA8HUA  BIVBB. 


Nashua  River. 


Chemical  EzamincUian  of  WaJLerfrom  the  North  Branch  of  the  Nashua  River^  above 

FUchburg. 

[ParU  per  100,000.] 


•  Rbsidub  ok 

■ 

• 

g 

AmABANOB. 

1   Etapoba- 

TIOM. 

Ammohia. 

NiTBOOBN 
▲8 

• 

1 

1 

■I 

• 

1 

s 

1 

1 

LoBBon 
Ignition. 

• 

1 

ALBUM  nroiD. 

1 

■ 

1 

• 

8 

1 

a 

1 

• 

■ 

• 

1 

• 

1 

^1 

1 

&5 

Q 

H 

& 

O 

H 

Bm 

H 

Q 

00 

o 

sk; 

z 

O 

9a 

1S99. 

1 

27622 

Jane  21 

Slight. 

Slight. 

.76 

1  8.65 

1.90 

.0016 

.0260 

.0206  .0046 

.12 

.0080.0000  11.01 

0.6 

27866 

July  21 

V.  Blight. 

Slight. 

.60 

3.86 

1.60 

.0008 

.0196 

.0166  .0080 

.16 

.0010  .0001  ,0.70,  0.6 

28286 

Aug.  16 

V.  Blight. 

V.  Blight. 

.68 

3.60 

1.76 

.0016 

.0170  .0162  .00181 

.16 

.0010  .OOOO' 0.66  0.6 

28668 

Sept.  10 

V.  alight. 

V.  Blight. 

.67 

2.90 

1.60 

.0006 

.0216  .0208;. 0008 

.16 

.0060;.0001  0.67  0.6 

90061 

Oct.  17 

V.  alight. 

None. 

.60 

,  8.46 

1.66 

.0006 

.0200.0188.0012 

.18 

.00301.0000  jO.OO  0.6 

20424 

Nov.  16 

v.  slight. 

V.  slight. 

.46 

6.35 

2.66 

.0010 
.0010 

.0168 

.0162^0006 
.0178-flO9n 

.22 
.16 

.O040'.0000;,0.68,  1.0 

At... 

.68 

8.70 

1.81 

.0198 

.0030  -0000  0.70    O.S 

1 

t 

1 

1 

Odor,  faintly  vegetahlo  or  anpleBsant,  heooming  stronger  on  heating. —— The  samples  were  ool- 
looted  from  the  river,  a  short  distance  above  the  Snow  mill  pond. 

Chemical  Examination  of  Water  from  the  North  Branch  of  the  Nashua  River ,  below 

Fitchburg. 

[Parts  per  100,000.] 


2 

§ 


26086 
26296 
26478 
26716 
27114 
27623 
27866 
28236 
28660 
29062 
29426 
29725 


§ 

i 
3 

o 

«• 


Jan.  17 
Feb.  21 
Mar.  14 
Apr.  11 
May  16 
June  21 
July  21 
Aug.  16 
Sept.  19 
Oct.  17 
Nov.  16 
Dec.  19 


APPBABAWOB. 


•O 

I 


e 

1 

<2 


Decided. 
Decided. 
Decided. 
Decided. 
Decided. 
Decided. 
Decided . 
Decided. 
Decided. 
Decided. 
Decided. 
Deeided. 


Cons. 

Cons. 

Cons. 

Coos. 

Cons. 

Heavy. 

Cons. 

Cons. 

Cons. 

Cons. 

Heavy. 

Heavy. 


S 

o 
u 


.26 
.26 
.23 
.29 
.49 
.90 
.66 
.44 
.46 
.45 
.40 
.60 


Rksidcb  om 

EVAPOBA- 
TIOM. 


^ 


a 
e 


3.60 

4.76 

8.06 

8.25 

6.80 

8.60 

9.45 

7.96 

11.60 

12.60 

10.65 

9.20 


1.35 
1.76 
1.65 
1.50 
2.30 
3.10 
2.45 
3.00 
2.80 
2.95 
3.40 
2.65 


Ammoxia. 


ALBDMIVOID. 

t 

m 

J 

w 

g 

1 

1 

il 

h 

H 

Q 

oc 

.0054 
i.0168 
.0138; 
.00801 
|. 04481 
.0820 
.1272 
.1020 
.1640 
.2520 
.0870 
.1680 


.0332 
.0340 
.0182 
.0226 
.0628 
.0830 
.0640 
.0970 
.0790 
.0820 
.1040 
.1090 


.0170 
.0162! 
.0142 
.0174 
.0452 
.0425 
.0448 
.0635 
.0610 
.0620 
.0485 
.0620 


e 

■c 

o 


.0162 
.0178. 
.0040 
.0052 
.0176 
.04051 
.0192 
.03351 
.0180 
.0200 
.0555 
.0470 


,0.26' 
0.421 
0.18 
0.171 
i0.66 
0.80' 
jO.OO 
0.681 
1.25! 
1 1.66! 
l.OOJ 
10.84. 


NiTBOOBSr 
AS 


e 

SE 


a 

9 

c 
o 

*    I 

M 

o 


^* 


,0120 
.0110 
.0050 
.0060 
.0050 


.0004  .48 
.0004  .46 
.00011.42 
.0002  .47 
.0008 1.73 


0080.0020  .76 


.0040 
.0020 
.0060 
.0050 


.0013  .84 


.0006,  .78 
.0024!. 74 
.00091.86 
0080;. 0008  .08 
0090. 0010  1.71 


•z 

a 


0.8 
1.3 
0.6 
0.6 
1.8 
2.3 
2.1 
1.7 
2.6 
8.0 
2.7 
2.6 


Averages  by  Years. 


1898 
1894 
1896 
1896 
1897 
1898 
1899 


.57 

7.46 

2.16 

.0461 

.66 

7.89 

2.00 

.06.14 

.59 

8.10 

2.58 

.0832 

.48 

8.15 

2.40 

.0677 

.61 

6.82 

2.87 

.0370 

.51 

6.00 

2.09 

.0435 

.43 

7.62 

2.40 

.0967 

.OS60! 

.0346; 
.0423 
.0409. 
.0420 
.0467' 
.0657 


.0257 
.0251 
.0819 
.0343 
.0317 
.0308 
.0412 


.0103 
.0095< 
.0104, 
.0156: 
.0103' 
.0159 
.0245: 


0.60, 
0.75' 
0.75, 
O.74I 
0.61, 
0.48' 
0.72| 


.0118 
.0152 
.0134 
.0151 

.oiao.ooo: 

.0117;.0009 
.0069'. 0009 


.0018.!. 60 
.0020  1.58 
.0010  1.74 
.0017  .69 


:.68 
.64 
.68 


2.0 
1.9 
2.2 
2.0 
1.8 
1.6 
1.8 


NoTB  to  analyses  of  1899:   Odor,  generally  distinctly  unpleasant  or  disagreeable,  occasionally 

distinctly  mnsty. The  samples  were  collected  from  the  river,  about  half  a  mile  below  the  point 

where  water  from  the  tail-race  of  the  Falnlah  Paper  Company  enters  the  stream. 


No.  34.] 


EXAMINATION  OF  RIVERS. 


383 


NASHUA  BIVSB, 

Chemical  Examination  of  Water  from  Monoosnock  Brook  in  Leominster, 

[ParU  per  100,000.] 


JS 


c 
o 

§ 


s 


S8091 
29000 
29882 


Av. 


1899. 

Aug.  16 
Sept.  20 
Oct.  18 
Nov.  14 


APPBAliJIOS. 


O 


'  Decided. 

Decided. 

{  Decided. 

I  Decided. 


Coot. 
Blight. 
Cons. 
Cods. 


0.72 
0.60 
1.20 
1.00 


RB8IDCB  OH 

BVAFORA- 

nov. 

• 

C 

S! 

_2 

§1 

'i 

mS 

1 

3 

6.06 

2.60 

6.16 

2.06 

6.00 

2.06 

6.66 

2.10 

6.66 

2.67 

Ammovia. 


ALBUMIKOID. 

• 

■8 

1 

i 

1 

si 

c 

H 

fi 

00 

.0836 
.0008 
.1096 
,0192 


.0408 


.0884 
.0866 
.0664 
.0400 


.0461 


.0224 
.0382 
.0472 
.0296 


.0881 


.0160 
.0024 
.0192 
.0104 


a 
1 


.0120 


.60 
.48 
.76 
.40 


.68 


KiTBOaBH 
AM 


.0060 
.0060 
.0070 
.0100 


.0072 


.0007 
.0000 
.0028 
.0008 


i 

a 

a 

a 
o 

I 
I 


.0009 


0.69 
1.16 
0.81 
0.72 


0.82 


1.1 
1.8 
2.8 

1.8 

1.6 


Odor  of  the  Areitwo  samples,  faintly  vegetable,  becoming  also  musty  in  the  second  sample  on  heating; 

of  the  last  two,  distinctly  unpleasant. The  samples  were  oollected  from  the  brook,  a  short  distance 

below  the  village  of  Leominster. 


Chemical  Examination  of  Water  from  the  North  Branch  of  the  Nashua  River ^  just 
above  its  Confluence  with  the  South  Branch  at  Lancaster. 

[ParU  per  100,000.] 


a 


25041 
26221 
26197 
26014 
27140 
27628 
27708 
28207 
28754 
29076 
29422 
20787 


o 

9 
^^ 

O 

o 
e 


1899. 

Jan.  13 
Feb.  15 
Mar.  15 
Apr.  26 
May  17; 
Jane  21 
July  17 
Aug.  14 
Sept.  26 
Oct.  19  i 
Nov.  16 
Dec.  20 


APPBAB4VCK. 


4i 

a 

I 


Decided. 

Decided. 

Decided. 

Slight. 

Decided. 

Decided. 

Slight. 

Slight. 

Decided. 

Decided. , 

Decided.  \ 

Decided. 


Slight. 

Slight. 

Cons. 

Slight. 

Cods. 

Cods. 

Slight. 

Cods 

Cods. 

Slight. 

Cons. 

Cons. 


o 
o 

O 


Kksiduk  on 
Evapora- 
tion. 


o 


§"2 


.82 

4.60 

.29 

6.00 

.28 

3.00 

.29 

8.20 

.86 

6.05 

.47 

6.00 

.38 

6.86 

.28 

8.45 

.83 

8.50 

.42 

8.25 

.47 

8.05 

.48 

9.10 

1 

1.75 
2.05 
1.25 
1.20 
1.65 
2.00 
2.00 
2.65 
2.70 
2.25 
2.40 
2«20 


Ammovia. 


albcmimoid. 

• 

5 

i 

• 

•a 
^1 

s 

o 

J5 

9  A 

Px 

H 

Q 

CQ 

.0136 
.0398 
.0058 
.0048! 
.0284 
.0508 
.03961 
.0832 
.0844 
.1040 
.0815' 
.1120 


.0214 
.0294 
.0166 
.0184 
.0312 
.0404' 
.0306 
.0368, 
.0396 
.0340 
.0375 
.0436 


.0188 
.0226 
.0186 
.0140 
.02001 
.0308; 
.02541 
.0332, 
.0304' 
.0305; 
.0326 
.0828 


.0026 
.0068, 
.0030. 
.0044. 
.0112: 
.0096 
.0062 
.0036. 
.00921 
.0035' 
.0050 
.0108 


1 


NlTROGBN 
AS 


s 


0.88,' 
0.6111 

;o.i2j 

,0.2ll, 
jO.42  I 

0.48,1 

'0.58| 

|0.8ll, 

0.92 

1.00 

0.74 

1.08 


.0200 
.0110 
.0080 
.0040 
.0120 
.0020 
.0230 
.0280 
.0190 
.0140 
.0110 
.0110 


.0004 
.0004 
.0001 
.0004 
.0010 
.0030 
.0064 
.0025 
.C024 
.0015 
.0008 
.0007 


a 

a 

5 

a 

g 
g 


.46 
.50 
.36 
.40 
.47 
.64 
.58 
.54 
.59 
.69 
.66 
.62 


1.8 
1.6 
0.8 
0.8 
1.1 
1.8 
1.6 
1.7 
2.2 
2.8 
2.8 
2.T 


Averages  by  Years. 


. 

1895 

^ 

. 

.61 

1 

1  6.96 

2.10 

-.0282.0269 

.0208 

1        1 
.0061  0.77  .0286 

.0019 

.59 

1.9 

.> 

1896 

— 

. 

.47 

1  6.16 

1.95 

.0217 

.0293 

.0224 

.0069  0.55;. 0155 

.0019 

.55 

1.8 

• 

1897 

- 

> 

.54 

6.29 

1.99 

.0285 

.0290 

.0280 

.0060 

0.42L0150 

.0008 

.59 

1.6 

« 

1898 

- 

- 

.46 

6.07 

1.74 

.0222  .0268 

.0200 

.0068 

0.44  1.0168 

.0013 

.46 

1.6 

" 

1890 

~ 

• 

.86 

6.38 

1 

2.01 

.0640  .0816 

.0254 

.0062 

0.60 

1 
1 

1.0132 

.0016 

.58 

1.6 

NoTB  to  analyses  of  1899 :  Odor,  generally  unpleasant  and  vegetable  or  musty. The  sample* 

were  collected  from  the  river,  near  the  railroad  bridge,  a  short  distance  above  its  mouth. 
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NASHITA  BIVKB. 

Chemieal  SxandnatioH  of  Water  from  the  Sauik  Branch  of  the  Nashua  River^juit 
above  Us  Cof^uence  with  the  North  Branch  at  Lancaster, 

[Futi  per  100,000.] 


I 

s 


17141 


17TW 


S0OT7 


§ 

e 
0 
S3 

a 


a 


Jao.  18 
Feb.  15 
Mar.  16 1 
Apr.  » 
lUy  17 
Jane  31 
July  17 
Aug.  14 
Sept.  20 
Oei.  19 
Not.  10 
Dee.  90 


Decided* 

Decided* 

Bllghl. 

SUgikt. 

Decided. 

Dedded. 

Blight. 

Blight. 

Decided. 

Dedded. 

Dedded. 

Dedded. 


BH^t. 
Blight. 
Blight. 
Blight. 
Gone. 


Coos. 
Cods. 
Cone. 


Coi 


o 


I 


.84 

.90 
.91 
.82 
.41 
.80 
.61 
.60 
.46 
.70 
.40 
.40 


iUanirs  ob 

EVAFOBA- 

noB. 


I 


e 
e 


§& 


4.76  • 
6.10 
8.00  ; 
8.96! 

7.95' 
8.06' 
11.00 
9.60 
9.00 
8.86 
8.76 
9.00 


1.76 
l.TO 
1.26 
1.95 
9.80 
9.76 
9.46 
8.06 
9.86 
9.00 
9.60 
1.96 


ALBCMnoID. 

1 

t 

• 

^J 

! 

1 

s 

m 

S  A 

h. 

H 

O 

tt 

HiraooKV 


6      S  >  » 


I       ! 

or.  .0184  .0048  0.86  .0340 
,01921.0104.0028*0.49  .0060 
.0109.0184.0028  0.14  .OOOO' 


.0852 

I 

.004<^ 

.0000 .0184  .0164  .OOOOj  0.90  .0060|.0008<'.42 

.0044 

.9060! 


.0646 

..0C76 
.2119.0002 


OMO 
0740 
0006 
1900 


.0484 
.0606 


0460  .02S2»  0.00  .0060 


.0486 .000»  0.T2  .0020  .0024' .84 


.0084.  .08 


.0840 .0186  1.08  .0040( 

.0462*  .084«  1.00  .0090 

.OnO  .0140. 1.19  .01302.0040  .48 

.0410  .0186 

r 

.0276.0080 


.0006 


a 

s 

'    m 

a 

I  • 
■  ►» 


.60 


.0007!  .41 

ii 

.0001  .86 


.0080.  .01 


.0016  .66 


1.18  .0080'. 0090!  .00 


0.97  .0180 


.OOOZ  1.10,  . 


0110 


.0016  .61 

II 
.0008'  .68 

ll 


• 

i 


1.8 
1.8 
0.8 
0.6 
1.4 
9.0 
9.9 
9.2 
2.0 
2.2 
9.9 
9.0 


Averages  by  Years. 


1896 

- 

- 

1800 

- 

- 

18B7 

- 

- 

1806 

- 

- 

1809 

- 

- 

68 

\ 
4.00 

i.n 

1 
.0167  .0938 

.0186 

46 

•  4.72 

1.00 

.0094;  .0210 

.0180 

00 

,4.47 

1.80 

.0092:. 0967 

.0202 

50 

i4.n 
1 

1.81 

.0827  .0909 

• 

.0200 

46 

'7.84 
1 

9.19 

.1020!  .0416 

# 
1 

.0810 

t     <      I 

.0063.0.84  .0114.0008  .61 
.0086!  0.85  .0184  .0006  .68 

!      •       I       . 

.0056' 0.82  .0UO.0004  .66 

I 
.0008  0.83  .0008  .0010  .48 

!  I 

.0105  0.75  .0087,  .0018  .54 

i.         I  I 


1.4 
1.6 
1.8 
1.8 
1.7 


Hon  to  Mielytee  of  1809 :  Odor,  generelly  musty  and  aopleaaaat  or  dieagreeable,  aometlQiee  Tege- 

table. The  eamplea  were  coOeeted  from  the  river,  at  the  AthertOD  bridge,  a  short  distance  above  iti 

month. 
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NASHUA  BITEB. 
Chemical  Examiitatiim  of  Water  from  Nashua  Biver,  at  PeppereU. 

[PuU  per  100,000.] 


Kbsidub  on 

■ 

• 

1 
1 

Afpkaramob. 

EVAPORA- 
TIO«. 

Ammonia. 

NITBOOBM 
AS 

1 

s 
* 

t 

a 
H 

00 

1 

S 

1 

ALBUMINOID. 

• 

1 

1 

• 

1 

M 

o 

1 

H 

Loss  on 
Ignitio 

1 

• 

1 

5 

Sus- 
pended. 

• 

1 

1999. 

28256 

Axx%.  16 

Slight. 

Cons. 

.20 

6.50 

2.10 

.0116 

.0264 

.0224 

.0040 

.70 

.0280  .0014 

.46 

l.T 

28690 

Sept.  21 

V.  alight. 

V.  siight. 

.27 

6.75 

2.25 

•0064 

.0230 

.0206 

.0024 

.82 

.0160' .0012 

.42 

2.0 

20017 

Oct.   14 

V.  Blight. 

V.  slight. 

.24 

7.55 

2.20 

.0168 

.0236 

.0224 

.0012 

.07 

.0060.0004 

.89 

2.8 

20417 

Not.  16 

Decided. 

Slight. 

.42 
.28 

6.86 

2.20 

.0332 
.0167 

.0264 
.0248 

.0282 
.0221 

.0032 
.0027 

.64 
.78 

.0110 
.0187 

.0003 
.0008 

.68 
.46 

2.S 

Av..  • 

6.01 

2.10 

2.1 

Odor  of  the  last  sample,  faintly  anpleasant,  beeoming  stronger  on  heating;  of  the  others,  distinctly 
yegetable. 

Nemasket  Eiver. 

Chemical  Examination  of  Water  from  the  Nemasket  River ^  below  Middleborough, 

[Parts  per  100,000.] 


Rbsidub  on 

■ 

1 
1 

o 

1 

Appbasancb. 

Eyapoba- 
noN. 

Ammonia. 

• 

NITBOQBN 

▲8 

1 

§ 

1 

• 

a 

s 

8 

■ 

a 

• 

1 

Loss  on 
Ignition. 

1 

ALBUMINOID. 

• 

s 

• 

■ 

1 

Sus- 
pended. 

1 

n 

1999. 

27480 

June  20 

Slight. 

Slight. 

.u 

8.85 

1.60 

.0024 

.0242 

.0204 

.0068 

.49 

.0080 

.0002 

.63 

0.6 

27802 

July  18  , 

V.  slight 

V.  Blight. 

.45 

3.45 

1.60 

.0014 

.0210 

.0196 

.0014 

.60 

.0040 

.0000 

.66 

0.3 

28272 

Aug.  18  ! 

V.  sHght. 

Slight. 

.29 

3.60 

1.36 

.0028 

.0190 

.0182 

.0008 

.52 

.0020 

.0000 

.44 

1.0 

28656 

Sept.  19 

V.  slight. 

V.  slight. 

.17 

8.66 

1.25 

.0080 

.0224 

.0200 

.0024 

.64 

.0070  .0002! 

;.35 

0.5 

29087 

Oct.   17 

V.  Blight. 

V.  slight. 

.40 

3.70 

1.66 

.0100 

.0282 

.0208 

.0024 

.61 

.0010 

.0002 

|.61 

0.5 

29880 

Nov.  14 

V.  slight. 

Slight. 

.46 
.37 

4.20 

1.00 

.0052 
.0050 

.0220 
.0220 

.0186 
.0196 

.0084 
.0024 

.63 
1.51 

.0060 
.0037 

.0001 
.0001 

.68 

.55 

1 

0.6 

At... 

3.74 

1.62 

0.5 

Odor  of  the  last  sample,  none;  of  the  others,  faintly  vegetable,  sometimes  becoming  stronger  on 
heating. The  samples  were  collected  from  the  river,  at  Mnttock  dam. 


Neponset  River. 

Special  investigations  of  the  condition  ot  the  Neponset  River 
were  made  during  the  summers  of  1891,  1895  and  1899.  The 
results  of  the  investigations  made  in  1891  were  given  on  pages  319 
to  336  of  the  annual  report  for  that  year,  and  the  results  of  the 
investigations  made  in  1895  were  given  on  pages  408  to  411  of  the 
annual  report  for  1895.  The  results  of  the  investigations  made  in 
the  summer  of  1899  are  given  in  the  following  tables.  All  of  these 
examinations  were  made  at  a  time  of  low  flow  in  the  river. 
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Chemical 


of  Water 


[Puts  per  100,000.] 
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ITBFONSET  BFTEB, 


from  the  Neponset  Biver. 


[Puto  par  100,000.] 
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• 

1 

0.88 
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1 
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- 

Above  Walpole. 

2 

0.65 

.0020 

.0000 
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1.4 

Above  SteUon's  dam. 

8 

O.fiO 

.0010 

.0002 

1.44 
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Above  Stetson's  dam. 
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0.60  1 

.0000 

.0000 

0.80 

1.1 

Above  paper  mill  of  F.  W.  Bird  &  Bon. 

6 

0.62 

.0010 

.0002 

1.14 

- 

Above  paper  mill  of  F.  W.  Bird  &  Son. 

6 

1.88 

.0000 

.0008 

1.92 

6.0 

Below  paper  mill  of  F.  W.  Bird  &  Bon. 

7 

1.16 

1     .0010 
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8.20 

- 

Above  paper  mill  of  HolHngeworth  &  Voae. 

8 
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19.0 

Next  dam  below  paper  mill  of  HoUingaworlh  8t  Voae. 
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1.00 

.0010 

1 

.0080 

6.10 

- 

Next  dam  below  paper  mill  of  llollingaworth  &  Voee. 

10 

8.68 

1     .0000 

.0000 

0.00 

10.6 

Above  brook  from  Wlnalow's  tannery. 

11 

S.06  ' 

.0010 

.0070 

6.60 

- 

Above  brook  from  Wlnalow's  tannery. 

12 

38.86 

.0000 

.0160 

10.00 

28.6 

Brook  from  Winslow'a  Unnery. 

18 

41.80 

•     .0060 

.0100 

10.80 

- 

Brook  from  Wlnalow's  tannery. 

14 

61.40 

;     .0000 

.0000 

21.70 

- 

Brook  from  Winslow's  tannery. 

16 

6.68  ' 

.0000 

.0000 

6.80 

16.0 

Above  ink  works. 

16 

4.10 

.0020 

.0130 

6.60 

- 

Above  ink  works. 

17 

4.60 

1     .0000 

.0000 

6.U 

15.0 

Below  ink  works. 

18 

8.76  ; 

.0020 

.0008 

6.40 

- 

Below  Ink  works. 

19 

108.06  1 

i 

1 

1     .0000 

.0000 

11.28 

86.6 

Bewer  from  Smith's  tannery. 

20 

202.00 

.0000 

.0010 

27.00 

- 

Sewer  from  Smith's  unnery. 

21 

640.00 

1 

1 

.0018 

08.00 
46.40 

- 

Bewer  from  Smith's  tannery. 

22 

7.76 

1 

.0086 

7.70 

- 

River  in  front  of  sewer  from  Smith's  tannery. 

23 

0.76 

1     .0000 

1 

.0000 

6.12 

16.6 

Below  sewer  from  Smith's  tannery. 

24 

7.10  ' 

1 

.0000 

1 

.0000 

7.40 

- 

Below  sewer  from  Smith's  tannery. 

26 

4.06 

.0010 

.0086 

6.40 

- 

Below  sewer  from  Smith's  tannery. 

26 

0.76 

;    .0020 

.0000 

1.20 

2.6 

East  Branch  or  Canton  River. 

27 

0.68  , 

.0020 

.0002 

1.04 

- 

East  Branch  or  Canton  River. 

28 

2.70  > 

'     .0000 

1 

,0000 

8.80 

6.0 

Bridge  at  Neponset  Street. 

29 

1.78  , 

1 

*     .0040 

1 

.0000 

2.40 

- 

Bridge  at  Neponset  Street. 

80 

8.66 

i     .0020 

.0000 

2.04 

6.0 

Bridge  at  Dedham  Road. 

81 

2.70 

.0010 

.0020 

2.00 

- 

Bridge  at  Dedham  Road. 

82 

4.42' 

.0020 

.0000 

2.90 

6.4 

Bridge  at  Oreen  Lodge  Street. 

88 
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mSPONSET  BIVBB. 


Chemical  Examinaiion  of  Water 


[Parts  per  100,000.] 
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7 

28087 
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28164 
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18 
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14 
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16 
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1S99. 

Got.  11,  10.00  p.m. 

Aug.  10,  2.16  p.m. 
Oct.  11,  0.20  AJf. 
Oei.  11,12.10  P.M. 
Oct.  11,  12.00  m. 
Aug.  10,  6.66  p.m. 
Oct.  11,12.20  p.m. 
Aug.  10,  6.86  PJI. 
Oct.  11,  1.46  PJf. 
Get.  11,  1.80  p.m. 
Aug.  10,  7.16PJI. 
Oct.  11,  2.00  p.m. 
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1.10 
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Btaposatiok. 
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16.60 
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8.30 
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0.10 
14.00 
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10.80 
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0.60 

14.40 

464.20 


I' 
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4.60 
2.80 
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8.60 
1.80 
4.60 
1.00 
6.60 
6.00 
1.80 
6.80 
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2.80 
00.00 


Amhovia. 


.04060 


0.0040 

0.0415 

0.0140 

0.0160 

0.0120 

0. 

0.0060 

0.0260 

0.0210 

0.0140 

0.0685 

0.0810 

0. 

0.0665 

0. 


ALBOMXVOID. 


I 


91 


^1 


0.0480 
0.0086 


0.0670 
0.0860 
.0466 
0.0686 


0.0840  O.OOOO 

I 

0.06860.6860 


0.04400.0860^0.0000 


0.0460 
0.0260 
0.0636 


0.( 

0.0000 

O.OUO 


0.0800'O.OI46 


0.06260.0800 


0.0188 


0.06600.06000.0160 
0.06600.06000.0160 
0.0666  0.0430|0.Q286 
0.06200.04400.8180 
0 


02100.0460 


L04400. 
».0860>0. 


0000 


0.0680  0.04S0  0.0160 


0100  0.0880^.0620  0.0060 


The  samples  were  collected  as  follows :  Nos.  28146  and  28068,  from  the  Neponset  River  above  Wal- 
pole;  Nos.  28147  and  28060,  at  Stetson's  dam,  Jnst  below  the  village  of  Walpole;  Nos.  28148  and  28870, 
from  the  mlllpond  of  the  paper  mill  of  F.  W.  Bird  8e  Bon,  in  Bast  Walpole;  No.  28140,  from  river,  jost 
below  paper  mill  of  F.  W.  Bird  &  Bon ;  No.  28971,  at  the  dam  of  the  paper  mill  of  Holllngsworth  h 
Vose,  which  is  the  next  below  the  paper  mill  of  F.  W.  Bird  &  Bon;  Nos.  28150  and  28072,  at  the  next 
dam  below  the  mill  of  Holllngsworth  8e  Vose,  at  Water  Street;  Noe.  28161  and  28078,  at  the  Moore 
Street  bridge,  in  Norwood,  abont  100  feet  above  the  brook  which  conveys  the  drainage  from  Winslow's 
tannery  to  the  river;  Nos.  28162, 28074  and  28616,  from  the  brook  which  conveys  the  dratnnge  from  Win> 
slew's  tannery  to  the  Neponset  River,  about  100  feet  above  its  Jonction  with  the  river;  Nos.  88158  and 
S8076,  from  Neponset  River  above  printing-ink  works  of  Oeo.  H.  ICorriU  8:  Co.,  Pleasant  Street,  Nor- 
wood, and  below  the  brook  from  Winslow's  tannery;  Nos.  28164  and  28076,  from  the  Neponset  River, 
below  printing-ink  works  of  Oeo.  H.  Morrill  8e  Co.,  and  Jnst  above  sewer  from  Smith's  tannery;  Nos. 
28166,  28616  and  28077,  from  the  sewer  leading  from  Smith's  tannery  to  the  river;  No.  28078,  from  the 
river  directly  in  front  of  sewer  from  Smith's  Unnery;  Nos.  28156,  88614  and  28070,  from  the  river,  76 
feet  below  the  point  where  the  sewer  from  Smith's  tannery  enters  It;  Nos.  28168  and  28081,  from  the 
river  where  it  is  crossed  by  the  Neponset  Street  bridge;  Nos.  28167  and  28080,  from  the  Canton  River; 
Nos.  28160  and  28082,  from  the  Neponset  River,  where  it  is  crossed  by  the  Dedham  road  bridge;  Nos. 


No.  34.] 


EXAMINATION  OF  RIVERS.  389 

NBPON8ET  BTVISR. 


frwi  the  Neponset  River  —  Concluded. 

[ParU  per  100,000.] 


NITBOOBH  AB 

,i 

i 

e 

Locality. 

• 

a 

1 

Si 

o 

1 

2 

• 

1.12 

.0020 

.0007 

1.62 

. 

Bridge  at  Green  Lodge  Btreel. 

1 

S.05 

.0020 

.0000 

1.60 

4.6 

Bridge  at  Milton  Street. 

2 

1.20 

.0090 

.0011 

1.40 

- 

Bridge  at  Milton  Street  (Paal'a  Bridge). 

8 

1.40 

.0000 

.0022 

1.72 

- 

Above  Mother  Brook  (Paal's  Bridge). 

4 

0.57 

.0140 

.0004 

1.04 

- 

Mother  Brook. 

6 

O.W 

.0040 

.0004 

0.80 

8.8 

Below  Mother  Brook. 

6 

1.02 

.0090 

.0009 

1.76 

- 

Below  Mother  Brook. 

7 

1.23 

.0080 

.0006 

0.02 

2.2 

Opposite  Gossamer  Robber  Ck>mpany,  Hyde  Park. 

8 

2.40 

.0020 

.0020 

2.00 

«■ 

Opposite  Gossamer  Rubber  Company,  Hyde  Park. 

0 

1.00 

.0020 

.0086 

2.00 

- 

Above  Mattapan  paper  mill. 

10 

1.10 

.0080 

.0007 

1.00 

8.4 

Dam  above  Bine  Hill  Avenne. 

11 

2.58 

.OOflO 

.0018 

2.08 

- 

Dam  above  Bine  Hill  Avenne. 

12 

1.18 

.0110 

.0010 

1.82 

- 

Above  TUeston  ft  Holilngsworth  paper  mill. 

13 

2.16 

.0080 

.0008 

1.20 

6.0 

At  Central  Avenne,  Milton. 

14 

214.60 

.0010 

.0006 

1.60 

- 

Tide  water  below  Milton. 

16 

28160  and  280S3,  from  the  river  at  Green  Lodge  Street;  Nos.  28161  and  28984,  from  the  river,  where  it  is 
crossed  by  Panl's  bridge;  No.  28086,  from  the  river,  abont  200  feet  above  month  of  Mother  Brook;  No. 
28986,  from  Mother  Brook,  200  feet  above  month ;  Nos.  28162  and  28087,  from  the  river,  200  feet  below 
point  where  it  is  joined  by  Mother  Brook;  Nos.  28163  and  28989,  from  the  river,  near  the  factory  of  the 
Boston  Gossamer  Robber  Company ;  No.  28088,  from  the  river  above  the  Mattapan  Paper  Mill ;  No.  28164, 
below  dam  at  Bine  HUl  Avenne;  No.  28990,  at  dam,  Jast  above  Bine  Hill  Avenue;  No.  28165,  from  the 
river  at  Central  Avenne,  Milton;  No.  28991,  from  the  river,  just  above  paper  mill  of  Tileston  8t  Holling8> 
worth;  No.  28992,  from  the  tide  water  at  Godfrey's  wharf,  below  Milton. 

The  odor  of  the  samplea  from  the  river  above  the  paper  mill  of  Holilngsworth  8c  Vose  was  faintly 
vegetable  or  unpleasant,  generally  becoming  stronger  on  heating;  between  the  paper  mill  of  Holilngs- 
worth &  Vose  and  the  brook  from  Winslow's  tannery,  distinctly  disagreeable  or  unpleasant;  from  the 
brook  from  Window's  tannery,  offensive;  between  the  brook  from  Winslow's  tannery  and  the  sewer 
from  Smith's  tannery,  distinctly  disagreeable  and  unpleasant;  from  the  sewer  from  Smith's  tannery 
and  from  the  river  between  the  sewer  from  Smith's  tannery  and  the  Canton  River,  very  offensive;  from 
Canton  River,  distinctly  vegetable  or  faintly  unpleasant;  below  Canton  River,  distinctly  disagreeable  or 
onpleasant. 
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Table  Showing  the  Per  Cent,  of  Dissolved  Oxygen  and  the  Number  of  Bacteria  in 

the  Water  of  the  Neponset  Biver. 


LOCAIi 


CaUe 


Dlsaolred 

OxTftn  (Per  Cent. 

ot  amtmntkan). 


Above  Walpole, 

AhowB  StetaoB's  dam, UJtM 

Abore  paper  miU  of  F.W.  Bird  ft  8oi^ !  141,000 

BolowpopermlUofF.  W.  BtrdftSoD. I  OM,000 

Beloir  paper  mill  of  Hollf  s^nvorth  ft  Voae, '  S20,000 

Aboire  brook  from  Wlnalow'a  tannery, 090,000 

Brook  from  Wlnalow'a  tannery, 021,000 

Above  ink  worke, 1,088,000 

Bek>w  ink  worke, 1,310,000 

Bewer  from  Sraltb'e  tannery, 1,650,000 

Below  aewer  from  Bmlth'e  tannery, S,0T 7 .000 

Abore  Gaoton  River, T28,C00 

CSanton  River, I  31,000 

Bridge  at  Neponeet  Street, '  774,000 

Bridge  at  Dedham  Road, I  051,000 

Bridge  at  Oreen  Lodge  Btreet, |  828,000 

Bridge  at  Milton  Street, 400,000 

Above  Mother  Brook, -  601,000 

Below  Mother  Brook, !  109,000 

Oppoeite  Qoeaamer  Robber  Company !  201,000 

Above  Mattapan  paper  mill, .  000,000 

Dam  above  Bhie  Hill  Avenue, 80,000 


90 
31 

87 
8 
0 

15 

0 
10 

0 
0 
0 
0 

09 
0 
0 
0 

4 
1 

IS 
14 

9 


Chemical  Examination  of  Water  from  the  Neponset  Biver^  at  Hyde  Park, 

[Parts  per  100,000.] 
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AmjkMJkMcm. 

EvArosA-    ■            AmosiA.           1 

KmooBv  ■  "S 
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•5    i 

1 

now. 

AB                B 

.      a 

m 

e 

■: 
s 

6 

^ 

1 

AURTMIVOin.     Ij 

1      i,  i 

• 

r 

.1 

■1 

H 

t 

1 

s 
n 

GO              O 

9 

I 
S 

I    0 

1    ft 

^     0 

1 

1 

19M. 

ii 

H 

p 
1 

1 

S6005 

Jan.  17 

Slight. 

Slight. 

0.56|    5.56 

2.20  1.  .0004  .0210  .0182 

.0028  0.57 

.0110 

.0002  0.74 

1.7 

28235 

Feb.  16 

Decided. 

Slight. 

0.73j 

6.75 

2.75     .0040{. 0260  .0286 

.0024  0.661 

.0120 

.0004  0.87 

2.3 

26475 

Mar.  14 

V.  aHghU 

V.  alight. 

0.40 

3.50 

1.35 

.0010' .0152  .0142 

.0010  0.42 

1.0020 

.0000  0.56 

98098 

Apr.  10     V.  alight. 

V.alight. 

0.60 

4.55 

1.80 

.0010!. 0224  .0210 

.0014  0.44 

.0020 

.0001  0.66 

ifrios 

May  16    Blight. 

Gooa. 

0.75 

5.40 

2.40 

.0286!  .0326  .0294 

.0032  0.58 

.0060 

.0005  O.80 

27604 

June  20 

Decided. 

Gona. 

0.78 

13.65 

3.50     .0032;  .0760  .0448 

.0812  1.41 

.0000 

.0003  1.84 

27897 

Jaly  18, 

Decided. 

Cona. 

1.25 

17.70 

4.00 

.0368.1100.0796 

.0904  3.50 

.0010 

.0000  1.66 

28196 

Aug.  14 

Dedded. 

Gooa. 

1.65 

22.25 

6.15 

.082&;. 1330  .1005 

.Q82&3.13 

.0040 

.0000  .2.60 

28671 

Sept.  19 

V.dee'd. 

Gona. 

1.00 

24.56 

6.10 

.0030.1475.1102 

.0873  3.32 

.003O( 

.0000  2.37 

29023 

Oct.  16. 

Slight. 

Blight. 

1.02  11.10 
1.151   8.29 

4.05     .0212  .0460  .0428 

.0032  1.08 

.0030.0004  1.45 

29876 

Nov.  14  • 

Decided. 

Coos. 

3.25     .0120'. 0492  .0380 

.0112  0.78 

.0080.0004  1.28 
.0100.0006  1.11 

20694 

Dee.  19  ' 

Decided. 

Gone.        l.OOJ   7.75  | 

2.80  1  .0024  .OSSOj  .0832 

.0048  0.74 

1. 

Averages  by  Tears. 


1888 

1893 
1994 
1895 
1896 
1897 
1898 
1899 


1.02 
1.16 
1.14 
1.04 
1.12 
1.19 
1.11 


6.n 

7.70 
9.68 
8.40 
8.35 
8.79 
7.29 


0.90)10.91 


2.27 
2.49 
2.69 
2.81 
2.69 
2.84 
2.89 
3.36 


.0080 
.0151 
.0112 
!.018*i 
.0137 
.0193' 
.0097i 
.0159' 


.0254 
.0277 
.0812i 


.0324 

.0820 

.0360^ 

.0365 

.0353;. 0315; 

.0385! 

.0387 

.0597 


.0833 
.0815 
.0468 


-  l|o.8si: 

.0066IJ1.10 
.0083  1.64!; 
.0053'{l.1»'; 
.003811.22! 
.0052  1.28 
.0072  0.88- 
.0134  1.39' 


0005 
0154 
0063 
0064 
0077 
0067 
0060] 
0052 


.0002^ 
.0005  0. 
.0002>I, 
.0001  I. 
.0001  I, 
.0001  1. 
.0M>2  1. 
.0002.1. 


05|  2.4 
00;  8.0 


05; 
06 

07! 
06 
28] 


3.0 
2.7 
2.9 
2.4 
3.6 


VoTK  lo  analyaee  of  1899 :  Odor,  generally  mnaty  or  diaagreeable,  oeeaalonally  vegetable. The 

aamplee  were  eoUeeted  from  the  river,  oppoeite  the  worka  of  the  Hyde  Park  Water  Oompany,  above  the 
thlekly  lettled  portlona  of  the  town  of  Hyde  Park. 
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QUINEBAUG  RIVBB. 

QuiNEBAUG  River. 

Chemical  Examinatian  of  Water  from  the  Quinebaug  Biver^  below  Southbridge, 

[Parts  per  100,000.] 


• 

g 
o 

APPSAIAirCB. 

Bbsidub  or 

EVAPOKA- 
TIOR. 

Ammonia. 

• 

1 

o 
.21 

NITIOOBH 
AS 

§ 

3 

a 

s 

1 

s 

• 

1 

i 

B 

8 

o 

• 

1 
§1 

3 

1 

ALBDMINOID. 

• 

S 

• 

1 

1 

1 

• 

1 

• 

> 

s 

-i 

xs 

si 

00 

• 

i 

a 

1 

27424 

ISM. 

Jane  13 

Slight. 

Cons. 

.41 

8.75 

1.75 

.0084 

.0272 

.0198 

.0074 

.0040 

.0001 

.61 

1.8 

27779 

July  15 

Slight. 

Cons. 

.04 

4.05 

1.65 

.0070 

.0268 

.0228 

.0040 

.16 

.0050 

.0003 

.66 

1.8 

28852 

Aug.  23 

Slight. 

Cons. 

.44 

4.75 

1.70 

.0152 

.0616 

.0228 

.0088 

.27 

.0040 

.0002 

.44 

1.8 

28584 

Sept.  0 

Decided. 

Cons. 

.44 

4.25 

1.85 

.0012 

.0868 

.0242 

.0126 

.26 

.0020 

.0001 

.60 

0.8 

28945 

Oct.   10 

Decided. 

Slight. 

.30 

4.80 

1.55 

.0100 

.0292 

.0248 

.0044 

.26 

.0070 

.0002 

.48 

1.0 

20255 

Not.    6 

Decided. 

Slight. 

.40 
.44 

4.80 

1.85 

.0052 
.0071 

.0272 
.0298 

.0228 
.0229 

.0044 
.0069 

.25 
.23 

.0070 
.0048 

.0001 
.0002 

.55 
.54 

1.6 

Av. .. 

4.82 

1.72 

1.2 

Odor  of  the  first  and  last  samples,  faintly  nnpleasant;  of  the  others,  vegetable,  becoming  sometimes 
also  aopleasant  on  heating. —- The  samples  were  collected  from  the  river,  between  the  villages  of 
Boathbridge  and  Sanndersdale. 


Salisbury  Plain  River. 
Chemical  ExamincUion  of  Water  from  Salisbury  Plain  River ^  below  Brockton. 


[Parts  per  100,000.; 

1 

a 

s 

2 

AfPBASAirCB. 

Bbsidub  om 

EVAPOBA- 
TION. 

Ammonia. 
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1.79 

KiTBOOEN 
AS 

• 

a 

a 

CO 

c 

8 

a 
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• 

a 

1 

1 

i 

• 

i 

Loss  on 
Ignition. 

1 

albuminoid.    1 

1 

S 

1 

1 

1 
s 

Sus- 
pended. 

1 

27486 

Jane  20 

Decided. 

Cons. 

.26 

12.40 

8.15 

.0748 

.0264 

.0228 

.0066 

.2080 

.0160 

.88 

8.0 

27808 
28208 

Jaly  17 
Aag,14 

Slight. 

milky. 
Decided. 

V.  slight. 
Cods. 

.83 
.20 

11.75 
11.85 

2.80 
8.00 

.0498 
.0632 

.0246 
.0264 

.0226 
.0176 

.0020 
.0088 

1.64 
1.34 

.1660 
.0840 

.0820 
.0060 

.44 

.27 

8.4 
8.0 

28058 

Sept.  19 

Slight. 

Slight. 

.12 

13.50 

4.15 

.0080 

.0198 

.0176 

.0022 

2.27 

.2960 

.0060 

.24 

-3.8 

29088 

Oct.   17 

Decided. 

Cons. 

.52 

9.90 

2.20 

.0492 

.0812 

.0242 

.0070 

1.36 

.0940 

.0013 

.61 

8.0 

29879 

Nov.  14 

Decided. 

Cons. 

.62 
.84 

8.55 

2.55 

.0420 
.0478 

.0296 
.0263 

.0236 
.0214 

.0060 
.0040 

1.03 
1.57 

.0950 
.1572 

.0012 
.0102 

.62 
.43 

2.0 

Av... 

11.24 

2.97 

3.8 

Odor,  generally  distinctly  unpleasant;  in  Jaly,  vegetable  and  musty. The  samples  were  collected 

from  the  river,  at  Plain  Street  bridge,  above  the  sewage  pumping  station. 
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TAITNTOSr  RIVBR. 


Tauxtok  Rites. 

Chemical  ExaminaUon  €f  Waier  framtke  Taunton  Rwtr,  above  TaamUm. 

[Fivta  per  UMOt.] 
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1 

1.T4  1.0 

At...' 

0.94 

t 

S.IO 

3.66  ',.0019 

ll 

0.96 

1.2 

1 

Odor,  Tegetoblo,  aoinoUmcs  boeomlng  oopleamit  on  hntliiy. Tho  tamplet  wore  ooUoetod  from 

tbo  itrer,  oppooito  the  pumpiiif  fltatkm  of  the  Tsanton  Water  Works. 


Chemical  Examination  of  Water  from  the  Taunton  Biver^  below  TaunUm, 

[Psrto  per  100,000.] 
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.0008 


8 

e 

I 

a 


0.94 
0.64 


.0004  0.46 
.0006  1.62 
.0002  1.64 


.0004 


1.04 


1.3 
1.1 
1.1 
1.4 
1.0 


1.2 


Odor,  fslotly  Tegetable  or  nnpleassnt,  eometimes  becoming  stronger  on  liesting.— The  samples 
were  collected  from  the  riTer,  at  the  wharf  of  the  Tannton  Oas  Works,  below  the  bridge  at  Weir. 
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TEN  MIIjE  buteb* 


Ten  Mile  River. 


Chemical  Examinalion  of  Water  Jrom  Ten  Mile  River,  below  AUleborough. 

[Parts  per  100,000.] 


• 

1 
1 

Appsarancs. 

KUIDUK  OM 

EVArOBA- 

TION. 

Ammokia. 

• 

« 
1 

e 

.72 
.46 
.71 
.48 
.64 
.71 
•  02 

NlTSOOBH 
AS 

• 

1 

o 

• 

1 

a 

1 

• 

1 

• 

'I 

• 

1 

ALBUMIirorD. 

■ 

1 

• 

■ 

o 

• 

1 

► 

8 

• 

1 

OQ 

1 

27402 
27722 
28281 
28675 
29M1 
29276 

June  20 
July  11 
Aug.  17 
Sept.  12 
Oct.  10 
Not.   7 

Decided. 
Decided. 
Decided. 
Decided. 
Decided. 
Decided. 

Cons. 

Slight. 

Cons. 

Blight. 

Slight. 

Cons. 

0.66 
1.04 
0.88 
0.70 
0.65 
0.98 
0.71 

6.66 
6.16 
6.00 
6.80 
7.80 
7.16 

1.80 
2.10 
1.76 
2.00 
2.60 
2.76 

.0080 
.0068 
.0008 
.0086 
.0120 
.0120 
.0072 

.0484 
.0886 
.0884 
.0880 
.0820 
.0868 
.0879 

.0862 
.0806 
.0208 
.0264 
.0270 
.0828 
.0288 

.0182 
.0080 
.0176 
.0066 
.0060 
.0040 
.0091 

.0080 
.0170 
.0090 
.0170 
.0180 
.0160 
.0188 

.0002 
.0001 
.0006 
.0001 
.0008 
.0006 
.0004 

0.64 
1.01 
0.38 
0.66 
0.82 
1.06 
0.74 

1.8 
1.6 
1.7 
1.0 
2.0 
2.0 

At... 

6.89 

2.16 

1.7 

Odor,  generally  Tcgetable,  and  oeoaslonally  unpleasant  or  disagreeable. The  saoaplee  were  col- 
lected from  the  rlTer,  below  Dodgeville. 

Ware  River. 

Chemical  SxamincUion  of  Water  from  Ware  River,  at  Cold  Brook  Station,  Barre. 

[Parts  per  100,000.] 


» 

Date  of  Collection. 

Appxabanob. 

Rbsidub  om 
Byapoba- 

TIOH. 

AXKOHIA. 

• 

1 

s 

.15 

NlTBOOBM 
AS 

i 

a 

« 
e 

1 

• 

• 

1 

Lesson 
Ignition. 

1 

ALBUMIHOID. 

s 

• 

1 

£ 
SB 

■ 

1 

• 

5 

.1 

OQ 

i 

9 
C 

« 

s 

26881 

19M. 

Jan.    2 

V.  slight. 

V.  slight. 

.40 

2.86 

1.26 

.0006 

.0164 

.0140 

.0014 

.0040 

.0000 

.60 

0.6 

26080 

Jan.  81 

V.  slight. 

V.  slight. 

.40 

8.25 

1.86 

.0000 

.0114 

.0106 

.0008 

.18 

.0060 

.0001 

.62 

0.3 

26867 

Feb.  28 

V.  slight. 

V.sUght. 

.86 

2.60 

1.26 

.0034 

.0118 

.0110 

.0008 

.11 

.0060 

.0000 

.48 

0.8 

26646 

Apr.   8 

V.  slight. 

None. 

.88 

8.10 

1.45 

.0002  .0110 

.0102 

.0008 

.11 

.0060 

.0000 

.46 

0.2 

26880 

Kay    2 

V.  slight. 

V.  slight. 

.66 

2.96 

1.80 

.0006 

.0208 

.0174 

.0034 

.12 

.0040 

.0000 

.66 

0.2 

27285 

ICay  81 

Slight. 

Slight. 

.66 

8.06 

1.66 

.0020 

.0208 

.0194 

.0014 

.18 

.0010 

.0000 

.62 

0.5 

27678 

July    6 

V.  slight. 

V.  slight. 

.70 

8.45 

1.76 

.0012 

.0222 

.0206 

.0016 

.11 

.0020 

.0000 

.86 

0.6 

27927 

July  81 

V.  slight. 

V.  slight. 

.78 

4.16 

1.96 

.0010 

.0248 

.0226 

.0022 

.10 

.0020 

.0000 

.86 

0.6 

28416 

Aug.  81 

V.  slight. 

V.  slighu 

.40 

8.86 

1.70 

.0010 

.0282 

.0214 

.0018 

.12 

.0020 

.0000 

.64 

0.6 

28868 

Oct.     2 

Slight. 

V.  slight. 

.88 

4.00 

1.65 

.0008 

.0220 

.0198 

.0022 

.21 

.0040 

.0000 

.60 

0.6 

29188 

Oct.  81 

V.  slight. 

V.  slight. 

.48 

8.86 

1.60 

.0012 

.019S 

.0164 

.0084 

.24 

.0020  .0001 

.68 

0.6 

29613 

Not.  28 

y.  slight. 

None. 

.66 

8.66 

1.20 

.0002 

.onol.oioel.ooio 

.17 

.0010 

.0001 

.60 

0.6 
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WARE  BITIEB. 

Chemical  Examination  of  Water  Jrom  Ware  Biver,  at  Cold  Brook  Station,  Barre 

—  Concluded. 

Averages  by  Tears, 

[PartB  per  100.000.] 


• 

1 

0 

Appkabahcb. 

KB8IDUB  OV 

EVAPOSA- 

TIOK. 

Amkohia. 

• 

o 

a 

i 
g 

.14 
.17 
.11 
.14 
.14 
.14 

NxTKoasv 

AS 

Oxygen  Coneomed.    1 

• 

1 

s 

a 

1 

5 

• 

1 

it 

r 

i 

ALBOMIirOID. 

1 

1 

m 

1 

a 

i 

> 
1 

5 

sl 

OD 

S 

td 

- 

1894 
1896 
1896 
1897 
1898 
1899 

■• 

- 

.74 
.78 
.72 
.88 
.76 
.60 

8.66 
8.90 
8.86 
3.00 
3.61 
8.88 

1.47 
1.70 
1.62 
1.66 
1.67 
1.61 

.0006 
.0014 
.0008 
.0010 
.0011 
.0010 

.0170 
.0219 
.0198 
.0198 
.0196 
.0184 

.0166 
.0199 
.0177 
.0173 
.0177 
.0167 

.0024 
.0020 
.0021 
.0020 
.0019 
.0017 

.0028 
.0061 
.0088 
.0082 
.0027 
.0082 

.0000 
.0000 
.0000 
.0000 
.0000 
.0000 

1 

1 
.68 

.79 

.78 

.69 

.76 

.60 

0.8 
0.9 
0.8 
0.7 
0.7 
0.4 

Non  to  ftnalysee  of  1899 :  Odor,  generally  faintly  vegetable,  sometJmea  none.   On  beating,  tbe  odor 

of  some  of  the  eamplee  became  stronger. Tbe  samples  were  collected  from  tbe  river,  at  tbe  ndlroad 

bridge,  near  Gold  Brook  station,  in  tbe  sontb-easterly  part  of  tbe  town  of  Barre. 


Chemical  Examination  of  Water  from  Ware  Biver,  below  Ware, 

[Parts  per  100,000.] 


g 


a 
p 


o 


27464 
27687 
28186 
28617 
28948 
29281 


Av. 


June  14 
July  6 
Aug.  9 
Sept.  12 
Oct.  10 
Nov.    7 


Appbabamcb. 


a 

9 


6 


BUgbt. 

Cons. 

Sllgbt. 

Cons. 

Sligbt. 

SUgbt. 

Decided. 

Cons. 

Decided. 

Cons. 

Decided. 

Cons., 
floo. 

.44 

.60 
.48 
.46 
.81 
.47 


,46 


KK6IDUB  OK 

£VAPOBA- 

TION. 

• 

4 

§ 

s- 

8.76 

1.26 

4.20 

1.76 

4.76 

2.00 

6.40 

1.90 

6.66 

1.96 

6.16 

1.76 

4.82 

1.77 

Amkovia. 


ALBUXIVOID. 

m 

* 

7 

• 

1 

► 

s 

• 

sl 

b 

h^ 

s 

s 

.0024 
.0066 
.0044 
.0082 
.0116 
.0028 


.0062 


.0404 
.0884 
.0828 
.0896 
.0404 
.0312 


.0871 


.0272 
.0280 
.0248 
.0284 
.0262 
.0264 


.0208 


.0132 
.0104 
.0080 
.0112 
.0142 
.0048 


.0103 


I 

o 


.21 
.14 
.26 
.26 
.88 
.26 


.26 


NXTBOOBll 
AS 


9a 


.0010 
.0080 
.0020 
.0010 
.0010 
.0010 


.0016 


.0008 
.0002 
.0003 
.0006 
.0006 
.0002 


1 

a 

m 

I 


.0004 


.60 
.74 
.68 
.68 
.68 
.72 


.66 


s 

t 


0.8 
0.6 
0.8 
1.0 
1.3 
1.0 


0.9 


Odor  in  September  and  November,  faintly  anpleasant;  at  otber  times,  distinctly  vegetable  and 
sometimes  monldy. 
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"WESTFIEIjD  RIV£B. 


Westfield  River. 


Chemical  Examination  of  Water  from  Westfield  River,  above  Westfield, 

[Parts  per  100,000.] 


m 

I 

a 

o 


274n 
27804 


28010 
2M04 


At. 


S 
i 


Jane  10 
July  18 
Aug.  17 
Oot.  6 
Not.  14 


Appbabawob. 


m 

s 

I 


9. 


6 


V.  sttght. 
V.  slight. 
V.  slight. 
V.  slight. 
V.  slight. 


V.sUght. 
V.  slight. 
Slight. 
V.  slight. 
V.  slight, 


.11 
.18 
.10 
.22 
.80 


,17 


RBSIDDB  OH 

£VAPOIA- 

TIOV. 


£ 


J 


& 


8.50 
4.40 
4.70 
4.45 
8.85 


4.18 


1.45 
1.25 
1.20 
1.40 
1.80 


1.82 


Ammonia. 


I 


.0008 
.0002 
.0088 
.0000 
.0008 


.0012 


ALBITMIHOID. 


.0118 
.0144 

.0150 
.0172 
.0128 


.0142 


QQ 


.0008 
.0126 
.0182 
.0182 
.0118 


.0121 


.0020 
.0018 
.0018 
.0040 
.0010 


.0021 


s 

e 


.11 
.11 

.17 
.10 
.11 


.14 


NiTSOOBK 
AS 


s 

I 


8 

«' 

s 

s 


.0020 
.0020 
.0040 
.0010 
.0080 


.0024 


.0001 
.0000 
.0000 
.0000 
.0001 


.0000 


a 


8 


.24 
.81 
.25 
.40 
.60 


.84 


I 


n 


2.0 
2.0 
2.0 
2.2 
1.7 
2.0 


Odor  of  the  last  sample,  none;  of  the  others,  Tegetable.— 'The  samples  were  oolleeted  from  the 
rlTer,  ahoTe  the  thickly  settled  portions  of  the  town. 


Chemical  Examination  of  Water  from  Westfield  River,  below  Westfield. 

[Parts  per  100,000.] 


5 

Aprabakob. 

Rbsidub  on 

Btapoba- 

nov. 

Ammonia. 

a 

e 

.17 
.16 
.25 
.38 
.14 
.21 

NITBOOBN 
AS 

i 

a 

a 

1 

a 

1 

1 

1 

1 

H 

• 

r 

■ 

1 

albuminoid. 

• 

1 

s 

• 

1 

1 

5 

i 

si 

i 

278SS 
28288 
28000 
20068 

SMOT 

Jnly  10 
Ang.  17 
Sept.  21 
Oet.  18 
Not.  15 

V.  slight. 

Slight. 

Slight. 

Slight. 

Slight. 

Slight. 
Slight. 
Oons. 
Oons. 
V.  slight. 

.14 
.12 

.16 
.20 
.80 
.18 

4.70 
5.06 
5.50 
5.05 
4.50 

1.10 
1.85 
2.10 
1.80 
1.65 

.0120 
.0060 
.0116 
.0084 
.O0A6 
.0088 

.0216 
.0156 
.0804 
.0206 
.0140 
.0222 

.0164 
.0186 
.0284 
.0228 
.0184 
.0179 

.0052 
.0020 
.0070 
.0068 
.0006 
.0043 

.0060 
.0050 
.0070 
.0060 
.0020 
.0052 

.0002 
.0002 
.0002 
.0002 
.0001 
.0002 

.83 
.28 
.28 
.82 
.45 
.88 

2.0 
2.2 
2.3 
2.0 
2.0 

At... 

4.06 

1.60 

2.8 

Odor,  generally  faintly  Tegetable,  sometimes  nnpleasant,  becoming  stronger  on  heating. The 

saaplee  were  eolleeted  from  the  riTer,  at  Mittineagne. 


SUMMARY 


OF 


WATER  SUPPLY  STATISTICS; 


Aiao 


EECORDS  OF  RAINFALL  AND  FLOW  OF  STREAMS. 
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SUMMAEY  OF  WATER  SUPPLY  STATISTICS. 


During  the  year  1899  a  public  water  supply  was  introduced  for 
the  first  time  into  the  towns  of  Falmouth  and  Huntington,  and 
important  changes  were  made  in  the  water  supplies  of  other  cities 
and  towns.  At  the  end  of  the  year  the  State  contained  32  cities 
and  321  towns,  and  of  these  all  of  the  cities  and  132  of  the  towns 
were  provided  with  public  water  supplies. 

The  following  table  gives  a  classification  by  population  of  cities 
and  towns  having  and  not  having  a  public  water  supply  Dec.  31, 
1899.     The  populations  are  taken  from  the  census  of  1895  :  — 


PonrLATioN 
(1S05). 


Number  of 
Places  of  Given 

Population 
liaYlnff  a  Pnb- 

Uo  Water 
Snpplj. 


Undar  500, 
500-1,000, 
1,000-1,500, 
1,500-2,000, 
2,000-3,500, 
2,500-8,000, 
S,000-S,500, 
5,500-4,000, 
4,000-4,500, 
Above  4,500, 

Totals, 


0 

4 
11 

0 
10 

0 
10 

6 

0 
06 


104 


Total 
Popolation  of 

Places 

In  Preceding 

Oolnmn. 


0 
8,801 
18,802 
15,722 
22,182 
25,000 
82,515 
21,788 
80,006 
2,088,708 


2,261,768 


Nnmber  of 

Places  of  Qlven 

Popnlatlon 

not  iiaving  a 

Public 
Water  Supply. 


Total 
Popnlatlon  of 

Places 

In  Preceding 

Column. 


86 

55 

87 
80 
18 
9 
7 
0 
1 
1 


180 


18487 

42,508 

44,004 

51,754 

28,888 

24,802 

22,500 

0 

4,055 

6,089 


288,415 


From  the  totals  given  in  the  preceding  table  it  will  be  seen  that 
only  46.5  per  cent,  of  the  total  number  of  cities  and  towns  have 
public  water  supplies,  but  that  90.5  per  cent,  of  the  whole  popular- 
tion  of  the  State  is  contained  within  these  cities  and  towns.  The 
number  of  people  to  whom  a  public  water  supply  is  available  is,  of 
course,  somewhat  less  than  the  total  population  of  the  municipalities 
supplied,  but  the  difference  is  not  large. 
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There  are  now  9  towns  having,  by  the  census  of  1895,  a  popula- 
tion exceeding  3,000  which  are  not  provided  with  a  public  water 
supply.     These  are  given  in  the  following  table  :  — 


TOWKS. 

Popalation  In 
1805. 

Towns. 

FopdUttkon  In 
18M. 

BlaokBtone, 

BaroAUble 

Batton 

Tewkabnry 

Pepperell, 

6^030 
4,066 
8,420 
8,870 
8,821 

Dudley 

Clielmeford, 

DMimoath, 

Deerfleld, 

8,206 
8,182 
8,107 
8,007 

In  the  following  table  the  various  water  supplies  are  classified 
according  to  the  dates  when  a  fairly  complete  system  was  first  in- 
troduced into  a  city  or  town :  — 


Ybabs. 


Nomber  of 

Places 

•applied. 


Previous  to  1860, 

1860-1860,  . 

1800-1860,  . 

1870-1870,  . 

1880-1880,  . 
1890,     . 

1801,  . 

1802.  .  . 


0 

4 

10 

44 

68 

4 

6 

1 


TJU.B8. 


Kombwof 

Places 
sappUed. 


1808,  . 

1804,  . 

1806,  . 

1806,  . 

1897,  . 

1808,  . 

1800,  . 

Toua, 


8 
8 
6 

8 
2 
2 

2 


164 


At  the  end  of  the  year  1899  all  of  the  32  cities  in  the  State,  hav- 
ing by  the  census  of  1895  an  aggregate  population  of  1,640,503, 
owned  their  water  works.  Of  the  132  towns  having  a  public  water 
supply,  83,  with  a  population  of  408,020,  owned  their  works,  while 
49,  having  a  population  of  213,245,  were  supplied  by  private  com- 
panies. The  total  population  in  both  cities  and  towns  owning  their 
works  was  2,048,523,  against  213,245  in  those  supplied  by  private 
companies. 

The  following  table  gives  statistics  with  regard  to  the  consump- 
tion of  water  in  the  cities  and  towns  in  this  State  where  such  records 
are  kept.  The  populations  for  1899  as  given  in  the  table  were  ob- 
tained by  adding  four-fifths  of  the  increase  in  population  from  1890 
to  1895  to  the  population  as  determined  by  the  census  taken  in  the 
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latter  year.  The  daily  consumption  of  water  per  inhabitant  has 
been  obtained  by  dividing  the  average  daily  consumption  by  the 
estimated  total  population  of  the  city  or  town  in  1899.  The  amount 
obtained  in  this  manner  is  somewhat  less  than  the  average  amount 
used  per  consumer,  because  there  are  in  all  cities  and  towns  a 
greater  or  less  number  of  people  who  do  not  use  ^e  public  water 
supply.  The  difference  between  the  number  of  inhabitants  and 
consumers  would  account  to  a  large  extent  for  the  low  rate  per 
inhabitant  in  some  of  the  towns  where  works  have  been  in  opera- 
tion for  a  short  time  only,  and  where,  in  consequence,  water  has 
not  been  generally  introduced.  In  some  towns  the  population 
during  the  summer  months  is  much  greater  than  that  which  is 
shown  by  census  returns,  and  in  such  cases  the  consumption  per 
inhabitant  as  given  in  the  table  is  somewhat  higher  than  it  would 
be  if  allowance  were  made  for  the  increased  population  in  the 
summer. 


Statistics  relating  to  the  Consumption  of  Water  in  Various  OUies  and  Toums. 


CRT  OB  TOWV. 

Esti- 

matsd 

Popola- 

tlonln 

19M. 

ATerage 

Dally 
Consump- 
tion. 

Gallons. 

ISM. 

Dally 

Conanmp- 

tlonper 

InhaU- 

Unt 

Gallons. 

18M. 

CXTT  OB  TOWH. 

Eiti- 

mated 

Fopola- 

tionln 

18M. 

Ayersge 

Dslly 
Consump- 
tion. 

Gallons. 

1S99. 

Daily 
Consump- 
tion per 
Inhabi- 
tant 

Gallons. 

HetropoUtaBWatei 

Diatrlot. 
AbinstOD  and  Bock. 

land. 
Ameabnry,*    . 

-     802,800 

0,080 

10,186 

88,688,000 
446,000 
826,000 

110 
46 
82 

Baathampton, 
Beaton,    . 
Fairhaven, 

6,106 
4,419 
8,674 

814,000 
106,000 
216,000 

61 
24 
60 

Andorar, 

6,147 

802,000 

64 

FallBlver,      . 

101,047 

3,681,000 

86 

Attlaborongh, 

8,866 

866,000 

41 

Fozboroagh,  . 

8,447 

196,000 

67 

Avon, 

1,810 

66,000 

80 

Framingbam, . 

9,780 

416,000 

43 

Ayar, 

2,068 

94,000 

46 

Franklin, 

6,880 

167,000 

81 

Beverly,  . 

12,604 

961,000 

76 

Gardner, . 

9,788 

608,000 

71 

Blllerlca,t       .       . 

2,786 

41,000 

16 

Glonoeater,     . 

81,069 

068,000 

81 

Bralntree, 

6,688 
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*  Nine  montha. 
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BtaUiUe*  rtXaimg  to  the  OonmtmpUon  tf  Water  m  Variam  OOka  and  Tomiu — 

Condoded. 
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214,000 
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68,000 
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Weatoa,  . 
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Bainfall. 

The  average  rainfall  in  Massachusetts  for  the  year  1899  was  39.48 
inches,  or  5.86  inches  less  than  the  normal.  A  considerable  excess 
of  rainfall  occurred  in  the  months  of  January,  February,  March  and 
September  and  a  slight  excess  in  the  month  of  June,  but  during  the 
remainder  of  the  year  the  rainfall  for  each  month  was  below  the 
normal  for  that  month.  The  accumulated  deficiency  in  the  nine 
months  from  April  to  December  inclusive  was  9.91  inches.  The 
greatest  deficiency  in  any  one  month  was  2.36  inches,  which  oc- 
curred in  May. 

The  average  rainfall  in  Massachusetts,  as  deduced  from  long- 
continued  observations  in  various  parts  of  the  State,  is  given  in 
the  following  table,  together  with  the  rainfall  for  each  month  in 
1899  and  the  departures  from  the  normal  :* — 


MOHTH. 

Normal 
Bainfall. 

Inches. 

SabifUl. 
189«. 

Inches. 

Excess  or 
Deficiency. 

Inches. 

MOVTR. 

Normal 
Rtlnrall. 

Inches. 

Kain(kU. 
Inches. 

Excess  or 

Deficiency. 

18M. 

Inches. 

JeBuary,     . 
February,   . 
ICarab, 
April,  .       • 
May,    .       .       . 

8.07 
8.70 
4.02 
8.80 
8.60 
S.28 
8.86 

4.20 
4.64 
6.00 
1.74 
1.88 
8.80 
8.60 

+0.28 
+0.04 
+2.88 
—1.65 
—2.86 
+0.07 
— 0J6 

Angnet, 
September,  . 
Oetober, 
November,  . 
December,  . 
Total,    . 

4.85 
3.84 
4.08 
4.18 
3.M 

2.04 
6.07 
2.65 
2.24 
1.78 

—2.81 
+1.78 
—1.68 
-1.04 
—1.76 

June,  . 
July,   .       . 

46.84 

80.48 

—6.86 

To  show  the  condition  of  the  streams  or  sources  of  water  supply 
from  which  samples  of  water  have  been  collected  for  analysis  during 
1899,  the  following  tables  are  presented,  which  give  the  daily  rain- 
Mi  in  inches  at  9  stations  scattered  throughout  the  State  :* — 


*  Prepared  from  the  records  of  the  New  England  section  of  the  climate  and  crop  flenrioe 
of  the  Weather  Boreaa. 
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Daily  BaiarfaU  in  Inches  at  Nine  Plaees  in  MassaekusetU^  OtograpkieaUy  sdeeledL 
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DiUly  RaiitfaU  in  IwAes  at  Nine  Plaeet  in  MassaehuaeUtt  Oeogr(g)hieatty  tekcted 

—  Continaed. 
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0.02 

16,    .       . 

• 

0.26 

0.02 

0.11 

- 

0.01 

- 

- 

- 

16..       . 

- 

- 

- 

- 

- 

0.40 

0.47 

0.10 

- 

17,    .       . 

0.18 

- 

«» 

- 

0.06 

- 

- 

- 

0.17 

17,.       . 

- 

- 

- 

- 

- 

- 

- 

- 

- 

18,    .       . 

0.03 

0.06 

- 

0.02 

0.06 

0.02 

- 

0.18 

- 

18,  .       . 

- 

- 

- 

- 

- 

- 

- 

- 

- 

18,    .        . 

- 

0.06 

0.04 

0.01 

- 

- 

0.06 

- 

0.12 

19.  .       . 

- 

- 

- 

- 

- 

0.16 

0.17 

0.64 

- 

30,    .       . 

- 

- 

0.06 

• 

- 

- 

- 

- 

0.01 

20..       . 

0.68 

0.46 

0.84 

0.88 

0.44 

0.88 

- 

0.10 

- 

31.    .       . 

- 

- 

- 

0.24 

0.20 

0.12 

0.14 

- 

0.02 

21,.       . 

- 

- 

- 

- 

- 

- 

0.78 

- 

- 

22,    .       . 

0.06 

- 

- 

- 

- 

- 

0.06 

0.14 

- 

22..        . 

- 

- 

- 

- 

- 

- 

- 

- 

- 

38,    .       . 

- 

- 

- 

- 

- 

- 

- 

- 

- 

28..        . 

- 

- 

- 

- 

- 

- 

- 

- 

24,    .       . 

- 

- 

- 

- 

- 

- 

- 

- 

- 

24.  .        . 

• 

0.60 

0.16 

0.18 

• 

• 

- 

- 

1.66 

36,    .       . 

- 

- 

- 

- 

- 

- 

- 

- 

- 

26,.       . 

0.60 

0.48 

0.27 

0.06 

0.27 

0.81 

0.10 

0.96 

• 

36,    .       . 

«■ 

- 

- 

- 

- 

- 

- 

- 

26.  .        . 

- 

- 

- 

- 

- 

0.32 

- 

0.74 

27,    .       . 

- 

0.04 

- 

0.02 

- 

- 

- 

- 

- 

27,.       . 

- 

- 

- 

^ 

- 

- 

- 

- 

«■ 

38.    .       . 

♦ 

0.82 

- 

0.08 

0.11 

- 

- 

- 

28,  .        . 

• 

0.84 

0.64 

• 

* 

% 

0.68 

- 

0.16 

28,    .       . 

1.11 

- 

0.42 

0.06 

- 

- 

0.06 

- 

0.80 

29..        . 

1.79 

0.72 

0.68 

0.96 

1.10 

0.91 

- 

1.T2 

1.34 

80,    .       . 

- 

- 

- 

- 

0.48 

0.06 

0.18 

- 

80,.       . 

- 

- 

- 

- 

- 

- 

- 

- 

81,    .       . 

- 

- 

- 

- 

- 

- 

- 

- 

- 

ToUbi, 

1.78 

0.99 

1.13 

1.88 

■ 

0.01 

1.62 

1.88 

2.17 

1.21 

Totols, 

4.08 

4.63 

4.29 

2.48 

3.78 

3.40 

2.694.07 

8.78 

«  Predpitetton  ineladed  in  that  of  lolkmlDg  day. 
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Anvast,  18»». 
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- 
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- 
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- 
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- 
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- 
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- 
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- 
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0.84 

0.01 
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0.20 

- 

- 
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- 
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- 
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- 

- 

- 

- 
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- 

- 

- 

- 

- 

- 

- 

- 

- 

16,.        . 

- 

- 

- 

- 

- 

- 

- 

- 

- 
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0.47 

0.07 

0.10 

0.26 

0.10 

1.10 

0.48 
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- 
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0.28 

0.16 

0.06 
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- 

- 

- 

- 

22,   .        . 

mt 

- 

- 

- 

- 

- 

- 

0.09 

- 

22,.        . 

0.16 

0.16 

0.58 

0.60 

2.87 

0.10 

- 

- 

- 

28,    .        . 

- 

- 

- 

- 

- 

- 

- 

- 

- 

28,.        . 

- 

- 

0.06 

- 

0.04 

- 

1.12 
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- 
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•■ 

- 

- 

- 

- 

- 

- 

24..        . 

- 

- 

0.08 

0.02 

0.28 

- 

- 

- 
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26,    .        . 

• 

0.10 

0.2D 

* 

0.16 

- 

- 

- 

0.26 

26.  .        . 

0.20 

- 

- 

0.02 

- 

- 

- 

0.84 

- 

28,    .        . 

0.84 

0.00 

1.23 

1.11 

1.60 

1.24 

0.06 

1.20 

0.88 

26,.        . 

- 

- 

0.05 

- 

- 

- 

- 

- 

- 

27,    .        . 

0.66 

0.41 

0.21 

0.81 

0.20 

0.24 

- 

0.06 

0.00 

27..        . 

- 

- 

- 

- 

- 

- 

- 

- 

- 

28,    .        . 

- 

- 

- 

- 

- 

- 

- 

- 

- 

28,.        . 

- 

- 

- 

- 

- 

- 

- 

- 

- 

20.    .        . 

• 

- 

0.10 

- 

- 

- 

- 

- 

- 

29,  .        . 

- 

- 

- 

- 

- 

- 

- 

- 

- 

80,   .        . 

0.81 

0.26 

- 

0.12 

0.06 

1.02 

o.ia 

0.04 

0.10 

80,  .        . 

- 

- 

- 

- 

- 

- 

- 

- 

- 

81,    . 

- 

- 

- 

- 

- 

- 

- 

- 

- 

81..        . 

- 

- 

- 

- 

- 

- 

- 

- 

- 

Totalfl, 

6.87  6.02 

4.49 

8.10 

8.70 

4.46 

1.07 

4.44 

3.07 

Totals, 

1.80 

1.86 

2.84 

1.67  8.81 

2.04|2.1fl 

1.7fl 

2.20 

*  Precipitation  loelnded  In  that  of  following  day. 
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m 

- 

- 

- 

1..          . 

- 

- 
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• 
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. 

- 

. 

. 

«.    .         . 
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2.98 
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0.68 
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0.24 

0.02 

a..     . 

- 

- 

- 

- 

- 

- 

- 

- 

- 

8,    .         . 

0.04 

1.22 

- 

0.08 

0.07 

0.06 

- 

- 

- 

8,.        . 

- 

- 

- 

- 

- 

- 

- 

• 

- 

4,    .        . 

- 

- 

- 

- 

- 

- 

0.08 

0.64 

- 

4.  .       . 

- 

- 

- 

- 

- 

- 

- 

- 

- 

6,    .        . 

- 

- 

- 

- 

- 

- 

- 

- 

- 

6,  .        . 

- 

- 

- 

- 

- 

- 

- 

- 

- 

«.  .    . 

- 

- 

- 

- 

- 

- 

- 

- 

- 

».  .        . 

0.08 

- 

0.04 

0.42 

0.67 

0.88 

- 

1.20 

* 

7.    .        . 

- 

- 

- 

- 

0.06 

- 

- 

- 

7,.        . 

- 

- 

- 

- 

- 

- 

0.64 

- 

1.17 

8.    .       . 

0.02 

0.04 

0.02 

0.01 

- 

0.04 

0.06 

0.17 

0.06 

8,.       . 

- 

- 

- 

- 

- 

- 

- 

- 

- 

9,    .        . 

0.01 

- 

- 

- 

- 

- 

- 

- 

- 

0.  .      . 

0.17 

0.17 

0.12 

0.81 

0.81 

0.16 

- 

0.40 

0.64 

10,    .        . 

- 

- 

- 

- 

- 

- 

- 

- 

- 

10,.        . 

- 

- 

- 

- 

- 

- 

- 

- 

- 

11,    .        . 

0.02 

- 

0.07 

♦ 

* 

♦ 

- 

- 

0.01 

11,.        . 

0.01 

- 

- 

- 

- 

- 

- 

- 

- 

12,    .       . 

0.06 

- 

0.11 

0.14 

0.24 

0.04 

0.82 

0.97 

1.27 

12,.       . 

- 

- 

- 

- 

- 

- 

- 

- 

- 

18,    . 

- 

- 

- 

- 

- 

- 

- 

0.02 

- 

18,.       . 

- 

- 

- 

- 

- 

- 

- 

- 

- 

14,    .        . 

- 

- 

- 

- 

- 

- 

- 

- 

- 

14,.       . 

- 

- 

- 

- 

- 

- 

- 

- 

- 

15,    .        . 

- 

- 

- 

- 

- 

- 

- 

- 

- 

16..       . 

- 

- 

- 

- 

- 

- 

- 

- 

- 

16,    .        . 

- 

- 

- 

- 

- 

- 

- 

- 

- 

16,  .       . 

- 

- 

- 

- 

- 

- 

- 

- 

- 

17,    .        . 

- 

- 

- 

- 

- 

- 

- 

- 

17,.        . 

- 

- 

- 

0.06 

- 

- 

- 

- 

- 

18,    .        . 

- 

- 

- 

- 

- 

- 

- 

- 

18,  .       . 

1.48 

0.87 

0.96 

0.28 

0.61 

1.03 

0.26 

0.42 

0.70 

10,    .        . 

• 

- 

- 

- 

- 

- 

- 

- 

- 

19,.       . 

- 

- 

- 

- 

- 

- 

- 

- 

- 

20,    .        . 

1.06 

1.18 

1.22 

1.84 

8.84 

2.00 

2.86 

4.41 

2.62 

20,.        . 

0.10 

0.14 

0.12 

0.17 

0.14 

0.16 

0.17 

0.04 

0.06 

21,    .       . 

0.87 

0.68 

0.67 

0.67 

0.14 
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0.28 

0.42 

0.12 
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- 
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- 
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- 
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- 

8.88 

8.78 

6.88 

8.98 

81,.        . 
Toialfl, 

0.70 
2.98 

0.86 
1.02 

0.26 
1.62 

1.10 
2.62 

0.86 

- 

1.11 

1.21 

0.86 

TotaU, 

6.97 

4.82 

6.11 

0.06 

6.62 

2.81 

1.09 

2.41 

8.60 

8.61 

*  Predpitation  Ineladed  in  that  of  following  day. 
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0.06 
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0.01 
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0.01 

- 

- 

- 

- 

- 

M.  . 

0.78 

0.03 

0.83 
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1.18 
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0.82 
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- 

- 

- 

14,  . 

- 

- 

- 

- 

- 

- 

- 

- 

- 

lib    . 

0.18 

- 

O.ll 

0.05 

0.08 

0.00 

«■ 

0.08 

0.06 

16,  . 

0.87 

0.66 

0.47 

0.60 

0.70 

0.68 

0.85 

0.68 

0.80 

18.    . 

- 

0.17 

- 

- 

- 

- 

0.04 

- 

- 

le.  . 

- 

- 

»    . 

- 

- 

- 

- 

- 

- 

n,  . 

- 

- 

- 

- 

- 

- 

- 

- 

- 

17,  . 

0.06 

0.10 

- 

- 

- 

0.08 

- 

- 

- 

18,  . 

- 

- 

- 

- 

- 

- 

- 

- 

- 

18,  . 

- 

- 

0.08 

0.06 

0.08 

- 

0.08 

- 

0.88 

i».  . 

0.00 

- 

- 

0.12 

0.11 

0.01 

- 

0.04 

0.08 

w.  . 

0.28 

0.18 

0.11 

0.88 

0.88 

0.18 

0.84 

0.48 

0.45 

»,  . 

- 

- 

- 

- 

- 

- 

- 

- 

- 

30,  . 

- 

- 

- 

- 

- 

- 

- 

- 

- 

n.  . 

- 

- 

- 

- 

- 

- 

0.06 

- 

mm 

31.. 

- 

- 

- 

- 

- 

- 

- 

- 

- 

o,  . 

- 

- 

0.01 

0.06 

0.06 

0.08 

mm 

- 

0.06 

33,  . 

- 

- 

- 

- 

- 

- 

- 

- 

- 

»,  . 

- 

- 

- 

- 

- 

- 

- 

0.08 

38,  . 

- 

- 

- 

- 

- 

- 

- 

- 

- 

84,  . 

- 

- 

- 

- 

- 

- 

- 

- 

- 

24,  . 

0.31 

• 

0.06 

0.85 

0.87 

0.58 

- 

0.99 

0.16 

M.    . 

- 

- 

- 

- 

- 

- 

• 

- 

- 

36,  . 

- 

0.88 

0.06 

- 

- 

- 

0.81 

- 

- 

»•   . 

- 

- 

- 

- 

- 

- 

- 

- 

- 

SA,  . 

- 

- 

- 

- 

- 

- 

- 

- 

- 

87,   . 

- 

- 

- 

- 

- 

- 

- 

- 

- 

37,  . 

- 

- 

- 

- 

- 

- 

- 

- 

- 

88,    . 

- 

• 

- 

- 

- 

- 

- 

- 

^m 

38,  . 

- 

- 

- 

- 

- 

- 

- 

- 

- 

».    . 

- 

- 

- 

- 

- 

- 

- 

- 

- 

39,  . 

- 

- 

- 

- 

- 

- 

- 

- 

- 

80,   . 

- 

- 

- 

- 

- 

- 

- 

- 

- 

80,  . 

- 

- 

- 

- 

- 

- 

- 

- 

- 

1.90 

2.18 

3.88 

1.00 

ilss 

1.66 

i.ll 

81,  . 
Tot., 

- 

- 

1.70 

- 

1.61 

1.58 

1.47 

- 

Toc^ 

2.14 

3.00 

1.67 

3.99 

1.71 

1.76 

1.99 

Totals  for  tlM  year, 

89.16 

41.60 

88.07 

86.63 

43.06 

84.87 

87.40 

47.94 

44.80 

*  PreeiplUtioii  ineladed  in  that  of  following  day. 
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Flow  of  Streams. 

The  flow  of  streams  for  the  year  1899,  as  indicated  by  the  rec- 
ords of  the  Sudbury  River,  was  much  less  than  the  normal  for  the 
past  twenty-five  years.  The  flow  during  the  months  of  January, 
March  and  April  was  in  excess  of  the  normal,  but  during  the 
remainder  of  the  year  the  flow  during  each  month  was  considerably 
below  the  normal.  The  yield  of  the  Sudbury  River  water-shed 
during  the  month  of  August  was  less  than  the  evaporation  from 
the  water  surfaces,  so  that  the  flow  is  represented  by  a  minus  quan- 
tity. The  flow  during  the  driest  six  months  was  less  than  during 
any  similar  period  since  measurements  have  been  made. 

In  order  to  show  the  relation  between  the  flow  of  the  Sudbury 
River  during  each  month  of  1899  and  the  normal  flow  of  the  same 
river  as  deduced  from  twenty-five  years'  observations,  from  1875  to 
1899  inclusive,  the  following  table  has  been  prepared.  The  area  of 
the  water-shed  of  the  Sudbury  River  above  the  point  of  measure^ 
ment  is  75.2  square  miles. 

Table  showing  the  Average  llonthly  Flow  of  Sudbury  Biverfor  the  Tear  1899 
in  Oubic  Feet  per  Second  per  Square  MUe  of  Drainage  Area  and  in  Gallons 
per  Day  per  Square  Mile  of  Drainage  Area,  also  Departures  from  the  Normal 
Flow. 


Nou AL  Flow. 

ACTUAL  Flow  in  1899. 

BxoBse  OS  DBnconor. 

MOITB. 

CuMo  Feet 

per 

Second 

Qellone  per 
perSanare 

Cable  Feet 

per 

Second 

perBqoare 

Qallont  per 

per  Sqoare 
Mile. 

Cable  Feet 

per 

Second 

Gallons  per 
per^joare 

Junary,     . 
Febnury,   . 
ICaroh, 
April,  . 
M«y,    .       . 
Jane,  . 
July,   . 
Angoflt, 
September, 
October,     . 
November, . 
December,  . 

1.087 
S.004 
4.480 
8.124 
1.080 
0.785 
0.80S 
0.478 
0.376 
0.820 
1.475 
1.612 

1,252,000 

l,8n,000 

2,901,000 

2,019,000 

1,086,000 

475,000 

197,000 

809,000 

248,000 

586,000 

053,000 

1,042.000 

8.540 
2.187 
6.506 
8.901 
0.791 
0.102 
0.029 
-0.054 
0.145 
0.178 
0.470 
0.840 

2,288,000 

1,881,000 

4,206,000 

2.521.000 

511,000 

66,000 

19,000 

—35,000 

94,000 

115,000 

804,000 

220,000 

-1-1.608 
—0.767 
+2.017 

+o.n7 

—0.880 
— 0.683 
—0.276 
-4.582 
-0.231 
—0.651 
—1.005 
-1.272 

+1,086,000 
—496,000 

+1,804.000 
+502.000 
-575.000 
-409,000 
—178,000 
-M4,000 
—149,000 
—421,000 
—448,000 
—822.000 

Average, 

1.656 

1,070,000 

1.506 

978,000 

—0.150 

-97,000 
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The  next  table  shows  the  weekly  flactuations  during  1899  in  the 
flow  of  two  of  the  streams  which  were  carefully  measured,  namely, 
the  Sudbury  and  the  Merrimack.  The  flow  of  these  streams,  par- 
ticularly the  Sudbury,  serves  to  indicate  the  flow  of  the  other  streams 
in  eastern  Massachusetts. 


Whk  bidivo  Sukdat. 


Jan.      1,  • 

«.  • 

15,  . 

Feb.     6,  . 

Mar.    b,  . 

M.  . 

».  . 

«.  . 

Apr.    2,  . 

».  . 

!«•  . 


21, 

28. 
Jane    4, 

U, 

IS. 

M. 
Joly     2, 


SUDBURT 
KlVBB. 

Coble  Feet 

per 

Seoood 

perRqauB 

MUe. 


Hbbbimacx 
BirxB. 

CobloFeet 

per 

Second 

perSqaare 

MUe. 


2.U9 
4.508 
2.407 
8.772 
4.874 
1.887 
1.870 
1.801 
2.041 
8.088 
8.401 
8.288 
7.126 
8.021 
6.308 
4.101 
8.64S 
2.088 
1.800 
0.8M 
0.540 
0.022 
0.808 
0.028 
0.088 
—0.020 
0.168 


1.507 
1.874 
1.600 
2.006 
1.600 
1.080 
0.010 
0.864 
1.804 
1.660 
2.482 
8.403 
2.681 
8.014 
8.747 
6.868 
7.861 
6.426 

4.8n 

2.014 
1.884 
1.110 
0.866 
0.676 
0.610 
0.607 
0.686 


Wbbx  UDIVO  SaVDAT. 


July 


0. 
18, 

a, 


Aug.    6, 


1899. 


18, 

20. 

27. 

Sept.   8, 


10. 
17, 
S4. 


Oet. 


8,  . 

16.  . 

M,  . 

20.  . 


Nov.    6. 


12, 

1», 

26, 

Dec.    8. 


10, 
17, 
24, 
81, 


SODBUBT 
BlYBB. 

Cable  Feet 

per 

Second 

per  Sqoare 


0.826 

-0.117 

—0.064 

0.164 

-0.076 

—0.106 

-0.100 

-0.046 

0.128 

—0.066 

-0.068 

0.617 

0.101 

0.118 

0.168 

0.866 

—0.030 

0.628 

0.674 

0.460 

0.808 

0.228 

0.207 

0.484 

0.680 

0.287 


Mbbbixaox 

RlVBB. 

Cnble  Feet 

per 

Seoond 

perSQoare 

Mile. 


0.401 
0.602 
0.610 
0.608 
0.624 
0.408 
0.467 
0.804 
0.406 
0.404 
0.414 
0.886 
0.461 
0.466 
0.868 
0.886 
0.860 
0.676 
0.664 
0.660 
0.670 
0.488 
0.686 
0.716 
0.6B6 
0.001 


The  following  table  gives  the  records  of  the  rainfall  upon  the  Sud- 
bury Rivei:.  water-shed  and  its  total  yield  expressed  in  inches  in  depth 
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on  the  water-shed  (inches  of  ndnikll  collected)  for  the  year  1899, 
together  with  the  average  of  the  records  of  the  twenty-fiye  years 
from  1875  to  1899  inclnsiye :  — 


Sainfatt^  m  Inches^  received  and  eotteded  <m  Sudbmry  Water^shed 

. 

Moam. 

193«-UmI 

eoIlMted.  j  coOmM.  , 

»«hifcii 

»«t»<^n 

PcrOrat 

Jamurft 

4.U 

4.«n 

1 
OT.OO 

4.81 

2.2» 

01.07 

Vebmiy, 

4.91 

s.t» 

46jn 

4.20 

8.0M 

n.oo 

Hareh,      .       . 

T.Ol 

7.M1 

107.00 

4.41 

0.170 

U7.80 

ApM.       .       , 

l.flO 

4.8H 

2V.00 

8.M 

8.480 

lOT.OO 

Mmj..       . 

1.4S 

0.011 

01.81 

8.88 

1.000 

06.14 

June, 

s.a 

0.U4 

4.M 

2.98 

0.881 

28.02 

July,.       . 

S.tt 

O.OK 

1.00 

8.n 

0.888 

0.84 

AafMl,    .       . 

1.4S 

-0.061 

-4^ 

4.10 

0.801 

13.2i 

BeptMDDMTf 

S.M 

0.101 

4.10 

8.21 

0.419 

12.97 

Oetober,   . 

S.« 

0.100 

7.00 

4.87 

0.000 

21.88 

EToveniter, 

y 

2.18 

0.fitf 

24.08 

4.21 

1.040 

88.06 

DMember, 

1.78 

o.aM 

21.02 

8.M 

l.OfiO 

01.08 

ToUlauKi 

hvn 

»«e^ 

S7.21 

20.441 

M.98 

46.88 

21.482 

40.00 

The  Sadbury  River  records  are  particularly  valuable  as  a  basis 
for  estimating  the  yield  of  other  water-sheds  in  Massachusetts,  both 
on  account  of  the  accuracy  with  which  the  measurements  have  been 
made  and  the  absence  of  abnormal  conditions  which  would  unfavor- 
ably affect  the  results.  The  following  table  gives  the  records  relating 
to  the  yield  of  this  water-shed  for  each  of  the  past  twenty-five  years, 
the  flow  from  the  water-shed  being  expressed  in  gallons  per  day  per 
square  mile,  instead  of  inches  in  depth  of  rainfall  collected,  in  order 
to  render  the  table  more  convenient  for  use  in  estimating  the  prob- 
able yields  of  water-sheds  used  as  sources  of  water  supply :  — 


No.  34.]  WATEK  SUPPLY  STATISTICS.  41, 

Tietd  of  the  Sudbury  Siver  WaUr-Aed  in  Oatlotu  per  Day  per  Square  MUe.* 


*  Tb*  ir**  of  lb*  Sodbur}  BiT«r  waur-«lMd  OMd  in  mtkloi  d| 


snul-ig  br  tha  ssDJlrnolloD  of  itonga  nurroln  to  aboBt  1  p«r  unt.  to  ISM,  M  S.B  p«r  OMit.  tn  ISM 
ud  U)  abonl  «  p«  oMit.  Id  IMS.  Ttas  witsr-ihcd  >1»  oonUlni  sileoilTa  irau  of  mmpr  lud,  wblsta, 
Uwngta  surand  wlUi  wmUr  ■(  tlDUa,  %n  oat  IodIb  tsd  la  tba  ibon  pjriwiUfw  of  wator  ■nrfuH . 


EXPERIMENTS 


UPON  THE 


PURIFICATION  OF  SEWAGE  AND  WATER 


▲T  THE 


LAWRENCE    EXPERIMENT    STATION, 


During  the  Year  1899. 


[4161 


EXPERIMENTS  UPON  THE  PURIFICATION  OF  SEWAGE  AND 
WATER  AT  THE  LAWRENCE  EXPERIMENT  STATION.* 


By  Harry  W.  Clark,  Chemist  of  the  Board. 


The  year  1899  is  the  twelfth  that  the  investigations  of  the  Law- 
rence Experiment  Station  have  been  continued.  The  work  has 
been  carried  on  under  the  general  supervision  of  Hiram  F.  Mills, 
A.M.,  C.E.,  member  of  the  State  Board  of  Health,  with  the  writer 
in  direct  charge.  The  following  report  presents  a  summary  of  the 
investigations  and  results  obtained.  Besides  the  chemical  and  bac- 
terial analyses  necessary  in  these  investigations,  many  samples  of 
sand,  gravel  and  soil  have  been  examined  from  proposed  sewage 
filtration  areas  in  the  State,  and  areas  that  have  been  in  use  for  a 
number  of  years  by  different  towns  and  cities. 

Purification  of  Sewage. 

During  1898  many  new  investigations  were  started  at  the  station 
upon  methods  of  purifying  sewage  at  high  rates  of  filtration,  and 
during  1899  some  of  these  investigations  have  been  continued  and 
additional  experiments  upon  the  subject  have  been  started,  when  our 
studies  have  brought  new  points  of  practical  interest  before  us  or 
have  seemed  to  show  that  new  work  could  be  inaugurated  with  valu- 
able results. 

Besides  continuing  investigations  and  studies  upon  the  results 
obtained  with  septic  tanks  and  bacterial  or  contact  filters,  the  quali- 
tative and  quantitative  eflSciency  of  filters  of  coarse  material, — 
broken  stone,  etc.,  —  when  receiving  a  continuous  stream  of  sew- 

*  A  fall  acoonnt  of  the  work  done  at  the  Lawrence  Experiment  Station  for  the  years  1888 
and  1889  is  contained  in  a  special  report  of  the  State  Board  of  Health  npon  the  Poriflcation  of 
Sewage  and  Water,  1890.  A  similar  account  for  the  years  1890  and  1891  is  contained  in  the 
twenty-third  annaal  report  of  the  Board  for  the  year  1891.  Since  1891  the  results  have  been 
pablished  yearly  in  the  annual  reports. 
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age,  has  been  stadied,  with  encouniguig  resalts.  Miny  other  inter- 
esting  inTestigaitionB  hmve  been  made  and  are  sonunarized  in  the 
pages  beyond^  and  the  more  important  of  the  older  intermittent 
sand  filters  have  been  continued  in  operation,  as  the  resalts  from 
them  become  more  valnable  each  year. 

The  following  tables  show  the  general  charvter  and  composition 
of  the  Lawrence  sewage,  as  it  flows  in  the  sewer  from  which  it  is  ob- 
tained and  as  it  arrires  at  the  station  after  passing  slowly  through 
a  S^indi  pipe,  4,300  feet  long.  The  sewage  frx>m  die  sewer  has 
not,  however,  borne  the  same  relation  to  the  station  sewage  as  in 
previous  years,  for  two  reasons :  first,  the  low  rainfrll  daring  the 
year  caused  the  sewage  in  the  sewer  to  be  of  such  a  strength  that 
more  frequent  flushing  of  the  pipe  to  the  station  was  necessary 
than  during  previous  years ;  and,  second,  our  sewage  pumps  at  the 
station  became  so  worn  that  they  ceased  to  work  well,  this  also 
necessitating  flushing  of  the  pipe  frequently  during  the  first  eight 
months  of  the  year.  It  will  be  noticed  that  during  the  last  four 
months  of  the  year,  after  the  installation  of  a  new  pump,  a  sewage 
was  obtained  at  the  station  more  nearly  resembling  that  in  the  sewer 
than  during  the  previous  portion  of  the  year. 


Montkijf  Averages  nf  AMafywet  cf 

[FkitB 


Sevage  from  ike  Lamrtmot  Sirtei  Saoer. 


April,  • 


VomWr, 


6 

a 

< 


—      s 


s 


as, 

'5^ 


e 
•  o 


la 


s:    1     s 


I 


1.SI  !  •Jti 

I  I 

•.n 

0.00 

•.§• 

1.00 
0.00 
l.U 
0.01 
1.10 
1.W 
l.M 


1.00 
I  1.70 

'1.10 
S.TS 

JS.04 


Tl 

n 

00    J4.00 
00    14.00 

■ 

ft    '  4.10 

■ 

M     :  4.10 


.M 


.or 


.ST 


n.oo 

9.00 


0.00 
7.00 


.41 
.41 


.141  '  .0100      7.00 

.m    .OMO    0.U 

*  7.45 

7.00 


I  ■' 


7.10 
7.00 
0.10 


m 

SOB 


],OS,000 
1,900,000 

IJ 
1,440/ 


S,1I2,M0 


.IS  .  .OMO     O.IS  '    S,7U,0BO 


00    ,  0.47        1.00 


10.40 
14.S 

10.17  •  .000  .  jnm  .  njm  \ 

i  I 

14.11      .ON  '  .OUO   !10.40  \    0,400,000 

I  I 

7.00    .m  j  .0100  ;ti.oo    o,m.coo 

11.00      .100  I  .0100   >  0.01  '    0,404,000 
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Monthly  Averages  of  RegtUar  Sewage  Samples. 

tParU  per  100,000.] 


!»••• 


January, 
Febraary,    • 
ICareb, . 
April,  .       . 
May,     .       . 
June,    . 
July,    . 
August, 
September,  • 
Octob«r, 
November,  . 
Deoember,  . 
Average, 


1 

a 

1 

ALBimnroiD  Ammohia. 

1 

y 

li 

1 

lo  Solu- 
tion. 

Bacteria 
Cable  Ge. 
meter. 

46 

2.06 

0.46 

.26 

.10 

4.60 

8.06 

1,681,000 

46 

2.11 

0.60 

.26 

.26 

4.86 

8.10 

1,847,000 

45 

1.70 

0.48 

.28 

.20 

4.08 

8.17 

1,001,000 

47 

2.72 

0.82 

.28 

.60 

6.42 

6.48 

2,on,ooo 

67 

2.81 

0.48 

.22 

.26 

6.76 

8.60 

8,472,000 

00 

2.86 

0.46 

.18 

.27 

8.18 

8.44 

1,618,000 

74 

2.68 

0.41 

.16 

.26 

6.68 

2.61 

806,000 

71 

2.00 

0.86 

.17 

.10 

6.07 

2.16 

806,000 

06 

4.28 

0.76 

.34 

.41 

10.40 

4.61 

8,026,000 

68 

8.66 

0.68 

.27 

.81 

6.80 

4.10 

2,006,000 

47 

4.82 

0.88 

.88 

.60 

7.82 

6.76 

2,716,000 

47 

6.14 

1.08 

.48 

.60 

7.71 

7.10 

8,711,000 

66 

8.08 

0.60 

.26 

.88 

6.60 

4.01 

2,060,000 

Monthly  Averages  of  Mixed  Samples  representing  all  of  the  Sewage  applied  to 

Filters  Nos.  i,  6  and  9 A. 


[Parts  per  100,000.] 


Fus  Ammovia. 

Albumivoid 
AiiMOaiA. 

Cblobhs. 

OXTOBH 
COHSUXSD. 

18t». 

• 

6 

«5 

• 

& 

i 

1 

o 

i 

i 

* 

i 
i 

• 

1 

• 

• 

i 

1 

i 

g 

1 

1 

1 

1 

1 

1 

1 

1 

8.60 

1.84 

1.01 

0.82 

0.47 

0.47 

8.68 

6.87 

4.84 

4.08 

8.28 

8.46 

Febmary,     , 

4.08 

2.10 

2.11 

0.82 

0.66 

0.67 

8.70 

6.68 

6.18 

4.06 

2.08 

8.18 

Marob,  .       , 

8.18 

1.68 

1.63 

0.60 

0.45 

0.61 

8.08 

4.10 

4.78 

4.68 

2.78 

8.16 

AprU,    .       . 

2.86 

2.62 

2.17 

0.84 

0.71 

0.66 

6.12 

7.06 

6.70 

6.18 

4.88 

4.88 

Mmj,      . 

8.11 

2.86 

2.64 

0.60 

0.72 

0.66 

8.28 

6.08 

6.42 

8.01 

8.68 

8.47 

Jane,     . 

8.06 

2.68 

1.04 

0.60 

0.60 

0.62 

8.40 

11.08 

6.40 

4.46 

8.68 

8.28 

July,     .       , 

1.81 

2.26 

2.18 

0.86 

0.67 

0.48 

4.22 

6.66 

6.87 

2.64 

4.02 

8.04 

Aogoat, 

4.16 

8.00 

8.60 

0.28 

0.68 

1.24 

11.76 

18.60 

11.61 

6.00 

6.00 

4.80 

8eptemb«r,   . 

4.75 

4.48 

8.78 

1.01 

0.02 

0.71 

11.36 

11.86 

10.60 

6.88 

6.08 

4.68 

October, 

8.16 

8.40 

8.26 

0.68 

0.66 

O.U 

7.28 

7.10 

7.08 

8.66 

4.48 

8.46 

November,    . 

4.18 

4.18 

4.00 

0.70 

0.74 

0.60 

8.84 

7.82 

8.61 

4.07 

4.67 

4.80 

December,    . 

6.00 

6.68 

5.60 

0.06 

1.14 

1.07 

0.87 

0.76 

O.Ol 

6.61 

7.86 

7.42 

Avenge, 

8.52 

8.11 

2.86 

0.70 

0.68 

0.67 

8.32 

8.12 

7.44 

4.08 

4.88 

4.04 
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Septic  Sewage. 

In  the  report  for  1898  a  detailed  statement  was  made  of  the  vary- 
ing composition  of  sewage  (1)  from  the  time  it  is  introduced  into 
the  sewer  from  the  streets,  houses,  etc.,  (2)  until  it  reaches  the 
experiment  station,  or  a  filtration  area  under  ordinary  conditions, 
and  (3)  its  character  when  issuing  from  a  tank  through  which  it  is 
passed  slowly  and  when  it  is  known  as  septic  sewage.  These  three 
grades  of  sewage  we  now  call  fresh^  stale  and  septic  sewage. 

Septic  Tank  A  was  first  put  in  operation  at  the  station  during  the 
latter  part  of  1897,  and  the  results  obtained  from  it  up  to  Jan.  1, 
1899,  were  given  in  the  previous  report.  The  two  following  tables 
show  the  average  analyses  for  1899  of  samples  of  the  station  sewage 
collected  as  it  enters  the  tank  and  of  the  septic  sewage  as  it  is  drawn 
from  the  tank :  — 

• 

Sewage  as  it  enters  Septic  Tank  A, 

« 

[Pftrto  per  100,000.] 


18M. 


§ 

s 

i*^ 

8 

1* 

r 

March, . 
April,  . 
May,    .       . 
Jaoe,    . 
Joly,    . 
Angaat, 
September,  . 
October,       . 
November,  . 
December,  . 
Average, 


48 
47 
66 

68 
74 
70 
65 
67 
47 
46 


68 


2.69 
4.0S 
8.64 
8.16 
0.66 
1.78 
4.88 
8.56 
5.14 
6.67 


8.40 


▲LBUMIirOID  AJOIOMIA. 


a 


& 


J 

•Si 


0.52 
0.46 
0.40 
0.67 
0.88 
0.61 
1.19 
0.80 
1.42 
1.06 


0.80 


.80 
.26 
.24 
.15 
.07 
.10 
.87 
.26 
.80 
.40 


.26 


0.22 
0.20 
0.16 
0.42 
0.76 
0.61 
0.82 
0.68 
1.08 
1.47 


0.68 


i 


|J 


111 

n 


5.81 

8.61 

6.81 

2.80 

7.28 

2.40 

8.08 

4.86 

1.00 

6.10 

6.86 

4.11 

11.28 

6.67 

6.70 

6.76 

0.11 

8.80 

9.47 

12.26 

7.10 

6.75 

1,272,000 

1,018,000 

1,786,000 

682,000 

270,000 

410,000 

2,806,000 

1,606,260 

8,742,000 

6,601,000 

1^02,000 


No.  34.] 


FILTRATION  OF  SEWAGE. 


421 


Effluent  of  Septic  Tank  A. 

[Parti  per  100,000.] 


ISM, 


i 


I 


a 
I 

a 


January, 

February, 

ICareh 

April, 

May, 

Jnoe, 

July 

Augvat, 

Septamber, 

Ootober, 

Norembor 

December, 

Averai^,       •       •       •       • 


50 
48 
48 
62 
68 
00 
T6 
71 
65 
66 
48 
48 


6T 


4.40 
4.86 
8.08 
4.87 
4.66 
8.81 
1.07 
2.81 
4.88 
8.40 
6.04 
6.24 


Albuminoid  Aicmomia. 


o 


4.08 


.48 
.80 
.41 
.80 
.88 
.10 
.08 
.12 
.80 
.81 
.40 
.66 


a 


•  o 


.84 


.82 
.88 
.82 
.27 
.26 
.16 
.06 
.10 
.20 
.11 
.87 
.40 


.26 


.U 
.06 
.00 
.08 
.07 
.08 
.02 
.02 
.10 
.20 
.12 
.26 


I 


1 


A  n  •« 

sun 


.00 


7.88 
7.80 
7.21 
6.18 
7.06 
7.76 
1.50 
8.56 
11.06 
6.02 
7.41 
0.86 


7.00 


2.76 
2.80 
2.02 
2.08 
1.08 
1.56 
0.65 
1.12 
8.2t 
2.47 
8.85 
4.88 


2.52 


646,000 

616,000 

451,000 

206,000 

577,000 

240,800 

60,800 

157,400 

720,800 

886,800 

1,206,000 

1,670,000 


577,100 


Septic  Tank  A  is  an  air-tight  wooden  tank,  divided  by  a  partition 
midway  into  two  eqaal  compartments.  The  sewage  flows  into  one 
compartment  and  over  the  partition  into  the  other  compartment, 
from  which  it  is  drawn  by  means  of  a  faucet  halfway  between  the 
top  and  bottom  on  the  side  of  the  tank ;  the  general  custom  at  the 
experiment  station  being  to  allow  the  faucets  by  which  the  sewage 
enters  and  flows  from  the  tank  to  remain  open  during  a  large 
portion  of  the  day,  and  the  sewage  slowly  passes  through.  The 
time  of  passage  has  varied  during  the  year  from  twenty  to  thirty- 
six  hours,  the  tank  always  being  kept  full  of  sewage.  It  was  stated 
in  the  last  report  that,  after  more  than  a  year's  operation,  there  was 
very  little  sediment  upon  the  bottom  of  the  tank,  and  a  scum  of 
bacterial  growths  and  fatty  matters  about  ^  inch  in  thickness  upon 
the  surface  of  the  sewage  in  the  tank  and  adhering  to  the  under  side 
of  the  cover  of  the  tank.  At  the  end  of  1899  there  was  about  3 
inches  in  depth  of  sediment  in  the  first  compartment  of  the  tank 
and  about  1  inch  in  depth  in  the  second  compartment.  It  will  be 
seen  from  the  tables  of  analyses,  when  compared  with  the  tables 
given  in  the  report  of  the  Board  for  1898,  that  a  considerably 
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stronger  sewage  has  entered  the  tank  daring  1899  than  daring  1898. 
It  will  also  be  seen  that  a  greater  percentage  of  the  organic  matter 
in  the  sewage  has  been  removed  from  the  sewage  by  the  tank  daring 
1899  than  during  1898,  the  results  being  as  follows :  — 

The  total  organic  matter  of  the  sewage  entering,  as  shown  by  the 
albuminoid  ammonia,  was  decreased  48  per  cent,  in  1898  and  65 
per  cent,  in  1899 ;  the  carbonaceous  organic  matters,  indicated  by 
the  determination  *of  oxygen  consumed  from  permanganate,  were 
decreased  43  per  cent,  in  1898  and  54  per  cent,  in  1899.  ,  In  short, 
the  results  obtained  during  1899  have  strongly  indicated  that  the 
greater  the  amount  of  organic  matter  in  the  sewage  entering  a 
septic  tank  the  greater  will  be  the  percentage  reduction  of  organic 
matter  by  the  tank  treatment. 

An  analysis*  of  the  gas  from  this  tank  gave  the  following  result : 
carbonic  acid  8.4  per  cent.,  ^' heavy  hydrocarbons'*  0.3  percent., 
oxygen  0.5  per  cent.,  carbonic  oxide  0.6  per  cent.,  methane  78.9 
per  cent.,  nitrogen  16.3  per  cent. 

Treatment  of  the  Sludge  onLy  in  a  Septic  Tank. 

m, 

The  observation  that  the  stronger  the  sewage  entering  a  septic 
tank  the  greater  is  the  percentage  removal  of  organic  matter  sug- 
gests the  idea  that,  where  exceedingly  large  volumes  of  sewage  are 
to  be  purified,  as  in  the  case  of  the  sewage  of  a  large  city,  this  sew- 
age could  be  passed  through  ordinary  settling  tanks,  so  constructed 
that  the  sludge  settling  to  the  bottom  of  these  tanks  could  be  flushed 
into  a  septic  tank  and  this  sludge  alone  be  treated  by  septic  tank 
action,  instead  of  attempting  to  treat  the  whole  of  a  city's  sewage. 
Following  up  this  idea,  a  septic  tank  was  put  in  operation  during 
September,  1899,  to  receive  the  strong  sludge  from  settled  sewage. 
The  results  of  this  experiment  during  the  period  of  operation  in 
1899  were  that  75  per  cent,  of  the  organic  nitrogen  in  the  sewage 
entering  the  tank  and  73  per  cent,  of  the  carbonaceous  matters,  as 
shown  by  the  determination  of  oxygen  consumed,  did  not  appear  in 
the  effluent  from  it,  the  time  of  passage  of  the  sewage  through  the 
tank  being  forty-eight  hours.  It  is  apparent,  however,  at  the  time 
of  writing  this  report,  that  the  tank  is  slowly  filling  with  undis- 
solved organic  matter. 

«  lUde  bj  Dr.  A.  H.  Oill  of  the  Massachoaetto  Institate  of  Technology. 
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Septic  Tanks  need  not  be  Air-tighty  neither  need  Light  be  excluded. 

It  was  stated  in  the  last  report  that  it  appeared  to  be  doubtful  if 
it  was  necessary  to  have  a  septic  tank  air-tight,  and  also  doubtful 
if  it  was  necessary  to  exclude  light.  During  the  year  two  small 
septic  tanks  were  operated  for  several  months,  one  being  open 
to  the  air  and  light,  and  the  other  air-tight  and  covered.  The  re- 
sults obtained,  as  shown  by  the  average  analyses  of  the  sewage 
entering  and  the  effluents  from  these  two  tanks,  are  as  follows :  — 

Average  Analyses  of  Sewage  entering  and  Effluents  Jrom  Open  and  Closed  Septic 

Tanks. 

[Parte  per  100,000.] 


AmoiriA. 

Chlorine. 

Oxygen 
Conittmed. 

Free. 

▲LBDMIHOm. 

Bacteria 

per  Cubic 

Centimeter. 

Totel. 

In 
Solution. 

Sewage  entering  the  tenke,     . 
BiBaent  of  open  tenk, 
Efflaent  of  eloaed  teok,    . 

8.26 
8.92 
8.88 

.63 
.85 
.84 

.28 
.26 

7.82 
7.68 
7.46 

4.83 
3.M 
3.43 

424,000 
448.000 

In  the  case  of  the  open  tank,  it  can  be  said  that  a  phenomenon 
took  place  that  prevented  the  access  of  air  to  the  sewage  in  the 
tank,  and  excluded  the  light  almost  as  thoroughly  as  if  care  had 
been  taken  in  the  first  place  to  make  the  tank  air-tight  and  to  ex- 
clude the  light ;  that  is,  a  thick  scum  of  fiits  and  bacterial  growths 
formed  over  the  surface  of  the  sewage.  This  same  result  has  been 
obtained  upon  a  large  scale  more  recently  at  Manchester,  Eng., 
where  it  is  proposed  to  utilize  hereafter  as  septic  tanks  the  already 
constructed  open  chemical  precipitation  tanks  in  the  new  scheme  of 
treatment  of  the  sewage  of  that  city.  The  experiment  herein  given 
was  carried  on  during  the  months  of  January,  February  and  March, 
1899,  and  the  average  temperature  of  the  effluent  of  these  septic 
tanks  was  56  degrees  F. 


Gas  formed  in  the  Septic  Tank. 

At  this  temperature,  —  56  degrees  F.,  —  and  with  the  sewage 
passing  through  these  septic  tanks  at  a  rate  equal  to  an  entire 
change  of  sewage  once  in  thirty  hours,  a  rapid  evolution  of  gas 
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began  towards  the  end  of  the  second  month  of  operation,  and  from 
that  time  ontil  the  end  of  the  experiment  the  gas  erolved  aTeraged 
about  1  gallon  in  volame  for  every  22^^  gallons  of  sewage  passing 
throng  the  closed  septic  tank.  It  was  evident  from  this  experi- 
ment and  frx>m  observations  of  the  work  of  other  septic  tanks  at 
the  station  that,  to  obtain  the  best  results,  sufficient  time  for  the 
installation  of  the  desired  bacterial  life  is  necessary,  and  that  this 
time  varies  with  different  kinds  of  sewage  and  at  different  seasons. 
It  is  evidently  not  giving  the  septic  tank  process  a  fair  trial  to 
undertake  to  operate  as  a  septic  tank  a  tank  constructed  simply  for 
a  settling  tank  and  of  insufficient  capacity  and  hence  be  obliged  to 
pump  from  it  every  week  or  two  the  accumulated  sludge.  By  this 
procedure  the  ripening  of  the  effective  bacterial  growth  within  the 
tank  is  constantly  interrupted,  just  as  it  is  beginning  to  be  effective. 

DisGussiox  OF  Septic  Tank  Results. 

From  the  results  obtained  in  England  and  at  the  Lawrence  Ex* 
periment  Station  during  1898  and  1899  it  has  been  fully  demon- 
strated that  the  addition  of  a  septic  tank  to  a  sewage  purification 
plant  may  be  made  of  great  value  in  many  instances.  It  has  been 
stated  nuiny  times  in  the  reports  of  this  Board  that  the  matter  in 
suspension  in  sewage  is  the  chief  fitctor  in  clogging  the  surfiaices 
of  intermittent  sand  filters.  By  the  action  of  the  tank  a  very  large 
proportion  of  these  nuitters  in  suspension  is  eliminated  from  the 
sewage  when  it  flows  from  the  tank.  A  certain  portion  changes  its 
form  and  goes  into  solution  in  the  sewage,  while  another  portion  is 
changed  to  the  gaseous  form  and  escapes;  while  undoubtedly  at 
times,  as  has  been  repeatedly  noticed  at  Lawrence,  considerable 
very  finely  divided  solid  matter  comes  from  the  tank.  This  occurs 
at  times  when  the  movement  of  the  gas  in  the  tank  disturbs  the 
sludge,  and,  while  only  lasting  for  a  few  minutes  at  a  time,  causes 
considerable  solid  matter  to  flow  out  in  suspension.  The  solid 
matter  removed  in  this  way  is  of  such  a  nature,  however,  that  it  is 
rapidly  oxidized  when  reaching  the  filter.  It  is  shown  by  the  re- 
sults obtained  at  Lawrence  that  a  greater  percentage  of  change 
occurs  with  the  carbonaceous  matters  entering  the  tank  than  with  the 
nitrogenous  matters.  It  is  also  evident,  from  observation,  that  the 
clogging  of  the  surfaces  of  intermittent  sand  filters  is  due  largely 
to  carbonaceous  matters  —  cellulose,  paper,  etc. — rather  than  to 
nitrogenous  matters.      For  example,   the  analysis  of    a  typical 
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sladge,  which  had  covered  in  the  form  of  a  scum  the  surface  of  one 
of  the  beds  at  a  filtration  area  of  the  State,  showed  that  only  2.5 
per  cent,  of  it  was  organic  nitrogen,  while  it  lost  63  per  cent,  upon 
ignition,  due  to  the  large  amount  of  carbonaceous  matter  present. 
Careful  inspection  has  shown  that,  when  these  carbonaceous  mat- 
ters are  exposed  in  comparatively  thin  layers  upon  the  surfaces 
or  near  the  surfaces  of  filters,  and  their  destruction  depends  en- 
tirely upon  oxidation,  they  will  remain  for  a  very  long  period 
without  much  change.  In  the  septic  tank,  however,  where  the 
oxidizing  actions  are  eliminated,  and  only  the  putrefEictive  bac- 
teria live  and  work,  this  carbonaceous  matter  is  more  quickly 
attacked  by  them,  with  the  evolution  of  carbonic  acid  gas  and  marsh 
gas. 

Changes  taking  Place  in  the  Septic  Tanky  as  affected  by  the  Compo- 

sition  of  the  Sewage  entering  the  Tank, 

The  statement  has  already  been  made  of  the  percentage  removal 
of  organic  matter  obtained  by  the  septic  tank  at  Lawrence,  receiv- 
ing ordinary  sewage,  and  the  practical  non-accumulation  of  matter 
within  a  tank  receiving  sewage  of  ordinary  strength.  At  Exeter, 
Eng.,  where  the  first  septic  tank  of  any  considerable  size  was  con- 
structed, there  was  an  accumulation  during  the  first  twenty-six 
months  of  its  operation  of  about  1%  inches  in  depth  of  sediment 
per  month,*  and  at  the  end  of  this  period  there  had  been  a  diminu- 
tion in  the  capacity  of  the  tank  of  40  per  cent,  by  this  accumulation 
and  surface  scum.  From  the  published  analyses  which  we  have 
been  able  to  obtain  of  sewage  entering  the  Exeter  tank,  it  is  prob- 
able that  this  sewage  is  fully  as  stale  when  entering  as  the  sewage 
reaching  Tank  A  at  the  Lawrence  Experiment  Station,  where  we 
had  no  accumulation  worth  mentioning  during  the  first  year  of  its 
operation,  and  the  amount  accumulated  during  the  second  year  was 
slight  and  may  largely  disappear  during  the  coming  summer. 

At  both  Exeter  and  Lawrence  the  amount  of  sediment  that  has 
accumulated  within  the  tank  is  a  very  small  percentage  of  the 
amount  that  has  entered  the  tanks  and  been  destroyed  therein.  It 
is  also  a  very  small  percentage  of  what  would  have  been  sent  to  the 
filters  if  these  tanks  had  been  simply  used  as  settling  tanks,  and 
the  sludge  pumped  from  them  every  few  days.      At  Worcester, 

*  Second  report  Sewerage  Commission,  Citj  of  Baltimore. 
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Mass.,  where  are  large  chemical  precipitation  works  for  treating 
the  sewage  of  the  city,  the  wet  sludge  from  chemical  precipitation 
is  stated  to  be  from  1  to  3  per  cent,  of  the  sewage  treated.  At 
Lawrence  the  percentage  of  sludge  obtained,  when  experimenting 
with  chemical  precipitation,  has  been  larger,  owing  to  the  smaller 
volumes  of  sewage  treated,  but,  assuming  that  the  suspended  organic 
matter  in  the  sewage  which  has  entered  septic  tank  A  and  has  not 
flowed  from  it  in  the  effluent  had  been  concentrated  in  1^  per  cent, 
of  the  volume  of  sewage  that  has  entered  the  tank,  and  had  not  been 
destroyed  by  bacterial  actions  within  the  tank,  the  accumulation 
during  the  twenty-six  months  of  operation  up  to  Jan.  1,  1900, 
would  have  amounted  to  enough  to  fill  the  tank  five  times.  Instead 
of  this  result,  however,  we  have  in  the  tank  the  small  amount  noted. 
At  Yeovil,  Eng.,  results  similar  to  those  at  Lawrence  have  been 
obtained  with  a  tank  equal  in  capacity  to  that  at  Exeter,  Eng.,  that 
is,  no  serious  accumulation  of  matter  within  the  tank.  At  Exeter, 
all  the  sewage  is  domestic  sewage,  while  at  Yeovil  there  is  a  large 
admixture  of  liquid  refuse  from  breweries  and  other  industrial 
works.  Judging  from  analyses  published,  the  sewage  entering  the 
Yeovil  tank  is  staler  than  the  sewage  entering  the  Exeter  tank,  and, 
from  statements  made  of  the  capacity  of  the  two  tanks  and  the  vol- 
ume of  sewage  passing  through  them,  it  would  seem  probable  that 
the  Yeovil  sewage  is  longer  within  the  tank  than  the  Exeter  sewage. 
It  is  probable  that  the  fresher  the  sewage  entering  a  septic  tank  — 
that  is,  the  less  the  bacterial  and  mechanical  action  that  it  has 
undergone  —  the  greater  might  be  the  accumulation  of  matters 
within  the  tank.  The  percentage  reduction  of  organic  matter  in 
the  tank  might  also  vary  not  only  as  the  freshness  or  staleness  of 
the  sewage  entering  varied,  but  as  the  character  of  the  sewage 
varied.  Some  manufactural  wastes  probably  would  aid  hydrolysis 
in  the  tank,  and  others  probably  would  impede  hydrolysis. 

Bacteria  in  the  Septic  Tank,  and  Increasing  the  Surface  for  their 

Growth. 

The  theory  of  the  septic  tank  is  that  the  bacteria  living  in  it  are 
those  which  thrive  without  the  presence  of  air,  and  hence  cause  putre- 
fibction.  It  is  evident,  from  our  experiments,  that  the  bacteria  in 
the  tank  that  do  the  larger  proportion  of  the  work  live  on  the  sides, 
ixittom.  and  top  of  the  tank»  where  organic  matter  accumulates,  and 


No.  34.] 


FILTRATION  OF   SEWAGE. 


427 


where  they  are  found  in  enormous  numbers  compared  with  the  num- 
bers found  in  the  liquid  that  is  passing  through  the  tank ;  hence  a 
recent  experiment  has  been  inaugurated,  in  which  sewage  is  passed 
upward  through  a  tank  filled  with  broken  stone,  the  idea  being  that 
this  broken  stone,  filling  approximately  40  per  cent,  of  the  space 
of  this  tank,  will  afford  a  very  extensive  foothold  and  breeding-place 
for  the  necessary  classes  of  bacteria.  As  the  sewage  enters  at  the 
bottom  of  the  tank,  the  sludge  accumulates  there,  if  it  accumulates 
at  all,  there  is  practically  an  upward  filtration  carried  on,  and  the 
sewage  passing  upward  meets  and  is  acted  upon  by  the  bacteria 
growing  upon  the  surfaces  of  the  broken  stone.  The  sewage  is 
twenty-four  hours  passing  through.  The  average  analyses  of  the 
sewage  entering  this  septic  upward  filtration  tank  —  No.  133  —  and 
the  effluent  from  the  tank  are  here  presented. 

Sewage  applied  to  and  Effluent  from  Filter  No.  133, 

[Parts  per  100,000.] 


Ammonia. 

Chlorine. 

Nitrogen  as 

Oxygen 
Consnmed. 

Frte. 

ALBUMIKOID. 

Nitrates. 

1 

1 
Nitrites. 

1 

Bacteria 
per  Cubic 

ToUL 

In 
Solution. 

Centimeter. 

BewagOf    ... 
Efflveot,  . 

6.10 
5.30 

.65 
.29 

.38 

.23 

1 

7.83 
8.56    ; 

.00 
.00 

.00 
.00 

4.06 
3.11 

2,556.000 
704,000 

Application  of  Septic  Sewage  from  Tank  A  to  Filters. 

Filters  Nos.^lOO,  103,  116  and  118,  the  operation  of  which  was 
described  in  the  last  report,  have  been  continued  during  1899. 
Each  of  these  filters  is  %o>ooo  of  an  acre  in  area.  Filters  Nos,  100 
and  118  contain  5  feet  in  depth  of  sand  of  an  effective  size  of  0.23 
millimeter;  Filter  No.  116  contains  5  feet  in  depth  of  sand  of  an 
effective  size  of  0.17  millimeter;  and  Filter  No.  103  contains  5  feet 
in  depth  of  small  pieces  of  coke  of  such  a  size  that  all  will  pass 
through  a  sieve  with  a  quarter-inch  mesh  and  but  few  through  a 
sieve  with  an  eighth-inch  mesh.  Filters  Nos.  100,  116  and  118  are 
intermittent  sand  filters,  and  each  of  them  has  been  operated  during 
a  large  portion  of  the  year  at  a  rate  of  300,000  gallons  per  acre 
daily ;  while  Filter  No.  103  is  a  contact  filter,  and  has  been  oper- 
ated during  the  year  at  the  average  rate  of  666,000  gallons  per 
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acre  daily.  The  sewage  applied  to  these  filters  has  been  tbd  efflaeDt 
of  Septic  Tank  A  (see  table,  page  421),  and  the  results  obtained 
from  them  during  the  year  are  presented  in  the  following  tables  :  — 


Effluent  of  FitUr  Xo.  100. 
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Effluent  of  Filter  No.  103. 

[Pula  par  100,000.) 
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Efflitmt  of  FiUer  No,  116. 

[ParU  per  100,000.] 


Quan- 
AppOed. 

TBMPimA- 

Tuas. 
Dbo.  F. 

T^ength  of 

Time 

Sewage 

Appbasakcb. 

AmiOKXA. 

NiTBOora 
Aa 

« 

1 

a 

1 

a 

189*. 

Oallona 

per  Acre 

l>ally 

forSU 

Days  In  a 

Week. 

1 

a 

Remained 

on 
Surface. 

Hours  and 
Minutes. 

■ 

1 

■ 

1 

1 

< 

4 
7.31 

• 

1 

• 

1 

1 

1 

9^ 

Jaaa«ry,    . 

200,000 

60 

47 

41m. 

None. 

.12 

.0700 

.0262 

8.80 

.0088 

.20 

61 

February,  . 

200,000 

48 

47 

17m. 

None. 

.12 

.2614 

.0664 

7.09 

8.06 

.0090 

.28 

180 

lUreh, 

800,000 

48 

48 

80m. 

None. 

.11 

.1800 

.0203 

7.03 

3.06 

.0004 

.81 

808 

iS^\   : 

160,000 

62 

61 

38m. 

None. 

.10 

.0028 

.0206 

6.01 

2.22 

.0100 

.28 

00 

207,000 

68 

60 

21m. 

None. 

.13 

.7060 

.04401 

7.24 

8.79 

.0210 

.87 

684 

Jane,  . 

800,000 

00 

09 

12m. 

None. 

.11 

.1086 

.0441 

8.29 

8.83 

.0120 

.20 

67 

July,  . 

202,000 

76 

70 

Ih.    6m. 

V.  alight. 

.09 

.0840 

.0134 

1.05 

0.89 

.0040 

.17 

961 

Aaguat, 

222,000 

71 

71 

20m. 

V.  alight. 

.08 

.0284 

.0111 

2.79 

1.98 

.0001 

.16 

261 

September, 

242,000 

06 

06 

41  n. 

V.  alight. 

.00 

.0801 

.0285 

18.70 

8.82 

.0020 

.28 

1,487 

October,     . 

202,000 

60 

01 

68m. 

V.  alight. 

.14 

.0872 

.0230 

9.85 

4.86 

.0084 

.28 

68 

NoTember, . 

222,800 

48 

47 

46m. 

V.  alight. 

.17 

.4700 

.0310 

7.45 

8.63 

.0010 

.40 

880 

]>eoeniber, . 

800,000 

48 
67 

49 

68 

38m. 

V.  alight. 

.26 

.8160 

.0330 
.0295 

9.82 
7.80 

4.31 
8.20 

.0020 

.48 

188 

Arerage, 

240,400 

80m. 

- 

.18 

.2060 

.0078 

.29 

412 

Sewage  applied,  6  gallooa  eeptie  aewage  tweWe  tlmea  a  week,  January  1  to  February  28 ;  6  gallona 
aeptie  aewage  eighteen  timea  a  week,  March  1  to  December  81.  Surface  raked  8  inehee  deep  February  1, 
Mareh  22,  July  24,  October  9.  Beginning  November  9,  anrface  raked  8  inchoa  deep  weekly  to  December 
81.  Filter  not  operated  Aaguat  17  to  Auguat  22,  August  80  to  September  6,  NoTember  20  to  November 
26.    April  10  to  May  8,  experiment  interrupted  by  f  reahet. 


Effluent  of  FiUer  No,  118. 

[Parts  per  100,000.] 


Quan- 
Uty 

Applied. 

Oallons 
per  Acre 
n^allv 

for  Six 
Days  In  a 

week. 

TBMPBBa- 

TUKB. 

Lenffth  of 

Time 

Sewage 

Remained 

on 
Surfkce. 

Hours  and 
Minutes. 

Appbabakob. 

Almoin  A. 

7.81 
8.19, 
6.96 
6.19 
7.14 
8.60 
1.72 
3.02 
18.58 
10.21 
7.44 
9.10 

7.38 

NITBOOBV 

Aa 

• 

a 
« 
e 

6 

a 

1 

St 

a 

o 

Dbo.  F. 

• 

1 

i 

1 

• 

2 

-< 

1 

1 

ft.    mi 

18M. 

1 

1 

V  a 

15 

January,    . 
February,  . 
March, 
April,. 
May,  . 
June,  . 
July,  . 
Auguat, 
September, 
Oetober,     • 
November, . 
December, . 

188,000 
102,000 
800,000 
160,000 
207,000 
800,000 
800,000 
222,000 
242,000 
300,000 
280,800 
200,000 

60 
48 
48 
62 
68 
09 
76 
71 
06 
60 
48 

« 

67 

44 

43 
44 
45 

67 
09 
76 
09 
06 
66 
42 
47 

66 

lb.  87m. 
40m. 
16m. 
10m. 
10m. 
lOm. 
11m. 
10m. 
14m. 
Om. 
6ro. 
64m. 

V.  Blight. 
V.  alight. 
Slight. 
Slight. 
Slight. 
V.  alight. 
V.  alight 
V.  alight. 
Blight. 
V.  alight. 
;  SUght. 
Decided. 

0.20 
0.27 
0.28 
0.28 
0.89 
0.22 
0.11 
0.14 
0.13 
0.14 
0.26 
1.10 

2.1200 
1.1100 
0.4100 
0.0778 
0.6075 
0.1288 
0.0107 
0.0165 
0.0976 
0.1287 
0.4560 
2.0000 

.0607 
.0650 
.0028 
.0606 
.0745 
.0334 
.0194 
.0188 
.0289 
.0241 
.0450 
.1020 

.0630 

1.70 
2.27 
2.35 
1.95 
2.20 
3.64 
1.08 
1.78 
8.43 
8.18 
2.81 
2.08 

.0418 
.2800 
.2980 
.2000 
.8800 
.1486 
.0016 
.0012 
.0160 
.0020 
.0074 
.0460  1 

0.48 
0.70 
0.82 
0.09 
0.98 
0.49 
0.21 
0.17 
0.35 
0.29 
0.62 
1.80 

0.02 

26,600 
26,800 
08,200 
14,900 
16,200 

2,100 
800 

1,100 

0,100 
840 

1,780 
18,970 

Average, 

• 

249,600 

24m. 

- 

0.29 

0.6048 

2.85 

.1160 

14,050 

Sewage  applied,  6  gallona  aetptlc  aewage  twelve  timea  a  week,  January  1  to  February  28;  5  gallona 
septic  aewage  eighteen  timea  a  week,  Mareh  1  to  Deoember  81.  Surface  raked  8  inehee  deep  on  follow- 
ing dates :  January  25,  February  It,  Deoember  10.  Beginning  February  21  and  ending  November  14, 
surface  of  filter  waa  raked  8  inehee  deep  each  week.  Filter  not  operated  Auguat  17  to  Auguat  2^ 
Auguat  80  to  September  6,  November  20  to  November  26.  Bxperiment  Interrupted  by  freahet  April 
10  to  May  8. 
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Discussion   of  the  Results  of  Filtration   of  Septic  Sewage  from 

Tank  A. 

Examining  the  results  here  tabulated,  it  will  be  noticed  that  a 
considerably  purer  effluent  and  one  with  less  turbidity  and  odor 
was  obtained  from  Filter  No.  118  than  from  its  duplicate,  Filter 
Ko.  100 ;  this  being  probably  due  to  the  fact,  as  explained  in  the 
previous  report,  that  the  septic  sewage  applied  to  Filter  No.  118 
is  aerated  before  application,  thus  perhaps  freeing  it  from  certain 
bodies  inimical  to  bacterial  life,  which  enter  Filter  No.  100,  receiving 
unaerated  septic  sewage,  and  also  supplying  a  certain  amount  of 
oxygen  to  the  sewage.  The  average  rate  of  filtration  of  these  two 
filters  has  approximated  250,000  gallons  per  acre  daily,  yet,  after 
more  than  two  years'  operation,  the  sewage  generally  passed  below 
the  surface  of  Filter  No.  100  within  two  minutes  after  application 
each  day.  On  Filter  No.  118  it  remained  somewhat  longer,  owing 
to  the  fact  that  by  the  method  of  applying  the  sewage  the  surfiice  is 
compacted  rather  than  disturbed ;  the  freedom  from  surface  clogging 
in  both  instances,  however,  being  largely  due  to  the  small  amount 
of  matter  in  suspension  in  the  septic  sewage  applied.  It  will  be 
noticed  that  Contact  Filter  No.  103,  operating  at  a  rate  two  ,and 
one-half  times  as  great  as  these  intermittent  sand  filters,  has  pro- 
duced nearly  as  good  an  effluent  as  Filters  Nos.  100  and  118  but 
considerably  less  pure  than  the  effluent  of  Filter  No.  116.  During 
a  portion  of  the  year — namely,  from  June  12  to  September  5  — 
this  filter  was  operated  differently  —  that  is,  flooded  more  quickly  — 
than  during  the  rest  of  the  year,  and  with  somewhat  poorer  results. 

Prolongation  of  the   Anaerobic  Action  may  impede  .  Subse- 
quent Purification  of  Sewage. 

During  the  year  1898  a  system  of  sewers  and  a  filtration  area  was 
constructed  in  Andover,  Mass.  As  the  conditions  seemed  to  afford 
an  opportunity  to  study  the  septic  process  upon  a  somewhat  larger 
scale  than  had  been  carried  on  at  the  experiment  station,  a  septic 
tank  of  a  capacity  of  about  9,000  gallons  and  two  experimental 
filters  %oo  of  an  acre  were  constructed  at  the  area.  One  of  these 
filters  was  filled  with  5  feet  in  depth  of  fairly  coarse  sand  of  an 
effective  size  of  0.23  millimeter,  while  the  other  filter  contains 
by2  feet  in  depth  of  coke,  most  of  which   would  pass   through  a 
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sieve  with  a  half-inch  mesh.  There  is  a  considerable  proportion 
of  large  pieces  of  coke,  however,  but  the  material  is  free  from  coke 
dust.  These  filters  were  put  in  operation  the  first  week  in  July, 
1899,  the  sand  filter  being  started  as  an  intermittent  filter  at  the 
rate  of  40,000  gallons  per  acre  daily,  and  the  coke  filter  as  a  contact 
filter  at  the  rate  of  860,000  gallons  per  acre  daily.  The  rate  of  the 
sand  filter  was  increased  in  October  to  approximately  110,000  gal- 
lons per  acre  daily,  and  in  November  to  220,000  gallons  per  acre 
daily. 

The  amount  of  sewage  reaching  the  town  filtration  area  has  aver- 
aged about  70,000  gallons  per  day  during  the  year,  and  it  is  a  very 
strong  sewage,  as  shown  by  the  table  of  analyses  given  beyond.  The 
volume  of  the  sewage  is  slowly  increasing  at  the  present  time,  as 
more  connections  are  made  with  the  sewers ;  but,  with  the  compara- 
tively small  volume  now  flowing,  the  sewage  is  practically  twenty- 
four  hours  in  reaching  the  area,  and  is  stale  when  arriving  at  and 
entering  the  septic  tank.  The  sewage,  in  the  condition  in  which  it 
reaches  the  area  and  flows  upon  the  town  beds,  not  operated  at  a 
high  rate,  is  fairly  well  purified  by  these  beds.  When  flowing  to 
the  experimental  filters,  however,  after  having  been  practically 
twenty-four  hours  in  the  septic  tank,  it  is  in  a  condition  very  diffi- 
cult to  purify.  When  operating  the  experimental  sand  filter  at  a 
low  rate,  fairly  good  results  were  obtained  in  warm  weather,  al- 
though the  amount  of  free  ammonia  in  the  effluent  was  larger  than 
would  be  expected,  even  though  the  sewage  applied  was  very  strong. 
When  the  rate  of  operation  of  this  filter  was  increased,  nitrification 
became  much  less  active  and  had  practically  ceased  by  the  end  of 
November. 

During  this  period  we  had  been  unable  to  obtain  any  nitrification 
whatever  in  the  coke  contact  filter,  although  this  filter  was  not 
operated  at  a  rate  greater  than  filters  had  been  operated  at  the 
station  with  strong  station  sewage  with  satisfactory  results ;  and 
various  efforts  were  made,  by  aerating  the  sewage  before  passing 
it  to  the  filter  and  by  slow  filtration  for  several  days  at  a  time,  etc., 
to  encourage  nitrification.  The  sewage  applied  to  the  filters  has 
not  averaged  stronger  in  albuminoid  ammonia  or  oxygen  consumed 
from  permanganate  than  has  the  sewage  at  the  experiment  station 
during  some  years,  but  the  amount  of  free  ammonia  present  is  more 
than  twice  as  great  as  the  average  amount  in  the  experiment  station 
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sewage.  The  amoant  of  chlorine,  while  greater  than  that  in  the 
Lawrence  sewage  at  the  experiment  station,  is  not  enough  in  quan- 
tity to  impede  nitrification,  as  various  investigations  with  tannery 
sewage,  etc.,  previously  reported,  have  illustrated. 

It  seems  probable  —  although  this  is  not  yet  proved  —  that 
the  anaerobic  action  has  been  carried  so  far  before  the  sewage 
reaches  the  filters  that  various  bodies  have  been  generated  in  the 
sewage  which  prevent  the  development  of  the  nitrifying  bacteria  in 
the  filters.  The  sewage  has  an  odor  more  nearly  resembling  that 
of  the  wastes  from  a  cesspool  than  that  of  ordinary  fresh,  stale  or 
septic  sewage.  It  is  certain  that,  if  the  anaerobic  process  is  carried 
too  far,  there  may  be  a  formation  of  distinctly  poisonous  bodies, 
which  might  prevent  nitrification.  It  is  possible,  however,  that  the 
coke  in  this  particular  instance  is  of  such  a  nature  that  it  does  not, 
when  used  as  a  filtering  medium,  furnish  the  proper  conditions  for  the 
promotion  of  nitrification  and  the  formation  of  sodium  and  potas- 
sium nitrate.  This  will  receive  further  study  during  1900.  What- 
ever may  be  the  cause,  it  must  be  stated  that  this  septic  tank 
experiment  is  not,  so  far,  satisfactory,  neither  the  tank  nor  the 
filters  producing  favorable  results.  The  following  tables  present 
the  results  of  analyses  of  the  sewage  as  it  reaches  the  area  and 
enters  the  septic  tank,  the  tank  effluent  and  the  effluents  of  the 
two  filters :  — 
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Monthly  Average  of  Analiftea  of  Sewage  Jirom  the  E^erimental  Se^ie  Tank  in 

Andover,  Mass. 

[Paurti  par  100,000.] 
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Effluent  of  the  Andover  Experimental  Sand  Filter, 
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Oetober  18  enrfaoe  of  the  filter  was  badly  dogged,  and  after  8  days  rest  it  was  raked  to  the  depth  of 
t  inehee.    From  this  date  the  rarfaee  was  raked  1  inch  deep  each  week. 
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Bacterial  or  C!oxtact  Filters. 

Tbe  so-called  bacterial  filters  are  always  constructed  of  coarse 
material,  and  the  entire  depth  of  the  filter  is  brought  into  contact 
with  the  sewage  applied  each  day ;  that  is  to  say,  the  entire  open 
space  of  the  filter  is  filled  with  sewage  daily  or  even  several  times 
daily.  The  name  ^<  bacterial  filter  **  is  misleading,  as  an  intermit- 
tent sand  filter  is  as  truly  a  bacterial  filter  as  these  filters  of  coarse 
material ;  ^^  contact  filter  "  is  a  more  suitable  term,  although  it  is  not 
entirely  satisfactory. 

During  the  year  1899  there  have  been  four  coke  or  cinder  contact 
filters  in  operation  at  the  station ;  namely.  Filters  Nos.  82,  103, 
107  and  108.  The  construction  of,  and  the  results  obtained  from 
Filter  No.  103  have  been  described  in  connection  with  the  discussion 
upon  septic  sewage.  The  general  construction,  methods  of  operation 
and  rates  of  filtration  of  contact  filters,  and  the  degree  of  purifica- 
tion obtained  by  them  at  the  experiment  station,  have  been  described 
in  previous  reports.  It  is  here  intended  to  discuss  a  few  points  in 
connection  with  them,  upon  which  our  investigations  have  given  us 
interesting  results. 
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Permanency  of  Bacterial  or  Contact  Filters, 

The  question  of  the  permanency  of  contact  filters  is  one  of  great 
importance ;  that  is  to  say,  the  question  whether  the  open  space  in 
the  filter  will  ultimately  become  filled  with  mineral  and  organic 
matter,  but  especially  mineral  matter,  so  that  the  entire  filtering 
material  will  have  to  be  removed  and  washed  if  the  filter  is  to  be 
continued  in  operation,  is  one  of  practical  moment.  The  results  at 
the  experiment  station  upon  this'  point  are  as  follows :  — 

The  sewage  at  the  station,  consisting  of  house  sewage  and  street 
washings,  comes  through  a  2%  inch  pipe,  4,300  feet  long,  reaching 
from  a  point  in  one  of  the  city  sewers  to  the  station ;  and  it  was 
stated  in  the  first  extended  report  of  the  Board  upon  filtration  of 
sewage  —  the  report  of  1890  —  that  the  sewage  reaching  the  station 
must  of  necessity  contain  less  mineral  matter  in  suspension  than 
the  sewage  in  the  sewer,  because  some  of  the  matter  in  suspension 
in  the  sewage  as  it  enters  the  pipe  is  gradually  deposited,  and  for 
this  reason  the  pipe  has  to  be  flushed  out  by  a  stream  from  a  city 
hydrant  about  once  a  month.  On  this  account  the  filters  do  not  re- 
ceive quite  as  much  sand  with  the  sewage  with  which  we  flood  them 
as  they  would  if  they  received  sewage  directly  from  the  sewer  out- 
let, but  they  undoubtedly  receive  as  much  mineral  matter,  sand, 
etc.,  in  suspension  as  they^  would  from  sewers  conveying  sewage  of 
a  separate  system,  —  that  is,  sewage  without  the  street  washings. 
They  probably  also  receive  as  much  sand  as  would  be  the  case  with 
filters  before  reaching  which  the  sewage  was  first  passed  through 
settling  tanks  or  grit  chambers.  Analyses  of  the  sewage  as  it 
reaches  the  experiment  station,  compared  with  analyses  of  sewage 
going  upon  filtration  areas  in  the  State,  show  that  there  is  little  dif- 
ference in  the  average  amount  of  mineral  matter  in  these  difibrent 
sewages,  and  the  propoilion  of  the  fixed  solids  to  the  total  residue 
upon  evaporation  is  fully  as  great  with  the  Lawrence  sewage  as  with 
most  of  the  sewages  of  the  cities  and  towns  of  the  State  which  have 
filtration  areas  in  use. 

We  have  had  in  operation  at  the  station  contact  filters  of  gravel, 
coke,  cinders,  cinders  and  ashes,  broken  stone,  metallic  iron,  hema- 
tite, etc.  The  first  of  our  contact  filters  were  constructed  of  gravel 
stones,  and  operated  in  a  manner  different  from  that  now  followed 
and  different  from  the  English  method,  —  Filters  Nos.  15  and  16 
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(see  report  of  the  Board  for  1895).  Coke  and  cinder  filters  have 
been  experimented  with  extensively  for  several  years. 

A  contact  filter  containing  4^  feet  in  depth  of  ashes  and  cinders, 
put  in  use  in  November,  1896,  had  become  so  badly  clogged  by  the 
end  of  1898,  both  by  organic  and  mineral  matter,  but  principally  by 
organic  matter,  that  we  ceased  to  operate  it  (see  report  of  the  Board 
for  1898,  page  452).  In  this  case  the  material  placed  within  the 
filter  was  (intentionally)  not  prepared  as  carefully  as  the  material 
placed  in  a  contact  filter  should  be, — that  is,  there  was  a  mixture 
of  much  fine  material  with  the  coarse  material. 

Another  contact  filter,  Filter  No.  82,  was  put  in  operation  in 
September,  1897,  and  contained  5  feet  in  depth  of  cinders  freed 
from  fine  material,  such  as  ashes,  small  pieces  of  cinder,  etc.  This 
filter  is  in  good  working  condition  at  the  present  time,  is  operating 
at  the  rate  of  approximately  560,000  gallons  per  acre  daily,  and  is 
producing  what  must  be  considered  a  satisfactory  effluent  for  a 
contact  filter.  At  the  end  of  two  months'  operation  the  inter- 
space capacity  of  this  filter  had  decreased  about  12  per  cent., — 
that  is,  from  about  55  per  cent,  open  space  to  43  per  cent,  open 
space ;  but  since  then  to  the  present  time  there  has  been  little  or 
no  decrease  in  this  interspace  that  a  short  resting  does  not  re- 
move, showing  that  this  clogging  and  decrease  is  caused  largely 
at  least  by  the  accumulation  of  organic  matter  and  not  by  mineral 
matter,  and  the  filter  is  taking  the  same  volume  of  sewage  daily  at 
the  present  time  that  it  did  at  the  beginning  of  December,  1897, 
three  months  after  it  was  first  put  in  operation.  With  the  cinder 
in  this  filter,  however,  there  is  a  tendency  towards  disintegration. 
This  quality  would  vary  undoubtedly  with  cinder  from  different 
kinds  and  grades  of  coal ;  and  hard  clinkers,  free  from  easily  dis- 
integrated pieces,  would  certainly  be  a  more  satisfactory  material. 

Filter  No.  103,  the  construction  of  which  has  been  previously 
described  (see  page  427),  and  which  has  been  in  operation  for  two 
years,  receiving  septic  sewage  containing  less  mineral  matter  than 
the  untreated  station  sewage,  has  shown  a  somewhat  similar  result ; 
that  is,  a  somewhat-rapid  decrease  in  the  percentage  of  open  space 
for  the  first  two  or  three  months,  when  a  fairly  permanent  condition 
was  reached,  and  the  volume  of  sewage  necessary  to  fill  the  filter 
to  its  surface  remains  practically  the  same.  There  is  no  tendency 
to  disintegration  observable  in  the  coke  in  this  filter,  the  particles 
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being  firm  and  clean  at  the  present  time.  Similar  results  have 
been  obtained  with  Filter  No.  107  (cinder)  and  Filter  No.  108 
(coke) . 

In  conclusion,  it  can  be  said  that,  judging  from  the  operation  of 
the  contact  filters  at  the  station  and  for  the  period  in  which  they 
have  been  in  operation,  beyond  the  first  rapid  decrease  of  12  to  15 
per  cent,  in  open  space,  there  is  little  change  for  a  number  of  years, 
if  sufficient  resting  is  given  from  time  to  time ;  but  the  indications 
are  that  the  coke  used  at  Lawrence  is  from  its  nature  a  more  per- 
manent material  than  the  cinders  used  at  Lawrence.  We  must 
conclude  therefore  that  much  of  the  finely  divided  mineral  mat- 
ter, that  enters  with  the  sewage  at  the  top  of  these  filters  with 
a  large  percentage  of  open  space  and  large  voids  between  the  par- 
ticles of  material  of  which  the  filters  are  constructed,  must  to  a 
very  large  extent  pass  away  with  the  effluent  from  the  filters. 

Method  of  Operation  of  Contact  Filters. 

In  England  it  is  customary,  where  experimental  contact  filters 
have  been  operated  or  contact  filters  of  a  considerable  size  have  been 
constructed,  to  have  these  filters  in  series  of  two,  the  depth  of  each 
filter  being  generally  not  more  than  3  to  4  feet ;  the  first  filters  in 
the  series  being  filled  in  one  flow  of  sewage,  the  sewage  allowed  to 
remain  for  a  certain  period  in  the  filters,  and  then  the  effluent  from 
these  filters  allowed  to  flow  upon  the  second  filters,  which  are  also 
filled  to  the  surface  with  one  flow  of  sewage ;  that  is  to  say,  the 
sewage  passes  through  8  feet  in  depth  of  material  if  each  of  these 
filters  is  4  feet  in  depth,  and  each  filter  is  filled  with  sewage  quite 
quickly. 

At  the  experiment  station  at  Lawrence  the  general  method  of 
operating  the  contact  filters  has  been  somewhat  different ;  that  is  to 
say,  instead  of  filling  them  with  one  flow  of  sewage,  they  are  filled 
with  successive  applications  of  sewage,  and  by  this  means  more  air  is 
introduced  into  the  filter.  It  is  also  customary,  with  most  of  our 
filters,  to  fill  each  one  but  once  daily. 

Having  the  filters  arranged  as  double  contact  filters  increases  the 
area  of  land  required,  compared  with  the  area  required  for  single 
contact  filters ;  and  if,  with  greater  depth  and  more  careful  methods 
of  flooding,  the  single  contact  filter  can  produce  as  good  or  nearly 
as  good  results,  the  cost  of  land  and  construction  can  certainly  be 
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minimized.  It  must  be  understood,  however,  that  the  effluents  of 
contact  filters  do  not  approach  the  same  degree  of  purity  as  the 
effluents  of  the  best  intermittent  sand  filters. 

Limit  of  Period  of  Time  that  Sewage  should  rem/iin  within  a  Con- 
tact Filter  to  give  the  Best  Purification. 

By  the  method  of  flooding  a  contact  filter  followed  in  England 
and  at  Lawrence,  air  is  introduced  with  the  sewage.  The  Lawrence 
method  of  intermittent  flooding  introduces  more  air  than  the  Eng- 
lish method,  as  experiments  at  the  station  have  proved  and,  as 
the  sewage  which  enters  the  filter  first  is  withdrawn  first,  all  the 
sewage  applied  remains  for  approximately  an  equal  period  of  time 
within  the  filter.  It  is  evident  that,  if  the  action  upon  the  sewage 
in  the  filter  is  to  be  that  of  oxidation  entirely,  the  sewage  should 
be  withdrawn  somewhat  before  the  exhaustion  of  the  oxygen  occurs. 
Determinations  of  the  dissolved  oxygen  in  the  effluents  of  contact 
filters  made  during  the  past  year  have  shown  that  this  exhaustion 
takes  place  usually  within  two  or  three  hours  from  the  completion 
of  flooding,  depending  of  course  more  or  less  upon  the  amount  of 
air  introduced  at  the  time  of  flooding  and  the.  strength  and  state 
of  the  sewage  applied.  If  the  effluent  is  then  withdrawn,  it  is  of 
a  slight  earthy  odor ;  and  many  tests  have  shown  that  secondary 
decomposition  seldom  occurs  in  it,  even  when  held  in  bottles  in  a 
warm  laboratory  for  several  days,  this  fact  being  determined  by  the 
amount  of  oxygen  consumed  from  permanganate  at  different  periods 
after  withdrawal  from  the  filter.  If  it  does  not  occur  in  the  labor- 
atory, it  certainly  ought  not  take  place  if  this  effluent  flowed  into 
a  stream  the  water  of  which  contained  considerable  dissolved  oxv- 
gen  to  aid  and  continue  the  oxidation  begun  in  the  effluent  as  it 
leaves  the  filter. 

Determinations  of  dissolved  oxygen  in  the  effluent  of  Filter  No. 
82,  as  it  flows  from  the  filter,  have  shown  a  variation  during  the 
first  eleven  months  of  the  year  from  3  per  cent,  of  saturation  to  23 
per  cent,  saturation,  with  an  average  of  7  per  cent.  During  De- 
cember, when  the  surface  of  the  filter  had  become  somewhat  clogged, 
no  free  oxygen  was  found  in  the  effluent.  The  following  table 
shows  the  average  amount  of  free  oxygen  present  in  the  effluents 
of  many  of  the  sewage  filters  during  the  year :  — 
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Average  Amount  of  Dissolved  Oxygen  in  Effluents  of  Sewage  Filters. 

[Par  cent,  of  wtomtlon.] 
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48 

2 

- 

8 

16 

4 

47 

- 

2 

2 

Deoember,     . 

62   76 

76 

87 

46 

36 

67 

0 

27 

64 

- 

21 

1 

- 

10 

38 

- 

18 

- 

- 

3 

Average, 

68   64 

76 

74 

63 

62 

68 

6 

06 

69 

3 

62 

24 

- 

19 

69 

88 

66 

6 

1 

89 

Filters  Noe.  82,  103,  107,  108,  117, 121  aod  128  are  cODtaet  fllten;  the  remaioder  are  intermittent 
Altera,  with  the  exception  of  Filter  No.  126,  which  was  aa  Intermittent  filter  daring  June  and  July,  and 
a  oontaot  filter  daring  the  remainder  of  the  year. 


TJieory  of  the  Action  within  a  Contact  Filter. 

The  eflElaents  of  properly  constructed  and  operated  contact  filters 
contain  very  little  organic  matter  in  suspension.  When  the  effluent 
flows  from  a  filter^  air  is  drawn  into  the  filter  again  and  fills  the 
open  space.  Consequently  a  partial  oxidation  of  the  organic  matter 
left  within  the  filtering  material  proceeds  until  this  oxygen  is  ex- 
hausted, when  the  open  space  is  completely  filled  with  the  chief 
products  of  this  oxidation,  —  namely,  carbonic  acid  gas,  marsh  gas, 
nitrogen  of  the  air  primarily  present  and  nitrogen  liberated  during 
decomposition,  — and  the  filter  will  remain  with  its  open  space  filled 
with  these  gases  until  they  are  removed  by  the  introduction  of 
sewage  or  air.  This  condition  reached,  the  activity  of  the  oxidizing 
and  nitrifying  bacteria  within  the  filter  ceases  and  anaerobic  actions 
begin,  which  change  a  considerable  portion  of  the  organic  matter 
adhering  to  the  filtering  material  into  forms  easily  soluble  and  oxi- 
dized by  the  air  introduced  when  the  filter  is  again  flooded.  On 
page  430  of  the  report  of  the  Board  for  1897  is  given  the  result  of 
a  series  of  examinations  of  the  atmosphere  from  the  interior  of  a 
filter  of  coarse  material,  showing  the  almost  complete  exhaustion 
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of  oxygen  in  the  coarse  of  a  few  hoars  and  a  laige  Tolome  of  car- 
bonic acid  gas  present.  Examinations  made  daring  1899,  of  air 
from  the  interior  of  contact  filters,  hare  shown  similar  results. 

With  the  doable  contact  system  and  fireqaent  and  qaick  floodings 
daily  the  anaerobic  and  aerobic  actions  are  more  completely  sepa- 
rated than  is  the  case  in  the  single  contact  filter;  that  is,  the 
action  taking  place  in  the  first  filter  is  largely  anaerobic  and  its 
efflaent  rarely  contains  dissolved  oxygen,  while  in  the  second  filter, 
receiving  partially  pnrified  sewage,  the  action  is  largely  aerobic, 
as  shown  by  the  presence  of  dissolved  oxygen  in  the  efBaent.  If 
the  first  filter  was  filled  from  below,  however,  and  in  this  manner 
the  access  of  air  prevented,  the  separation  would  be  more  com- 
plete. For  partial  illastration  of  this.  Filters  Xos.  133  and  134, 
discussed  on  pages  426  and  450,  are  examples,  and  also  Filters 
Nos.  107  and  108  (see  page  444). 

CoHPARisoN  OF  Aerated  Filtebs  Nos.  15  B  akd  16  B  with  Bag- 

TEKiAL  OR  Contact  Filters. 

That  the  cycle  of  anaerobic  and  aerobic  actions  upon  the  sewage 
in  the  filters  is  of  advantage,  not  only  in  obtaining  good  purification 
but  in  preFcnting  the  accumulation  of  organic  matter  in  the  inter- 
space of  filters  and  the  consequent  clogging,  is  well  proved  by  a 
comparison  of  the  action  of  the  aerated  Filters  Xos.  15  B  and  16  B 
(formerly  in  operation  at  the  station)  with  the  results  obtained  from 
contact  filters  in  more  recent  years. 

Filters  Nos.  15  B  and  16  B  were  put  in  operation  in  1892,  and 
contained  5  feet  in  depth  of  coarse  gravel  stones  of  an  effective 
size  of  5.10  millimeters,  and  were  operated  at  a  rate  of  approxi- 
mately 500,000  gallons  per  acre  daily.  Through  these  filters  cur- 
rents of  air  were  drawn  almost  continuously.  This  experiment 
was  carefully  conducted,  and  we  know  that,  while  occasionally  per- 
fect aeration  was  not  obtained,  generally  it  was  accomplished,  and 
immense  volumes  of  air,  as  compared  with  the  volume  of  sewage 
purified,  were  forced  through  every  part  of  these  filters.  As  a 
result,  fair  purification  was  obtained.  In  the  report  of  the  Board 
for  1895,  page  469,  the  following  statement  was  made :  **  It  is 
noticeable  that  the  organic  matter  in  the  liquids  after  n^id  filtration 
combined  with  aeration  is  of  a  different  character  from  the  oi^nic 
matter  in  the  sewage  resulting  from  other  sludge-removing  pro- 
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cesses.  That  is  to  say,  even  when  the  organic  matter,  as  shown  by 
the  albuminoid  ammonia,  is  present  in  quantities  as  great  as  in  the 
other  partially  purified  sewages,  it  has  passed  through  such  chemi- 
cal and  biological  changes  that  it  develops  offensive  odors  very 
slowly  on  standing."  These  aerated  filters  became  so  clogged  with 
organic  matter  from  time  to  time,  however,  that  in  order  to  continue 
them  in  operation  all  the  filtering  material  had  to  be  removed  and 
washed,  aeration  failing  completely  to  destroy  or  oxidize  this  or- 
ganic matter ;  and  determinations  of  the  amount  of  organic  matter  in 
this  wash  water  showed  that  a  very  large  percentage  of  that  applied 
with  the  sewage  was  stored  in  the  filters  and  removed  by  the  wash- 
ing. This  organic  matter  was  of  a  granular  character,  not  at  all 
offensive,  but  rather  of  an  earthy  odor. 

In  these  filters  we  were  depending  entirely  upon  oxidation,  allow- 
ing no  opportunity  for  anaerobic  action  within  the  filter,  as  in  the 
present  contact  filters,  and  hence  the  organic  matter  applied  in  the 
sewage  was  not  given  an  opportunity  to  become  putrefied  —  that  is, 
broken  down  by  the  rapid  anaerobic  actions  —  and  thus  changed  into 
bodies  easily  oxidized.  Even  when  resting  the  aerated  filters  at 
times  of  clogging,  we  drew  air  through  them,  still  depending  upon 
oxidation,  while  recent  experiments  have  demonstrated  that  we  could 
have  more  quickly  removed  the  stored  organic  matter  in  them  if  we 
had  kept  them  full  of  sewage  and  depended  entirely  upon  anaerobic 
action^  We  have  operated  the  contact  filters  for  longer  periods,  at 
higher  rates  and  without  causing  clogging,  and  obtained  more  satis- 
factory effluents.  In  fact,  the  results  of  the  operation  at  the  station 
of  aerated  filters,  of  the  class  of  which  Nos.  15  B  and  16  B  are  a  type, 
compared  with  the  results  obtained  with  contact  filters,  have  appar- 
ently demonstrated  the  superiority  of  the  latter  method,  the  better 
results  obtained  being  due  undoubtedly  to  causes  already  explained. 

Results  obtained  from  Contact  Filters  — 1899. 

A  description  of  three  of  the  contact  filters  in  operation  during 
1899  is  here  given ;  a  description  of  Filter  No.  103  having  been 
given  on  page  427,  and  a  description  of  Filters  Nos.  121,  123  and 
125  on  page  474. 
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Double  Conlacl  Filters  2^08.  107^  2wob  9f  ^^  Acre  in  Area,  and 

108j  i^ooo  ^f  ^'*  Acre  in  Area. 

Filters  Nos.  107  and  108  were  pat  is  operation  daring  1898,  and 
the  results  daring  that  year  have  been  given  in  the  report  of  the 
Board.  They  were  continaed  in  operation  daring  1899.  Filter 
Xo.  107  contains  2  feet  in  depth  of  cinders  freed  from  ashes,  and 
Filter  No.  108  contains  the  same  depth  of  pieces  of  fine  coke  free 
from  dast ;  at  the  beginning  of  the  year  Filter  Xo.  107  was  operat- 
ing at  the  rate  of  726,000  gallons  per  acre  daily  and  Filter  Xo.  108 
at  the  rate  of  600,000  gallons  per  acre  daily.  The  method  of 
operation  was  as  follows :  — 

To  Filter  Xo.  107  sewage  was  applied  once  daily  antil  the  inter- 
space of  the  filter  was  fall.  After  remaining  within  the  filter  two 
hoars,  this  sewage  was  ran  to  the  sarfiice  of  Filter  Xo.  108,  some- 
what larger  in  area,  which  explains  the  somewhat  lower  rate  of 
filtration.  They  were  operated  for  periods  of  six  weeks  and  then 
allowed  to  rest  for  one  week.  By  this  method  of  treatment  a  de- 
gree of  parification  has  been  obtained,  shown  by  the  following 
tables  of  average  analyses  of  the  effluents  during  the  year :  — 

Effimeni  if  FOUr  No.  107. 
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week  betwees  each  period.    April  18  to  April  30^  experioeot  totomptod  by 
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Effluent  of  FQter  No.  108. 

[P*rU  par  100,000.] 


Qaan- 
^  tity 

Tbmpbsatoss. 
Dko.  F. 

Appkasahcb. 

Amkokia 

NITBOOSK 
AS 

• 

1 

Applied. 

Gallons 

per  Acre 

Daily 

IbrSiz 

Days  In  a 

Week. 

0 

1 

o 

ISSS. 

t& 

i 

1 

i 

^ 

1 

a 

1 

00 

«    Chlorine. 

• 

1 

• 

s 

Bacteria  per  < 
Centimeter. 

January, 

690,000 

45 

46 

Great. 

.61 

.8600 

.1680 

1.68 

.0060 

1.86 

828,000 

February, 

406,000 

47 

47 

Great. 

.46 

.6200 

.1467 

7.42 

1.42 

.0067 

1.29 

806,000 

March,    .        .       . 

462,000 

49 

47 

Great. 

.41 

.6600 

.1500 

5.69 

1.46 

.0040 

1.87 

265,000 

April,     . 

856,000 

49 

49 

Decided. 

.40 

.4600 
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6.12 

1.41 

.0082 

10.94 
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May,       .        .       . 

694,000 

67 

68 

Great. 
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.0057 

0.86 
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June, 

484,000 

70 

72 
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.40 
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1.61 

.0070 
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78 

72 
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70 

70 
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.64 
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0.74 
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September,    . 
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66 

65 
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.48 
.46 

.8600 

.1840 
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11.78 
6.17 

1.99 
1.64 

.0150 
.0057 

1.56 
l.Ol 

882.000 

Average, . 

482,200 

68 

68 

- 

.6218 

228,800 

f**  Sewage  applied,  20  gallooa  of  eflSnent  of  Filter  No.  107  twelve  tlmea  a  week,  January  1  to  January 
20;  18  gallona  of  efBuent  of  Filter  No.  107  twelve  times  a  week,  January  25  to  September  80.  Filter 
was  operated  in  periods  of  five  weeks  each,  and  allowed  to  rest  one  week  between  each  period.  April 
18  to  April  80,  experiment  Interrupted  by  freshet. 


Filter  JSTo.  82. 

Filter  No.  82  contains  5  feet  in  depth  of  cinders  freed  from  fine 

material,  and  was  first  put  in  operation  in  September,  1897.     The 

results   obtained   by  it  during  1899  are  shown  by  the  following 

table :  — 

Effluent  of  FiUer  No,  82. 

[ParU  per  100,000.] 
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tity 
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.42 
.42 
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.66  1 
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0.4800 
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1.7600 

.1687 
.1680 
.1620 
.1160 
.1453 
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.0520 

.2280 
.1030 
.1100 
.1770 

.1270 

0.99 
1.22 
0.93 
1.28 
0.88 
0.91 
0.47 

0.08 
0.76 
0.76 
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0.78 
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.0088 
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.0060 
.0163 
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.0140 
.0290 
.0070 
.0030 

.0081 

1.19 
1.18 
1.21 
0.82 
0.93 
0.96 
0.36 

2.16 
0.96 
0.90 
1.58 

426,000 
406,100 
268,000 
289,000 
386,000 
434,000 
143,000 

258,000 
252,900 
4.34.000 
417.800 

Average, 

. 

626,700 

66 

56 

- 

0.8500 

1.12 

381.500 

Sewage  applied.  10  gallons  forty-two  tiroes  a  week,  January  1  to  May  28;  70  gallons  six  times  a 
week.  May  29  to  September  27;  70  gallons  six  times  a  week,  September  28  to  October  9;  10  gallons  forty- 
two  tlmee  a  week,  October  10  to  December  81.  January  1  to  February  28  surface  remained  covered  three 
hours  dally;  March  1  to  December 31,  surface  remained  covered  five  hours  dally.  Filter  not  operated, 
March  20  to  March  26,  August  2  to  August  23,  August  80  to  September  5,  November  21  to  November  26, 
December  4  to  December  9.  Surface  dug  over  to  a  depth  of  8  inches,  March  20;  6  inches,  October  18;  8 
to  10  inches,  December  8. 
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Comparison  of  the  Result  of  DovhU  Contact  Filters  (Jfos.  107  and 

108)  with  the  Result  from  Filter  No.  82. 

While  a  direct  comparison  of  the  results  obtained  from  this  double 
contact  filtration  with  shallow  filters  with  those  obtained  from  sinsfle 
contact  filtration  in  a  deeper  filter  cannot  be  made,  owing  to  the  fact 
that  Filter  No.  82  contained  cinders  throughout  its  entire  depth, 
while  Filter  No.  108  was  constructed  of  coke,  still,  it  is  interesting 
to  observe  that  the  average  rate,  considering  the  depth  of  material 
employed  and  estimating  Filters  Nos.  107  and  108  as  one  filter,  was 
practically  the  same ;  but  the  result  in  percentage  of  organic  matter 
removed  was  slightly  greater  with  the  double  contact  filters  than 
with  the  single  Filter  No.  82,  and  nitrification  was  considerably 
greater,  this  undoubtedly  being  due  partly  to  the  better  work  per- 
formed by  a  coke  filter  than  by  our  cinder  filters,  partly  to  the 
separation  of  aerobic  and  anaerobic  actions  and  partly  to  the  thor- 
ough aeration  obtained  when  passing  the  effluent  from  Filter  No. 
107  to  Filter  No.  108.  The  dissolved  oxygen  in  the  effluent  of 
Filter  No.  108  for  the  year  averaged  19  per  cent,  of  saturation, 
while  the  dissolved  oxygen  in  the  effluent  of  Filter  No.  82  during 
the  year  averaged  6  per  cent,  of  saturation ;  and  occasionally  the 
effluent  of  Filter  No.  82  contained  no  free  oxygen,  while  it  was 
never  absent  from  the  effluent  of  Filter  No.  108.  The  effluent  of 
Filter  No.  107  seldom  contained  even  a  trace  of  dissolved  oxygen. 

Sand  Filtration  of  the  Effluent  of  Contact  Filtebs. 

Filter  Jfo.  124y  j^oo  of  an  Acre  in  Area. 

Beginning  in  May  and  continuing  throughout^the  year,  the  effluent 
of  Contact  Filter  No.  82  was  applied  to  a  filter  containing  5  feet  in 
depth  of  sand  of  an  effective  size  of  0.19  millimeter.  This  filter 
purified  this  effluent  efficiently  at  an  average  rate  of  712,400  gal- 
lons per  acre  per  day.  The  following  table  shows  the  quality  of 
the  effluent :  — 
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Effluent  of  FiUer  No.  124. 

[Parts  per  100,000.] 
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.16 
.84 
.28 
.80 
.47 


.28 


e 
2 


25,800 
1,490 
2,270 

1,568 
1.682 
8,474 
2,286 


5,500 


Sewafe  applied,  6  gallone  of  efflaent  of  Filter  No.  82  alx  timee  a  week,  from  May  16  to  May  21 ; 
12^  gallone  of  efflaent  of  Filter  No.  82  twelve  timee  a  week,  from  May  21  to  May  28;  12^  gallone  of 
efflaent  of  Filter  No.  82  twenty<foar  timee  a  week,  from  May  29  to  December  81.  Sorfaee  raked  8  inohee 
once  each  week.  Surface  dug  over  to  a  depth  of  6  Inohee  December  27.  Filter  not  operated  October  11 
to  October  16rNovember  20  to  November  27,  December  4  to  December  11,  December  28  to  December  27. 


Operation  or  Contact  Filters  in  Winter  Weather  in  New 

England. 

AH  grades  of  sand,  no  matter  how  fine,  can  be  used  in  intermit- 
tent sewage  filtration.  During  summer  weather  the  finer  grades  of 
sand  produce  the  purest  efiiuent,  as  can  be  seen  from  the  results 
obtained  with  Filters  Nos.  2  and  4  (see  page  477)  ;  but  in  winter 
these  fine  sand  beds  are  operated  with  more  difficulty  than  beds  of 
coarser  sand,  and  especially  is  this  the  case  with  experimental 
filters.  The  difficulty  is  less  apparent  with  the  larger  filters  in 
operation  at  various  towns  and  cities  in  the  State.  The  coarser 
the  sand  in  the  filter  and  the  greater  the  volume  of  each  void  be- 
tween the  sand  grains,  the  more  easily  does  the  sewage  enter  the 
bed  in  the  winter  temperature  of  Massachusetts  and  the  less  danger 
is  there  of  a  bed  becoming  seriously  affected  by  frost.  A  differ- 
ence of  a  few  degrees  in  the  temperature  of  the  sewage  entering  the 
sand  causes  a  considerable  difference  in  the  degree  of  nitrification 
taking  place  within  the  filter  in  winter.     The  temperature  of  the 
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sewage  flowing  in  the  Lawrence  Street  sewer  (see  table,  page  418) 
averages  about  50  degrees  F.  in  the  coldest  months  of  the  year,  and 
the  winter  temperature  of  sewage  reaching  various  filtration  areas 
in  the  State  averages  during  the  winter  months  from  34  to  50  de- 
grees F.  The  coarser  the  filter  and  the  greater  the  readiness  with 
which  the  sewage  enters  it,  the  less  will  be  the  heat  lost  from  the 
sewage  during  its  exposure  upon  the  filter's  sur&ce;  but  with  a 
filter  of  fine  sand  covered  with  sewage  for  many  hours  during  a 
cold  winter  day,  owing  to  the  slowness  with  which  the  sewage  can 
enter  the  pores  of  the  filter,  a  considerable  portion  of  the  sewage 
entering  will  be  at  a  temperature  only  slightly  above  the  freezing 
point,  as  many  observations  at  the  experiment  station  during  the 
past  year  or  two  have  determined. 

Filter  Xo.  5  B,  constructed  of  ashes  and  cinders,  and  the  coarsest 
of  the  out-door  filters,  maintains  better  nitrification  during  the  win- 
ter than  any  of  the  other  out-door  filters,  and  is  operated  more 
easily,  as  the  sewage  enters  the  filter  readily  as  a  general  rule,  is 
less  chilled  by  exposure  to  the  air  on  this  account,  and  the  tem- 
perature within  the  filter  is,  as  a  consequence,  higher  than  is  the 
temperature  in  the  other  out-door  filters,  this  being  shown  by  the 
slightly  higher  temperature  of  the  effluent  of  this  filter.  The  efflu- 
ent of  Filter  Xo.  4  is  apparently  an  exception  to  this ;  but  the  effluent 
flowing  from  this  filter  during  the  cold  winter  months  represents 
sewage  applied  to  the  surface  many  weeks  before,  owing  to  the 
slow  rate  of  filtration  and  the  water  capacity  of  this  filter. 

Owing  to  the  coarse  material  used  in  contact  filters  and  the  rapid 
entrance  of  sewage  at  a  temperature  necessarily  approximating  that 
which  it  has  when  flowing  from  the  sewer,  there  should  be  no  diffi- 
culty in  operating  these  filters  and  keeping  them  free  from  ice  and 
frost,  even  in  Massachusetts  winter  weather ;  especially  as  the  sew- 
age remains  in  the  filter  only  a  portion  of  the  day,  not  longer  than 
it  often  remains  upon  the  surface  of  fine  sand  filters  exposed  to  the 
cold  winter  air;  and  sewage  near  the  upper  portion  of  the  filter 
only  is  exposed  to  the  outside  air,  and  very  little  ice  ^woald  prob- 
ably be  formed.  It  also  seems  probable  in  this  connection  that  filters 
of  the  construction  of  Filter  X'o.  117  (see  page  448)  could  be  oper- 
ated in  winter  weather,  as  the  warm  sewage  from  the  sewers  applied, 
passing  through  the  filter  in  a  period  of  time  not  greater  than  1^ 
hours  and  often  much  less,  depending  upon  the  depth  of  filtering 
material  and  the  rapidity  of  flow,  would  probably  not  lose  so  lai^  a 
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percentage  of  its  heat  as  does  the  sewage  when  passing  slowly,  in  the 
course  of  days,  through  an  intermittent  sand  filter.  The  experimental 
coke  contact  filter  at  the  Andover  filtration  area,  described  on  page 
430,  was  operated  without  difficulty  and  with  very  little  formation 
of  ice  during  the  winter  of  1899-1900,  during  a  portion  of  this  win- 
ter being  operated  as  a  contact  filter  and  during  a  portion  in  the 
manner  followed  with  Filter  No.  117. 

Septic  Sewage  and  Winter  Weather. 

A  filter  of  coarse  sand  can  be  operated  with  less  accumulation  of 
nitrogen,  etc.,  in  its  upper  layers  than  a  filter  of  fine  sand;  and  the 
more  even  distribution  of  the  organic  matter  through  the  filter 
as  occurs  when  the  filter  is  of  coarse  sand  allows  greater  facility  of 
operation  than  a  more  dense  accumulation  in  the  surface  sand,  as  oc- 
curs with  filters  of  fine  sand,  and  a  smaller  accumulation  deeper  in 
the  filter.  Filters  Nos.  12  A,  13  A,  19  and  14  A  could  undoubtedly 
have  been  operated  at  as  high  rates  as  they  were  operated  and  have 
produced  nearly  as  pure  effluents  if  they  had  been  constructed  of 
coarser  sand,  and  the  upper  few  inches  of  filtering  material  would 
have  been  in  better  condition  at  the  end  of  the  period  of  operation  of 
each  filter  than  they  were.  This  is  well  shown  by  a  comparison  of 
the  nitrogen  stored  in  the  upper  inch  of  Filter  No.  116  and  Filter 
No.  118.  These  two  filters  were  operated  at  high  rates  and  had 
received  the  same  volume  of  septic  sewage  for  the  same  length 
of  time,  but  Filter  No.  116  was  constructed  of  fine  sand  of  an 
effective  size  of  0.17  millimeter  (the  same  grade  as  in  the  filters 
named  above),  while  Filter  No.  118  contained  sand  of  an  effective 
size  of  0.26  millimeter.  At  the  end  of  1899  the  upper  inch  of 
sand  from  Filter  No.  116  contained  75  parts  per  100,000  of  nitro- 
gen by  weight,  and  that  from  Filter  No.  118  43  parts  per  100,000. 

With  intermittent  filters  constructed  of  either  fine  or  coarse  sand, 
considerable  benefit  might  be  derived  in  winter  weather,  as  far  as 
ease  of  operation  is  concerned,  from  the  large  volume  of  septig 
sewage  that  could  be  applied  without  surface  clogging ;  that  is,  this 
sewage  is  generally  quite  free  from  matters  in  suspension,  and 
hence  enters  the  filter  more  quickly  than  when  these  matters  settle 
out  upon  the  surface  of  the  filter,  as  occurs  when  untreated  sewage 
is  applied.  It  is  true  that  large  volumes  of  sewage  are  now  applied 
in  winter  on  various  areas  in  the  State,  and  insure  freedom  from 
frost;  but  this  sewage,  owing  to  the  suspended  matters  present, 
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passes  below  the  sur&ce  very  slowly,  exposure  of  the  surfieu^e  of  the 
finer  filters  to  air  is  infreqaent  in  cold  weather  and  nitrification  is 
comparatively  poor,  and  the  sewage  entering  is  at  a  low  temperature. 

CoXTINrOUS    FiLTBATION    THROUGH    A    FiLTER    OF   BROKEN   StOXE 

10%  Feet  in  Depth. 

FtUer  No.  11 7,  55^  of  an  Acre  in  Area. 

As  our  experiments  upon  rapid  filtration  continaed,  it  seemed 
probable  from  the  results  obtained  that  sewage  could  be  purified 
satisfiictorily  even   when  passed  continuously  through  filters   of 
coarse  material,  if  it  was  allowed  to  flow  in  such  volume  that  the 
sur&ce  of  the  filter  would  never  be  covered  with  sewage,  and  air 
and  sewage  would  be  in  intimate  contact  throughout  the  entire  depth 
of  the  filter.     Consequently,  at  the  beginning  of  ]VIay9  1899,  a  filter 
was  constructed  of  broken  stone,  all  of  which  would  pass  through 
a  screen  with  a  2-inch  mesh  and  very  little  through  a  screen  with  a 
i^inch  mesh.     This  filter,  10^  feet  in  depth,  received  sewage  for 
a  large  portion  of  its  period  of  operation  at  the  rate  of  2,000,000 
gallons  per  acre  daily ;  the  actual  rate  during  the  entire  period  of 
operation  being  1,897,000  gallons  per  acre  daily,  or  a  rate  nearly 
twice  as  great  as  we  had  ever  before  attempted.    Through  this  filter 
the  sewage  flowed  in  a  continuous  stream,  and  by  experiment  it  was 
demonstrated  that  most  of  it  passed  from  the  top  to  the  bottom  of 
the  filter  in  less  than  1^/^  hours.     The  rate  of  filtration  here  fol- 
lowed was  nearly  three  times  as  great  as  that  which  we  have  been 
able  to  maintain  with  the  contact  filters  and  achieve  good  results, 
and  from  twenty  to  one  hundred  times  as  great  as  with  intermittent 
sand  filters  receiving  untreated  sewage,  but  because  of  the  depth  of 
the  filter,  the  coarseness  of  the  filtering  material  and  the  method 
of  operation  followed,  this  filter  has  removed  during  its  period  of 
operation  85  per  cent,  of  the  organic  impurities  of  the  sewage 
applied  to  it  as  shown  by  the  determinations  of  albuminoid  am- 
monia, 73  per  cent,  as  shown  by  the  determinations  of  oxygen  con- 
sumed, and  95  per  cent,  of  the  bacteria.     The  free  ammonia  in  the 
effluent  has  always  been  low,  the  nitrates  high,  averaging  1.88  parts 
for  its  period  of  operation  here  described,  and  its  efflaent  generally 
had  very  little  odor  and  a  considerable  percentage  of  free  oxygen 
(see  table  on  page  439). 

The  regular  station  sewage  was  applied  to  the  filter  without  any 
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preliminary  treatment.  This  sewage  we  class  as  stale  sewage ;  that 
is,  as  explained  in  the  last  report  of  the  Board,  it  is  sewage  of  such 
age  that  it  contains  no  free  oxygen,  but  the  anaerobic  action  has  not 
been  carried  so  far  as  in  septic  sewage,  and  consequently  the  organic 
matter  is  not  so  finely  divided  nor  in  a  condition  to  be  so  easily 
oxidized  as  in  septic  sewage.  In  this  filter  also  oxidation  was  de- 
pended upon  entirely  to  destroy  the  organic  matter,  there  being, 
owing  to  the  system  of  operation,  probably  no  period  of  the  day 
when  free  oxygen  was  not  present  in  the  open  space  of  the  filter, 
and  consequently  the  accumulation  of  carbonic  acid  and  marsh  gas 
and  the  encouragement  of  anaerobic  action  did  not  occur.  On  this 
account  it  might  reasonably  be  expected  that  in  the  course  of  time 
this  filter,  operating  at  so  high  a  rate,  would  become  clogged  by 
the  more  stable  bodies  in  the  sewage,  which  oxidation  could  not 
destroy  quite  as  fast  as  they  were  applied  in  the  sewage.  To  test 
this,  late  in  the  year  two  filters  of  a  similar  character  but  of  a  still 
greater  depth  were  put  in  operation,  —  Filters  Nos.  136  and  136,  — 
one  to  receive  station  sewage  and  the  other  septic  sewage.  Filter 
No.  117  could  have  been  operated  at  an  equal  rate  as  a  contact 
filter.  Whether  as  good  results  could  have  been  obtained  is  not 
known  at  the  present  time,  but  will  be  deteimined  during  the 
coming  year. 

Effluent  of  FiUer  No.  117. 

[Parte  per  100,000.] 
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May,      . 

1,877,000 

68 

64 

Decided. 

.60 

0.1240 

.1820 

1.84 

.8000 

1.64 

- 

June,      . 

1,992,000 

70 

69 

Slight. 

.37 

0.7646 

.0726 

6.65 

1.16 

.0200 

0.64 

98,500 

July, 

1,906,000 

73 

76 

Slight. 

.27 

0.4925 

.0807 

4.77 

2.06 

.0294 

1.77 

49,000 

AnguBt, . 

1,862,000 

71 

72 

Slight. 

.39 

0.9700 

.0610 

8.43 

3.92 

.0085 

0.58 

58,800 

September,    . 

1,677,000 

'      66 

66 

Decided. 

.46 

0.7600 

.0987 

6.41 

1.14 

.0050 

0.82 

157,600 

October, 

1,806,000 

66 

68 

Decided. 

.38 

0.8448 

.0960 

5.71 

1.80 

.0088 

0.91 

93,000 

Kovember,    • 

2,088,000 

48 

40 

Decided. 

.45 

.42 

1.1400 

.1380 
.0963 

6.12 
6.96 

1.76 
1.88 

.0065 

1.84 

407.000 

ATerage,  • 

1,897,000 

68 

63 

- 

0.7265 

.1247' 

1.09 

144,000 

Sewage  applied,  100  gallons  per  day.  May  22  to  November  18.    FiUer  not  operated  August  30  to  Sep- 
tember 6.    October  18,  surface  dug  over  to  a  depth  of  6  inches. 
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Filtei*  iVb.  134^  2^00  ^f  ^^  Acre  in  Area, 
Filter  No.  134  is  constructed  of  broken  stone  of  the  same  grade 
as  that  in  Filter  No.  117,  but  is  only  5  feet  in  depth.  To  it  the 
effluent  from  the  upward  filtration  septic  tank  (see  page  426)  has 
been  applied  during  the  last  two  months  of  the  year,  and  the  rate 
of  filtration  has  been  approximately  1,000,000  gallons  per  acre 
daily.  Nitrification  started  during  the  second  month  of  operation, 
as  shown  by  the  following  average  analyses  :  — 

Effluent  of  FiUer  No.  134. 

[Parte  per  100,000.] 


AVXOHIA. 

Chlorine. 

NiTBOGSN  A8 

Oxygen 

Conaamed. 

Bacterle 

Free. 

Albamlnoid. 

Nltratei. 

Kftrltei. 

per  Cnble 
Centimeter. 

November, . 
December, . 

8.02 
6.88 

.1760 
.1880 

7.01 
0.87 

.013 
.178 

.0060 
.0178 

1.79 
1.64 

ftSl.fiOO 
154,000 

Filters  ^os.  135  and  136 ^  2^00  9f  ^^  Acre  in  Area. 
These  filters  contain  18  feet  in  depth  of  broken  stone  of  approxi- 
mately the  same  grade,  although  somewhat  finer,  as  the  stone 
used  in  Filter  No.  117,  just  described.  The  sewage  is  applied  in 
practically  the  same  way  as  to  Filter  No.  117,  but  is  distributed 
more  evenly  over  the  surface  of  each  filter,  by  means  of  trays  and 
automatic  tipping  basins  that  flush  the  sewage  first  over  one  portion 
of  the  surface  of  the  filter  and  then  over  the  other.  To  one  of 
these  filters  —  Filter  No.  135  —  the  station  sewage  has  been  applied 
as  applied  to  Filter  No.  117,  and  to  the  other  —  Filter  No.  136  — 
sewage  which  had  been  twenty-four  hours  in  passing  through  a 
septic  tank;  the  idea  being  that  the  organic  matter  in  the  septic 
sewage  reaching  Filter  No.  136  would  be  in  a  condition  more 
easily  oxidized  by  the  air  always  present  in  the  interspace  of  this 
filter  than  would  the  organic  matter  in  the  ordinary  station  sewage 
applied  to  Filter  No.  135.  These  filters  were  put  in  operation  at 
an  approximate  rate  of  1,000,000  gallons  per  acre  daily.  At  the 
time  of  writing  they  have  been  in  operation  about  four  months,  and 
no  general  conclusions  can  as  yet  be  drawn  from  them.  Started  in 
a  colder  season  of  the  year  than  Filter  No.  117,  nitrification  did  not 
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begin  as  quickly,  but  nitrates  began  to  appear  in  the  effluents  about 
three  weeks  after,  they  were  started.  Determinations  of  dissolved 
oxygen  showed  that  it  was  always  present  in  the  effluents  during  the 
first  two  months,  in  amounts  equal  to  50  and  sometimes  even  75  per 
cent,  of  that  necessary  for  saturation.  The  surfaces  were  free  from 
clogging,  the  appearance  and  character  of  the  effluents  were  improv- 
ing and  both  filters  were  apparently  on  the  way  to  satisfactory  nitri- 
fication and  purification,  when  suddenly,  that  is,  within  a  period  of 
time  equal  to  but  a  day  or  two,  the  effluents  ceased  to  contain  any  dis- 
solved oxj'gen,  and  the  sewage  while  disappearing  from  the  surface 
fast  enough  to  prevent  an  entire  covering  of  the  surface  at  any  time, 
still  disappeared  more  slowly  than  had  been  the  case  previously. 
At  this  time  both  of  these  filters  were  in  a  like  condition,  together 
with  Filter  No.  134,  previously  described,  which  received  the  sew- 
age from  the  upward  filtration  septic  tank,  and  the  filtering  material 
was  clogged.  In  this  connection  it  is  important  to  note  that  the 
septic  sewage  applied  to  Filters  Nos.  134  and  136  was  in  both  in- 
stances almost  entirely  free  from  matters  in  suspension,  while  on 
the  other  hand  the  sewage  applied  to  Filter  No.  135  had  contained 
the  usual  amount  of  matters  in  suspension  that  we  always  find  in 
regular  station  sewage.  An  examination  of  all  three  filters  showed 
that  the  clogging,  which  extended  to  the  depth  of  a  number  of 
feet  and  perhaps  through  the  entire  depth  of  each  filter,  was  due 
to  a  quick  and  vigorous  growth  of  Beggiatoa,  with  some  slight 
amount  ,of  bacterial  jelly,  —  a  condition  very  different  from  what 
formerly  occurred  in  Filters  Nos.  15  B  and  16  B,  at  times  of  clog- 
ging, already  referred  to  on  page  440 ;  that  is  to  say,  this  clogging 
was  not  caused,  in  two  of  the  filters  at  least,  by  matters  in  suspen- 
sion that  had  been  caught  by  the  filtering  material,  but  by  a  vigor- 
ous vegetable  growth,  and  this  lived  and  increased  upon  the  matters 
in  solution  in  the  sewage.    * 

At  this  time  the  operation  of  all  these  filters  was  interrupted,  and 
air  was  blown  through  them  from  below  for  two  hours  daily  for  a 
period  of  one  week,  and  to  them  was  applied  each  day  a  small  amount 
of  effluent  from  two  of  the  contact  filters  in  successful  operation  at 
the  station,  in  order  to  re-establish  nitrification.  Following  this 
treatment  of  Filters  Nos.  134,  135  and  136,  the  clogging  matter  dis- 
appeared as  rapidly  as  it  grew,  and  the  filters  were  again  put  into 
operation  in  the  same  manner  as  before  this  interruption,  but  at  a 
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lower  rate,  the  idea  being  to  increase  the  rate  daily ,  throc^h  a  period 
of  three  weeks,  until  it  had  attained  the  former  rate  of  1,000,000 
gallons  per  acre  daily.  The  filters  under  this  treatment  began 
to  nitrify,  and  are  now  in  successful  operation.  As  they  were  in 
operation,  however,  only  a  little  more  than  one  month  during  1899, 
tables  of  analyses  are  not  presented  here,  but  will  be  given  in  the 
next  annual  report  of  the  Board. 

Filter  No.  131^  Jwoo  ^f  ^^  Acre  in  Area. 

This  filter  consists  of  six  separate  sections  or  filters,  one  above 
the  other,  and  each  section  contains  10  inches  in  depth  of  small 
pieces  of  coke  above  1  inch  of  coarser  coke,  the  coke  being  practi- 
cally the  same  size  as  that  in  Filter  No.  103  (see  page  427) .  There 
is  a  space  of  4  inches  between  the  bottom  of  one  section  and  the  top 
of  the  next,  and  hence  the  sewage  becomes  more  or  less  aerated  as 
it  passes  from  section  to  section.  To  this  filter  sewage  haa  been 
applied  at  an  average  rate  of  1,735,000  gallons  per  acre  daily  and 
the  manner  of  application  is  as  follows :  — 

A  continuous  stream  of  sewage  flows  into  an  automatic  tipping 
basin,  which  empties  every  four  and  one-half  minutes,  flushing  the 
sewage  first  over  one  half  of  the  upper  section  of  the  filter  and  then 
over  the  other  half.  The  tables  of  analyses  of  the  sewage  applied 
to  and  the  effluent  from  this  filter  are  given  below,  together  with 
tables  showing  the  change  taking  place  in  the  sewage  as  it  passes 
through  the  successive  sections  of  the  filter.  Studying  the  tables, 
it  will  be  seen  that  there  is  a  great  reduction  of  the  free  and  albu- 
minoid ammonia  of  the  applied  sewage  not  accounted  for  by  the 
amount  of  nitrates  and  nitrites  present  in  the  effluent,  su^estlng  a 
large  percentage  of  loss  of  nitrogen ;  and  the  amount  of  chlorine 
increases  regularly  from  section  to  section,  due,  without  doubt, 
to  evaporation  of  the  sewage,  great  opportunity  for  which  is  offered 
by  the  method  of  construction  and  operation  of  this  filter.  The 
surface  material  in  each  section  has  needed  more  or  less  raking,  but 
this  has  been  caused  rather  more  by  a  vigorous  growth  of  Creno- 
thrix  upon  these  surfaces  than  to  clogging  by  organic  matter.  The 
effluent  of  the  filter  has  been  practically  free  from  organic  matter  in 
suspension,  and  it  seems  probable  that,  where  a  small  volume  of 
sewage  must  be  treated  upon  a  limited  space,  this  method  might  be 
worked  with  more  or  less  success. 
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Effluent  of  Filter  No.  131. 

[Parta  per  100,000.] 


18M. 


September,  . 
October, 
NoTember,  . 
December,   . 
Average, 


Qnan- 

tlty 

Applied. 

Oftllona 

per  Acre 

Daily 

for  Six 

Dayslua 

week. 


2,040,000 
2,058,000 
1,815,000 
1,582.000 


1,785,000 


TXHPBaATUBS. 

Dxe 

.  P. 

i 

I 

80 

56 

58 

57 

48 

48 

46 

48 

55 

51 

APPBABAirCS. 


a 
Eh 


s 

o 
O 


V.  alight. 
Great. 
Great. 
Great. 


.07 
.48 
.65 


.52 


Ammonia. 


•a 
o 


a 


2.6800 
2.8100 
1.7800 
4.0800 


2.8100 


.0860 
.1200 
.1127 
.1580 


.1067 


e 

O 


0.50 
8.00 
8.74 
8.84 


8.70 


XlTXOOBir 

MM 

1 

■ 

1 

S 

0.00 

.0120 

0.06 

.0278 

1.80 

.0077 

0.61 

.0058 

0.40 

.0183 

•a 

9 


e 
o 

I 

M 

o 


o 

Z 

a 

« 


0.34 
0.92 
0.06 
1.58 


0.05 


62,500 
514,800 

61,500 
175«400 


206,400 


Filter  not  operated  November  10  to  November  25.  Barfaee  of  each  of  the  five  pane  raked  1  inch 
November  15;  anrface  of  top  pan  raked  1  Inch  December  7  and  December  18;  anrfaee  of  two  upper 
pane  raked  1  loch  December  10;  aorfaoe  of  bottom  pan  raked  1  Inch  December  21. 


Result  of  the  Analyses  of  a  Series  of  Samples  coUeeted  November  8  and  December 

7  from  the  Various  Sections  of  Fitter  No.  131. 


November  8. 

i 

e 

1 

AmARANCB. 

4 

4MMOVXA 

■ 

• 
g 

NITBOOBV  A8 

Oxygen 

Consamed. 

1 

• 

1 

1 

ALBUMXHOID. 

s 

• 

i 

1 

^u 

Hh 

1 

In  Sola- 
tion. 

Bacteria  pi 
CenUmet 

Beetlon  No.  1, 

40 

Great. 

.70 

3.60 

.8580 

- 

6.88 

0.11 

.0080 

2.54 

617,000 

Section  No.  8, 

48 

Great. 

.70 

8.16 

.2720 

- 

7.06 

0.25 

.0040 

2.80 

808,000 

Beetlon  No.  3, 

47 

Decided. 

.67 

2.88 

.1560 

- 

7.45 

0.58 

.0060 

1.80 

158,500 

Section  No.  4, 

47 

Decided. 

.60 

2.80 

.1140 

- 

7.70 

0.81 

.0060 

1.15 

125,500 

Section  No.  5, 

46 

Decided. 

.57 

8.82 

.1080 

- 

7.80 

1.08 

.0070 

0.99 

95,600 

OnUet,   . 

45 

Decided. 

.65 

8.80 

.0940 

- 

8.00 

1.11 

.0080 

0.88 

55,000 

December  7. 


Section  No.  1, 

43 

Great. 

.65 

6.00 

.5700 

.8100 

7.90 

.017 

.0010 

4.60 

1,827,800 

Beetlon  No.  8, 

48 

Great. 

.65 

6.00 

.5600 

.4100 

7.90 

.088 

.0010 

3.96 

1,080,000 

Section  No.  8, 

41 

Great. 

.65 

5.76 

.8520 

.8800 

8.25 

.097 

.0080 

3.00 

461,500 

Section  No.  4, 

40 

Decided. 

.70 

5.60 

.2530 

.8400 

8.50 

.847 

.0080 

2.28 

412,000 

Section  No.  5, 

40 

Decided. 

.80 

5.20 

.2130 

.1560 

8.78 

.535 

.0050 

1.87 

152,500 

Oatlet,    . 

40 

Decided. 

1 

.98 

4.56 

.1500 

.1520 

8.75 

.675 

.0050 

1.47 

1 

248,000 
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Straining  Sewage  through  Coke. 

Results  in  Regard  to  Percentage  Removal  of  Organic  Matter ^ 
together  with  the  Volume  of  Coke  ttsed  per  Million  Gallons 
of  Sewage  strained. 

During  1894  various  experiments  were  made  to  find  the  most 
suitable  material  that  could  be  used  as  a  strainer  of  sewage ;  that 
is,  to  simply  renaove  from  the  sewage  the  matters  in  suspension 
without  purification  by  nitrification,  and  with  a  removal  from  the 
strainer  from  time  to  time  of  the  straining  material  used,  and  which 
had  become  clogged  and  exhausted,  together  with  the  matters  strained 
or  removed  from  the  sewage.  It  was  desired  to  make  a  comparison 
of  the  results  obtained  by  straining  sewage  with  the  results  obtained 
by  sedimentation  or  chemical  precipitation. 

At  this  time  the  investigation  seemed  to  show  that  coke  was  the 
most  practical  and  effective  material  for  the  purpose,  and  a  coke 
strainer  was  put  in  operation  at  the  station,  and  sewage  applied  to 
it  at  the  rate  of  1,000,000  gallons  per  acre  daily.  This  strainer 
contained  at  first  6  inches  in  depth  of  coke  breeze,  and  the  results 
obtained  with  it  during  the  first  year  of  its  opemtion,  in  regard  to 
the  amount  of  organic  matter  removed  from  the  sewage  and  the 
amount  of  coke  used  per  1,000,000  gallons  of  sewage  strained,  were 
given  in  the  report  of  the  Board  for  1894.  Approximately  48  per 
cent,  of  the  organic  matters  were  removed  from  the  sewage  during 
that  year,  while  straining  at  the  rate  given,  with  an  expenditure  of 
about  10  cubic  j^ards  of  coke  breeze  per  1,000,000  gallons  of  sewage 
strained. 

On  Nov.  26,  1895,  the  strainer  was  rebuilt  with  coke  breeze  of 
the  character  previously  used,  and  from  that  date  until  the  last  of 
September,  1898,  a  period  of  approximately  three  years,  it  was 
kept  in  operation  at  the  rate  given  above.  The  depth  of  coke  in 
the  strainer  varied  at  different  times  from  12  inches  to  about  3 
inches.  Whenever  the  shallower  depth  was  reached,  caused  by  re- 
moving clogged  coke,  all  the  coke  remaining  in  the  strainer  was 
taken  out,  fresh  coke  filled  in  to  the  depth  of  6  or  9  inches, 
and  the  3  inches  of  old  coke  placed  upon  the  top  of  the  new  coke. 
From  Sept.  26,  1895,  to  Sept.  12,  1898,  a  volume  of  sewage  equal 
to  1,180,000,000  gallons  upon  a  surface  of  1  acre  had  passed  through 
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this  strainer,  and  72  inches  in  depth  of  clogged  coke  had  been  re- 
moved; that  is,  1  inch  in  depth  of  coke  for  every  16,400,000  gal- 
lons of  sewage  strained  per  acre,  or  8  cubic  yards  of  coke  per 
1,000,000  gallons  of  sewage  strained.  During  this  period  coke 
had  been  removed  on  a  number  of  occasions  when  subsequent  in- 
vestigation proved  that  the  cause  of  clogging  and  the  slow  flow  of 
sewage  through  the  strainer  was  the  accumulation  of  fine  coke  dust 
in  the  underdrains  of  the  strainer,  rather  than  the  accumulation  of 
orccanic  matter  in  the  surface  coke.  If  the  coke  removed  on  this 
account  could  be  ascertained  and  subtracted  from  the  amount  given, 
the  amount  used  per  1,000,000  gallons  of  sewage  strained  would  be 
somewhat  less,  but  the  decrease  would  probably  not  be  more  than  5 
per  cent.  In  beginning  this  investigation  it  was  considered  that  the 
coke  used  and  removed  from  the  strainer  would,  when  dried  out  to 
some  degree,  be  as  valuable  for  purposes  of  combustion  as  before 
use,  and  this  was  found  to  be  true. 

All  the  coke  used  during  the  period  from  the  date  of  starting  the 
strainer  until  Oct.  1,  1898,  was  coke  breeze^  containing  a  mixture 
of  pieces  of  coke  of  various  sizes,  together  with  coke  dust.  Upon 
this  latter  date,  however,  the  strainer  was  again  rebuilt,  and  was  so 
arranged  as  to  contain  15  inches  in  depth  of  small  pieces  of  coke  of 
the  same  grade  as  that  in  Filter  No.  103  (see  page  427),  free  from 
coke  dust.  Since  that  date  until  Jan.  1, 1899,  sewage  equal  in  vol- 
ume to  400,000,000  gallons  upon  an  acre  has  been  passed  through 
the  strainer  without  clogging  it,  and  hence  without  the  removal  of 
any  coke. 

The  percentage  removal  of  organic  matter  obtained  during  these 
years  has  been  as  follows :  during  1895,  54  per  cent,  of  the  organic 
matter  as  represented  by  the  albuminoid  ammonia  and  35  per  cent, 
as  represented  by  the  oxygen  consumed ;  during  1896,  47  per  cent, 
and  49  per  cent,  respectively ;  during  1897,  62  per  cent,  and  50 
per  cent. ;  during  1898  up  to  October  1,  52  per  cent,  and  53  per 
cent.  During  the  remainder  of  1898  —  that  is,  after  rebuilding 
the  strainer  with  coarser  coke  —  the  percentage  removal  was  32 
per  cent,  and  37  per  cent,  respectively,  and  during  1899  45  per 
cent,  and  38  per  cent.  For  some  weeks  during  the  last  part  of 
1898  the  sewage  was  applied  to  the  strainer  at  a  rate  of  2,000,000 
gallons  per  acre  daily,  and  this  accounts  in  part  for  the  smaller 
percentage  of  organic  matter  removed  during  these  months  than 
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during  1899,  when  the  rate  was  again  1,000,000  gallons  per  acre 
daily. 

With  the  strainer  of  fine  coke  the  surface  was  usually  covered 
about  twelve  to  fifteen  hours  per  day  when  in  good  operation,  and 
as  the  surface  gradually  clogged,  this  period  increased  until  the 
maximum  of  twenty-four  hours  per  day  was  reached,  when  the  sur- 
face of  the  strainer  was  scraped.  With  the  new  strainer  of  coarser 
coke  the  surface  is  seldom  covered  more  than  four  or  five  hours  per 
day. 

Filter  No.  14  Aj  2^^  of  an  Acre  in  Area. 

A  portion  of  the  strained  sewage  during  all  these  years  has  been 
applied  to  Filter  No.  14  A,  and  exceedingly  good  purification  has 
been  obtained.  This  filter  was  in  good  condition  and  disposing 
of  the  strained  sewage  readily  until  the  change  in  the  character  of 
the  coke  in  the  strainer,  its  rate  of  filtration  being  approximately 
320,000  gallons  per  acre  daily  up  to  this  time.  With  the  poorer 
removal  of  organic  matter  by  the  strainer,  however,  the  surface  sand 
of  the  filter  became  clogged,  and  the  rate  of  filtration  had  to  be 
reduced  to  160,000  gallons  per  acre  daily.  The  surface  layers  be- 
came more  badly  clogged  during  the  year  1899,  moreover,  and  the 
filter  was  put  out  of  operation  at  the  end  of  the  year.  For  four  and 
one-half  years  this  filter,  receiving  sewage  freed  of  organic  matter 
to  the  extent  denoted  by  the  figures  previously  given,  was  able  to 
continue  in  operation  at  the  rate  of  approximately  320,000  gallons 
per  acre  daily  without  serious  surface  clogging,  and  produce  a  very 
well  purified  efluent,  as  shown  by  the  tables  of  analyses  given  in 
previous  reports.  With  the  amount  of  organic  matter  stored  in  the 
upper  foot  of  the  filter  during  this  period,  however,  increased 
greatly  by  the  sewage  applied  during  the  poor  operation  of  the 
strainer  in  1898  when  its  rate  was  doubled,  the  upper  foot  of  filter- 
ing material  became  badly  clogged.  The  lower  4  feet  in  depth  of 
sand  in  the  filter  were  in  good  condition,  however,  and  capable  of 
being  kept  in  use  for  many  years  longer. 
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Average  Analytet  of  Sewage  applied  to  the  Coke  Strainer,  1899. 

[PatU  per  100,000.] 


IS**. 


January, 
Febmary,    . 
Mareb,  .       . 

April,  .       .       .       . 
May,     .       .       .       . 
Jane,    .       .       .       . 
July,    .       .       .       . 
Angnat, 
Septembar,  . 
October, 
Norember,  • 
Deeembar,  . 
ATerage, 


46 
45 
47 
47 
66 
70 
78 
71 
06 
66 
46 
44 


§ 

a 


66 


2.80 
1.80 
1.86 
2.18 
S.64 
1.01 
2.76 
2.18 
4.80 
8.17 
4.88 
6.18 


2.84 


Albdxikoid  Ammohia. 

m 

i  s 

^ 

• 

•2 

IS 

H 

a 

« 

ooS 

& 

.a 

a^ 

0.44 
0.87 
0.80 
0.41 
0.86 
0.80 
0.88 
0.23 
0.02 
0.41 
0.07 
1.06 


0.40 


.24 
.22 
.24 
.20 
.18 
.18 
.10 
.81 
.21 
.80 
.44 


.24 


.16 

.13 
.08 
.17 
.16 
.17 
.20 
.18 
.81 
.20 
.67 
.61 


.26 


4.40 
4.41 
8.19 
4.41 
6.66 
6.46 
7.21 
4.68 
10.21 
6.66 
6.61 
7.70 


6.06 


i 


o 


a 


2.00 
2.78 
2.67 
2.07 
2.47 
2.70 
2.76 
1.74 
4.27 
8.17 
6.97 
7.18 


8.61 


Is  I 


1,722,000 

1,876,000 

748,000 

1,618,000 

6,606,000 

1,166,000 

610,000 

663,000 

1,808,000 

1,644,000 

2,068,000 

4,160,000 


1,004,700 


Sewage  sirained  through  Oohe. 

[ParU  par  100,000.] 


Free 

Ammonia. 

Albumhtoid  Ammoka.  | 

1 

1^ 

ii 

18»». 

• 

1 

il 

|va 

January,     . 

1.01 

.84 

.29 

.06 

4.46 

2.29 

407,000 

Febmary,  • 

1.68 

.26 

.21 

.06 

4.68 

2.06 

898,000 

ICarcb,        • 

1.20 

.28 

.18 

.06 

8.60 

1.88 

270,000 

April, . 

1.78 

.29 

.22 

.07 

4.78 

2.00 

276,600 

May,  .       .       , 

1.60 

.26 

.18 

.07 

6.10 

1.87 

867,600 

Jana,  • 

0.89 

.16 

.08 

.08 

4.06 

1.10 

286,000 

Jnly,  . 

1.68 

.17 

.12 

.06 

6.68 

1.18 

289,600 

Angaat, 

1.87 

.18 

.10 

.06 

6.72 

1.00 

189,700 

September, 

2.80 

.89 

.26 

.14 

11.18 

2.88 

1,668,000 

Oetobar,     . 

1.77 

.24 

.16 

.06 

6.64 

1.96 

409,600 

Noyember, 

2.98 

.46 

.80 

.16 

6.79 

8.86 

818,000 

December, . 

4.60 

.61 

.87 

.14 

7.66 

4.60 

806,000 

Average,     . 

2.00 

.29 

.21 

.06 

6.84 

2.17 

606,700 

458 


STATE  BOABD  OF  HEALTH.         [Pub.  Doc. 


EffinaU  i^  FOUr  No.  14  A. 


[FaitaparM 
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] 

QaOoofl 
p«r  Acfe 

Drntna 

;  i>M.r. 
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1 
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40 

lb.  Mm. 
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1 
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t 
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1 
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|4.77j 
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0.87 
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40 

47 
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4.80 
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fT 

81 
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.0108 

1.78 

.0800 

0.11 
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14S,»0 

es 

80 

40m.  Inoos. 

.13 

O.OOll 

.0176 

0.06 

S.81 

.0001 

o.n 

4,864 

Jone,  . 

lao^Mo 

TO 

72 

40m.     ITooe. 

.10 

O.0000 

1 

.0174 

0.13 

2.0H.0800 

O.tl 

1,140 

July,  -     . 

imfiM 

78 

71 

84m.  •  None. 

.00 

4.0007 

.our 

8.0t 

1.88 

.0000 

O.20 

17 

AvffOflt,      . 

148^100 

7S 

70 

lb.  ISm. 

'  None. 

.00 

0.0014 

.0118 

7.00 

3.08 

.0000 

0.17 

Ul 

BcpteiDber, 

U»^400 

es 

08 

lb.    Im. 

Nona. 

.00 

0.0016 

.0180 

O.OI 

S.10 

.0000 

0.19 

133 

OelolMr,     . 

1M.0M 

00 

60 

A.  Urn. 

Nona. 

.10 

0.0007 

.01S4 

11.16 

1.96 

.0000 

0.17 

48 

Ko^TMDbW,. 

Ut»100 

•0 

40 

lb.    8m. 

Kooa. 

.10 

0.0084 

•0198 

8.04 

3.13 

.0018 

0.10 

130 

Deeemter,. 

100,000 

48 

00 

48 

87 

4b.  16m. 

Nona. 

.S8 

8.0000 

.USD 

9.83 

1.07 

.0018 

1.00 

300 

ATerage, 

140,000 

lb.S6m. 

Nona. 

.14 

0.1736 

.0846 

7.17 

S.Ot.00Q8 

0.M 

008 

VIoar  gallona  of  aawaga, 
pliad  Aiigaat  80  to  Saptambar  6 
3  iaabaa  daap  twiae  aaeb  waak. 


tbroogh  aoka,  appliad  twenty-fonr  tioMa  a  waak.    No  n 
April  10  to  May  4,  axparimant  iatarniptad  by  f reabat.    Soifaea 


ap- 

tmkad 


The  stopping  of  Filter  No.  14  A  condaded  a  series  of  experi- 
ments upon  high  rates  of  filtration  of  sewage  through  fine  sand  of 
an  effectiye  size  of  0.19  millimeter  after  partial  purification  of  regu- 
lar station  sewage  by  four  different  methods:  (1)  coarse  filters  of 
gravel  aerated;  (2)  sedimentation;  (3)  chemical  precipitation; 
(4)  straining  through  coke.  Briefly  reviewing  the  results  obtained, 
as  given  in  this  and  previous  reports,  we  find  the  following :  — 

The  coarse  filters  of  gravel,  with  currents  of  air  drawn  or  forced 
through  them,  were  operated  at  the  rate  of  approximately  500,000 
gallons  per  acre  daily  during  a  period  of  five  years,  and  produced 
effluents  with  nitrification  well  started ;  but  these  filters,  on  account 
of  continual  clogging  from  reasons  not  then  thoroughly  understood 
but  now  ascertained  and  outlined  on  page  441,  were  not  considered 
to  be  a  practical  success,  because  of  the  necessity  of  removing  the 
filtering  material  from  time  to  time  and  washing  it.  Aerating  these 
filters  appeared  also  to  be  too  expensive  for  economical  application 
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upon  a  large  scale.  The  effluents  of  the  filters,  however,  contain- 
ing free  oxygen  and  with  oxidation  well  under  way,  could  be  and 
were  purified  for  more  than  five  years  by  filtration  through  sand  of 
an  efiective  size  of  0.19  millimeter,  at  an  approximate  rate  for  the 
whole  period  of  625,000  gallons  per  acre  daily.  An  examination 
of  the  notes  upon  the  daily  operation  of  this  filter,  —  Filter  No. 
12  A,  —  as  given  in  the  reports  of  the  Board  for  its  years  of  opera- 
tion, shows  the  great  attention  that  had  to  be  given  to  the  upper 
layers  of  it ;  frequent  raking,  spading  and  even  removing  and  wash- 
ing the  surface  sand  being  necessary  to  keep  the  filter  in  successful 
operation.  The  organic  matter  in  suspension  in  the  sewage  was  not 
at  all  thoroughly  destroyed  by  the  aerated  filters,  and  that  passing 
from  the  outlets  of  these  filters  and  going  upon  the  surface  of  the 
fine  filter  was  undergoing  slow  oxidation,  and  hence  accumulated  in 
and  clogged  the  surface  of  the  filter  of  fine  sand.  The  main  body 
of  the  filter,  however,  was  always  in  good  condition,  and  at  the  end 
of  the  period  of  operation  was  fit  for  an  indefinite  number  of  years' 
use.  The  highest  average  rate  of  filtration  obtained  by  this  com- 
bination of  Filters  Nos.  15  B,  16  B  and  12  A,  taking  into  consider- 
ation the  combined  areas,  was  248,300  gallons  per  acre  daily  and 
for  the  year  1893.  During  the  period  of  operation  of  Filter  No. 
12  A,  a  volume  of  partially  purified  sewage  equal  to  996,280,000 
gallons  upon  an  acre  was  applied  to  it. 

The  sewage  partially  clarified  by  sedimentation  was  applied  to 
Filter  No.  13  A  from  Sept.  20,  1893,  to  March  1, 1898,  at  an  aver- 
age rate  for  most  of  this  period  of  160,000  gallons  per  acre  daily ; 
and  the  sewage  partially  purified  by  chemical  precipitation  was  ap- 
plied to  Filter  No.  19  A  from  Sept.  20, 1893,  to  Jan.  1,  1898,  at  an 
average  rate  for  most  of  this  period  of  200,000  gallons  per  acre 
daily.  At  the  end  of  the  period  these  two  filters  were,  with  the 
exception  of  some  clogging  in  the  upper  few  inches  of  material,  in 
good  condition,  and  capable  of  being  continued  in  operation  for  an 
indefinite  period;  Filter  No.  13  A  having  filtered  a  volume  of  par- 
tially purified  sewage  equal  to  241,400,000  gallons  upon  an  acre 
and  Filter  No.  19  having  filtered  a  volume  of  sewage  equal  to 
328,980,000  gallons  upon  an  acre. 

Filter  No.  14  A  had  filtered  at  the  end  of  its  period  of  operation 
a  volume  of  sewage  equal  to  456,340,000  gallons  upon  an  acre. 
The  surface  sand  was,  as  stated,  badly  clogged  with  organic  matter 
and  some  fine  coke  dust  at  this  time,  and,  in  order  to  have  kept  it  in 
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operation  at  a  high  rate,  about  7  inches  in  depth  of  sand  would  have 
had  to  be  removed,  or  the  filter  given  a  long  period  of  rest.  As- 
suming that  this  was  removed  and  the  filter  continued  in  operation, 
it  would  have  meant  a  removal  of  about  2^  cubic  yards  of  sand  per 
1,000,000  gallons  of  strained  sewage  filtered  during  its  period  of 
operation. 

Straining  Sewage  through  Bituminous  Coal. 

During  1899  the  coal  strainer,  containing  a  layer  of  fine  bitumi- 
nous coal  varying  in  thickness  from  2  to  8  inches  during  different 
portions  of  the  year,  has  been  continued  in  operation.  The  rate  of 
straining  has  been  1,000,000  gallons  per  acre  daily,  with  the 
results  shown  by  the  following  table,  the  sewage  applied  being 
represented  by  the  table  on  page  457,  giving  analyses  of  the  sew- 
age applied  to  the  coke  strainer.  Comparing  the  tables,  we  find 
that  the  strainer  has  removed  during  the  year  57  per  cent,  of  the 
organic  matter  of  the  sewage  as  represented  by  the  albuminoid 
ammonia,  and  36  per  cent,  of  that  represented  by  the  oxygen  con- 
sumed. From  the  date  of  starting  this  strainer,  Sept.  16,  1898,  up 
to  the  end  of  December,  1899,  8  inches  in  depth  of  coal  had  become 
clogged  and  removed,  equal  to  2.8  cubic  yards  per  1,000,000  gal- 
lons of  sewage  strained. 

Effluent  of  the  Coal  Strainer. 

[ParU  par  100,000.] 


i 

1^ 

AX3UiaVOXD  Ajcmovia. 

1 

1 

O 

ii 

18M. 

S 

In  Sna- 
penaton. 

Bacteria 
CobtoCai 
mater. 

January, 

2.S8 

.82 

.26 

.07 

4.61 

2.18 

476,000 

Fabmary,  . 

l.M 

.87 

.26 

.12 

4.61 

2.48 

696,000 

Marcli,        .       . 

l.OB 

.26 

.22 

.08 

8.40 

1.84 

AOfiVi 

AprlL . 

8.36 

.88 

.22 

.11 

4.02 

2.11 

1.170,000 

May,    .       . 

S.OO 

.28 

.21 

.07 

6.02 

1.60 

669,600 

Jnna,  . 

1.80 

.14 

.12 

.02 

6.88 

1.18 

840,400 

Jniy,  . 

S.41 

.10 

.18 

.08 

6.00 

1.06 

286,100 

Angoat, 

2.42 

.16 

.12 

.08 

6.67 

1.14 

248.000 

September, 

4.27 

.68 

.27 

.26 

11.68 

8.84 

1,188,000 

October^     . 

2.98 

.28 

.10 

.00 

6.16 

2.82 

428,100 

NoTetnber, 

4.00 

.62 

.80 

.22 

6.80 

4.21 

992,000 

Deeember, . 

4.40 

.40 

.26 

.21 

7.68 

8.60 

810,000 

Ayerage, 

>       1 

•       1 

1       1 

1       < 

• 

2.81 

JI2 

.21 

.11 

6.98 

2.28 

026,800 

At  the  beginning  of  October  the  effluent  of  this  coal  strainer 
began  to  be  applied  to  contact  Filter  No.  108,  containing  2  feet  in 
depth  of  coke,  at  the  rate  and  with  the  results  shown  by  the  follow- 
ing table :  — 
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Effluent  of  Filler  No.  108. 

[ParU  per  100,000.] 


Qnui- 
,  Applied. 

Gallons 
per  Acre 

DaUv 

for  8k 
Dayelna 

Week. 

TnCPKBATDKB. 
Dbq.  F. 

Appbabanob. 

AVMONIA. 

MITSOOBH 
AS 

1 

Sk 

\w. 

1 

i 

t 

1 

1 

1 
1 

1 

■ 

1 

i 

j 

PQ 

October, 

880,000 

flO 

• 

69 

Decided. 

.40 

1.2400 

.1188 

7.12 

1.68 

.0070 

0.88 

141,200 

November,    . 

258,000 

60 

52 

areat. 

.60 

1.0900 

.0090 

7.88 

1.46 

.0020 

0.00 

01,500 

December, 

880.000 

48 

46 

Great. 

.08 

1.0800 

.1060 
.1884 

8.81 

7.00 

1 

1.82 
1.62 

.0046 
.0046 

1.68  804,500 

ATerage, 

804,000 

83 

52 

- 

.67 

1.4188 

1.12 

160,100 

October  2  to  December  81,  filter  reoeiyed  10  gallone  effluent  of  coal  itrainer  twelve  tlmee  a  week; 
filter  allowed  to  stand  covered  three  honre,  and  then  allowed  to  drain  slowly.  Filter  not  operated 
November  20  to  November  26. 

Application   to   Filters   of  'Differing   Volumes    of   Sewage 

CONTAINING   EqUAL   AMOUNTS   OF   ORGANIC   MaTTER. 

Filters  Ifos,  128^  129  and  130^  ^^o  ^S  ^^  ^^^  ^^  Area. 
The  volume  of  sewage  that  can  in  intermittent  sand  filtration  be 
applied  to  a  filter  with  satisfactory  purification  results  must  vary 
with  the  degree  of  concentration  of  the  sewage.  A  town  having  a 
weak  sewage,  owing  to  the  extravagant  use  of  its  public  water  sup- 
ply or  to  a  large  percentage  of  ground  and  surface  water  entering 
the  sewers,  should  be  able  to  purify  this  sewage  at  a  greater  rate  per 
acre  of  filter  beds  than  a  town  having  a  smaller  volume  of  stronger 
sewage  to  purify.  To  illustrate  this.  Filters  Nos.  128,  129  and 
130  were  put  into  operation  during  the  year.  These  filters  each 
contain  5  feet  in  depth  of  sand  of  an  effective  size  of  0.26  milli- 
meter. To  Filter  No.  128  station  sewage  has  been  applied  at  an 
average  rate  of  89,800  gallons  per  acre  daily ;  to  Filter  No.  129, 
the  same  volume  of  sewage  plus  an  equal  volume  of  river  water, 
and  the  average  rate  has  been  179,600  gallons  per  acre  daily;  to 
Filter  No.  130,  an  equal  volume  of  sewage  plus  twice  as  much  river 
water,  making  the  average  rate  269,500  gallons  per  acre  daily.  By 
this  method  of  operation  the  sewage  applied  to  Filters  Nos,  129 
and  130  has  generally  contained  some  dissolved  oxygen,  but  not  a 
greater  amount  than  would  probably  be  often  found  in  actual  prac- 
tice, when  sewage  diluted  by  a  large  volume  of  ground  and  surface 
water  leaking  or  wasting  into  the  sewers  is  applied  to  an  area. 
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It  will  be  noticed,  from  a  study  of  the  tables  following,  showing 
the  average  analyses  of  the  effluents  of  these  three  filters,  that  in 
each  case  a  satisfactory  effluent  was  obtained,  and  the  large  volume 
of  sewage  applied  to  Filter  No.  130  disappeared  from  the  surface 
of  the^  filter  as  rapidly  as  the  smaller  volume  applied  to  Filter  No. 
128,  the  reason  being  that  there  was  practically  an  equal  amount  of 
matter  in  suspension  in  the  unequal  volumes  of  sewage  applied. 

Effluent  of  Filter  No.  128. 

[Pftrta  per  100,000.] 


Quan- 
AppOed. 

Gallons 
per  Acre 

DaUy 

forBtx 
Days  In  a 

Week. 

TSMPBKA- 
TUBS. 

Dbo.  F. 

Length  of 

Time 

Sewage 

Remained 

on 
Snrflice. 

Hounand 
Minutes. 

Appbasavcb. 

Ammohxa. 

;.     Chlorine. 
8 

NiTBOOBV 

Aa 

Oxygen  Consumed.    1 

i2 

a 

m 

§ 

1 

^ 

! 

• 

i 

1 

.         • 

18M. 

1 

«2 

1 

Bacteria  pei 
Centimeter 

Angnat,      • 

87,600 

71 

70 

- 

V.  aUght. 

.16 

.0674 

.0212 

2.86 

.0406 

.28 

8,800 

September, 

84,000 

80 

60 

8m. 

None. 

.11 

.0101 

.0146 

12.19 

4.06 

.0029 

.22 

9,400 

October,    . 

100,000 

68 

67 

12m. 

None. 

.12 

.0087 

.0180 

8.89 

2.81 

.0070 

.20 

8,400 

November, . 

77,000 

48 

68 

10m. 

None. 

.10 

.0306 

.0162 

7.64 

8.84 

.0076 

.81 

6,900 

December, . 

100,000 

46 
68 

48 
60 

82m. 

V.  alight. 

.18 
.18 

.4600 

.0200 
.0207 

9.27 
8.78 

8.48 
8.41 

.0420 

.44 
.27 

86,600 

Average, 

89,800 

lOm. 

- 

.1118 

.0200 

13,700 

Five  gallons  o'f  regular  aewage  appMed  alz  timea  a  week,  Anguat  14  to  Deoember  81.  Surface  raked 
3  Inohea  deep  onoe  eaoh  week.  Filter  not  operated  Aagnat  80  to  September  6  and  November  20  to 
November  26. 


Effluent  of  Filler  No.  129. 

[Fmrtm  per  100,000.] 


Quan- 

AppUed 

Gallons 

per  Acre 

Dally 

for  Six 

Days  In  a 

W4ek. 

Tbmpbba- 

TUBB. 

Length  of 

Time 

Sewage 

Bemained 

on 
Surface. 

Hours  and 
Minntes. 

Appbababob. 

Akkovia. 

1 

6 

NlTBOOBB 

Aa 

a 

1 

o 

Dbo.  f. 

• 

s 

1 

i 

1 

\ 

1 

• 

Bacteria  per 
CenttmeUr. 

1M9. 

1 

.J 

1 

Auguat, 

176,000 

78 

69 

- 

V.  alight. 

.17 

.0407 

.0176 

2.60 

2.86 

.0080 

.24 

ll.VO 

September, 

109,200 

67 

66 

I8m. 

V.  alight. 

.16 

.0040 

.0167 

4.98 

0.97 

.0080 

.27 

18,700 

October,     • 

200,000 

68 

66 

11m. 

Slight. 

.18 

.0088 

.0167 

8.81 

1.44 

.0008 

.19 

12,200 

November,. 

164,000 

44 

62 

11m. 

V.  alight. 

.11 

.0028 

.0198 

8.71 

1.87 

.0008 

.26 

7,700 

Deeember, . 

200,000 

89 
66 

48 
68 

84m. 

V.  alight. 

.16 
.14 

.1607 

.0281 
.0198 

4.98 
8.99 

2.28 
1.T8 

.0090 

,27 
.24 

10.460 

Avenge, 

179,600 

17m. 

- 

.0421 

.0048 

11,069 

Sewage  applied,  6  gallons  regular  sewage  and  6  gallona  of  caoai  water  alz  tlmea  a  week,  Auguat  14 
to  Deoember  81.  Surfaee  raked  8  inehea  deep  once  each  week.  Filter  not  operated  August  80  to  Sep- 
tember 6  and  November  20  to  November  26. 
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Effluent  of  FiUer  No.  130. 

[ParU  per  100,000.] 


Qoan- 

tity 

Applied. 

Oallona 

per  Acre 

Dally 

forSbc 
Dayaina 

Week. 

Tbmpsiia- 

TDBS. 

Length  of 

Time 

Sewage 

Remained 

on 
Surface. 

Hours  and 
MlDateB. 

Appsarakos. 

1 

AmfOMiA. 

a 

1 

2.78 
8.86 
2.64 
2.60 
8.44 

MiTBOGBH 
A8 

i 

1 

S 

1 

a 

1 

o 

Dbo.  f. 

• 

1 

1 

1 

<T3 
1 

a 

•4) 

1 

• 

ISM. 

2 

s 

a 

^ 

V 

Angnat, 
Beptember, 
October,     . 
November, . 
December, . 

202,600 
268,800 
800,000 
281,000 
800,000 

78 
87 
68 
44 
89 
66 

60 
66 
64 

61 
47 
67 

14m. 
10m. 
11m. 
81m. 

Blight. 
V.  alight. 
Slight. 
V.  alight. 
V.  alight. 

.16 
.14 
.14 
.18 
.16 
.14 

.0182 
.0029 
.0012 
.0086 
.0567 

.0163 
.0147 
.0169 
.0160 
.0217 
.0178 

0.61 
0.44 
0.80 
0.69 
1.06 
0.72 

.0067 
.0041 
.0080 
.0018 
.0116 

.27 
.28 
.28 
.24 
.29 
.26 

17,800 
19,600 
10,600 
10,400 
17,700 

Average, 

200,600 

17m. 

- 

.0166 

2.04 

.0068 

17,000 

Sewage  applied,  6  gallona  regular  aewage  and  10  gallona  of  oanal  water  aiz  timea  a  week,  Angnat  14 
to  December  81.  Surface  raked  8  inchea  deep  once  each  week.  Filter  not  operated  Anguat  80  to  Sep- 
tember 6  and  November  20  to  November  26. 

Purification  of  Wool  Liquor. 

Filters  JVbs.  70  and  112. 

Filter  No.  70,  containing  4%  feet  in  depth  of  sand  of  an  eflfeo- 
tive  size  of  0.23  millimeter,  was  put  in  operation  in  June,  1896. 
The  liquor  applied  to  it  was  a  mixture  of  station  sewage  and  scour- 
ing and  rinse  liquor  from  a  wool-washing  establishment.  A  de- 
scription of  the  operation  of  this  filter  and  the  results  from  it  to 
Jan.  1,  1899,  are  given  in  the  last  report.  Beginning  in  Septem- 
ber, 1898,  the  wool  liquor  which  was  mixed  with  the  sewage  ap- 
plied was  obtained  from  the  Bigelow  Carpet  Mills  in  Clinton,  as  it 
was  evident  that  this  liquor  would  have  to  be  disposed  of  upon  the 
filtration  area  of  the  Clinton  sewerage  system,  and  has  been  so  dis- 
posed of  since  October,  1899. 

The  liquor  forwarded  to  the  experiment  station  has  been  collected 
from  the  outlet  of  a  settling  tank  at  the  mill,  in  which  considerable 
sedimentation  takes  place,  but  the  sediment  in  the  liquor  as  it  reaches 
the  station  amounts  to  from  1  to  3  per  cent,  of  its  volume.  From 
60  to  90  per  cent,  of  this  sediment  is  very  fine  sand  or  mineral 
matter  and  the  remainder  organic  matter,  the  proportion  varying 
from  time  to  time.  The  effective  size  of  the  fine  sand  in  the  sedi- 
ment is  0.02  millimeter,  and  96  per  cent,  of  it  by  weight  is  finer 
than  0.08  millimeter.    The  mixture  of  organic  matter  present  makes 
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it  appear  to  be  still  finer,  and,  when  applied  to  sand  filters,  their 
surfaces  are  quickly  clogged.  This  liquor  has  been  mixed  with 
station  sewage  in  the  proportion  of  one  part  wool  liquor  to  eleven 
parts  sewage,  and  the  following  tables  give  the  character  of  the 
waste  as  received  from  the  mills  and  of  the  sewage  applied  to  and 
the  effluent  from  Filter  No.  70 :  — 

Wcute  Liquor  from  Bigelow  Carpet  MiUs. 

[Parts  per  100,000.] 


ArPK4BAVOB. 

Ammovia. 

Chlorine. 

NrraooBH  as  ! 

1 

• 

• 

a 

a 

§ 

1 

z 

• 

1 

1 

ALBUMIHOIO. 

1 

9i 

m 

1 

2 

18M. 

m 

1 

4 

e 

a 

Janaary, 
Febmary*    . 
Mareb, . 
April.  .       . 
May.     .       . 
Jane,    . 
Jnly,     . 
Angost. 
October, 
November,  . 
December,  . 

Great. 
Great. 
Great. 
Great. 
Great. 
Great. 
Great. 
Great. 
Great. 
Great. 
Great. 

Brown. 
Brown. 
Brown. 
Brown. 
Brown. 
Brown. 
Brown. 
Brown. 
Brown. 
Brown. 
Brown. 

8.08 
6.S6 
11.40 
4.80 
0.10 
6.60 
6.60 
6.86 
8.66 
4.00 
1.86 

7.64 
7.46 
8.80 
6.00 
6.88 
6.80 
8.80 
8.26 
7.10 
8.60 
T.80 

8.88 
8.70 
8.72 
8.74 
2.81 
2.84 
2.40 
1.60 
8.28 
4.24 
2.82 

4.10 
8.76 
4.68 
8.16 
3.07 
8.90 
1.40 
1.76 
8.82 
4.26 
6.48 

16.62 
18.71 
19.18 
12.09 
10.64 
16.20 
10.78 

0.00 
16.76 
18.46 

7.06 

.121 
.007 
.084 
.116 
.004 

.042 
.100 
.183 
.100 
.100 

•OOOO 
.0026 
•OOOO 
.0000 
.0000 
.OOOO 
.0000 
.OOOO 
.0000 
.0000 
.0000 

(   86.80 

f   66.80 

(   90.00 

}    60.00 

102.00 

}   08.00 

76.60 

68.80 

{    67.62! 

88.79 

101.00 

70.00 

67.00 

)   46.20' 

40.00 

84.40 

88.00 

60.13' 

86.00! 

06.00. 

80.60 

43.00 

9 

1.610,000 
70.000 

2,166,000 

1,180.000 

1.976,000 

10,076,000 

Average, 

- 

- 

6.20 

0.62 

8.04 

8.68 

18.00 

.000 

.0002 

70.00 
68.10 

1  2,812,500 

*  Total  and  in  aolation. 


Sewage  applied  to  Filter  No,  70, 

[ParU  per  100,000.] 


Ammohia. 

Chlorine. 

1800. 

Free. 

Attmminoid. 

Oxjften 
Oonanmed. 

January 

2.88 

1.11 

6.08 

13.13 

February, 

8.83 

1.00 

7.71 

13.60 

March,       , 

2.00 

0.80 

6.80 

10.26 

April, 
May,.       , 

8.12 

1.80 

7.60 

18.28 

8.07 

I.Sl 

8.17 

7.67 

Jnne. 

2.61 

0.07 

9.14 

7.36 

July. .       . 

2.48 

0.70 

7.86 

7.16 

Angnst, 

3.86 

0.67 

7.02 

6.86 

September, 

8.98 

0.80 

10.86 

7.28 

O^ber,    . 

8.88 

1.84 

8.80 

11.74 

KoTember, 

4.40 

1.62 

9.88 

13.70 

December, 

6.26 

1.32 

10.16 

12.96 

Averag 

e,    . 

a 

< 

»             ■ 

>             a 

•             t 

. 

3.41 

1.06 

8.87 

10.38 
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Effluent  of  Filler  No.  70. 

[Part*  par  100,000.] 


Qaan- 

AppttBd. 

Oallons 
perAert 

Dally 

for  Six 

Dayilna 

Week. 

TBMPBRATUaS. 

Dbo.  F. 

Appbakamgk. 

Amvohia. 

• 

« 
a 

1 

6 

6.28 
8.49 
6.88 
8.82 
8.77 
7.62 
6.06 
6.80 
9.00 
8.60 
8.47 
7.94 
7.18 

NlTBCM>BH 

9 

a 
m 

e 

1 

1 

a 

18M. 

1 

i 

a 

1 

1 

• 

1 

• 

1 

1 

P 

Jenaery, 
February, 
Mareh,    . 
April,     . 

M«y,     . 

June,      . 
July,      . 
Augaet,  • 
September,    . 
Oetober, 
Norember,     . 
December,     . 

42,800 
60,000 
61,900 
24,000 
44,400 
60,000 
60,000 
40,700 
42,300 
60,000 
42.800 
60,000 

44 

46 
46 

47 
68 

70 
78 
71 
88 

68 
48 
46 

48 
48 
44 
49 
69 
70 
78 
78 
70 
87 
46 
48 

V.  alight. 
V.  alight. 
Slight. 
Slight. 
Slight. 
Slight. 
Slight. 
Slight. 
Slight. 
V.  ■light. 
V.  ilight. 
V.  ■light. 

2.47 
1.86 
1.83 
2.00 
0.90 
0.86 
1.07 
0.81 
0.04 
0.90 
1.63 
1.63 
1.40 

.0847 
.0810 
.0840 
.0220 
.0200 
.0170 
.0180 
.0120 
.0160 
.0120 
.0160 
.0360 

.2673 
.1810 
.1060 
.1760 
.1127 
.1080 
.1180 
.0890 
.1000 
.0980 
.1420 
.1220 
.1879 

0.87 
1.61 
1.64 
1.92 
6.44 
4.80 
8.69 
4.62 
4.44 
8.89 
2.77 
8.82 
8.17 

.0017 
.0008 
.0003 
.0010 
.0020 
.0020 
.0010 
.0000 
.0000 
.0000 
.0000 
.0015 
.0009 

8.66 
8.26 
2.77 
8.08 
1.66 
1.68 
1.82 
1.87 
1.48 
1.28 
2.12 
1.97 
2.16 

11,800 

12,600 

11,700 

16,800 

60,800 

16,900 

9,700 

1,760 

22,400 

6,900 

8,600 

8,200 

Average, . 

44,800 

68 

68 

- 

.0218 

16,600 

Surface  of  filter  raked  8  Inehee  deep  once  each  week.  Filter  not  operated  April  16  to  May  4,  Augnat 
80  to  September  6. 


Filter  No.  112. 

Filter  No.  112  contains  the  same  depth  and  grade  of  sand  as 
Filter  No.  70,  and  to  it  has  been  applied  the  same  mixture  of  sewage 
and  wool  liquor  as  applied  to  Filter  No.  70,  the  only  difference 
during  the  year  being  that  before  the  mixture  was  applied  to  this 
filter  it  w^as  passed  through  a  small  septic  tank,  being  forty-eight 
hours  within  the  tank.  This  septic  tank  was  put  into  operation 
Feb.  20,  1899.  It  soon  attained  a  state  of  active  fermentation, 
and  more  gas  per  volume  of  sewage  entering  was  evolved  than  from 
septic  tanks  receiving  ordinary  station  sewage.  At  the  end  of  its 
period  of  operation,  March  15,  1900,  when  these  two  61ters  ceased 
to  be  operated,  and  after  thirteen  months'  operation  of  the  tank, 
there  was  less  than  %  inch  in  depth  of  sediment  in  it,  although 
sewage  equal  in  volume  to  85  times  its  capacity  had  passed  through. 
A  table,  showing  the  rate  of  filtration  and  the  average  analysis  of 
the  effluent  of  this  filter,  is  here  presented :  — 


466 


STATE  BOAKD  OF  HEALTH.         pfab.  Doc. 


Effluent  of  FOierNo. 

{PmxtM  per  100,M0.] 


112. 


Jumary, 
Febmaiy, 
Mftreh, 
April, 

June, 

July, 

Aagait, 

September, 

October, 

November, 

December, 


tity 
Applied. 

Oallons 

per  Acre 

DsJiT 

forSbc 
DajBlna 

WM 


tt,700 
«,700 
58,T00 
S8,«00 
63,700 
»,700 
68,700 
43,700 
46,400 
68,700 
46,400 
66,800 


TBHrBIATUEB. 

Deo.  F. 


61,900 


• 

I 


44 
46 
46 
47 
68 
70 
73 
71 
68 
68 
48 
48 


60 


a 
S 

e 

H 


49 
40 
40 
67 
68 
76 
78 
76 
88 
00 
60 
48 


00 


AprSAKAXCB.      I  AmOKIA. 


s 

s 


e    . 

o 


I 


;  y.  iHgfat. 

y.  ellght. 
Slight. 
SUgbU 
y.sUglii. 

y.  slight. 

y.  alight. 

SU^. 

y.eltght. 

y.  Blight 

y.  aught. 
y.aHght 


1.37 

I 

1.60 
1.16' 
0.80^ 

0.75.| 

I 

0.87  I 

0.82! 

0.74. 

0.00, 

i 

0.75' 

1.32- 

1.25!. 

ii 


.1160 


.0180 
.0130 
.0000 
.0180 
.0680 
.1900 
.0860 
.0230 
.0190 


1.00  .0804 

I 


o 
e 

1 

g 


e  I 
-C  > 
3,    • 


1 

KITBOOU 

Afl 

1 

• 

B 

9 

C 

e 

^ 

i; 

s 

s 

6 

ft 

ac 

%m 

Si  , 

X 

M 

» 

»5    ' 

0 

a 
O 


Si 


.1467;  O.U! 

'.  .1 


2.20 
.1876 !  6.94' I  0.90 


.1207'!  6.70.1 


.1060;  0.19- 1  3.84 


II 


.1207 ;  8.21 


.0880  <  7.0Si 


.1010 
.1030 

.0780 

I 
.0030 

I 
J 

.11.^0 
.1180 


8.esj 

8.601 

I 

10.98| 

8.90^ 

8.46! 
I 
0.00! 


.1134!  7.30^ 


3.82-. 0023,  1.41 


3.78 
3.07 


.0130  2.27;  4,700 

.006  2.60;  7.30O 
i 

2. 12i. 0807, 1.95'  13,200 

.0023  1.77  1,160 

3,100 

.0020|jl.20|  28^000 

.0020, 1.48  4,800 

2.461.0006!  1.29,  2,900 

3.86* .0010;  1.34;  87,000 

I         I'        ■ 

3.80.0020-1.16'  9,100 

3.28|. 0010^  1.84  26,800 

4.82I.OO20  1.86;  16,300 


3.16 


.0076 


1.84 
1.86; 
1.86, 


12,400 


Purification  of  Creamfby  Waste. 

Fater  Xo.  106. 

An  experiment  npon  methods  of  purifying  the  wastes  from 
creameries  was  begun  at  the  experiment  station  during  1898,  when 
Filter  No.  106,  containing  4  feet  in  depth  of  sand  of  an  effeetiye 
size  of  0.23  millimeter,  was  put  into  operation.  As  stated  in  the 
last  report,  yarious  other  filters,  of  differing  materials  and  with 
modifications  of  intermittent  sand  filtration,  were  tried  without 
particularly  successful  results.  Satisfactory  purification  was  oh- 
tained  with  Filter  No.  106,  however,  during  the  last  half  of  1898, 
as  stated  in  the  last  report.  The  filter  was  continued  in  operation 
during  1899  up  to  the  end  of  November,  and  up  to  June  14  in  ap- 
proximately the  same  way  as  described  in  the  last  report.  Begin- 
ning on  this  date,  however,  the  water  mixed  with  the  milk  was  at 
the  boiling  point  at  the  time  of  mixing,  and  when  applied  to  the 
filter  it  was  still  at  about  100  degrees  F.  This  treatment  was  begun 
as  at  the  creameries  the  cans,  churns,  etc.,  are  washed  with  boil- 
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ing  water ;  and  not  only  was  it  wished  to  ascertain  what  effect  this 
treatment  of  the  milk  washed  from  the  utensils  would  have  upon 
the  purification  of  it  by  the  bacteria  in  the  filter,  but  the  question 
of  high  temperature  of  the  waste  when  reaching  the  surface  of  the 
filter  was  also  involved. 

Upon  July  10  enough  salt  was  also  added  to  the  creamery  waste 
applied  to  the  filter  to  increase  the  chlorine  present  to  over  500 
parts ;  this  being  done  because  at  the  creamery  in  Uxbridge,  in  re- 
gard to  the  disposal  of  the  waste  from  which  this  experiment  was 
started,  considerable  ice  cream  is  made  during  the  summer  months, 
and  consequently  the  waste  from  the  creamery  contains  a  large 
amount  of  salt.  Nitrification  within  the  filter  was  not  seriously 
disturbed  by  either  of  these  changes,  however,  although  the  amount 
ot  free  and  albuminoid  ammonia  in  the  efiiuent  increased  slightly. 
The  filter  continued  to  successfully  purify  the  waste,  as  is  shown 
by  the  following  tables,  giving  the  average  analyses  of  the  liquor 
applied  to  and  the  efiiuent  from  the  filter :  — 


Creamery  Waste  applied  to  Filter  No,  106, 

[Putt  per  100,000.] 


January, 
February, 
ICareh,    . 
April,     . 
May,       . 
Jose, 
July, 
Angnet, . 
September, 
October, 
November, 
Average, 


ISM. 


Ammovia. 


ITrMa 


.2087 
.1058 
.2660 
.2000 
.2000 
.0200 
.2840 
.4200 
.4800 
.4800 
.5000 
.2764 


Albn- 
minoid. 


2.46 
8.09 
4.01 
4.40 
5.06 
6.82 
6.80 
7.00 
5.06 
8.86 
6.70 
4.98 


Chlorine. 


1.76 

2.84 

2.87 

2.88 

2.80 

2.96 

871.10 

624.00 

642.00 

615.00 

526.00 

208.00 


Oxygen 
Consamed. 


Bacteria 

per  Cubic 

Centimeter. 


26.48 
84.67 
80.00 
81.00 
86.00 
87.40 
40.80 
60.00 
16.00 
66.60 
62.00 
86.82 


1,907,000 
6,887,000 
4,025,000 
0,805,000 
10,780,000 
110,000 
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Efflutnl  €f  FiUar  No.  106. 
[Piuia  per  ymjm.'\ 


Fobmaryt 

Iforeb, 

April, 

May, 

Jane, 

July, 

Aagnst, 
Bepteniber, 
October, 
Norember, 


ttty 


per  A 

lor  Six 
Daysieei 


ST.800| 
27,800 


27,000 
M^TOO 
»,000 
24.100 
2S,000  , 

26,000  I 

I 

2ft,000  ! 


20^400 


DM.F. 


2 


41 
4S 

«S 

OB 
<T 
10 
6A 
W 
U 


e 


67 

n 

7f 

78 
76 

68 
00 
60 


61 


fi 
& 


o 
e 


B 

5.  6 


Al 

"8 

.•  6 

'    o 

■   e 

e 

.  O 

1 

'   c 

i 

^ 

J 

^■9 

M 

K 

» 

1  o 

X3 

s5 


V.eUckt 


SUght. 

flUgiit, 

SUcht. 
SBsbt. 
SUcM. 
Blisbt. 


>  .on* !    1.10 '  8.21!  .0884  0 


.10    0.( 
V.elightJ.16   O.i»0.0886:    2.06^  8.58: .0100  O.SI|     O^MO 


silt. 


.U    0.S160. 


.21    0. 


1  I  . 

.0060     2.0S    4.64- .000  0.81 

!  .        r 


I 


.1010 


I 


.16    O.S40O.08S8 


.81    0.4160 

JO    1 


I 

.28   0.7800 

I 

.28    0.6100J 
.18   ,0.0450j 

.28  :o.680ff 


2.01    6.SS1.O66T  0.47. 
I    2.00   O.Ol(.1088io.6O, 

I  :  I 

i    2.80  18.67  .1100  0.64 

:  ! 

.1622  176.44  11.16  .2060  0. 

.1860.j562.26;!  6.01  .4000., I. 

I'  I 

.1290  666.00,    6.84.2000  1 

J 
.1260 '683.00.'  4.36..28D0  0.8li 


21,660 


•H 

I.IM 


I. :  J 


8,606 


.21    ,0. 

ii 


0000  636.00 ,  8.86 .1000  k).8l'     6^200 

. .1 } . 1 

,214.86 1  6.61.. 1604  <0.6K  46,400 

II     II     1     .  n 


CiNDEBS   AND   ASHES   AS   FILTERING   MATERIALS. 

Intermittent  Filter  Nb.  95. 

The  use  of  cinders  as  a  filtering  material  was  b^an  at  the  experi- 
ment station  during  1896,  and  cinder  and  ash  filters  have  been  con- 
tinued in  operation  since  that  date.  Contact  filters  of  these  materials 
have  already  been  described  in  this  report,  and  the  work  of  Filter 
No.  5B  is  given  on  page  478.  Filter  Xo.  95  contains  4%  feet  in 
depth  of  ashes  from  the  combustion  of  soft  coal,  and  was  put  in 
operation  during  the  last  part  of  October,  1897,  as  an  intermittent 
filter,  at  an  average  rate  of  100,000  gallons  per  acre  daily.  This 
rate  has  been  continued  up  to  the  end  of  1899,  and  the  filter  has 
produced  a  clear,  practically  colorless  effluent,  containing  very 
little  unoxidized  organic  matter,  as  shown  by  the  table  below, 
giving  the  average  analyses  of  its  effluent  during  the  year :  — 
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Effluent  of  Filter  No.  98. 

[Put*  per  100,000.] 


Qoan- 

Applied. 

Gallons 

per  Acre 

Dally 

for  Aiz 

Days  In  a 

Week. 

Tbmpbia- 

TUBB. 

Dbo.  F. 

Length  of 

Time 

Sewage 

Remained 

on 
Sarlhce. 

Hoars  and 
Minutes. 

Appbabamcb. 

Ammohia. 

■ 
9 

1 
4.28 

Kitboobv 

▲8 

• 

1 

1 

1 

• 

• 

1 

• 

1 

• 

S 

o 

i 

t 

..  . 

ISO*. 

1 

i 

Bacteria  pei 
Centimeter 

Janvftry, 

100,000 

44 

46 

29m. 

Blight. 

.17 

.0676 

.0268j 

1.47 

.0003 

.26 

646 

-Febroary,    . 

100,000 

45 

44 

24m. 

V.  alight. 

.07 

.0205 

.0148 

4.84 

1.92 

.0002 

.17 

710 

March, . 

100,000 

46 

46 

28m. 

V.  alight. 

.06 

.0067 

.0127 

4.80 

1.75 

.0001 

.12 

312 

April,  . 

84,000 

47 

52 

lb.  19m. 

V.  alight. 

.06 

.0050 

.0130 

5.86 

2.82 

.0002 

.16 

157 

May,     .       . 

100,000 

68 

65 

28m. 

None. 

.06 

.0098 

.0123 

8.48 

8.28 

.0004 

.18 

64 

Jane,    . 

100,000 

70 

71 

83m. 

None. 

.06 

.0101 

.0128 

7.49 

2.50 

.0004 

.18 

22a 

July,    . 

100,000 

78 

72 

26m. 

None. 

.08 

.0016 

.0114 

6.44 

2.63 

.0000 

.14 

52 

Aagnai, 

03,700 

71 

60 

50m. 

None. 

.01 

.0250 

.0121 

7.14 

4.10 

.0002 

.14 

4 

September,  . 

84,000 

66 

66 

2h.  18m. 

V.  Blight 

.04 

.0122 

.0141 

12.07 

2.62 

.0004 

.14 

210 

Oetober, 

100,000 

68 

66 

2h.  56m. 

y.  Blight. 

.06 

.0062 

.0120 

6.98 

2.25 

.0000 

.16 

44 

November,  . 

77,000 

48 

48 

61m. 

y.  aUght. 

.06 

.1427 

.0197 

9.18 

2.67 

.0006 

.19 

847 

Deoember,  . 

100,000 

46 
66 

44 

66 

Ih. 

y .  alight. 

.11 
.06 

.0276 
.0270 

.0190 
.0151 

7.95 

8.11 

.0002 
.0002 

.18 
.16 

12S 

Average, 

04,000 

- 

7.08 

2.68 

241 

On  the  Action  of  Ikon  in  the  Filtration  of  Sewage. 

Filters  JVos.  88,  96  A,  121  and  123. 

Metallic  iron  and  iron  oxides  have  been  much  used  in  the  puriG- 
cation  of  water  and  sewage,  and  many  positiye  statements  haye  been 
made  with  regard  to  their  influence,  but  their  action  has  really  been 
yery  little  inyestigated.  In  some  cases,  as,  for  instance,  in  the 
Anderson  process,  metallic  iron  is  first  dissolyed  by  the  water, 
going  into  solution  as  protoxide,  and  is  subsequently  oxidized  by 
aeration,  when  the  hydrated  sesquioxide  is  precipitated  and  acts  as 
a  coagulant  on  the  suspended  matter  present.  In  this  case  the 
purification  effected  by  the  iron  may  be  said  to  be  mainly  mechani- 
cal. In  the  experiments  which  haye  been  made  at  the  Lawrence 
Experiment  Station  we  haye  aimed  to  solye  the  question  whether 
iron  can  be  usefully  employed  as  a  carrier  of  oxygen  and  thereby 
assist  the  bacterial  purification,  or  whether  a  chemical  purification 
can  be  substituted  to  any  extent  for  the  action  of  micro-organisms. 
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Filter  3^o.  88, 

Filter  No.  88,  20  inches  in  diameter  and  containing  5  feet  in 
depth  of  a  mixture  of  sand  of  an  effectiTe  size  of  0.23  millimeter 
and  iron  filings  in  the  proportion  of  two  parts  of  sand  to  one  of 
iron  by  balk,  was  pat  into  operation  in  Jaly,  1897.  In  the  last 
annual  report  of  the  Board  the  action  of  this  filter  was  described 
ap  to  January,  1899.  The  effluent  was  shown  to  be  the  best  in  all 
respects  for  its  rate  (namely,  115,000  gallons  daily)  of  all  the  inter- 
mittent filters  ever  operated  at  the  station.  In  November,  1899, 
the  rate  was  increased  Xo  200,000  gallons  per  acre  daily,  but  this 
resulted  in  clogging  the  filter,  and  it  was  necessary  to  give  it  a  rest 
during  the  last  ten  days  of  the  month.  In  December  sewage  was 
again  applied  at  the  increased  rate.  The  following  table  gives  the 
record  of  the  operation  of  this  filter  for  the  year :  — 


Effluent  of  Filter  No.  88. 

[P«iiiporlOO,MO.] 


Qoan- 

GttUont 

per  Acts 

Dally 

for  8k 

1K£* 

TDBB. 

DM.F. 

LeBfttaofl 

Tto« 

Sewafi 

Banaiacd 

on 
Svftes. 

Hoonaad; 
Mtentat. 

1 

Ammora.' 

• 

S 

4.80 

'  Knvoanr 

At 

• 

I 

1 

i: 

1 

1 

• 

• 

1 

.   1 

0 

a 
< 

1 
1 

1 

• 

I 

1 

^ 

ISM. 

1 

a 

1« 

Jaoaary,     . 

1U,200 

44 

40 

Sim. 

Fom. 

.04 

.0074 

1 

.0074 

1.48 

.8018 

.06 

0 

FobroAry,   . 

lli,»0 

44 

47 

84b. 

VOM. 

.04 

.0088 

1 
.0088 

4.67 

1.68 

.0018 

.10 

78 

Maieb, 

1U,9W 

44 

48 

S8ai. 

Vooe. 

.08 

.0088 

.0068 

4.21 

1.48 

.0017 

.06 

24 

April*  . 

0^800 

47 

66 

18b. 

Hon*. 

.04 

.0»1 

.0076 

8.07 

2.21 

.0020 

.10 

18 

May,    .       . 

1I6,9M 

68 

60 

»m. 

BToM. 

.08 

I.0088 

.0061 

6.84 

2.18 

.0010 

.08 

18 

Jane,   . 

1U,200 

70 

78 

llB. 

BTom. 

.08 

.0118 

.0040 

7.80 

2.04 

.0898 

.06 

888 

July,    . 

1U,900 

78 

78 

llB. 

Hon*. 

.06 

.OOM 

.0048 

6.01 

1.78 

.0016 

.07 

18 

Aagiutf 

100,700 

71 

70 

Mb. 

Vooe. 

.08 

.0000 

.0066 

0.71 

8.47 

.0014 

.07 

18 

Bept«mb«r, . 

OT^MO 

08 

00 

86m. 

Vooe. 

.06 

.0110 

.0067 

,8.41 

2.88 

.0046 

.06 

78 

Oetoter,      • 

116,900 

68 

80 

81m. 

NOM. 

.04 

.0084 

.0068 

7.80 

2.74 

.0008 

.06 

U 

NoTMnber, . 

1M,000 

48 

48 

88m. 

Sllglii. 

.28 

.2876 

.0187 

7.04 

2.74 

.0087 

.17 

1.482 

Dce«ob«r,  . 

200,000 

48 
68 

61 

60 

Ih.  i8m 

Slight. 

.78 
.12 

.8404 

.0100 

0.60 
8.68 

2.68 

.0226 

.18 

2,780 

131,800 

1 

- 

.0801 

.0070 

2.22 

.0042 

.08 

414 

SorfsM  raked  three  Inehee  deep  onee  each  week, 
•nd  November  20  to  November  26. 


Flltor  not  oponted  Angvat  80  to  Boplmber  26 
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FUter  No.  96  A. 

This  filter,  6  inches  in  diameter  and  4^  feet  in  depth,  was  filled 
with  fine  iron  filings  and  turnings,  and  operated  intermittently  dur- 
ing 1898  and  the  first  five  months  of  1899.  It  was  practically  a 
continuation  of  Filter  No.  96,  first  put  into  operation  in  December, 
1897  (see  page  45,  report  of  1898).  The  purification  of  the  sew- 
age was  somewhat  less  satisfactory  in  this  filter  in  1899  than  in 
1898,  as  the  following  average  results  show :  — 

[PftTta  per  100,000.] 


Bate. 

Color. 

Ammohia. 

Chlorine. 

NiTBOGBH  AS 

Oxygen 
Conaamed. 

Bacteria 

OallonB 

per  Aere 

Dallj. 

Free. 

Albamlnold. 

Nitrates. 

Nitrites. 

per  Coblo 
Centimeter. 

00,000 

.68* 

2.82 

.1226 

6.70 

.0U4 

.0014 

1.28 

148,000 

*  After  the  IroD  had  predpltated. 

Filters  JVbs.  121  and  123. 
These  filters  were  operated  as  contact  filters.  Filter  No.  121 
was  20  inches  in  diameter  and  5  feet  deep,  filled  with  iron  turnings 
and  coarse  coke  in  the  proportion  of  one-third  turnings  to  two- 
thirds  coke  by  bulk ;  septic  sewage  was  applied  to  it  at  the  rate  of 
429,000  gallons  daily.  Filter  No.  123  was  3  inches  in  diameter 
and  4  feet  deep,  and  was  filled  only  with  iron  filings  and  turnings ; 
regular  station  sewage  was  applied  to  it  at  the  rate  of  1,000,000 
gallons  daily.  Following  are  the  average  results  of  these  two  filters 
for  the  seven  months  of  their  operation  in  1899  :  — 


[Parte  per  100,000.] 


Kate. 

Oallona 

per  Acre 

Uaily. 

Color. 

Ammosia. 

Chlorine. 

NnSOOBH  A8 

1 

Oxygen 
Conaumed. 

Bacteria 

Filter 
Number. 

Free. 

Alba- 
mlnold. 

Nltratea. 

Nitrites. 

per  Cnbio 
Centimeter. 

121 
128 

420,000 
1,068,000 

.46* 
Yellow. 

8.14 
1.88 

.0708 
.1182 

0.08 
7.82 

.0040 
.0060 

.0002 
.0086 

.60 

.70 

126.000 
880,600 

*  After  the  iron  had  predpltated. 


The  foregoing  experiments  have  given  us  many  important  facts 
in  regard  to  the  effect  which  iron  and  iron  oxides  produce  in  sewage 
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filters,  but  owing  to  the  variable  conditions  under  which  the  filters 
have  been  operated,  we  cannot  as  yet  say  that  we  know  accurately 
in  all  cases  the  nature  of  the  changes  which  have  taken  place. 

These  conditions  have  not  always  been  under  control,  nor  have 
we  always  known,  except  inferentially,  whether  there  was  free 
oxygen  in  the  filters  at  any  given  time ;  and  on  this  fact,  namely, 
whether  or  not  free  oxygen  is  present,  depends  the  nature  of  the 
action  of  the  iron.  The  first  action  of  the  metallic  iron  is  to  appro- 
priate the  free  oxygen  dissolved  in  the  sewage  or  in  the  air  of  the 
tank,  subsequently  it  will  appropriate  the  oxygen  of  the  nitrates 
and  nitrites  if  present,  reducing  them  to  ammonia.  Again,  the 
fragments  of  iron  become  quickly  coated  with  a  hydrated  sesqui- 
oxide  of  iron,  and  whether  the  oxygen  in  this  coating  plays  any 
part  in  the  process  remains  to  be  definitely  proved.  Further,  to 
what  extent  this  more  or  less  porous  coating  prevents  the  metallic 
iron  from  exerting  its  reducing  action  is  unknown.  It  is  interest- 
ing to  note  in  this  connection  that  pieces  of  these  rusty  iron  filings 
and  turnings  taken  from  Tank  No.  88,  after  it  had  been  in  operation 
two  years,  showed  that  the  oxidation  was  only  superficial,  and  that 
the  greater  part  of  the  metallic  iron  was  yet  intact. 

From  the  composition  of  the  effluents  of  these  filters  containing 
metallic  iron  we  can  draw  some  inferences  as  to  the  nature  of  the 
action  going  on  in  the  filters.  Thus,  where  the  efiiuent  contains 
iron  in  solution  in  the  form  of  protoxide,  we  know  that  the  air,  at 
least  in  the  lower  part  of  the  tank,  contains  no  oxygen,  and  that 
nitrification  is  out  of  the  question ;  and  yet  when  this  condition 
exists  a  notable  degree  of  purification  is  efiected,  as  shown  by  the 
reduced  amount  of  albuminoid  ammonia  and  oxygen  consumed. 
This  purification  may  have  taken  place  in  the  upper  part  of  the 
filter  and  the  lower  part  have  been  inoperative.  When  Filter  No. 
96  A  was  emptied  it  was  found  that  only  the  upper  part  of  the  iron 
was  oxidized,  and  that  the  lower  portion  was  more  brightly  metallic 
than  when  placed  in  the  filter.  Or  it  is  possible  that,  in  the  pres- 
ence of  a  reducing  agent  like  metallic  iron,  putrefaction,  or  an 
aetion  similar  to  that  which  goes  on  in  the  septic  tank,  takes  place. 
Filter  No.  123,  operated  as  a  contact  filter,  gave  fully  as  good 
results  as  an  intermittent  filter  as  Filter  No.  96  A,  although  re- 
ceiving ten  times  as  much  sewage.  A  satisfiu^tory  explanation  of 
the  changes  which  took  place  in  these  filters  must  wait  for  further 
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experiments  on  the  action  of  metallic  iron  on  sewage  both  with  and 
without  free  oxygen. 

When  we  find,  as  in  Filter  No.  88,  that  the  efiiuent  contains 
practically  no  iron  in  solution,  that  the  nitrates  are  high  and  that 
dissolved  oxygen  is  also  present,  we  know  that  there  has  been  free 
oxygen  present  during  the  entire  passage  of  the  sewage.  Can  we, 
then,  attribute  any  action  in  this  filter  to  the  metallic  iron  or  to  its 
coating  of  hydrated  oxide  ?  During  the  first  year  of  the  operation 
of  this  filter  the  free  ammonia  was  persistently  higher  than  would 
be  the  case  with  a  sand  filter  showing  the  same  high  purification  and 
nitrification.  This  was  evidently  due  to  the  action  of  the  metallic 
iron  in  reducing  the  nitrates.  The  free  ammonia  given  in  the  pre- 
ceding table,  showing  the  results  for  the  year  1899,  has  not  been  as 
high  as  in  the  previous  year,  yet  it  is  still  somewhat  out  of  propor- 
tion to  the  other  determinations,  showing  that  the  metallic  iron  is 
still  active  to  some  degree  as  a  reducing  agent. 

But,  as  stated  above,  the  general  result  of  the  operation  of  this 
tank  was,  up  to  the  time  when  the  dose  was  raised  from  115,000 
to  200,000  gallons  per  acre  daily,  more  uniformly  satisfactory  than 
any  intermittent  filter  which  has  ever  been  installed  at  the  station. 
We  were  driven,  therefore,  to  the  conclusion  that  this  admixture 
with  the  sand  of  fragments  of  metallic  iron  does  have  a  fisivorable 
effect  on  the  oxidation  of  organic  matter  of  the  sewage  and  also  in 
the  reduction  of  the  number  of  bacteria ;  and  it  is  highly  probable 
that  the  active  agent  in  promoting  the  purification  of  the  sewage  is 
the  hydrated  oxide  of  iron  which  forms  on  the  surface  of  the  iron 
fragments,  and  that  iron  does  under  these  conditions  act  on  sewage 
as  it  is  known  to  act  in  many  cases  where  it  is  in  contact  with  or- 
ganic matter  exposed  to  the  air, — namely,  as  a  carrier  of  oxygen 
to  hasten  decay. 

It  is  also  clear  from  the  foregoing  tables  that  iron  is  best  used  dis- 
seminated through  sand ;  that  a  filter  composed  entirely  of  iron  frag- 
ments exerts  such  a  strong  reducing  action  that  bacterial  oxidation 
must  be  hindered  or  even  suspended. 

The  question  naturally  arises,  why  not  make  a  filter  entirely  of 
iron  oxide,  to  get  the  maximum  favorable  effect  of  iron  as  an  oxi- 
dizing agent?  This  question  we  have  attempted  to  answer  by  filling 
a  tank  entirely  with  a  natural  iron  ore,  most  closely  allied  to  the 
rusty  coating  formed   on  the  iron  filings,  —  namely,  limonite  or 
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brown  hematite,  a  hydrous  sesquioxide  of  iron.  This  formed  Filter 
No.  125,  which  was  4^  feet  in  depth  and  10  inches  in  diameter. 
The  screened  iron  ore  used  had  an  effective  size  of  1.00  milli- 
meter, unfortunately  too  coarse  to  be  used  as  an  intermittent  filter 
at  a  high  rate  and  too  fine  to  be  advantageously  used  as  a  contact 
filter. 

As  shown  in  the  following  table,  the  filter  was  operated  as  an  in- 
termittent filter  for  three  months,  at  a  rate  of  20,000  gallons  per 
acre  daily,  with  good  results,  and  was  then  changed  to  a  contact  fil- 
ter, at  a  rate  of  over  1,000,000  gallons.  But  this  rate  could  not  be 
maintained,  owing  to  the  fineness  of  the  material,  which  became 
badly  clogged. 

The  filter  was  given  a  rest  of  two  weeks  following  this  clogging, 

and  at  the  end  of  this  time  the  effluent,  on  the  reapplication  of 

sewage,  contained  iron  in  solution,  showing  that  the  hematite  had 

been  reduced,  in  the  absence  of  free  oxygen,  by  the  organic  matter 

present. 

Effluent  of  Filter  No,  125. 

[ParU  per  100,000.] 


Quan- 
tity 
Applied. 

OalJons 

per  Acre 

Dally 

Ibr  Sbc 

Dave  in  a 

Week. 

Tbmpbbatitbk. 
Dm.  F. 

AFPBASANOB. 

AiraOHIA. 

NiTROoax 

t 

o 

ISO*. 

1 

i 

S 

■e 

• 

1 

a 

< 

i 

1 
6.40 

s 

1 

s 

0 

1 

Bacteria  per 
OentliDeter. 

JbAJTi      •         •        • 

30,000 

58 

68 

None. 

.06 

0.1800 

.0840 

0.855 

.0860 

.46 

54,000 

Jane,    . 

90,000 

70 

76 

None. 

.08 

0.0460 

.0124 

4.65 

0.082 

.0072 

.10 

10,900 

July,    . 

90,000 

78 

78 

None. 

.00 

0.0075 

.0180 

5.78 

1.560 

.0006 

.U 

14300 

Angnat, 

1,186,000 

71 

67 

Decided. 

.26 

0.5740 

.1870 

6.61 

2.480 

.1700 

.69 

908,000 

September,  . 

1,068,000 

66 

65 

Decided. 

.85 

0.4600 

.1213 

8.16 

8.280 

.0198 

.94 

574,000 

October, 

1,280,000 

58 

60 

Decided. 

.20 

0.2890 

.0877 

6.94 

1.900 

.0111 

.68 

m,ooo 

November,  . 

757,000 

48 

59 

Decided. 

.81 

0.5988 

.0790 

7.28 

0.675 

.0967 

.64 

189,000 

December,  . 

480,000 

46 

48 

Decided. 

.57 

1.8000 

.1180 
.0744 

10.12 
6.89 

0.105 
1.410 

.0080 
.0841 

|.98 
.57 

245,000 

Average, 

»       • 

605,000 

61 

64 

.95 

0.4862 

in,900 

In  conclusion,  we  may  therefore  assert  that  we  have  obtained  a 
distinct  advantage  in  the  intermittent  filtration  of  sewage  in  the  use 
of  metallic  iron  mixed  with  sand,  a  higher  rate  being  maintained 
with  efficient  purification  than  has  been  found  to  be  possible  with 
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sand  alone.  This  rate,  which  was  twice  as  great  as  with  sand  filters 
giving  equally  good  results,  could,  however,  only  be  maintained  on 
the  large  scale  in  case  the  filter  areas  were  kept  clean,  so  as  to  allow 
the  constant  presence  of  free  oxygen  in  the  filters.  The  exhaustion 
of  the  oxygen  would  certainly  be  followed  by  the  presence  of  iron 
in  the  effluent  and  a  general  derangement  of  the  action  of  the  filter. 
Further  experiments  are  needed  to  show  whether  a  natural  hydrous 
hematite,  either  alone  or  mixed  with  sand,  will  give  as  good  results 
as  metallic  iron  which  has  become  coated  with  hydrous  sesquioxide. 
It  is  unlikely  that  other  natural  iron  ores,  such  as  anhydrous  hema- 
tite or  magnetite,  will  be  as  easily  reduced  as  the  hydrous  hema- 
tites. 

Operation  of  the  Largb  Intermittent  Experimental  Filters, 

^^^  OF  AN  Acre  in  Area.  . 

The  large  filters  in  the  field  outside  of  the  station  have  accom- 
plished their  usual  satisfactory  work  during  the  year.  Some  of 
these  filters  have  been  in  operation  twelve  years  and  are  still  in  good 
physical  condition ;  that  is  to  say,  the  sand  of  which  they  are  con- 
structed is  free  from  clogging,  and  contains  no  more  stored  organic 
matter  than  for  several  years  past.  The  results  obtained  from  these 
filters  and  observations  in  regard  to  their  continuance  in  operation 
become  more  interesting  and  valuable  each  year.  Intermittent  sand 
filtration  will  probably  meet,  better  than  any  other  method  yet  known, 
the  requirements  of  most  Massachusetts  municipalities  that  have  to 
install  sewage  purification  plants  for  many  years  in  the  future.  No 
other  kind  of  filter  can  probably  be  constructed  as  cheaply  as  sand 
filters,  where  areas  of  sandy  land  are  found  without  difficulty ;  and 
observations  of  the  large  filtration  areas  in  the  State  and  analyses  of 
their  effluents  prove  their  satisfactory  work,  even  where  they  are 
not  cared  for  as  efficiently  as  could  be  wished.  They  are,  in  short, 
a  practical  success,  while  purification  of  sewage  by  means  of  contact 
filters  is  still  in  the  experimental  stage,  and  it  does  not  seem  prob- 
able that  effluents  of  equal  purity  can  be  obtained  by  them.  The 
following  table  shows  the  period  of  service  of  the  large  filters  at 
the  station,  together  with  the  date  upon  which  they  were  started, 
their  rate  of  operation,  etc.,  and  their  average  purification  of  sew- 
age, for  the  year  1899  :  — 
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FtUer  No.  1. 

Filter  No.  1  contams  60  indies  in  depth  of  coftne  sand  of  an  ef- 
fective size  of  0.48  millimeter,  and  is  ^^  of  an  acre  in  area.  The 
siuAce  of  this  filter  has  been  raked  1  inch  deep  each  week  and 
spaded  over  to  a  depth  of  6  inches  on  April  16  and  Angost  31. 
The  following  table  gives  the  rate  of  operation  and  the  monthly 
ayerages  of  the  analyses  of  the  effluent  for  the  year :  — 


Efflutni  of  FOUr  No.  1. 

(Fluta  IMT  IM,MO.] 


OftOODf 

per  Aer« 

«or8& 
Dart  In  a 

TUBS. 

DM.F. 

'Lwyttof 

Bewaf* 
'Bcwdoed 

'    SwfiM. 

1 

Boon  and 

AlTBaXASCS. 

Anona.  ' 

1 
1 

1 

1 

1 

1 

i    ^ 

c 

i 

Albuminoid. 

1 

1 

• 

1 

^  .* 

ISSS. 

# 

I 

S 

1 

|1 

1^ 

JftBOftry,    . 

74,100 

40 

40 

4h.  S4in. 

Dedded. 

.44 

1.180o!.1200 

4.88 

'  1.48  .0196 

10.09 

21,100 

Vabnuurr,  . 

70,000 

49 

44 

411.    4iB. 

DccMmI. 

.64 

2.84IM 

.1494, 

7.87.  1.14 

.0198  . 

.0.96 

164,900 

lf*reli«       . 

40,000 

44 

40 

Ih.  14m. 

V.  aUgbt. 

.46 

0.4900 

.0492 

7.01    9.77 

.0024 

;0.74 

13J00 

April, 

44,000 

47 

44 

44ai. 

V.  aHgbt. .»  ! 

0.0000 

.0464, 

4.60,  3.97 

.0006 

;0.46    16,740 

Miijr,  .       . 

40,000 

44 

W 

Sm. 

y.  allgfct.  .17  1 

0.0400 

.0887 

7.44"  4.18 

.0002 

0.391     9,464 

JVIM,  . 

47,700 

44 

44 

20. 

SHfbt. 

.20 

0.0877 

.0445 

4.411.  8.06 

.0008 

0.44,   10.600 

Jvlf.  .       . 

40,000 

74 

74 

2m. 

Slight. 

.14 

0.0011 

.0944 

1.8^'    1.00 

.0008 

;o.27 

4,600 

BtptMiUr/ 

4,400 

70 

74 

• 

Slight. 

.14 

0.1144 

.0446 

6.441   9.09 

.0004 

|0.44 

19,804 

40,400 

44 

40 

7m. 

Slight. 

.14 

o.ins 

.0497 

8.89. 

9.88 

.0004 

,0.41 

80.700 

OetolMFf     . 

40,000 

47 

49 

4m. 

Blight. 

.14 

0.0784 

.0951 

4.76 

9.08 

.0001 

0.81 

11.400 

KOT0lllb#f  f  • 

44,900 

47 

44 

94m. 

Slight. 

.14 

,0.9746 

.0400 

7.00 

9.97 

.0010 

;0.88 

t&AOO 

D06«BlMr,  . 

40,000 

44 

44 

44 
44 

41m. 

Dedded. 

.40 

1.4000 

.1440 
.0460 

7.72 
4.42 

9.27 
9.47 

.0046 

1.28 

!o.60 

1 

28.900 

ATtragt, 

44400 

- 

- 

.24 

0.6404 

.0087 

28,700 

S4wag»  appttod,  400  gnllona  als  timea  a  week.  Daring  Jaoaary,  10|  Inehaa  of  anew  and  1|  Indiaa 
of  lea  ramorad  from  aarfaea;  during  Febroary.  88  Inehea  of  anow  and  2|  tnahaa  of  lee;  during  Mareh, 
194  liMbea  of  anew.    Filter  allowed  to  rest  from  Angnat  1  to  Aogoat  94  InelnalTe. 
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FUter  No.  2. 

This  filter  is  ^^  of  an  acre  in  area,  and  contains  60  inches  in 
depth  of  fine  sand  of  an  efiective  size  of  0.08  millimeter,  with  two 
circular  trenches  1  foot  wide  and  2  feet  deep,  of  medium  sand  of  an 
effective  size  of  0.19  millimeter,  the  surface  of  these  trenches  being 
below  the  surface  of  the  remainder  of  the  filter  and  to  them  the 
sewage  is  applied.  The  surface  of  the  trenches  has  been  raked  1 
inch  deep  each  week,  and  they  were  dug  over  to  a  depth  of  6  inches 
on  April  15  and  August  31.  The  following  table  gives  the  rate  of 
operation  and  the  monthly  averages  of  the  analyses  of  the  effluent :  — 

Effluent  of  Filter  No.  2. 

[Paru  per  100,000.] 


Qnan- 
AppUed. 

Oallona 
per  Acre 

Dalhr 

for  Six 

D^alna 

Week. 

Tbkpbba- 

TUBB. 

Dbo.  F. 

Lenffthof 

Time 

Bewage 

Remained 

on 
Surface. 

Hoars  and 
MlDQtea. 

Appbabahcb. 

Amcovia. 

• 

6 

7.79 

NlTBOQBM 
AS 

1 

£ 

• 

1 

i 

6 

^ 

a 

< 

s 

1 

, 

ISM. 

1 

s 

s 

|l 

Janaary,    . 

87,700 

40 

40 

101i.26m. 

None. 

.09 

0.8600 

.0890 

1.16 

.0680 

.86 

164 

Febraary,  . 

85,000 

49 

89 

7h.22m. 

None. 

.22 

1.2480 

.0464 

7.84 

0.48 

.0600 

.68 

1,908 

Mmroh,       . 

88,M0 

40 

88 

2h.84m. 

Slight. 

.26 

1.6840 

.0660 

7.07 

1.28 

.0712 

.60 

186 

April, . 

82,000 

48 

44 

2h.  66m. 

None. 

.17 

0.8288 

.0407 

4.81 

2.41 

.0687 

.42 

88 

May,  .       . 

40,000 

66 

64 

6m. 

None. 

.14 

0.1894 

.0242 

4.98 

8.88 

.0069 

.80 

184 

Jane,  . 

88,600 

68 

64 

4m. 

None. 

.14 

0.0237 

.0288 

8.49 

8.01 

.0001 

.27 

48 

Jaly,  . 

40,000 

74 

78 

4m. 

None. 

.12 

0.0016 

.0218 

8.86 

1.87 

.0000 

.24 

21 

Anguat,      . 

6,000 

70 

74 

- 

None. 

.08 

0.0028 

.0144 

1.82 

0.88 

.0000 

.16 

9 

September, 

88,000 

66 

71 

27m. 

None. 

.10 

0.0028 

.0170 

6.60 

2.99 

.0000 

.19 

26 

October,     . 

40,000 

66 

61 

17m. 

None. 

.09 

0.0014 

.0121 

7.87 

8.80 

.0000 

.14 

86 

Kovember, . 

80,800 

48 

64 

86m. 

None. 

.07 

0.0016 

.0098 

6.68 

2.82 

.0000 

.14 

148 

December, . 

40,000 

46 

67 

46 
66 

8h.  82m. 

None. 

.10 
.18 

0.0990 

.0182 
.0264 

8.12 
6.14 

2.14 
2.18 

.0460 

.80 

60 

Average, 

84,400 

0.4022 

.0264 

.82 

829 

Sewage  applied,  200  gallona  alz  timea  a  week.  Jnly  29  and  Angnat  81,  cat  graaa  and  weeda  on 
anrfaoe.  During  January,  104  inehea  of  anew  removed  from  anrfaoe  and  8|  Inehea  of  ice  from  trenehea ; 
daring  Febraary,  37}  inehea  of  anow  and  8}  Inohea  of  ice;  daring  March,  II4  inehea  of  enow.  Filter 
allowed  to  reat  from  Aagaat  1  to  Augaat  25  Inelaaive. 


Filter  No.  4. 

This  filter  is  ^^  of  an  acre  in  area,  and  contains  60  inches  in 
depth  of  fine  river  silt  of  an  effective  size  of  0.04  millimeter,  with 
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two  circular  trenches  about  14  inches  wide  and  12  inches  deep,  of 
coarse  sand  of  an  effective  size  of  0.48  millimeter.  The  surface  of 
these  trenches  is  below  the  surface  of  the  remainder  of  the  filter, 
and  to  them  the  sewage  is  applied.  They  have  been  raked  1  inch 
deep  each  week  and  spaded  to  a  depth  of  6  inches  on  April  15  and 
August  31.  The  following  table  gives  the  rate  of  operation  of  the 
filter  for  the  year  and  the  monthly  averages  of  the  analyses  of  the 
efiluent :  — 

Effluent  of  Filter  No.  4. 

[Paita  per  100,000.] 


Qaan- 
AppBed. 

Gallona 

per  Acre 

DaQy 

forms 
Dajelna 

Week. 

Tbhfbia- 

TUKB. 

DM.r. 

Length  of 

Thnc 

Sewaire 

Remained 

on 
Snrfiioe. 

Hoortaad 
Mtentee. 

Afpbaxai 

ion. 

AfntninA^ 

• 

1 

Kmooax 

■ 

s 

e 

i 

S 

AM 

a 

• 

1 

• 

1 

i 

< 

• 

• 

1 

1M». 

«2 

1 

So 

Jaoaary,    . 

10,200 

48 

48 

lib. 

None. 

1 
.01 

.0080 

.0007 

8.66 

1.27 

.0011 

.00 

» 

February,  . 

10,700 

40 

42 

12h.  47in. 

None. 

.02 

.0860 

.0164 

8.46 

0.72 

.0048 

.16 

802 

March, 

10,800 

48 

40 

2h.48m. 

None. 

.04 

.2800 

.0288 

6.06 

0.88 

.0280  1 

.26 

487 

April, . 

11,200 

40 

43 

Ih.l0in. 

None. 

.08 

.3060 

.0270 

3.07 

1.61 

.0400 

.22 

21 

Majr,  ,       . 

10,800 

66 

66 

8ai. 

None. 

.04 

.1427 

.0117 

8.77 

3.01 

.0008 

.12 

IT 

June,  • 

18,000 

88 

84 

4m. 

None. 

.08 

.0888 

.0106 

6.46 

3.00 

.0000 

.10 

103 

July,  . 

20,000 

76 

80 

8m. 

None. 

.02 

.0080 

.0116 

8.80 

1.04 

.0000 

.12 

1» 

Anciut, 

3,000 

70 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

September, 

18,600 

86 

88 

20m. 

None. 

.06 

.0023 

.0127 

6.61 

1.46 

.0000 

.11 

80 

October,     . 

20,000 

68 

82 

11m. 

None. 

.08 

.0018 

.0002 

8.00 

8.13 

.0000 

.10 

8 

NoTember, . 

16,400 

47 

61 

30m. 

None. 

.01 

.0011 

.0089 

8.26 

2.86 

.0000 

1.10 

I 

la 

Deeenber, « 

20,000 

48 

48 

2h.88m. 

None. 

.04 
.08 

.0028 

.0100 
.0142 

8.17 
6.27 

2.64 
2.04 

.0007 

;.«• 

3 

Average, 

10,702 

68 

68 

- 

- 

.0807 

.0088 

.13 

08 

Sewage  applied,  200  gallona  three  tlmee  a  week.  July  20  and  Angnet  31,  eat  gxaaa  and  weeda  on 
Borfaee.  During  January,  0|  Inohea  of  anew  remored  from  aurtece  and  3  Inchea  of  Ice  from  tranebee; 
during  February,  27  Inebee  of  anew  and  6  Inebea  of  lee;  during  March,  4|  Inchee  of  enow.  Filter 
allowed  to  reet  from  August  1  to  August  26  InelualTe. 


Filter  Jfb.  SB. 

This  filter  is  ^^  of  an  acre  in  area,  and  contains  60  inches  in 
depth  of  a  mixture  of  cinders  and  ashes  from  the  combustion  of  soft 
coal.  It  was  first  put  into  operation  on  March  5,  1898,  and  was 
operated  during  that  year  at  an  average  rate  of  73,000  gallons  per 
acre   daily.     During  1899  the  rate  of  operation  was   increased* 
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Owing  to  the  coarseness  of  the  material  in  this  filter,  sewage  enters 

it  more  readily  than  any  of  the  other  large  filters,  and  this  is  a 

condition  especially  favorable  for  good  work  during  cold  winter 

weather,  as  noted  on  page  446.     The  surface  of  the  filter  has  been 

raked  1  inch  deep  each  week.     The  following  table  gives  the  rate  of 

operation  and  the  monthly  averages  of  the  analyses  of  the  effluent 

of  the  filter :  — 

Effluent  of  Filter  No.  5  B. 

[Parte  per  100,000.] 


Qoan- 

tMv 

Applied. 

OaUone 

per  Acre 

Daily 

for  Six 
Days  In  a 

Week. 

Tkmpksa- 

TUBB. 

Dbo.  F. 

Length  of 

Time 

Sewage 

Bemained 

on 
Snzfaoe. 

Hours  and 
Minutes. 

APPBAXAHOB. 

Ammgiiia. 

8.48 

HxnooBv 

A8 

i 

1 
1 

1 

Cable 

if 

1 

• 

1 

1 

1 

1 

• 

s 

■ .  -• 

18M. 

1 

1 

Bacteria  pei 
Centimeter 

Jannaiy,    . 

100,000 

44 

40 

88m. 

Decided. 

.88 

2.0S00 

.0890 

1.16 

.0076 

0.88 

88,400 

February,  . 

96,800 

44 

80 

8h. 

Decided. 

.41 

2.1660 

.1216 

8.92 

1.60 

.0086 

0.88 

79,700 

ICareb, 

100,000 

46 

41 

18m. 

Slight. 

.21 

1.1080 

1 

.0670 

6.97 

2.87 

.0078 

0.46 

87,500 

April, . 

68,000 

48 

47 

10m. 

Slight. 

.12 

0.1700 

.0422 

6.89 

2.80 

.0086 

0.29 

7,800 

May.  .       . 

100,000 

68 

60 

3m. 

Slight. 

.00 

0.1676 

.0280 

7.81 

8.70 

.0006 

0.22 

10,200 

Jase,  . 

100,000 

70 

70 

8m. 

V.aUght 

.08 

0.0820 

.0287 

7.08 

2.70 

.0001 

0.17 

7,800 

July*  • 

100,000 

74 

78 

4m. 

V.  alight. 

.00 

0.0888 

.0181 

8.06 

1.61 

.0000 

0.14 

9,200 

Aagaet,      . 

11,100 

71 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

September, 

84,800 

87 

70 

86m. 

Decided. 

.28 

0.8409 

.1047 

10.87 

2.69 

.0060 

0.87 

96,800 

October,     . 

100,000 

67 

60 

17m. 

Decided. 

.20 

0.7260 

.0780 

7.46 

2.82 

.0041 

0.80 

78,000 

November,. 

78,100 

48 

40 

14m. 

Decided. 

.24 

0.8600 

.0820 

7.44 

8.00 

.0206 

0.86 

60,000 

Deoember, . 

100,000 

47 

48 

Ih.  SBm. 

Great. 

.81 

2.2000 

.1720 
.0740 

8.12 
8.94 

1.88 
2.84 

.1160 

2.01 
0.82 

105,000 

Average, 

81,700 

68 

64 

• 

- 

.25 

0.9201 

.0168 

52,000 

Sewage  applied,  600  galloDa  alz  tlmee  a  week.  Daring  January,  12^  Inches  of  snow  and  1  inch  of  ice 
removed  from  earfaee;  daring  February,  26|  hichee  of  snow  and  6|  Inches  of  ice ;  during  March,  9i  Inches 
of  anow.    Filter  allowed  to  reat  from  Auguat  1  to  Aagnst  26  inclusive. 


Filter  No.  6. 

This  filter  is  ^^^  of  an  acre  in  area,  and  contains  44  inches  in 
depth  of  mixed  coarse  and  fine  sand  of  an  effective  size  of  0.35' 
millimeter.  The  surface  of  the  filter  has  been  raked  to  a  depth  of 
1  inch  each  week  and  spaded  to  a  depth  of  6  inches  on  April  3  and 
August  31,  The  following  table  gives  the  rate  of  operation  during 
the  year  and  the  monthly  averages  of  the  analyses  of  the  effluent 
of  the  filter :  — 
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Sfflueml  ef  Fitter  No.  9. 

[Full  par  Mt^n.] 


T 


January, 
FebniArya 


Apii], . 
May.  .       . 

J«iy»  - 

Aofiut, 
Beptmnber, 
Oetober,     . 
B^OTcnbOTy  ■ 
Deeember, . 


100,000 
•6^800 
M^TOO 


•0,000 

00,000 

8,000 

M,800 
00,000 
42,800 
00,000 


M,400 


TVBB. 

I>n.F. 


LnfthoT' 


|i 


Knaooor 


§    I 

I  i 


46 

47 
45 
48 
50 

08 

n 

Tl 


I 


48 

48 


Z 

•a 

a 


o 
e 

1 


I' 


2     I 


S    ■' 

s  r 


B 

0 


s 

e 
& 

K 
•« 

o 


>37  .0. 


I 


Tk.  ,  DMided.  .40  . 1. 

I  8h.  4fni.     V.  ■Bghkj.S    O.U04,.0883f  4.14  j  1.11 


44  .  lb.  13m..  V.aBght. 
88  10m.,  V.sBght. 


74 


t; 
'I 


I 


71  I 


r 


Un. 


"1 


88 


V.aBghl. 

V.dichu 
BUglit. 


i. 
0. 

.14    0. 

.18    0. 

I 

.14  .0. 

.11    0. 

.   I 


0080  8.80    1.18 
005O4.U    0.T8 


I 
170« 


0018 


.14  0. 

.14  .0. 

.12  0. 

.84  1. 

.S  'o. 


.088514.73  '8.11 

I.  '■ 

.Q808t  8.00  '  4.88 

I'         'I 
.OSIftjT  .00  18.08 

6.85  1 2.78 
I 
I 


OOIS 


.0190. 


.0858  ;0.7S  13.78 
3.18 


.O103|5.4S 

.0810 .8.75 


2.71 


4800  .O0BO!8.88  . 2.08 


:'l 


0400.5.80  12.58 


»,5.00  I 

li  I 


.0001 
.0001 


.0140 


81 
71 
40 
84 
.88 
.27 
.10 


.27 
.28 
.24 
.70 


.40 


So 

a 


UJMM 
11»800 

8^sn 

S.O0O 
3»M0 
1,000 
1,000 


7,700 
8,050 
MOO 

10,700 


5^800 


Bewag0  Applied,  800  galioiM  «ix  tfmai  a  week.  Ihirliig 
lee  ramored  from  eurfeee;  doilBc  Fehniery,  16|  Inebee  of 
IneliM  of  enow  and  |  iDch  of  lee.   Filter  allowed  to  reel  Angoet 


,  U  Inehee  of  enow  end  5t  loehee  of 
end  4  loelMe  of  lee;  daring  M areh,  7 
1  to  tt  loeloaNe. 


FUter  No.  9  A.. 

This  filter  is  ^-^  of  an  acre  in  area,  and  contains  5  feet  in  depth 
of  sand  of  an  effective  size  of  0.17  millimeter.  The  surface  of  the 
filter  has  been  raked  1  inch  deep  each  week  and  spaded  to  a  depth 
of  6  inches  on  April  15  and  August  31.  The  surfiu^  of  the  filter 
during  the  winter  of  1899-1900  was  so  arranged  that  the  sewage 
was  applied  to  only  one-half  the  area,  thus  giving  a  greater  depth  of 
sewage  over  the  surfisu^  at  the  time  of  application  and  by  this  means 
keeping  the  filter  freer  from  frost,  and  this  resulted  in  better  nitrifi- 
cation during  most  of  the  winter  months  than  has  usually  been  the 
case  with  this  filter.  The  following  table  gives  the  rate  of  opera- 
tion during  the  year  and  the  monthly  averages  of  the  analyses  of 
the  eflluent  of  the  filter :  — 
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Effluent  of  Filter  No.  9 A. 

[Put!  pm  100,000.] 


Qaan- 

AppHcd. 

OaUoDS 

per  Acre 

Daily 

for  Six 

Dayahia 

Week. 

Tbmpbra- 

TOSB. 

Dim.  F. 

Length  of 

Time 

Sewage 

Bemained 

on 
Surface. 

Hoars  and 
Mtnatoa. 

Appbabahob. 

AmOBIA. 

§ 
4.15 

NlTBOOBM 

AB 

1 
1 

1 

1 

1 

1 

1 

1 

s 

S 

m^  -• 

ISM. 

1 

s 

Baeteria  pei 
Centtmetei 

Janaary,    . 

100,000 

44 

80 

6h.  17m. 

Blight. 

0.82 

0.7000 

.0620 

0.78 

.0026 

0.68 

8,800 

February,  . 

91,700 

46 

88 

8h.  18m. 

Blight. 

0.88 

1.3060 

.0886 

4.90 

0.88 

.0065 

0.79 

24,800 

Mareh, 

92,000 

46 

88 

2h.  22m. 

BUght. 

0.81 

0.8420 

.0584 

4.06 

1.86 

.0020 

0.67 

7,800 

April, 

28,800 

47 

42 

68m. 

V.  Blight. 

0.17 

0.2784 

.0428 

4.81 

2.49 

.0006 

0.87 

620 

May,  .       . 

58,800 

68 

66 

8m. 

V.  alight. 

0.18 

0.0088 

.0820 

6.23 

4.16 

.0001 

0.86 

2,448 

June,  . 

00.000 

70 

87 

4m. 

None. 

0.14 

0.0018 

.0288 

6.40 

8.26 

.0000 

0.26 

260 

July.  .     . 

00,000 

78 

74 

4m. 

None. 

0.11 

0.0014 

.0196 

4.94 

2.68 

.0000 

0.22 

125 

Angnat, 

11,100 

71 

78 

6m. 

Nooe. 

0.11 

0.0468 

.0228 

7.71 

8.66 

.0002 

0.27 

88 

B«ptember, 

&0,800 

68 

71 

28m. 

None. 

0.11 

0.1064 

.0282 

8.46 

8.80 

.0001 

0.26 

586 

Oetober,     . 

00,000 

68 

81 

24m. 

Nooe. 

0.18 

0.0120 

.0198 

7.44 

8.70 

.0008 

0.22 

620 

NoTember, . 

46,200 

48 

61 

Ih.  27m. 

None. 

0.18 

0.0821 

.0264 

7.84 

2.00 

.0002 

0.28 

18 

December, . 

80.000 

46 

50 

42 
64 

2h.  88m. 

Decided. 

1.66 

8.7800 

.2888 
.0680 

8.76 

0.70 

.0118 

2.80 
0.64 

61,400 

Ayerage, 

69,600 

- 

- 

0.80 

0.6687 

6.28 

2.41 

.0020 

8.100 

Sewage  applied,  800  gallonB  alz  tlmea  a  week.  Daring  January,  12  IneheB  of  anow  and  24  Inohea  of 
loe  removed  from  aurface;  daring  Febraary,  27|  Inohea  of  anew  and  64  ineheaof  toe;  daring  March, 
15|  Inehea  of  anow.   Filter  allowed  to  reat  Angaat  1  to  26  InelaBlTe. 


Filter  m.  10. 

This  filter  is  ^\'^  of  an  acre  in  area,  and  contains  5  feet  in  depth 
of  mixed  coarse  and  fine  sand  of  an  effective  size  of  0.35  milli- 
meter. No  underdrains  are  beneath  the  sand  except  directly  above 
and  around  the  outlet  pipe.  A  partition  extending  3  feet  below  the 
surface  separates  the  quarter  of  the  surface  farthest  from  the  under- 
drains from  the  remainder  of  the  surface.  To  this  quarter  of  the 
surface  the  sewage  is  applied,  and  the  rate  upon  this  area  is  four 
times  as  great  as  the  rate  given  in  the  table  below,  which  is  cal- 
culated upon  the  entire  surface  of  the  filter.  In  the  fall  of  1899 
about  8  inches  in  depth  of  loam  was  placed  over  the  portion  of  the 
surface  to  which  sewage  is  not  applied,  in  order  that  the  filter  might 
resemble  more  closely  large  filtration  areas,  where  the  se^^age  is 
applied  to  certain  portions  from  which  the  surface  loam  and  soil  have 
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been  removed,  but  the  remainder  of  the  area  left  covered  with  this 
loam.  The  effect  of  this  covering-  was  to  keep  the  filter  somewhat 
warmer  daring  the  year,  as  would  naturally  be  expected,  and  better 
purification  resulted. 

Effluent  of  FiUer  No.  10. 

[Parte  per  100,000.] 
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1.0000 
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0.77 
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24,900 

February,  . 

22,500 

42 

88 

6h.  IQm. 
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.61 

1.7500 

.1066 

7.88 

1.21 

.0111 

.92 

17,900 

ICareh, 

80,000 

48 

88 

Ih.  26m. 

SUght. 

.27 

0.8760 

.0716 

6.64 

1.48 

.0182 

.67 

12,700 

April, . 

18,400 

47 

48 

2h.  16m. 

SUght. 

.26 
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.0620 

5.68 
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.62 
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June,  . 

80,000 

70 

67 

4m. 

V.  alight. 

.18 

0.0180 

.0870 

6.00 

8.66 

.0001 

.27 

290 
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0.0040 
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28,100 
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8.22 

.0000 

.18 

118 
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46 

46 

61m. 

V.  aUght. 

.10 

0.7600 

.0400 
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8.77 
6.65 

2.80 
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.48 
.41 

790 
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26,000 

66 

66 

- 
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.20 

0.4816 

2.66 
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6,250 

Sewage  applied.  160  gmllona  aix  timee  a  week.  Angnat  16,  graaa  and  weeda  removed  from  that  part 
of  anrface  which  ia  not  flooded,  and  4  inchea  of  loam  put  on  anrface  and  packed  down  hard.  October  19^ 
6  inchea  of  dirt  pat  over  the  loam.  During  January,  18  inchea  of  anow  and  8)  inchea  of  ice  removed 
from  anrface;  daring  February,  VIX  inchea  of  snow  and  14}  inchea  of  ice;  daring  March,  11|  inchea  of 
anow.    Filter  allowed  to  reat  Auguat  1  to  26  ineluaive. 


No.  34.]  FILTRATION  OF  WATER.  483 


FILTRATION  OF  WATER. 


Stadies  apon  the  parification  of  water  by  sand  filtration  have 
been  continued  at  the  experiment  station  daring  1899,  and  a  number 
of  experimental  filters  have  been  in  operation.  Several  of  them 
have  received  water  from  the  Merrimack  Biver  while  to  others  a 
more  polluted  water  has  been  applied.  Daring  a  portion  of  the 
year  this  polluted  water  has  been  the  filtered  city  supply  and  sew- 
age, and  during  a  portion  of  the  year  the  unfiltered  river  water  and 
sewage.  The  results  obtained  during  the  period  when  city  water 
and  sewage  was  applied,  compared  with  those  obtained  during  the 
period  when  river  water  and  sewage  was  applied,  have  given  inter- 
esting information  upon  the  different  degrees  of  clogging  of  filter 
surfaces  caused  by  sand,  silt  and  organic  matter  in  the  applied 
water.  Two  experimental  filters  have  been  used  for  preliminary 
work  upon  studies  of  the  removal  of  color  from  water,  and  much 
experimental  work  has  been  done  as  in  previous  years  upon  methods 
of  removing  iron  from  ground  water. 

B.  CoLi  Communis. 

Besides  the  bacterial  work  necessary  for  the  determinations  of 
the  bacterial  efficiency  of  the  filters,  many  hundred  samples  of  the 
river  water  and  the  filtered  water  from  the  various  filters,  etc.,  have 
been  examined  to  determine  the  presence  or  absence  of  B.  coli  com-- 
munx8y  the  characteristic  organism  of  sewage-polluted  water  sup- 
plies. This  work  has  been  done  in  order  to  determine  the  efficiency 
of  sand  filters  in  removing  this  organism.  Particularly  have  we 
followed  the  work  of  the  Lawrence  city  filter,  and  its  efficiency  in 
removing  this  germ  from  the  Merrimack  River  water. 

These  studies  upon  the  removal  of  B.  coli  communis  by  filtration 
were  begun  several  years  ago,  as  it  is  evident  that  it  is  of  more 
importance  that  a  filter  shall  remove  all  of  the  few  disease  germs 
that  may  be  present  in  a  polluted  water  than  99  or  even  100  per 
cent,  of  the  large  number  of  ordinary  harmless  water  bacteria 
present ;  and  these  studies  with  B.  coli  communis  were  of  direct 
application  to  this  fact  as  follows :  The  detection  in  water  of  the 
germ  of  typhoid  fever — the  principal  water-borne  disease  in  this 
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country  at  least  —  is  of  rare  occurrence,  and  must  necessarily  be 
so,  on  account  of  the  great  dilution,  in  most  instances,  of  the  in- 
fecting matter  with  the  water,  and  the  small  volume  of  water  that 
can  be  examined  in  the  laboratory  for  this  germ,  even  when  many 
examinations  are  made.  The  typhoid  bacillus  cannot  occur  naturally 
in  water,  however,  without  the  occurrence  of  large  numbers  of  B,  colt 
communis;  and  the  determination  of  the  absence  of  this  latter  germ 
from  filtered  water  is  conclusive  evidence,  we  believe,  of  the  absence 
of  the  typhoid  germ.  For  instance,  when  one  considers  the  very 
large  number  of  people  in  the  cities  of  Lowell,  Manchester,  etc., 
who  are  contributing  B.  coli  communis  to  the  sewage  that  flows  into 
the  Merrimack  River  from  the  sewers  of  those  cities,  and  also  con- 
siders that  it  is  of  rare  occurrence  to  find  more  than  fifty  of  these 
bacilli  in  1  cubic  centimeter  of  the  river  water  at  the  intake  of  the 
Lawrence  city  filter,  we  can  understand  how  few  must  be  the  typhoid 
germs  contained  in  the  river  water  in  comparison  with  the  number 
of  B.  coli  communis^  even  when  an  epidemic  of  typhoid  fever  is 
occurring  in  the  cities  above  Lawrence,  owing  to  the  small  percent- 
age of  the  inhabitants  of  those  cities  that  have  typhoid  fever,  even 
at  times  of  a  severe  epidemic. 

The  volume  of  water  to  be  tested  for  B.  coli  communis  has  been 
an  object  for  special  study,  as  it  is  evident  that  we  are  more  likely 
to  find  the  germ  in  100  cubic  centimeters  or  50,cubic  centimeters  of 
water  than  in  1  cubic  centimeter.  Following  out  this  line  of 
thought,  therefore,  the  question  arises,  when  filtering  a  water  as 
polluted  as  that  of  the  Merrimack  River,  Is  a  degree  of  filtration 
that  eliminates  B.  coli  communis  from  the  water  essential  in  order 
to  feel  sure  that  all  disease  germs  are  eliminated,  or  is  it  only  nec- 
essary that  the  filtration  shall  be  so  effective  that  this  germ  is  not 
found,  or  but  seldom  found,  in  1  cubic  centimeter  or  perhaps  5 
cubic  centimeters  of  the  filtered  water  examined? 

Lawrence  City  Filter. 

This  filter  is  2.5  acres  in  area,  and  is  unprotected  from  the  weather 
by  any  roof.     It  was  first  put  into  operation  in  September,  1893. 

After  the  disturbances  made  in  the  filter  in  December,  1898,  re- 
corded in  the  report  of  last  year,  the  bacterial  results  of  filtration 
continued  less  satisfactory  than  usual  through  the  cold  months  of 
January  and  February,  1899,  but  resumed  their  normal  condition  in 
March. 
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The  following  facts  can  be  noted :  During  January,  the  average 
number  of  bacteria  in  the  effluent  of  the  filter  was  83  per  cubic  cen- 
timeter, and  the  bacterial  efficiency  of  the  filter  was  98.31  per  cent. ; 
B.  coU  communis  was  found,  however,  in  1  cubic  centimeter  of  14 
of  the  26  samples  examined  for  it  during  the  month.  During  Feb- 
ruary, the  average  number  of  bacteria  in  the  effluent  of  the  filter  was 
108  per  cubic  centimeter,  and  the  bacterial  efficiency  of  the  filter  was 
98.17  per  cent. ;  B.  coli  communis  was  found,  however,  in  1  cubic 
centimeter  of  13  of  the  21  samples  examined  during  the  month.  In 
March,  the  average  number  of  bacteria  in  the  effluent  of  the  filter 
was  45  per  cubic  centimeter,  and  its  bacterial  efficiency  was  99.30 
per  cent.,  and  B.  coli  communis  was  found  in  1  cubic  centimeter  of 
only  2  of  the  26  samples  examined  during  this  month.  That  is  to 
say,  the  poorest  bacterial  efficiency  during  any  one  of  these  three 
months  was  only  1.13  per  cent,  less  than  the  best  bacterial  efficiency. 
This  difference  was  not  particularly  striking,  and  ordinarily  not  much 
significance  would  be  attached  to  this  small  variation.  In  thQ  month 
of  January,  however,  54  per  cent,  of  the  samples  contained  B,  coli 
communis  in  the  1  cubic  centimeter  of  each  sample  examined,  dur- 
ing February  62  per  cent,  of  the  samples  contained  B.  coli  communis 
in  the^  1  cubic  centimeter  of  each  sample  examined,  while  during  the 
month  of  March  only  8  per  cent,  of  the  samples  examined  contained 
this  germ  in  the  1  cubic  centimeter  examined. 

A  comparison  of  the  different  determinations  indicates  that  the 
test  for  B.  coli  communis  in  filtered  water  may  develop  an  impor- 
tance which  has  not  hitherto  been  sufficiently  recognized. 

During  the  year  180  samples  of  the  river  water  collected  at  the 
intake  of  the  filter  were  examined  for  B.  coli  communis^  and  it  was 
found  in  all  but  one  of  these  samples.  The  number  per  cubic  cen- 
timeter averaged  47  for  the  entire  year,  and  the  average  number 
varied  from  8  per  cubic  centimeter  in  August  to  140  per  cubic  cen- 
timeter in  December.  During  the  same  period  189  samples  of  the 
filtered  water  collected  at  the  pumping  station  were  examined  for 
this  germ,  and  it  was  found  in  1  cubic  centimeter  of  45  of  these 
samples.  Twenty-seven  of  the  samples  in  which  it  was  found,  how- 
ever, were  collected  during  the  months  of  January  and  February. 
Probably  never  more  than  one  colony  per  cubic  centimeter  was 
present  in  any  of  these  samples  of  effluent  from  the  city  filter.  For 
further  results  of  work  along  this  line,  see  table,  page  496. 
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0 
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171 
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- 
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-. 
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1 
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0 

- 

- 
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22 
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a 

18 
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- 
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- 

- 

14 
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68 

- 

- 

44 

0 

16 

0 

- 

- 

- 

- 

16 

15,    , 

- 

66 

1 

88 

0 

28 

0 

10 

0 

- 

- 

16 

16.    . 

86 

■ 

79 

1 

89 

0 

- 

- 

- 

- 

- 

17 

17.    . 

142 

111 

1 

86 

0 

42 

0 

- 

- 

- 

18 

18,    . 

108 

96 

0 

62 

0 

86 

0 

- 

- 

- 

19 

19.    . 

64 

- 

- 

- 

- 

- 

- 

- 

- 

86 

0 

20 

».    . 

44 

119 

0 

48 

0 

40 

0 

- 

- 

- 

- 

21 

81,    . 

82 

86 
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29 
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22 

0 

- 

- 

- 

- 

22 

22,    . 

- 
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- 

- 

64 

0 

14 

0 

18 

0 

- 

- 

28 

2«.    . 

61 

40 

0 

80 

0 

- 

- 

- 

- 

- 

- 

24 

a*.   . 

66 

68 

1 

86 

0 

26 

1 

- 

- 

- 

-> 

26 

26, 

102 

162 

0 

26 

0 

11 

0 

- 

- 

- 

- 

26 

26,    . 

84 

- 

- 

- 

- 

12 

0 

- 

- 

- 

- 

27 

87, 

78 

181 

1 

19 

0 

88 

0 

- 

- 

- 

- 

28 

28,    . 

96 

187 

1 

17 

0 

118 

0 

- 

- 

66 

0 

29 

29,    . 

- 

- 

- 

42 

0 

41 

0 

4 

0 

- 

- 

80 

80.    . 

140 

- 

- 

82 

0 

- 

- 

- 

- 

- 

- 

81 

81.    . 

69 

- 

- 

27 

0 

- 

- 

- 

- 

- 

- 

88 

Aver 

•go, 

88 

- 

108 

- 

46 

- 

40 

- 

17 

110 

- 

January  6.  beda  28-85  Inolaalve  were  aoraped ;  January  10.  bed  81;  Janoary  18.  beda  18-20;  Janaary 
17,  beda  14-17;  January  20.  beda  1-8;  January  24.  beda  4  and  6;  January  28.  beda  8  and  9;  January  81,  bed 
10;  February  8,  beda  11  and  12;  February  7.  beda  18  and  14;  February  21,  beda  16-17;  February  22,  beda 
18  and  19;  February  28,  beda  20  and  21 ;  February  24,  bed  22;  M arob  1,  beda  28-25;  Marob  4,  beda  1-8; 
April  6,  beda  18-22;  AprU  6,  beda  1-11  and  20-26;  AprU  26,  beda  1-8  and  17-22;  April  27.  beda  6-16  and 
28-26;  April  28,  beda  4  and  6;  May  4,  beda  6  and  6;  May  9,  beda  7  and  8;  May  11,  beda  9, 12  and  18; 
May  18,  beda  1-4, 11  and  14;  May  28,  beda  16-20;  May  26,  beda  81-85;  May  81,  bed  12;  June  l-Notem- 
bar  1,  all  the  beda  were  acraped  aeTen  timea;  NoTember  8,  beda  18, 81  and  86;  Norember  10,  beda  1, 2, 
11. 12, 22. 28  and  24;  Norember  21,  beda  18-25;  NoTember  84,  beda  1-12;  December  6,  beda  20-26;  Deewn- 
ber  7,  beda  1  and  11-19;  Deoember  8,  beda  8-10;  December  16,  beda  16-35;  and  December  19,  beda  1*14. 

On  difterent  dalea  daring  the  year  all  the  beda  were  raflUed  to  grade;  thai  ia  to  aay,Band  waa  plaeed 
upon  the  bed  In  auffloient  depth  to  equalize  the  aand  remoTcd  from  It  by  acraping. 
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Centimeter  «n  Effluent  of  Lawrence  City  Fitter,  1899. 


Jdlt. 

August. 

8KPTBMBIB. 

OOTOBSB. 

NoVBlCBaB. 

Dkcbmbir. 

1^ 

i 

9 

a 
11 

1 

1' 

B.  Colt 
Comnranlt. 

•c 

1 

B.Colt 

Commanlfl. 

1 

• 

a 

9 

a 

1 

B.Coll 
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• 

B.  Coll 

Communis. 

8 

18 

17 
6 

6 

22 

•■ 

11 

0 
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0 
0 

0 

1 

0 

16 
86 

8 

80 

0 
0 

0 
0 

8 
SO 

88 
0 

0 
0 

0 
0 

20 

72 

208 

10 
68 

0 

0 
0 

0 
0 

0 
86 
18 

4 

47 
16 
11 
16 
6 
22 

42 

10 

16 

12 

24* 

26 

48 

10 
148 
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20 

71 

860 
11 
21 

0 
0 
0 
0 

0 
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0 
0 

1 
1 
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0 

1 

0 

1 

1 
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0 

1 
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0 
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7 

286 
24 
48 
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27 
8 
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67 
46 
26 
80 
26 

86 
80 
06 
26 
80 
48 

• 

826 
8 

0 

21 
40 

1 
0 

0 
1 
0 
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0 
0 
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0 
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0 
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0 

0 

1 

0 
0 
0 
0 

1 

0 
0 
0 
0 

1 

2 

8 

4 

6 

6 

7 

8 

0 

10 

11 

12 

18 

14 

16 

16 

17 

18 

10 

20 

21 

22 

28 

24 

26 

26 

27 

28 

20 

80 

81 

12 

- 

22 

- 

81 

- 

06 

- 

46 

- 

66 

- 

82 

Vohune  of  WaUr  Jittered  during  1899. 

100.8  mUlton  gallODs  of  water  were  filtered  during  January. 

February. 
March. 
April. 
May. 
Jane. 
July. 
Aagast. 
September. 
October. 
November. 
December. 

1,172.0  million  gaUona  of  water  filtered  daring  the  year* 
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i« 
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•1 

II 

II 

01.1 

II 

II 

II 

II 

101.6 

«« 

II 

II 

II 

106.0 
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Number  of  Baeleria  and  B.  dob*  Oommunisper  OiMc 


Jasuast. 

Fkuuast. 

MAMm. 

1   A«L. 

Mat. 

JmB. 

DAT. 

a 

a 

1 

n 

m 

Water 

Bacteria. 

« 

a 

• 

flQ 

Water 

Baeterla. 

Oommanlt. 

Water 

Baeterla. 

• 

a 

i 

U 

m 

m 

Water 

Baeterla. 

B.C0II 
Oommmla. 

1' 

B.O0U 
Oommnnla. 

1 

1. 

- 

- 

114 

0 

ISO 

0 

28 

0 

U 

. 

. 

s 

X 
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0 
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1 
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- 
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T8 
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1 

888 
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21 
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- 
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4.    . 

181 
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188 

0 

888 

1 

M 

0 

81 
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U 
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18 
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U4 
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- 

- 

14 

14. 
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- 
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- 

- 

18 
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18 
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- 
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88 
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- 

- 

18 

18. 
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07 
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0 

- 
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- 

10 
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187 
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- 

- 

- 

- 

a. 

- 

- 
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0 

80 

20,    . 
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0 

71 
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0 

88 

0 

- 

- 

- 

- 

21 

21,    , 
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0 
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48 

0 

80 

0 

- 

- 

- 

- 

22 

22, 

- 

- 

- 

78 
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0 

28 
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28 
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- 
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- 
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- 
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- 

81 
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- 
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0 

- 

- 

- 

- 

- 

- 

82 
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«8«, 
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- 

124 

- 

78 

- 

87 

- 

28 

60 
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Centimeter  in  FOtered  Water  at  Outlet  of  Reservoir,  1899. 
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Number  of  Baeleria  and  B.  GbK  Oommunit  per  OuNe 


jAjnjABT. 

Maboh. 

Apbl. 

Mat. 

J17VB. 

DAT. 

1 

« 

il 

• 
CQ 

Water 

Bacteria. 

B.GoU 
Gommmiia. 

1* 

• 

Water 

Bacteria. 

B.CoU 
Commonii. 

Water 

Bacteria. 

B.O0U 
Communis. 

Water 

Bacteria. 

B.G0U 
Oommunlt. 

1 

1.    . 

- 

- 

81 

1 

86 

0 

08 

0 

15 

0 

- 

- 

3 

2,    . 

187 

1 

70 

0 

45 

1 

- 

- 

88 

0 

- 

- 

8 

8.    . 

40 

0 

52 

0 

64 

0 

10 

0 

11 

0 

- 

- 

4 

4. 

72 
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20 
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OetUimeter  in  Filtered  Water  eoOeded  Jirom  a  Tap  at  the  City  Hatt. 
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Number  of  Bacteria  and  B. 

CoU  (Jommuni8 

per  Cubic  CerUimeter 

DAT. 

jAirUAKT. 

Febboaet. 
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AraiL. 
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r 

si 

r 
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88 

m 

- 

- 

n 

S 

0 

18 

0 

«i        .       . 

84 

8 

60 

16 

u 

0 

10 

0 

T,        .       . 
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41 
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- 
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in  Filtered  Water  collected  Jrom  a  Tap  at  the  Experiment  Stalian, 

JXTLI, 

AUOD8T. 

SspnvBBa. 

OOTOBKB. 

KOYXMBBB. 

Dbobmbbb. 

i 

B.CoU 
Communis. 

Water 

Bacteria. 

B.  Coli 
Commnnls. 

Water 

Bacteria. 

B.0oli 
Commonls. 

Water 

Bacteria. 

B.C0II 
Commnnls. 

Water 

Bacteria. 

• 

oS 
1 

a 

11 

Water 

Bacteria. 

B.C0II 
Communis. 

38 

0 

60 

0 

21 

0 

. 

- 

41 

0 

10 

0 

1 

- 

- 

22 

0 

16 

0 

14 

0 

24 

0 

6 

0 

2 

U 

0 

70 

0 

- 

- 

68 

0 

1 

46 

0 

- 

- 

8 

- 

- 

48 

0 

- 

- 

18 

0 

28 

0 

68 

0 

4 

88 

0 

46 

0 

IS 

0 

40 

0 

- 

- 

27 

0 

6 

88 

0 

- 

- 

84 

0 

82 

0 

10 

0 

84 

0 

6 

88 

0 

60 

0 

80 

0 

24 

0 

82 

0 

10 

0 

7 

88 

0 

87 

0 

26 

0 

- 

t 

87 

0 

68 

0 

8 

- 

- 

80 

0 

17 

0 

21 

0 

86 

0 

18 

0 

0 

88 

0 

60 

0 

- 

14 

0 

46 

0 

- 

- 

10 

80 

o« 

48 

0 

88 

0 

26 

0 

27 

0 

28 

0 

11 

68 

0 

86 

0 

22 

0 

11 

0 

- 

- 

10 

1 

12 

S2 

0 

- 

- 

41 

0 

18 

0 

84 

0 

68 

0 

18 

S6 

0 

28 

0 

28 

0 

- 

- 

20 

0 

24 

0 

14 

4 

0 

81 

0 

87 

0 

- 

- 

- 

- 

28 

0 

16 

- 

- 

67 

0 

86 

0 

60 

0 

26 

0 

68 

0 

16 

16 

0 

08 

0 

- 

- 

82 

0 

20 

0 

- 

- 

17 

0 

0 

27 

0 

22 

0 

0 

0 

88 

0 

14 

0 

18 

10 

0 

14 

0 

47 

0 

84 

0 

- 

- 

18 

0 

10 

24 

0 

- 

- 

88 

0 

36 

0 

44 

0 

6 

0 

90 

20 

0 

18 

0 

10 

0 

28 

0 

41 

0 

17 

0 

21 

IS 

0 

20 

0 

17 

0 

- 

- 

20 

0 

16 

1 

22 

2 

0 

24 

0 

88 

0 

67 

0 

84 

0 

90 

0 

28 

28 

0 

14 

0 

- 

- 

87 

0 

20 

0 

- 

- 

24 

19 

0 

20 

0 

110 

0 

21 

0 

87 

0 

- 

- 

26 

7 

0 

16 

0 

86 

1 

28 

0 

- 

- 

24 

0 

26 

12 

0 

- 

- 

80 

0 

06 

0 

41 

0 

24 

0 

27 

24 

0 

26 

0 

28 

0 

18 

0 

16 

0 

16 

0 

88 

19 

0 

4 

0 

20 

0 

- 

- 

80 

1 

21 

0 

29 

- 

- 

12 

0 

- 

- 

24 

0 

- 

- 

90 

0 

80 

80 

0 

16 

0 

- 

- 

86 
82 

0 
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- 

- 

- 

31 

28 

82 

- 

81 

- 

- 

88 

- 

26 

- 

82 
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Bwmmary  of  Bacierial  Analyses^  1899^ 


Samkjes  fbok— 


Arerage 

N  amber  of 

Bacteria 

per  Cubic 

Gen- 
tfanetar. 


Per  Gent. 

Kemoyed 

(Effldeoigr). 


Namberof 

Bamplea 

Tested  for 

B.CoH 

Oommaola. 


Nnmberof 

Times 

B.OoH 

Commnnls 

was  fowid. 


Ayerage 
Namberof 

B.CoU 
Commnnls. 


Per  Cent  of 
Samples 

Contunlnc 
B.CoU 

Commnnls. 


RWer  at  «zp«rlm«iit  iUtioo,  . 

lUyar  at  intake  of  filter, . 

City  filter,        .       .       .       . 

Outlet  of  reaerroir, . 

Tap  at  City  Hall,    . 

Tap  at  ezperlment  station,    • 


18,000 

- 

6,800 

- 

66 

00.06 

04 

- 

43 

- 

86 

- 

114 
180 
188 
187 

800 


114 

170 

46 

18 

IS 


108 
47 


100.00 

00.44 

28.81 

0.06 

4.00 


As  previously  stated,  the  samples  of  filtered  water  have  probably 
never  contained  more  than  one  B.  colt  communis  per  cubic  centimeter, 
and  the  table  shows  that  the  average  number  in  the  water  applied  to 
the  filter  has  been  47  per  cubic  centimeter;  that  is,  179  samples  of 
the  river  water  at  the  intake  contained  8,413  B.  colt  comrj^nis  and 
189  samples  of  the  effluent  of  the  filter  contained  45  B.  coli  com- 
munis^—  a  removal  of  99.49  per  cent. 

Averages  of  the  Chemical  Analyses  of  Merrimack  River  Water  and 

Filtei^ed  Water,  1899. 

Merrimack  Biver  Water  w  U  flows  upim  the  Lawrence  City  Filter. 

[Parts  per  100,000.] 


Tempera- 
ture. 

Deg.  F. 

• 

Akmovia. 

^ 

2 
o 

NrTBoacir  as 

1 

1 

18M. 

1 

ALMTXIMOID. 

1 

» 

• 

1 

H 

1 

s 

January, 

88 

.40 

.0062 

.0188 

.0120 

.14 

.010 

.0000 

.88 

0.9 

February, 

88 

.84 

.0000 

.0102 

.0170 

.16 

.020 

.0001 

.80 

March,  . 

84 

.87 

.0048 

.0140 

.0120 

.10 

.017 

.0001 

.88 

April,   . 

43 

.86 

.0026 

.0108 

.0110 

.13 

.012 

.0001 

.41 

May,     .       , 

60 

.87 

.0004 

.0166 

.0146 

.17 

.012 

.0002 

.84 

June,    . 

7S 

.48 

.0006 

.0218 

.0100 

.20 

.012 

.0008 

.78 

July,     . 

76 

.87 

.0142 

.0246 

.0106 

.82 

.010 

.0008 

.88 

August,        . 

78 

.86 

.0080 

.0261 

.0160 

.27 

.018 

.0008 

.86 

September,  . 

«7 

.82 

.0810 

.0274 

.0224 

.84 

.012 

.0007 

.84 

October, 

67 

.28 

.0200 

.0280 

.0106 

.80 

.016 

.0006 

.82 

November,   , 

41 

.87 

.0112 

.0288 

.0108 

.82 

.018 

.0008 

.48 

December,   . 

84 

.88 

.0100 

.0206 

.0176 

.20 

.010 

.0002 

.42 

Ayerage, 

62 

.86 

.0118 

.0203 

.0164 

.26 

.016     .0008 

.86 
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Effluent  fnmthe  City  FiUer. 

[PuU  par  100,000.] 


Tempera- 
tnre. 

Deg.F. 

• 

AMMOmA. 

1 

KiTBOOBM  AS 

• 

18M. 

i 

ALBDMIIIOID. 

1 

1 

1 

• 

i 

R 

s 

Jftnaary, 

M 

.40 

.0080 

.0009 

.0000 

.16 

.088 

.0000 

.88 

1.2 

Febraary,    , 

86 

.86 

.0000 

.0108 

.009 

.17 

.044 

.0000 

.27 

1.6 

March, .       . 

M 

.81 

.0108 

.0074 

.0074 

.21 

.066 

.0000 

.26 

1.8 

April,   .       . 

4S 

.80 

.0107 

.0076 

.0078 

.16 

.086 

.0001 

.26 

May.     .       , 

60 

.81 

.0066 

.0067 

.0066 

.17 

.040 

.0000 

.22 

June,    . 

72 

.47 

.0090 

.0108 

.0096 

.81 

.017 

.0007 

.19 

Jttlj,     .       . 

72 

.81 

.0068 

.0077 

.0072 

.88 

.026 

.0001  U    .16 

Aafut, 

76 

.88 

.0077 

.0066 

.0061 

.24 

.044 

.0001 

.20 

September,  . 

e6 

.24 

.0067 

.0068 

.0070 

.86 

.082 

.0008 

.16 

October, 

68 

.28 

.0048 

.0078 

.0078 

.87 

.089 

.0000 

.16 

NoTember»  . 

♦ 

48 

.84 

.0008 

.0066 

.0084 

.84 

.040 

.0000 

.29 

Deeember,   . 

87 

.88 

.0108 

.0004 

.0000 

.80 

.046 

.0001 

.26 

Average, 

62 

.88 

.0068 

.0088 

.0080 

.20 

.066 

.0001 

.28 

Water  from  the  OuLUi  of  the  DislrHnUing  Beservoir. 

[Parte  per  100,000.] 


Tempera- 
tare. 

Deg.F. 

1 

Ammovia. 

NmOOBV  Ai 

• 

1 

o 

• 

1 

ALBUMWOZD. 

1 

» 

• 

i 

i 

1M0. 

H 

1 

January, 

84 

.40 

.oon 

.0101 

.0006 

.17 

.049 

.0000 

.81 

Febroary,    , 

86 

.84 

.0079 

.0000 

.0096 

.17 

.040 

.0000 

.27 

Mareh, . 

86 

.80 

.0076 

.0078 

.0078 

.21 

.044 

.0000 

.26 

April,   . 

48 

.82 

.0068 

.0078 

.0071 

.18 

.040 

.0001 

.28 

May,     . 

60 

.82 

.0006 

.0074 

.0072 

.17 

.084 

.0000 

.26 

Jane,    . 

60 

.28 

.0010 

.0088 

.0076 

.29 

.088 

.0000 

.16 

July.    .     < 

74 

.21 

.0010 

.0076 

.0074 

.82 

.086 

.0002 

.16 

Avgnat, 

78 

.17 

.0014 

.0070 

.0069 

.84 

.089 

.0004 

.17 

September,  , 

66 

.16 

.0012 

.0076 

.0074 

.86 

.048. 

.0001 

.16 

October, 

67 

.18 

.0007 

.0078 

.0070 

.88 

.068 

.0000 

.12 

Vorember,  « 

48 

.82 

.0020 

.0098 

.0067 

.86 

.048 

.0000 

.28 

December,    . 

86 

.84 

.0066 

.0111 

.0102 

.82 

.044 

.0001 

.26 

Average, 

62 

.28 

.0086 

.0084 

.0060 

.27 

.Ott 

.0001 

.21 
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Water  flrom  a  Tap  at  Lawrence  Oily  Hall. 

[FarU  per  100,000.] 


Tempera- 

tOTB. 

I>«f.F. 

1 

AmfOMiA. 

i 

Httwoqkm  as 

• 

1 

a 

1^ 

18M. 

1 

• 

s 

1^ 

• 

1 

• 

I 

• 

i 

s 

87 

.80 

.0068 

.0008 

.16 

.048 

0 

.80 

Febmaiy, » 

80 

.88 

.0066 

.0080 

.18 

.047 

0 

.86 

Marob,      .       . 

88 

.80 

.0064 

.0078 

.81 

.048 

0 

.88 

AprU.        •       . 

44 

.81 

.0081 

.0071 

.18 

.040 

0 

.88 

May. .       •       . 

88 

.80 

.0008 

.0071 

.10 

.084 

0 

.84 

Jane, . 

eo 

.88 

.0007 

.0068 

.20 

.088 

0 

.16 

July, .       •       , 

* 

78 

.18 

.0004 

.oon 

.88 

.066 

0 

.14 

Angiut,     . 

78 

.17 

.0008 

.0068 

.84 

.044 

0 

.17 

September, 

00 

.11 

.0006 

.0000 

.88 

.086 

0 

.14 

October,    . 

80 

.16 

.0003 

.0068 

.80 

.083 

0 

.18 

VoTember, 

1    ,  ' 

46 

.81 

.0080 

.0001 

.84 

.060 

0 

.13 

I>ecember, 

46 

.86 

.0080 

.0107 

.88 

.048 

0 

.88 

ATerege, 

84 

.87 

.0088 

.oon 

.87 

.044 

0 

.81 

Water  Jrom  a  Tap  at  Lawrence  Experiment  Station, 

[Parte  per  100;000.] 


Tempera- 
tare. 

Dcg.F. 

1 

Ammomia. 

• 

NITBOOCH  AS 

1 

18M. 

• 

1 

i^ 

» 

S 

• 

1 

Juraery,   • 
February, • 
Mareb, 

April,        •       . 
Mey.  .       .       , 
Jooe, 
July, . 
Angiut,    . 
September, 
October,    . 

December, 

• 

48 
40 
41 
48 
88 
68 
67 
70 
64 
80 
81 
48 

.86 
.83 
.88 
.87 
.88 
.14 
.10 
.13 
.11 
.18 
.88 
.80 

.0087 
.0080 
.0086 
.0080 
.0001 
.0003 
.0003 
.0003 
.0006 
.0008 
.0004 
.0067 

.0067  . 
.0088 

.oon  i 

.0066  1 

.0087 
.0061 
.0088 
.0060 
.0060 
.0080 
.0070 
.0003 

.16 
.18 
.81 
.18 
.80 
.30 
.88 
.84 
.88 
.88 
.84 
.88 

.081 
.040 
.OM 
.Ott 
.087 
.087 
.088 
.046 
.Ott 
.068 
.Ott 
.Ott 

0 
0 
0 
0 
0 
0 
0 
0 
0 
.     0 
0 
0 

.87 
.88 
.88 
.81 
.80 
.18 
.18 
.17 
.14 
.13 
.10 
.88 

ATerage,    . 

68 

.83 

.0018 

.0070 

.87 

.OM        0 

.80    1    1.6 

t 
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Filters  Nos.  3B  and  8  A. 

These  two  filters  were  first  put  into  operation  during  the  last  part 
of  September,  1893.  When  first  constructed,  they  contained  over 
gravel  underdrains  5  feet  in  depth  of  sand  of  an  eiSective  size  of 
0.23  millimeter,  this  being  the  same  grade  as  a  large  proportion  of 
the  sand  placed  in  the  city  filter.  Each  filter  is  ^^^  of  an  acre  in 
area,  and  Filter  No.  3  B  has  always  been  operated  as  an  intermittent 
filter,  with  its  surface  free  from  water  for  about  two  hours  each  day, 
and  its  outlet  open  and  the  filter  draining,  so  that  air  enters  the 
interstices  of  the  sand  of  the  filter  to  a  certain  extent  daily.  Filter 
No.  8  A,  on  the  other  hand,  has  always  been  operated  as  a  continu- 
ous filter,  and  its  surface  has  never  been  intentionally  freed  from 
water  except  at  times  when  it  was  necessary  to  remove  the  accumu- 
lated organic  matter  and  silt  from  the  surface ;  that  is,  no  air  has 
been  allowed  to  enter  this  filter,  except  at  times  of  scraping,  beyond 
the  air  dissolved  in  the  water  applied. 

The  results  obtained  from  these  two  filters,  in  regard  to  daily 
bacterial  efficiency,  the  percentage  removal  of  B.  prodigiosus  germs 
applied  for  purposes  of  experiment,  etc.,  have  been  given  in  each 
annual  report,  and  at  the  present  time  a  summary  of  many  of  the 
results  of  their  operation  since  March  26,  1895,  not  as  yet  given  in 
the  reports,  is  here  presented. 

Summary. 

Upon  March  26, 1895,  after  they  had  been  in  operation  for  one  year 
and  six  months  and  a  certain  depth  of  sand  removed  by  scraping, 
they  were  refilled  with  clean  sand  to  their  original  depth.  Each 
filter  was  first  scraped,  and  the  first  few  inches  of  the  new  sand 
applied  to  the  surface  was  thoroughly  mixed  with  the  upper  few 
inches  of  the  old  sand  remaining  in  the  filter. 

Rates  of  Operation  and  Depth  and  Volume  of  Sand  removed. 

Upon  Dec.  31,  1899,  after  they  had  been  in  operation  for  four 
years  and  nine  months  from  the  date  of  refilling,  the  depth  of  sand 
remaining  in  Filter  No.  3B  was  27^  inches  and  in  Filter  No.  8  A 
28%  inches ;  that  is  to  say,  in  order  to  keep  the  filters  in  operation 
at  the  rates  desired,  32%  inches  of  sand  had  been  removed  from 
Filter  No.  3B  and  31%  inches  from  Filter  No.  8  A. 
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The  average  rate  of  operation  of  Filter  No.  3B  during  different 
portions  of  this  period  had  varied  from  1,300,000  gallons  per  acre 
daily  to  3,850,000  gallons  per  acre  daily,  and  a  volume  of  water 
equal  to  4,130,000,000  gallons  upon  an  area  of  one  acre  had  passed 
through  the  filter ;  this  volume  being  equal  to  the  volume  that  would 
have  passed  through  a  filter  one  acre  in  area  if  it  had  been  operated 
for  each  day  of  the  1,736  days  in  the  period  under  discussion  at  an 
average  rate  of  2,380,000  gallons  per  acre  daily.  In  the  table  on 
page  508  the  rate  is  given  according  to  the  actual  days  of  operation. 
The  depth  of  sand  removed,  32^  inches,  equals  .78  of  an  inch  for 
each  100,000,000  gallons  of  water  filtered  per  acre,  and  the  volume 
of  sand  removed  would  equal  4,646  cubic  yards  upon  an  acre,  or 
1.12  cubic  yards  per  1,000,000  gallons  of  water  filtered. 

Filter  No.  8  A  was  operated,  during  different  portions  of  this 
period  of  four  years  and  nine  months,  at  average  rates  varying  from 
1,750,000  gallons  per  acre  daily  to  4,440,000  gallons  per  acre  daily, 
and  through  this  filter  had  passed  a  volume  of  water  equal  to  5,022,- 
000,000  gallons  through  an  area  of  one  acre ;  that  is,  the  volume 
of  water  was  equal  to  the  volume  that  would  have  passed  through 
a  filter  one  acre  in  area  if  it  had  been  operated  during  the  entire 
period  of  1,736  days  at  an  average  rate  of  2,900,000  gallons  per 
acre  daily.  The  depth  of  sand  removed  equalled  .62  of  an  inch  for 
each  100,000,000  gallons  of  water  filtered,  and  the  volume  of  sand 
removed  equalled  4,378  cubic  yards  upon  an  area  of  one  acre,  or 
.88  of  a  cubic  yard  per  1,000,000  gallons  of  water  filtered. 

In  the  tables  on  pages  508  and  509  two  columns  will  be  found, 
giving  the  actual  rate  of  filtration  during  different  periods  of  opera- 
tion and  the  prescribed  rate  at  which  it  was  intended  that  each  filter 
should  be  operated.  With  Filter  No.  8  A,  during  a  large  portion 
of  each  period,  the  actual  rate  equalled  the  prescribed  rate ;  but,  as 
there  were  always  several  days  just  after  scraping  and  always  sev- 
eral days  just  before  scraping  when  the  actual  rate  did  not  equal  the 
rate  prescribed,  the  average  actual  rate  of  the  period  is  always  less 
than  the  prescribed  rate.  Owing,  however,  to  the  uncovering  of 
the  surfsK^  of  Filter  No.  3B  and  the  admission  of  air  to  its  pores, 
the  frictional  resistance  of  the  filter  to  the  flow  of  water  was  in- 
creased, as  shown  by  the  smaller  percentage  that  the  actc^l  rate  that 
could  be  followed  with  Filter  No.  3B  was  of  the  prescribed  rate 
than  was  the  actual  rate  of  Filter  No.  8 A  of  the  prescribed  rate; 
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that  is  to  say,  the  actual  rate  of  Filter  No.  3B  was  only  75  per 
cent,  of  the  prescribed  rate,  while  the  actual  rate  of  filtration  of 
Filter  No.  8  A  was  94  per  cent,  of  the  prescribed  rate.  From  the 
same  table  it  will  be  found  that,  in  order  to  keep  Filter  No.  3B 
in  operation  at  a  rate  approaching  that  desired,  it  was  necessary 
to  scrape  this  filter  72  times  during  this  period  from  March  26, 
1895,  to  Dec.  31,  1899,  and  the  average  depth  of  sand  removed  per 
scraping  was  .46  of  an  inch.  In  order  to  keep  Filter  No.  8  A  in 
operation  at  a  rate  approaching  that  desired,  it  was  necessary  to 
scrape  it  59  times ;  but  once,  for  purpose  of  experiment,  —  Oct.  5, 
1898,  —  two  inches  in  depth  of  sand  was  removed,  thus  increasing 
the  total  number  of  scrapings  to  60,  and  the  average  depth  of  sand 
removed  per  scraping  was  .52  of  an  inch.  This  extra  scraping  and 
the  sand  removed  are  included  in  all  calculations  of  average  depth  of 
scrapings,  volume  of  sand  removed,  etc.,  in  the  summary. 

Gallons  of  Water  passed  per  Scraping, 

The  length  of  the  different  periods  of  operation  at  various  rates 
of  filtration  are  given  in  the  tables  on  pages  508  and  509,  and  the 
volume  of  water  passed  per  scraping  during  each  period  of  opera- 
tion at  different  rates  is  shown  by  the  following  tables :  — 


Filler  No.  3B. 


PXUOD. 


Million 

OftUoos  of  Water 

paucd 

p«r  8cnplnf . 


1 

2,        .        .        .        . 
8,        .        .        .        . 

4 

» 

7 

8,        .       .        .        . 
ft,        ...        . 

ATenie  Tolnine, 


8,860,000 
1,800,000 
8,500,000 
8,470,000 
3,800,000 
1,860,000 
3,500,000 
3,110,000 
2,820,000 


83.4 
44.1 
70.2 
40.8 
64.2 
47.6 
44.0 


50.2 
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FOter  No.  8  A. 


PmoD. 

Kato. 

MUlon 
OallomofWattr 

pOT  Scnpliif • 

I 

4,440,000 
1,TM,000 

70.0 

Sl 

67.0 

-J 

4,S«OlO0O 
1,280,000 
t,«O^O0O 
S,UO,000 
8,100,000 

M.0 

1                     :                     :   : 

77.0 

i    ;    :    !    1    !   I   .   .    .   .    !    .    .    ! 

80.0 

« 

140.0 

p !!!'!!!.! 

79.0 

AToraM  ▼oIubMb 

- 

77.8 

It  is  evident  from  these  figures  that  the  average  volume  of  water 
passed  per  scraping  was  more  uniform  with  Filter  No.  8  A  than  with 
Filter  No.  3B,  and  that,  taking  the  entire  period  given,  it  is  difficult 
to  see  that  there  is  much  difference  in  the  volume  passed  per  scrap- 
ing during  cold  or  warm  weather  (seasons  given  on  tables,  pages  508 
and  509)  ;  although  what  slight  showing  there  is  in  this  respect  indi- 
cates that  the  access  of  cold  air  into  Filter  No.  3  B  at  times  of  un- 
covering during  winter  weather  increased  the  frictional  resistance 
more  than  did  the  access  of  air  during  warmer  weather.  The  large 
volume  of  water  passed  per  scraping  during  Period  No.  6,  Filter 
No.  8  A,  was  due  to  the  &ct  that  during  the  previous  period  two 
inches  in  depth  of  sand  was  at  one  time,  for  purposes  of  experi- 
jnent,.  scraped  from  the  filter. 


Bacterial  Efficiency  at  Different  Rales. 

From  a  study  of  the  tables  given  on  pages  508  and  509,  it  will  be 
noted  that  the  average  bacterial  efficiency  of  Filter  No.  3B  during 
every  period  but  one  was  99  per  cent,  or  more,  and  that  the  aver- 
age bacterial  efficiency  of  Filter  No.  8  A  was  above  99  per  cent, 
during  each  of  the  periods  of  operation  at  different  rates.  It  will 
also  be  noted  that  with  Filter  No.  8  A  the  bacterial  efficiency  was 
practically  the  same  at  whatever  rate  operated  within  the  limits  fol- 
lowed, and  the  efficiency  at  the  end  of  the  period,  when  there  was 
only  one-half  as  great  a  depth  of  sand  within  the  filter,  was  equal  to 
that  at  the  beginning  of  the  period.  With  Filter  No.  3B,  at  tiie  end 
-of  the  period  j  witii  one-half  the  depth  of  sand  in  the  filter  that  was 
present  at  the  beginning  of  the  period,  the  efficiency  was  somewhat 
less,  but  only  a  fraction  of  a  per  cent.,  this  end  efficiency  being  over 
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99  per  cent.  The  bacterial  efficiency  of  Filter  No.  3B  for  the  en- 
tire period,  obtained  by  averaging  all  the  bacterial  results,  was  99.42 
per  cent. ;  and  the  bacterial  efSciency  of  Filter  No.  8  A,  calculated 
in  the  same  way,  was  99.65  per  cent. 

NuTnber  of  Bacteria  in  the  Effluent. 

During  all  this  period  determinations  of  the  number  of  bacteria 
present  in  the  effluents  of  the  filters  were  made  by  examining  always 
at  least  two  samples  per  day  from  each  filter,  and  generally  three 
samples.  The  number  of  times  that  the  average  daily  number  of 
bacteria  in  the  effluents  was  greater  than  100  per  cubic  centimeter 
is  shown  by  the  following  tables,  giving  the  number  first  by  years 
and  second  by  the  subdivisions  of  the  entire  period  already  noted, 
when  the  rates  of  filtration  varied :  — 


Ifumber  of  Times  thai  the  Bacteria  in  the  JSffluenis  of  Fitters  Nos,  3  Band  8  A 

exceeded  100  per  Cubic  CenUmeter  (jjy  Tears) » 


s 


18B5, 
1800, 
4807. 


Filter 
19o.  8B. 


FUter 
No.  8  A. 


0 
21 
68 


8 
12 
19 


Tbab. 


1888, 
1890, 


Fllttr 
No.  8B. 


18 
40 


Filter 
No.  8  A. 


6 
18 


Number  oj  Times  thai  the  Bacteria  in  the  Effluents  of  these  Two  Fitters  exceeded 

100 per  Cubic  Centimeter  (by  Periods). 

FUter  No.  3B. 


RATB  (IflEXIOV  Qallovs 
rw^  AOHS  Daily). 

Number  of 

PSUOD. 

Aetaal. 

PTMeribod. 

Tlmea. 

lUr.   98, 1806,  to  Nov.  28, 1895,  .       , 
Not.  24, 1895,  to  Apr.  19, 1890,  .       . 
Apr.  90, 1890,  to  Juno  28, 1890,  • 
Jano  29, 1890,  to  Juno  80, 1897,  . 
Jaly     1.1897,  to  Jan.    0,1898,. 
4wtk,     7, 1898,  to  Aag.   7, 1898,  .       . 
Aag.    8, 1898,  to  Not.  18, 1896,  .       . 
Not.  14, 1898,  to  Aug.   8, 1899,  . 
Aug.    9, 1899,  to  Doe.  81, 1899,  . 

8.85 
1.80 
8.60 
8.47 
2.80 
1.98 
2.69 
2.11 
2.82 

6.00 
1.60 
4.00 
6.00 
4.00 
2.50 
4.00 
2.00 
4.00 

6 

7 

0 

60 

21 

1 

2 

29 

17 

Filter  No.  8  A. 


M«r.  27, 1896,  to  Not.  24, 1886, 

4.44 

6.00 

8 

Not.  25, 1896,  to  Apr.  18, 1806,  . 

1.76 

2.00 

0 

Apr    19, 1880,  to  Jan.     0, 1898,  . 

4.24 

4.00 

88 

Jmo.      7, 1808,  to  Aug.   7,  1898,  . 

2.26 

2.60 

1 

Aug.    8, 1898,  to  Nov.  18, 1898,  . 

8.26 

4.00 

8 

Not.  14, 1898,  to  Aag.    8, 1899,  . 

2.16 

2.00 

8 

Aag.    9, 1899,  to  Dee.  81,  1899,  . 

3.20 

4.00 

5 
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Maximum  Rate  of  Sand, 

At  the  time  these  two  filters  were  first  started  the  sand  placed  in 
them  had  a  maximum  rate  of  43,000,000  gallons  per  acre  daily ;  that 
is  to  say,  with  the  sur&ce  of  the  filters  covered  with  water,  with  a 
free  outlet  and  with  a  loss  of  head  equal  to  the  depth  of  the  filter, 
this  volume  of  water  would  pass  through  an  acre  of  this  sand  in 
twenty-four  hours.  The  maximum  rate  has  decreased  steadily  on 
account  of  the  accumulation  of  organic  matter  within  the  filter  by 
the  seven  years  of  operation,  but  it  is  now  about  70  per  cent,  of  that 
at  the  start.  The  period  between  scrapings  at  the  present  time  and 
in  the  case  of  each  filter  and  the  volume  of  water  passed  between 
scrapings  are,  under  similar  conditions,  practically  the  same,  as  far 
as  can  be  ascertained,  as  at  the  beginning  of  the  period  of  operation. 
The  filters  are  operated  with  nearly  the  same  actual  head  now  as  at 
the  beginning  of  the  period ;  that  is  to  say,  at  that  time  there  was 
about  5  feet  6  inches  in  depth  of  water  and  sand,  and  the  depth  of 
sand  was  5  feet ;  at  the  present  time  there  is  practically  the  same 
depth  of  water  and  sand,  but  the  depth  of  water  over  the  sand  is 
nearly  half  the  total  depth.  The  tables  on  the  following  pages,  giv* 
ing  the  average  chemical  and  bacterial  analyses  of  the  water  applied 
to  and  the  effluents  from  these  two  filters,  show  that  both  of  them  at 
the  present  time  purify  the  water  as  well,  both  chemically  and  bao- 
terially,  as  when  a  greater  depth  of  sand  was  in  them ;  and  each  is 
practically  as  efficient  in  removing  color  from  the  applied  water  as 
at  any  time  since  the  first  month  or  two  of  their  operation. 

Removal  of  Organic  Matter. 

Chemical  Results  of  Filters  Nos.  3B  and  8  A  during  the  Period 

1893-99  inclusive. 

The  three  following  tables  give  the  average  yearly  analyses  of  the 
canal  water  applied  to  these  filters  during  the  entire  period  of  their 
operation  up  to  Jan.  1,  1900,  and  the  average  yearly  analyses  of  the 
effluents  of  the  filters.  The  two  tables  beyond  these  give  the  actual 
percentage  of  coloring  matter  and  organic  matter  removed  from  the 
applied  water  during  the  period  by  filtration  through  these  filters, 
as  shown  by  the  determination  of  color  and  of  free  and  albuminoid 
ammonia  and  oxygen  consumed. 
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For  doing  this  work  of  removal  of  organic  matter  by  oxidation, 
Filter  No.  3B  has  always  been  supplied  with  more  air  than  Filter 
No.  8  A,  owing  to  its  method  of  operation,  and  the  effluent  of  the 
filter  has  always  contained  as  much,  or  nearly  as  much,  free  oxygen 
as  the  water  applied.  Filter  No.  8  A,  on  the  other  hand,  has  had  to 
perform  its  work  of  oxidation  with  only  the  oxygen  that  enters  it 
with  the  water  applied.  This  has  always  been  sufficient  in  volume 
to  produce  oxidation  of  organic  matter  within  the  filter  and  not 
become  exhausted  by  the  process  of  oxidation,  as  denoted  by  its 
unfailing  presence  in  the  effluent  of  the  filter.  During  the  summer 
of  1899,  however,  owing  to  the  small  volume  of  water  flowing  in  the 
river  and  its  consequent  degree  of  pollution,  the  amount  of  dissolved 
oxygen  in  the  effluent  of  the  filter  was  very  small,  showing  that  the 
river  water  was  for  a  time  in  a  condition  approaching  that  where 
continuous  filtration  of  it  could  not  be  successfully  followed  without 
preliminary  aeration  of  the  water. 


Yearly  Averages  of  Chemical  Analyses  of  Canal  Water  {Merrimaek  Biver). 

[PatrU  per  100,000.] 


1 

Ammokia. 

• 

NiTBoonr  A» 

1^ 
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.45 

01 
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.0001 

.40 

80 

1805, 
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.0215 
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78 
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.0177 
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88 
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.45 
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86 
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.46 

.0057 

.0181 
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84 
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.0102 
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.24 

.018 

.0008 
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Yearly  Averages  of  Chemical  Analyses  of  Effluent  of  Filter  No.  3  B. 

[PtfU  per  100,000.] 


1808 
1804 
1806 
1800 
1807 


1800, 
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BfflQcnt. 
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AcieDeflj. 
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Yearly  Averages  of  Chemical  Analyses  of  Effluent  of  Filter  No.  8  A. 

[Pftrts  per  100,000.] 


EffloenU 
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Aere  Delly. 
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1808,        

1804,        

1806,        

1800,        ..... 

1807 

1808,       

1800,        

Average,.       .       .       . 
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64 

87 


01 


No.  34.] 


FILTRATION  OF  WATER. 


507 


Itreentage  Bemoval  cf  OoUrring  Matter,  Free  Ammonia  and  Organic  Matter 
from  the  Biver  Water  attaiued  by  Fitters  Nos.  3B  and  8A. 


FILTER  No.  8B. 

FILTEB  No.  8  A. 

PSBCBmAaS  SXMOTAL  OF 

1 

1 

TB4B. 

Pbbobmtaos  Rbcotal  of 

i 

AimoaiA. 

AMMOHXA. 

1 

Tbab. 

i 

^ 

1" 

1 
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l« 
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88 

n 

58 

88 
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64 

78 
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80 

68 
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80 
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60 
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28 
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28 

57 

48 

28 
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20 

57 

45 
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88 

81 
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20 
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81 

70 

48 
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41 

88 

68 

87 
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41 

80 

58 

84 
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8».  • 

88 

71 

48 

28 
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ige, . 

88 

75 

60 

28 

Difference  between  Average  NUraUs  of  Canal  Water  and  Effluents  of  FUtera  Nob, 

3B  and  8 A. 

[Parte  per  100,000.] 
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Fflter 
No.  SB. 


.018 


.066 


.017 


Flltar 
N0.8A. 


.012 
.014 
.OU 


.012 


In  the  two  following  tables  the  averages  given  at  the  bottom  of 
the  columns  are  actual  averages  for  the  entire  period  of  operation 
since  March  26,  1895.  Averaging  the  figures  in  the  columns  above 
would  give  different  results,  as  the  length  of  the  periods  varied. 
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Results  with^Filtebs  Nos.  3B  and  8 A  during  1899. 

SmniDariziiig  by  months  the  average  number  of  bacteria  in  the 
water  applied  to  and  the  efflaents  from  these  filters,  the  bacterial 
efficiency  of  eadli  filter  and  the  nomber  of  samples  examined  eadi 
month  that  contained  B.  coii  communis^  we  have  the  following 
tables :  — 


JaVtTQQC  StUnUftT 

3B 


€f  Bacteria  m  Waier  applied  to  amd  EjJLwaUM  fnm  FQUn  Not. 
8  A,  1899.  and  Bacterial  Efieiemey  <tf  tkem 


These  figures  show  that  the  average  nomber  of  bacteria  in  the 
canal  water  daring  the  year  was  5,600 ;  in  the  efflaent  of  Filter 
No.  3B,  68;  in  the  efflaent  of  Filter  No.  8 A,  32;  giving  a  bac- 
terial efficiency  for  the  year  of  98.80  for  Filter  No.  3B  and  99.43 
for  Filter  No.  8  A. 


B.  Coli  Communis  Results  Jar  1899. 

Daring  the  year  96.63  per  cent,  of  the  samples  of  canal  water 
examined  contuned  B,  coli  communis  in  1  cubic  centimeter,  and 
determinations  of  the  numbers  showed  that  the  average  was  40  per 
cabic  centimeter,  and  that  the  variation  was  from  9  per  cabic  cen- 
timeter in  April  to  104  per  cubic  centimeter  in  July.  With  Filter 
No.  3B  22.27  per  cent,  of  the  samples  examined  contained  B.  coli 
communis  in  1  cubic  centimeter,  and  with  Filter  No.  8  A  14.17  per 
cent,  of  the  samples  examined  during  the  year.  In  other  words,  the 
germ  was  found  in  57  of  the  256  samples  of  effluent  of  Filter  No. 
36  that  were  examined  and  in  35  of  the  247  samples  of  effluent  of 
Filter  No.  8  that  were  examined. 

In  the  last  report  a  statement  was  made  that,  from  the  studies  of 
B.  coli  communis  in  filtered  water,  it  was  thought  probable  that  a 
rate  which  would  be  entirely  safe,  judging  only  from  the  determina- 
tions of  the  total  number  of  bacteria  present,  might  really  be  too 
high  to  produce  safe  water,  judging  from  the  B.  coli  communis  de- 
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terminations.  Additional  studies  on  this  important  point  have  been 
made,  bat,  owing  to  contradictory  results  obtained,  nothing  can  be 
added  to  the  subject  at  this  time.  It  is  evident,  however,  that  the 
statement  then  made,  that  seasonal  variations  of  temperature  affect 
the  work  of  sand  filters  in  eliminating  B.  colt  communis^  is  true, 
as  a  study  of  the  tables  on  pages  514  to  517  will  make  evident;  the 
poorer  work  being  done  during  the  colder  months  of  the  year. 

When  comparing  the  number  of  times  that  B.  coli  communis  was 
found  in  the  effluents  of  these  filters  during  the  year  with  the  num- 
ber of  times  that  it  appeared  in  the  effluent  of  the  city  filter,  several 
points  of  difference  must  be  considered.  In  the  first  place,  the  rates 
followed  with  these  experimental  filters  were  greater  than  the  rate 
of  filtration  of  the  city  filter ;  the  chief  difference,  however,  is  that 
the  results  from  the  experimental  filter  are  representative  of  the 
operation  of  the  entire  filter,  while,  when  the  germ  was  found  fre- 
quently during  a  certain  portion  of  the  year  in  the  effluent  of  the 
city  filter,  it  was  probably  due,  as  stated,  to  poor  work  in  a 
small  section  of  the  filter,  and  the  actual  number  per  cubic  centi- 
meter in  the  water  from  this  section  were  distributed  through  the 
entire  filtrate.  The  percentage  of  efficiency  of  Filter  No.  3  B  for 
the  year,  as  regards  the  removal  of  B.  coli  communis  (calculated  as 
on  page  496),  was  99.45  per  cent.,  and  of  Filter  No.  8  A,  99.65 
per  cent,  (see  table,  page  517). 

The  tables  following  give  the  average  chemical  and  bacterial 
analyses  of  canal  water  (Merrimack  River)  taken  from  the  Essex 
Company's  canal  and  applied  to  these  filters,  and  also  the  average 
chemical  and  bacterial  analyses  of  the  effluents  of  these  two  filters 
during  the  year :  — 
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Centimeter  in  the  Effluent  of  Fitter  No.  3  B,  1899. 
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initorVo. 
VoftmbM*  U, 

12,  SI 


U 


«D  the  foOowtaf  dates:  Ji 
aadSi.   It  VM  dnlMd  OB  tl 
4, 11,  U,  Si,  Jolj  8,  f ,  H, », 


2tb Jaly  S,  AagmAU^Om^n  It, 

rliif  dalM:  Mwch  U-Si,  Muvh  i^ 

Si,  ST,  Oelotar  i-lT.  SI,  Si.  9oT«i. 
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Centimeter  in  the  Effluent  of  Filter  No.  8  A,  1899. 

July. 

AUODST. 

SlRBMBBB. 

OOTOBBB. 

KOTBMBU. 

DBOSMBUt. 

. 

1 

ll 

• 

ll 

■ 

n 

1 

B.CoU 

1 

B.CoU 

8 

0 

• 

1 

11 

• 

SQ 

1 

1 

3 

1 

u 

m 

0 

88 

0 

7 

0 

18 

0 

. 

. 

6 

0 

76 

1 

1 

- 

- 

0 

0 

8 

0 

20 

0 

26 

0 

8 

0 

2 

10 

0 

8 

0 

- 

- 

0 

0 

17 

0 

- 

- 

8 

• 

- 

14 

0 

- 

- 

81 

0 

U 

0 

17 

1 

4 

0 

6 

0 

0 

4 

0 

- 

- 

17 

0 

6 

0 

- 

- 

0 

■• 

- 

- 

1 

80 

1 

6 

0 

6 

0 

18 

0 

- 

- 

12 

0 

86 

0 

7 

0 

10 

• 

0 

- 

- 

9 

0 

81 

0 

8 

- 

6 

0 

0 

- 

- 

IS 

0 

6 

0 

• 

0 

17 

0 

- 

- 

- 

14 

0 

- 

- 

10 

0 

6 

0 

0 

•• 

- 

26 

0 

26 

1 

11 

0 

24 

0 

0 

- 

- 

- 

- 

87 

0 

18 

0 

- 

- 

0 

- 

- 

- 

- 

66 

0 

18 

0 

6 

0 

0 

- 

- 

40 

0 

86 

1 

14 

0 

8 

0 

0 

« 

3 

228 

1 

116 

1 

16 

- 

2 

0 

IS 

0 

- 

- 

80 

1 

161 

0 

16 

0 

2 

0 

- 

- 

- 

66 

1 

- 

- 

17 

0 

6 

0 

0 

- 

- 

87 

1 

40 

0 

18 

0 

7 

0 

0 

88 

0 

- 

- 

28 

1 

19 

0 

- 

- 

0 

86 

1 

84 

0 

84 

0 

20 

0 

- 

- 

0 

44 

1 

- 

- 

44 

0 

21 

0 

8 

0 

0 

- 

- 

- 

- 

48 

0 

22 

- 

27 

1 

0 

46 

0 

21 

0 

20 

1 

28 

0 

IS 

1 

- 

84 

1 

68 

0 

- 

- 

24 

0 

6 

0 

0 

46 

0 

168 

1 

- 

- 

26 

0 

6 

0 

26 

0 

•4 

0 

- 

- 

17 

0 

20 

0 

- 

- 

0 

82 

1 

480 

1 

10 

0 

LOT 

0 

6 

0 

0 

27 

0 

78 

1 

24 

0 

20 

0 

8 

0 

0 

- 

- 

60 

1 

84 

0 

- 

28 

0 

- 

- 

24 

0 

- 

- 

68 

0 

80 

0 

18 

0 

- 

- 

11 

0 

- 

- 

- 

- 

l«l 

- 

10 

- 

0 

- 

86 

- 

66 

- 

42 

- 

182 

Summary  of  Bacterial  Analyses  of  Water  applied  to  and  Effluents  from  Filters 

Nos.  3  B  and  8  A,  1899. 


84MnJUfB0X~ 

ATenfs 

Vninberof 
Bacteria. 

Par  Cent 

RemoTed 

(Bffldenoy). 

Nomber  of 

Samplas  Tasted 

for  B.  Colt 

Commanls. 

M  umber  of 

Tlmea  B.  OoU 

Commonls 

was  foand. 

Ayersfe 

Hmnber  of 

B.G0II 
Cominiinls. 

Per  Cent  of 
Samples  Con* 
telnlng  B.  Coll 

Commnnis. 

Canal  water,  . 
Filter  No.  SB, 
Filter  No.  8  A, 

6,700 
67 
82 

osTso 

00.48 

297 
266 
247 

287 
67 
86 

40 

96.68 
82.27 
14.17 
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Monthly  Averages  of  Analj/iet  of  Canal  Water  (Merrimack  Biver). 

[PutapCTlM,ON.] 


AmcoviA. 

Nnaooxv  Aa 

• 

^1 

Tenpera* 
tore. 

Dev.F. 

• 

1 

ALsuxnoxv. 

1 

1 

^ 

J 

19M. 

1 

1 

January,  •       •       •       . 

84 

.88 

.0060 

.0170 

.0168 

.14 

.018 

.0008 

.41 

00.8 

4,000 

Pelntiary, 

84 

.84 

.0070 

.0188 

.0120 

.17 

.088 

.0000 

.84 

88.1 

6,400 

84 

.80 

.0000 

.0188 

.0184 

.16 

.088 

.0000 

.88 

96.0 

4,400 

April,       .       . 

- 

.88 

.0061 

.0147 

.0140 

.16 

.020 

.0001 

.80 

00.8 

1,700 

May. .       . 

68 

.40 

.0080 

.0166 

.0146 

.16 

.010 

.0001 

.40 

84.4 

8,800 

Jana, 

78 

.86 

.0079 

.0187 

.0147 

.88 

.018 

.0008 

.89 

71.1 

9,000 

Jnly, . 

76 

.84 

.0166 

.0246 

.0160 

.88 

.016 

.0004 

.88 

60.0 

4,800 

Aogoal,    . 

74 

.81 

.0176 

.0804 

.0177 

.88 

.018 

.0004 

.80 

68.8 

8,700 

Baptombar, 

07 

.28 

.0137 

.0100 

.oin 

.88 

.018 

.0006 

.87 

67.8 

8,100 

Odtobar,   . 

66 

.87 

.0180 

.0180 

.0170 

.86 

.019 

.0000 

.80 

68.7 

8,100 

NoYMnbar, 

40 

.87 

.0181 

.0880 

.0100 

.88 

.019 

.0008 

.46 

78.1 

9,200 

Daoambar, 

80 

.81 

.0117 

.0204 

.0178 

.80 

.017 

.0008 

.88 

84.8 

7,600 

Avaraga,    . 

68 

.84 

• 

.0108 

.0188 

.0160 

.84 

.018 

.0008 

.86 

77.8 

6,700 

Effluent  of  FiUer  No.  SB. 

[Parte  par  100,000.] 


Qnantlty 
Bfflaent.* 

OaUont 

per  Aere 

Daily. 

Ttm. 
Dao.F. 

^m 

AmcoxiA. 

6 

a 

Ninoosx 

A8 

Oxygen 

Ckmsnmed. 

Per  Gent  of  Die- 
eohrcd  Oxygen. 

1 

i 

1 

1 

1 

• 

Baeterlaper 
Centlmetei 

19M. 

1-^ 

s 

i 

Janoary,     . 

8,881,000 

84 

86 

.80 

.0000 

.0087 

.14 

.028 

0 

.81 

08.0 

61 

Fabntary,   . 

1,998,000 

84 

84 

.88 

.0080 

.0078 

.18 

.088 

0 

.20 

86.6 

168 

Karob, 

1,058,000 

84 

80 

.86 

.0008 

.0004 

.16 

.082 

0 

.24 

88.0 

86 

April.t         .       . 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

Hay,    . 

8,800,000 

68 

68 

.88 

.0004 

.0000 

.16 

.087 

0 

.26 

79.9 

04 

Jane,   . 

2,071,000 

78 

78 

.18 

.0008 

.0068 

.88 

.008 

0 

.12 

08.0 

48 

Jnly,    . 

1,021,000 

76 

77 

.18 

.0001 

.0061 

.88 

.180 

0 

.16 

68.6 

82 

Angnat, 

2,806,000 

74 

74 

.18 

.0006 

.0061 

.88 

.070 

0 

.18 

70.0 

94 

Baptambar, . 

8,860,000 

07 

07 

.10 

.0000 

.0060 

.86 

.061 

0 

.18 

64.8 

24 

Oetobar, 

8,006,000 

68 

67 

.18 

.0007 

.0008 

.86 

.060 

0 

.16 

67.8 

88 

KoTamber,  . 

8,067,000 

40 

48 

.84 

.0080 

.0066 

.83 

.041 

0 

.80 

80.1 

08 

Deaambar,  . 

1,006.000 

80 

87 

.84 

.0007 

.0000 

.29 

.086 

0 

.27 

80.9 

104 

Average, 

8,108,000 

68 

64 

.80 

.0017 

.0009 

.26 

.064 

0 

.22 

73.4 

67 

*  The  rataa  given  under  this  heading  upon  all  the  tablea  are  baaed  upon  the  total  volama  of  watar 
Altered  during  each  month;  thai  ia,  in  calcnlailng  thit  rate  the  yolnme  paaaad  la  divided  by  tha  nnmbar 
of  dayt  tha  flltara  ware  in  actual  oparation,  Including  daya  Juat  before,  during  or  juat  after  aoraplng, 
whan  tba  rata  waa  lower  than  tha  preaeribad  rata. 

t  Out  of  operation. 
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Effluent  of  FiUer  No.  8  A. 

[Putt  p«r  100,000.] 


19M. 


Jamuiiyt  • 

FWbnury, 

Marah, 

April,* 

May,. 

June, 

Jnlyi 
Angnit, 
September, 
October, 
HoTember, 
Deoember, 
ATemge, 


Qaantttgr 
of 

EfflUHlt. 

OaUoni 

per  Acts 

DeOy. 


S,OT2,000 
2,100,000 
1,MS,000 


S,M«,000 
1,06,000 
1,M8,000 
2,880,000 
S,81fi,000 
S,1M/M» 
8,040,000 
S,Ufi»000 


2,106,000 


TsxniA- 

TDU. 

Dbo.  F. 


1^ 


84 
84 
84 


88 

78 
74 
07 
88 

40 
80 


68 


i 

S 


84 
84 

84 


68 

7S 

n 

74 
07 
68 

42 

87 


68 


81 


18 
14 
U 
12 
10 


AiiMonA. 


I 


.0012 
.0018 
.0004 


.0002 

•0000 


.0022 
.0012 
.0017 


.0004 


.0011 


i 


.0068 
.0070 


.0001 
.0072 
.0068 
.0077 
.0008 
.0076 
.0106 
.0068 


.0076 


.14 

.17 
.16 


.16 
.28 
.28 
.28 
.86 
.87 
.86 
.20 


.26 


HxTBoasv 


1 

to 


i 


.066 
.028 


.028 
.040 
.024 
.028 


.061 


.040 


.062 


.0000 
.0000 
.0000 


•0000 
•0000 
•0000 
.0018 
.0008 
.0000 
.0000 
.0000 


.0001 


.28 


.27 
•14 
.10 
.19 
.12 
.10 
.88 
.27 


82.1 
70.8 
70.0 


40.7 

0.0 

8.2 

2.0 

8.7 

20.0 

48.6 

68.2 


87.8 


M 

04 


10 
14 
10 
10 
0 
80 
06 
42 


82 


*  Out  of  openoloii. 


FiLTEBS  Nos.  68,  69  and  109. 

These  three  filters  were  continued  in  operation  daring  1899  and 
the  first  three  months  of  1900.  Daring  most  of  the  year  they 
were  flooded  with  a  mixture  of  filtered  city  water  and  sewage,  this 
water  containing  more  organic  matter  than  the  river  water  applied 
to  the  remainder  of  the  water  filters,  but  less  mineral  matter  in 
suspension.  Beginning  in  November,  however,  and  continuing 
during  the  remainder  of  their  period  of  operation,  the  applied 
water  consisted  of  a  mixture  of  unfiltered  river  water  and  sewage. 
Discussion  of  the  results  obtained  from  them  during  their  entire 
period  of  operation  will  be  given  in  the  next  report  of  the  Board. 

The  following  tables  present  the  average  chemical  and  bacterial 
analyses  of  the  water  applied  to  and  the  effluents  from  these  filters. 
Filter  No.  68  was  operated  as  an  intermittent  filter  during  most  of 
the  year,  and  Filters  Nos.  69  and  109  as  continuous  filters.  Filter 
No.  109  received  the  effluents  of  Filters  Nos.  68  and  69. 
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Number  of  Bacteria  and  B.  Ooti  Oommttni$  per  Otdnc  Centimeter 


DAT. 

JAVUAIT. 

FaBRUAXT. 

Mabch. 

Apbil. 

Mat. 

Jom. 

Water 

Bacteria. 

i 

a 

■ 

0 

Water 

Bacteria. 

u 

1 

g 

ll 

Water 

Bacteria. 

a 
o 

ll 

i 

B.CoU 
Commonla. 

Water 

Bacteria. 

• 

g 

m 

1 

1.  .    •    . 

- 

- 

101,100 

- 

26,000 

292 

22,100 

- 

44,200 

100 

8,000 

285 

2 

2,  .   .   . 

51.000 

256 

47,900 

5 

28,600 

220 

- 

- 

80,800 

210 

4,800 

- 

8 

8,  .   .   . 

28,500 

168 

47,000 

207 

81,900 

66 

17,800 

96 

12,000 

846 

7,000 

22B> 

4 

4,  .   .   . 

40,400 

270 

127,800 

189 

80,400 

148 

17,200 

189 

12,800 

188 

- 

- 

6 

6.  .   .   . 

69,600 

810 

• 

- 

- 

- 

15,800 

288 

8,600 

416 

8,700 

246 

e 

6,  .   .   . 

52,700 

820 

61,500 

256 

M,000 

177 

18,900 

206 

U,800 

410 

8,800 

MO 

7 

7,  .   .   . 

86,600 

225 

90,800 

104 

85,100 

168 

12,800 

252 

- 

- 

8,000 

11» 

8 

8,  .   .   . 

- 

- 

40,500 

54 

88,700 

68 

12,200 

96 

12,000 

64 

80,600 

694 

9 

9,  .   .   . 

85,000 

804 

40,100 

74 

19,900 

106 

- 

- 

0,800 

110 

61,900 

Itt 

10 

10»  .   .   . 

88,800 

909 

24,900 

147 

29,400 

88 

19,700 

270 

5,800 

64 

188,700 

- 

11 

11,  .   .   . 

85,800 

184 

27,800 

81 

22,800 

208 

18,500 

148 

10,400 

286 

- 

- 

12 

12,  .   .   . 

27,800 

848 

- 

- 

- 

- 

20,400 

- 

12,000 

266 

899,900 

462 

18 

18,  .   .   . 

45,800 

880 

89,400 

67 

24,200 

274 

12,500 

155 

48,600 

180 

24,600 

22 

14 

14,  .   .   . 

28,000 

850 

87,900 

180 

80,000 

250 

18,100 

201 

- 

- 

7,100 

15- 

15 

16,  .   .   . 

- 

- 

69,000 

219 

14,800 

169 

14,100 

85 

18,900 

85 

7,100 

5 

16 

16,  .   .   . 

29,000 

207 

84,600 

74 

15,800 

188 

- 

- 

27,000 

97 

7,500 

27 

17 

17,  .   .   . 

26,600 

99 

87,700 

272 

14,900 

48 

18,800 

107 

27,700 

829 

- 

• 

18 

18,  •   .   . 

16,600 

94 

80,400 

47 

18,100 

125 

18,900 

164 

27,000 

816 

- 

- 

10 

19,  .   .   . 

- 

- 

- 

- 

- 

- 

- 

- 

15,800 

250 

51,410 

885 

20 

20,  .   •   . 

84,800 

858 

40,400 

226 

26,200 

6 

- 

- 

84,000 

142 

10,400 

- 

21 

21,  .   .   . 

87,400 

128 

74,900 

165 

14,400 

66 

- 

- 

- 

- 

86,600 

lis 

22 

22,  .   .   . 

- 

- 

- 

- 

28,700 

78 

- 

- 

25,000 

416 

94,200 

1,885 

28 

28.  .   .   . 

44,800 

165 

70,600 

87 

13,700 

126 

- 

- 

21,000 

446 

110,000 

8,110 

24 

24,  .   .   . 

29,500 

82 

66,400 

82 

17,800 

126 

- 

- 

6,600 

255 

144,800 

8,818 

26 

25,  .   .   . 

69,500 

25 

40,400 

47 

18,600 

175 

- 

- 

88,000 

185 

- 

- 

26 

26,  .   .   . 

29,500 

192 

- 

- 

- 

- 

- 

- 

12,800 

180 

888,100 

118 

27 

27,  .   .   . 

41,700 

125 

25,600 

62 

22,800 

275 

- 

- 

18,800 

420 

152,800 

40 

28 

26,  .   .   . 

51,000 

168 

25,600 

157 

19,000 

176 

88,500 

110 

- 

- 

40,800 

2B0 

28 

29,  .   .   . 

- 

- 

- 

- 

48,900 

161 

14,600 

220 

6,700 

149 

29,000 

688 

80 

80,  .   .   . 

28,700 

199 

- 

- 

24,700 

89 

- 

- 

- 

- 

81,700 

618 

81 

81,  .   .   . 

66,400 

185 

- 

120 

6,000 

178 
140 

- 

ISO 

7,600 

178 

- 

- 

82 

89,000 

206 

52,700 

2^,500 

20,600 

17,900 

278 

74,500 

592 
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in  Applied  Water  for  Filters  Nos.  68  and  69, 1899. 


July. 

August. 

I 

1     Sbptkmbkk. 

OOTOBKB. 

NOVBMBBB. 

Deckmbkb. 

Water 

Bacteria. 

B.  Coll 

Commnnls. 

Water 

Bacteria. 

B.  CoU 

Communis. 

Water 

Bacteria. 

B.  Coll 

Communis. 

Water 

Bacteria. 

B.  Coll 

Commnnls. 

Water 

Bacteria. 

B.  Coll 

Communis. 

Water 

Bacteria. 

B.  Coll 
Commnnls. 

44,600 

2,890 

8.900 

182 

4,700 

2 

- 

- 

45.100 

223 

158,800 

4,467 

1 

- 

17,260 

60 

26,200 

6 

46,600 

60 

40,800 

1,155 

89,500 

1,885 

2 

28,500 

1,288 

2,460 

66 

- 

- 

49,800 

290 

92,100 

2,051 

- 

- 

8 

- 

- 

8,200 

40 

- 

- 

82,200 

1.241 

45,000 

1.690 

221,500 

10,784 

4 

41,800 

216 

900 

17 

200 

21 

89,500 

689 

- 

- 

888,800 

65,500 

6 

88,800 

60 

- 

- 

1,000 

1 

54,600 

1,221 

41,100 

54 

207,500 

10,500 

6 

11,600 

82 

8,400 

8 

87,200 

868 

110,900 

840 

58,600 

156 

180,000 

8,400 

7 

6,700 

17 

5,900 

4 

54,300 

402 

- 

- 

22,000 

406 

94,800 

1.200 

8 

- 

2,700 

4 

68,600 

680 

27,100 

9 

14,000 

189 

67.600 

2,400 

9 

8,400 

- 

1,160 

10 

- 

- 

28,100 

0 

89,000 

203 

- 

- 

10 

8,100 

198 

1,660 

8 

22,700 

8 

84,500 

21 

42,800 

2,468 

44,500 

1,800 

11 

4,600 

- 

400 

0 

123,400 

840 

20,800 

58 

- 

- 

86,800 

2.900 

12 

10,800 

1,046 

- 

- 

88.600 

1,667 

16,300 

826 

81,600 

802 

61,800 

900 

18 

12,900 

610 

2,660 

- 

81,800 

112 

- 

- 

18,200 

1,221 

46,500 

5,000 

14 

14,000 

829 

8,200 

6 

68,500 

496 

- 

- 

57,400 

1,508 

72,800 

800 

16 

- 

- 

2,660 

0 

102,200 

124 

25,500 

6 

87,700 

1,676 

819,800 

1,888 

16 

4,600 

840 

- 

- 

«» 
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tember  81,  November  IS,  88,  December 
Began  to  flood  with  eenal  weter  end 
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FILTKATION  OF  WATER. 


Effluent  of  Filler  No.  69. 
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Filter  No.  86. 

This  filter,  containing  48  inches  in  depth  of  coal  ashes,  was  in 
operation  daring  seven  months  of  the  year,  filtering  the  river  water 
at  an  average  rate  of  2,863,000  gallons  per  acre  daily.  The  re- 
salts  of  its  operation  were  similar  to  those  obtained  in  previous 
years;  namely,  good  chemical  parification  of  the  applied  water, 
bat  poor  bacterial  resnlts.  Tbe  filter  was  not  scrqped  or  raked 
daring  its  period  of  operation.  Tables  giving  the  average  monthly 
chemical  and  bacterial  analyses  follow :  — 
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Effluent  of  FiUer  No.  86. 
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Filters  Nos.  122  and  126. 

During  the  year  preliminary  studies  upon  the  removal  of  color 
from  water  have  been  made  with  Filters  Nos.  122  and  126.  The 
first  of  these  filters,  No.  122,  contained  5  feet  in  depth  of  a  mixture 
of  coarse  sand  and  iron  turnings  and  filings ;  and  the  second,  No. 
126,  contained  4^  feet  in  depth  of  brown  hematite,  such  as  was 
used  in  the  experiments  upon  the  purification  of  sewage  mentioned 
on  page  474.  Both  filters  were  quite  successful  at  times  in  remov- 
ing the  color  of  the  canal  water  applied  to  them,  but  discussions 
in  regard  to  the  results  of  their  operation  will  be  postponed  until 
their  action  and  the  conditions  governing  it  are  more  thoroughly 
understood,  and  other  investigations  upon  this  subject  have  been 

made. 

Effluent  of  Fitter  No.  122. 
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Effluent  of  Filter  No,  126. 

[Parte  per  100,000.] 


18M. 


May,  . 

Jnn6,  •       • 
Jaly,  . 
Angnat, 
8eptemb«r, 
Oetober,     . 
NoTember, 
Average, 


Qnantity 

of 
Efflaent. 

Oallont 

per  Acre 

Dally. 


1,010,000 
076,000 
1,088,000 
2,008,000 
2,128,000 
2,271,000 
2,400,000 


1,704,000 


TBMPBB4TCBB. 
Dbo.  F. 

8      Color. 

Applied 
Water. 

1 

68 

61 

78 

74 

.88 

70 

77 

.00 

74 

78 
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67 

66 

.00 

68 

66 

.12 

40 

44 

.17 
.24 

64 
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20,60a 
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AUSL 

428 
118 

64 


8,818 


Summary  of  Bacterial  Analyses^  1899* 


aAMTLBa  FBOX  — 

Average 

Namber  of 

Bacteria. 

Per  Cent. 

Removed 

(ElBcienoy). 

Namber  of 
Samples 

Tested  for 
B.  CoU 

Commonls. 

Number  of 

Times 

B.  CoU 

Communis 

was  found. 

Avenge 
Number  of 

B.  CoU 
Communis. 

Per  Cent,  of 

Samples 

CoDtainlng 

B.CoU 
Communis. 

Oanal  water, 

FUtorNo.  86,      .       .       . 

6,700 
166 

07.10 

207 
166 

287 
88 

40.00 
0.46 

06.68 
22.80 
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THE  OCCUREENCE  OF  IRON  IN  GROUND  WATERS  AND  EX- 
PERIMENTS UPON  METHODS  OF  REMOVAL. 


By  Habrt  W.  Clark,  Chemist  of  the  Board. 


The  preseDce  of  iron  in  water  drawn  from  the  ground  is  a  common 
occurrence.  Of  the  forty  or  more  public  ground-water  supplies  of 
Massachusetts,  not  one  is  entirely  free  at  all  times  from  iron,  but 
only  a  few  contain  iron  in  an  amount  sufficient  to  be  objectionable. 

The  reason  that  some  of  our  potable  ground  waters  contain  con- 
siderable iron  is  quite  well  known,  but  may  be  stated  again  as  fol- 
lows :  as  rain  water  percolates  through  the  ground  it  comes  in  contact 
in  many  places  with  organic  matter  to  such  an  extent  that  in  many 
cases  the  dissolved  oxygen,  with  which  it  is  saturated  when  reaching 
the  ground,  is  exhausted  in  oxidizing  this  organic  matter,  carbonic 
acid  takes  its  place  and  a  considerable  amount  of  organic  matter  is 
also  taken  into  solution.  Nearly  all  soils  and  gravels  contain  iron 
in  combination  with  silica  and  other  mineral  substances.  Pure 
water  has  but  little  effect  on  this  combined  iron.  Water  as  just 
described,  however,  containing  organic  matter  in  solution  with  free 
carbonic  acid  and  no  free  oxygen,  often  exerts  a  decided  action  on 
many  soils  and  rocks,  whereby  iron  and  other  basic  oxides  are  dis- 
solved as  bicarbonates.  Ferrous  bicarbonate,  upon  exposure  of  the 
water  to  the  air,  changes  to  ferric  hydrate  and  precipitates.  If  the 
iron  in  the  water,  however,  is  caused  by  the  oxidation  of  iron  pyrites, 
it  will  occur  in  the  form  of  ferrous  sulphate  and  the  hydrate  will  pre- 
cipitate more  slowly.  These  same  phenomena  also  often  occur  when 
surface  water,  such  as  river  water,  polluted  with  organic  matter,  per- 
colates through  the  ground  to  a  well.  This  change,  and  the  taking 
into  solution  of  any  considerable  amount  of  iron,  undoubtedly  only 
takes  place  where  there  is  an  entire  absence  of  oxygen.  It  does  not 
necessarily  follow,  however,  that  ground  water  containing  consider- 
able iron,  drawn  or  pumped  from  wells  or  filter  galleries,  must  show 
an  entire  absence  of  free  or  dissolved  oxygen,  as  some  of  the  water 
entering  may  come  through  different  soil  strata  than  other  portions, 
or  may  have  been  of  a  purer  character  originally,  and  hence  its  oxy- 
gen has  not  become  exhausted  during  filtration  through  the  ground. 
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In  the  following  table  are  given  the  results  of  detennioations 
of  the  free  or  dissolved  oxygen  and  carbonic  acid  present  in  the 
water  of  many  of  these  ground-water  supplies,  together  with  average 
sanitary  analyses  of  these  supplies.  The  determinations  of  oxygeo 
and  carbonic  acid  are  not  single  determinations,  but  averages  of  a 
number  made  during  the  past  two  or  three  years. 

An  examination  of  the  table  makes  clear  that  only  three  of  the 
averages  denote  an  entire  absence  of  free  oxygen  in  the  water  sup- 
ply, although  in  a  number  of  others  the  amount  present  is  email. 
It  is  the  supplies  containing  no  oxygen  that  contain  the  greatest 
amount  of  iron  in  aolution,  although  several  of  those  low  in  oxygen 
contain  an  objectionable  amount.  Two  analyses  are  given  of  Prov- 
incetown  water ;  the  first  analysis  represents  the  supply  as  formerly 
pumped  from  tubular  wells,  and  contains  no  oxygen  but  a  very  large 
amount  of  carbonic  acid,  and  the  second  analysis  represents  the  pres- 
ent supply  as  pumped  from  an  open  basin  in  the  ground  excavated 
near  the  wells,  and  tbis  water,  while  still  containing  a  large  amount 
of  iron  and  carbonic  acid  in  solution,  has  always  when  examined  con- 
tained some  free  oxygen. 

[ParU  per  100,000.] 
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Lowell   (Cook    and    hydnralio  eye- 

torn)* 
Maiden. 

1 
0.00 

0.08 

8.76 
20.80 

.0088 
.0002 

.0051 
.0016 

.0200 
.4200 

.0001 
.0000 

1 

.14 

1 

.08 

1 

8.4 
15.6 

.02454.810 

.0020  8.164 

1 

18.6 
48.1 

Marblehead, 

0.80 
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.0278 

.0020 
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.0005 

.0000 

|.07 
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.8000 
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Ifethoen, 
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0.88 
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'.18 
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.0080 
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0.80 
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Mtlford 

0.44 
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0.05 
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2.6 

.0020 

1.040 

61.0 

Norwood  (tabular  tMlw«lIa)»  • 

0.00 
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0.61 
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2.004 

60.4 

ProTtneetowo  (tabnlar  wella),  . 

1.71 

0.60 

.0116 

.0115 
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8.4 

.8800 

4.000 

0.0 

PrOTloootown  (open  raeerrolr), 

1.18 
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2.60 
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2.5 

.8600 

2.485 

10.0 
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0.86 
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8.76 
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.0016 
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- 

0.0 
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0.00 

8.60 

.0000 

.0010 

0.28 

.0140 

.0000 

.08 

0.8 

.0010 

1.874 

50.0 

Welloaley, 

0.08 

6.70 

.0006 

1 

.0021 

0.58 

.0520 

.0000 

.05 

2.7 

.0040 

2.616 

68.6 

Experiments  on  Filtration. 

£xperinidnts  upoD  the  removal  of  iron  from  five  sapplies  have 
been  ma(ie  daring  the  past  few  years :  namely,  Provincetown  (old 
supply),  Provincetown  (new  supply),  Watertown,  Marblehead  and 
Reading. 

When  iron  occurs  as  ferrous  carbonate  in  solution  in  a  water  con- 
taining little  or  no  free  oxygen  and  but  a  small  amount  of  organic 
matter,  the  carbonic  acid  present  is  readily  driven  out  by  aeration 
or  exposure  to  the  air,  the  iron  being  oxidized  by  this  aeration  first 
to  sesquioxide  of  iron  which  then  precipitates  as  hydrate,  and  can  be 
easily  removed  by  filtration  through  sand.  Several  filter  plants  upon 
a  somewhat  large  scale  are  in  operation  in  this  country  where  the 
iron,  present  in  the  ferrous  condition  and  in  a  water  containing  little 
organic  matter,  is  easily  removed  in  this  manner ;  the  filters  at  Far 
Rockaway,  Long  Island,  and  Red  Bank,  New  Jersey,  being  notable 
examples.     At  Asbury  Park,  New  Jersey,  iron  is  removed  from  a 
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wsto*  mtpfij  br  preoBore  fiten,  bat  it  is  eridcBt  fiim  tke 
tioD  sod  report  of  Dr.  T.  IL  Dtovb,  BMde  at  tbe  time  tbeee  ffltcR 
wei«  installed^  that  simple  mud  fihntioo  after  acntkm  mold  be 
quite  as  efeedre  in  this  inftanrr  also.  Thei«  are  bo  saad  fibers  for 
the  remoral  of  iroD  from  water  in  opentxm  ia  this  Slate,  but  Ifae 
two  experimeiits  amde  bj  the  Boaid  at  Watertovn  and  Marbleheid« 
here  described^  ilfaistnite  the  eaae  and  eompleleaeas  of  the  remoTal 
of  tfoo  wbeo  pieacut  io  the  torm  and  eonditioo  jost  stated. 

ExperhmaUid  FHiraiiim  at  Waieriamu 

At  WatotowD^  prerioua  to  the  intiodactioii  of  the  metropoUtaii 
supply,  a  portion  of  the  water  pumped  oootained  a  ooodderable 
quaotit J  of  iroiL.  The  niain  sopfri  j  of  the  town  was  bom  a  filter 
gtilery  and  a  large  drcolar  well  near  the  Charles  Biver*  but,  in 
addition  to  this,  tabular  wells  were  sunk  about  1,000  feet  down 
the  lirer  from  the  main  filter  gallery ;  these  wells  bong  about  4 
inches  in  diameter  and  fitmi  2S  to  30  feet  deep.  They  were  in  a 
swampy  locality,  penetrnting  into  grsTel,  but  with  a  deep  laya*  ci 
heaTy  boU  orer  the  grsTel,  and  the  water  when  punqied  from  them 
had  a  Tery  strong  odor  of  carburetted  hydrogen,  contained  no  dis- 
solTed  oxygen  and  was  highly  colored  by  the  iron  and  oiganic  mat- 
ter present*  In  order  to  remore  the  odor  firom  the  water  it  was 
aerated  in  the  following  manner :  as  pumped  horn  the  wells  it  passed 
into  an  upright  pipe  about  5  feet  high,  fixmi  whidi  it  oTerflowed  into 
a  wooden  basin  about  4  feet  square,  with  a  perforated  bottom ;  fitmi 
this  basin  it  fell  into  a  similar  basin  slightly  larger  than  the  first, 
and  from  there  flowed  into  the  large  filter  gallery  or  well,  previously 
mentioned,  and  was  thus  mixed  with  the  main  supply.  With  the 
large  Tolnme  pumped,  the  water  passed  rapidly  through  this  aeiat- 
ing  device,  foaming  violently,  and  was  fi!eed  to  a  considerable  extent 
from  the  carburetted  hydrogen  and  carbonic  add  present  in  it  as  it 
came  from  the  ground,  and  a  considerable  quantity  of  fi^e  oxygen 
was  introduced. 

During  May,  1897,  a  small  filter,  consisting  of  an  iron  tank  20 
inches  in  diameter  and  containing  20  inches  in  depth  of  sand  of  an 
effective  size  of  0.24  millimeter,  was  put  into  operation  by  the 
Board  to  receive  a  portion  of  the  water  that  came  fixim  the  lower 
wooden  basin  of  the  aerating  plant.  The  filter  was  first  started  at 
the  rate  of  40,000,000  gallons  per  acre  daily,  but  was  operated  during 
only  a  portion  of  the  day ;  that  is,  when  the  pump  was  running,  or 
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generally  for  five  or  six  hoars  only.  Daring  Jaly  the  rate  was  20,- 
000,000  gallons  per  acre  daily,  and  daring  Aagast  and  the  first  part 
of  September,  10,000,000  gallons  per  acre  daily.  Frequent  samples 
of  the  water  before  and  after  filtration  were  taken  daring  these  months 
and  the  results  in  parts  per  100,000  were  as  follows :  — 


June, 
July, . 

September, 


0.8S 
0.29 
0.38 
0.29 


0.0890 
0.0274 
0.0240 
0.0208 


Applied  1 

Water. 

MOHTH. 

Color. 

Iron. 

Hardneu. 

^une.         ■■•««•■•■. 

0.07 
l.U 
0.01 

0.2000 
1.8000 
0.2920 

8.8 

8.7 

Anvnst.     ■■.•■..... 

8.7 

**•'*•••■•»     •••••»•••• 

FiUered  Water. 

8.0 
8.0 
8.0 
8.0 


During  all  this  period  the  filter  was  operated  without  any  atten- 
tion except  the  removal  of  iron  from  its  surface  during  July.  It 
will  he  seen  from  the  figures  given  that  the  filter  was  nearly  as 
effective  when  operating  at  the  rate  of  40,000,000  gallons  per  acre 
daily  for  six  hours  in  a  day  as  when  operating  at  the  rate  of  10,000,- 
000  gallons  per  acre  daily  for  the  same  period.  The  hardness  of  the 
water  was  not  changed  by  filtration. 

Before  the  conclusion  of  this  experiment  by  the  Board  the  soil 
was  removed  by  the  Watertown  Water  Company  from  a  piece  of 
land  near  the  large  circular  well  previously  mentioned,  and  the 
water  from  the  tubular  wells  after  aeration  was  pumped  to  this  ex- 
cavation and  filtered  into  the  large  well  with  satisfactory  results. 
Soon  after,  however,  the  metropolitan  water  supply  was  introduced 
and  the  local  supply  abandoned. 


Experimental  Filtration  at  Marblehead. 

Marblehead  has  a  ground-water  supply,  drawn  from  two  large, 
circular  wells.  Considerable  iron  is  present  in  the  water  as  pumped 
to  the  town,  and  analyses  and  investigations  have  shown  that  this 
iron  comes  with  the  supply  drawn  from  Well  No.  2,  so  called.    Dur- 
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ing  the  last  week  of  January,  1898,  a  small  sand  filter  was  pat  in 
operation  in  the  Marblehead  pumping  station.  The  filter  consisted 
of  a  galvanized  iron  tank,  20  inches  in  diameter,  and  containing  14 
inches  in  depth  of  coarse  sand  having  an  efiective  size  of  0.40  milli- 
meter. Above  this  filter  were  placed  two  wooden  boxes  with  per- 
forated bottoms,  similar  to  those  at  Watertown,  previously  described. 
The  upper  box  was  5^  feet  above  the  level  of  the  sand  in  the  filter, 
and  the  lower  box  2^  feet  above  this  level.  During  February  the 
water  from  Well  No.  2  ran  directly  into  the  upper  box,  from  which 
it  dropped  to  the  lower,  and  from  this  passed  to  the  filter-bed.  The 
rate  of  filtration  was  placed  at  15,000,000  gallons  per  acre  daily  at 
the  beginning  of  each  month,  and  at  the  end  of  each  month  the  rate 
had  been  reduced  to  7,000,000  gallons  per  acre  daily;  caused  by 
the  clogging  of  the  surface  of  the  filter  with  iron  oxide,  no  change 
having  been  made  in  the  position  of  the  gate  at  the  outlet  of  the  fil- 
ter. The  following  table  gives  the  average  amount  of  color  and  iron 
and  the  average  hardness  of  the  unfiltered  and  filtered  water  during 
the  period  of  experiment :  — 


Applied  Water. 

[P»ru  per  100,000.] 

MOITH. 

Color. 

Iron. 

HarflneM. 

1.10 

.2400 
.2950 
.2T0O 

8.0 

Marnb 

8.1 

April 

7.8 

EffluetU. 

Vmthmm.nr.            .>f.t««f> 

.08 
.02 
.02 

.0025 
.0040 
.0040 

8.0 

llATOb 

8.1 

April 

7.8 

^1""»           ••■••••••• 

At  the  end  of  the  first  month's  operation  at  this  rate  the  surface 
of  the  filter  was  scraped  and  the  sand  clogged  with  the  iron  oxide  was 
removed  to  the  depth  of  ^  inch.  Iron  had  penetrated  to  some  slight 
extent  below  this  depth,  owing,  without  doubt,  to  the  coarseness  of 
the  sand  in  the  filter.  The  rate  was  again  placed  at  the  beginning  of 
March  at  15,000,000  gallons  per  acre  daily,  and  the  filter  continued 
in  operation  during  the  month.  During  this  month  the  applied 
water,  instead  of  being  aerated  by  passing  through  both  boxes  above 
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the  filter,  was  ran  directly  into  the  lower  box,  and  from  this  dropped 
to  the  filter's  surface.  At  the  end  of  March  the  filter  was  again 
scraped  and  started  at  the  same  rate  as  before,  but  during  the  third 
month  of  operation — April  —  the  water  was  applied  directly  to  the 
filter,  without  any  aeration.  Operating  the  filter  in  this  way,  that 
is,  applying  the  water  directly  to  its  surface  without  aeration,  the 
iron,  instead  of  all  remaining  upon  or  near  the  surface  of  the  sand, 
penetrated  to  some  extent  to  a  depth  of  10  inches. 

Difference  of  Results  at  Watertown  and  Marhlehead  due  to  Organic 

Matter. 

There  was  more  organic  matter  in  the  Watertown  water  than  in 
the  Marblehead  water  (see  table,  page  538),  and  the  water  as  drawn 
from  the  ground  at  Watertown  was  much  more  highly  colored  than 
the  water  when  first  pumped  from  the  well  at  Marblehead,  and  it 
will  be  noticed  by  a  comparison  of  the  results  that  the  iron  and 
color  were  more  completely  removed  by  filtration  at  Marblehead 
than  at  Watertown ;  the  effect  of  organic  matter  in  holding  iron  in 
solution  being  indicated  by  the  Watertown  results.  When  air  was 
drawn  through  the  Watertown  water,  the  iron  would  not  oxidize 
and  precipitate  in  less  than  two  or  three  days'  aeration  ;  while  with 
the  Marblehead  water,  the  iron  began  to  precipitate  in  a  few  hours 
after  being  taken  from  the  well,  even  without  any  greater  aeration 
than  exposure  to  the  air.  In  both  cases,  however,  better  results  were 
obtained  in  subsequent  filtration  by  aerating  in  the  manner  described 
as  used  with  the  experimental  filters  —  which  required  but  a  few  sec- 
onds —  than  by  drawing  air  through  the  water  for  a  much  longer 
period.  The  reason  for  this  is  not  clear,  but  the  foaming  of  the 
water  and  the  friction  when  passing  through  the  aerator  and  the  im- 
pact of  the  water  upon  the  sand  must  have  caused  the  difference. 

Experimental  Filtration  at  Provincetown. 

Provincetown  is  situated  at  the  extreme  end  of  Cape  Cod,  where 
the  land  has  been  formed  of  sand  drifted  by  ocean  currents  or  blown 
by  the  wind.  Buried  under  the  sand  at  various  depths  are  found 
layers  of  soil  and  decaying  organic  matter  that  were  evidently  at 
one  time  the  surface  of  the  ground,  but  have  been  covered  by  the 
shifting  sands ;  and  this  phenomenon  and  the  covering  of  surface 
soil  and  even  fairly  large  trees  can  still  be  observed  going  on  at  the 
present  time. 
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A  public  water  supply  was  introduced  in  1893|  after  tests  in  1892, 
and  was  taken  from  a  system  of  six  tubular  wells,  5  inches  in  diame- 
ter and  about  28  feet  deep.  This  water  from  the  beginning  of  its 
use  contained  considerable  iron,  and  this  amount  increased  each 
year  that  the  water  supply  of  the  town  was  drawn  from  these  wells, 
as  shown  by  the  following  table :  — 

Average  Amount  of  Iron  in  Provineetown  Water  (by  Years), 

[Parta  p«r  100,000.] 


SODBOB. 


Year. 


Wella, 
Wella, 
WeUa, 


1808 
1804 
180ft 


Iron. 


.1840 
.2212 
.8704 


80UBCB. 


Tear. 


Wella,  . 
Walls,  . 
Beaervdlr, 


180« 
1807 
1808 


Iron. 


.6102 

.006S 


Referring  to  the  table  on  page  538  it  will  be  seen  that  this  is  one 
of  the  few  supplies  containing  much  organic  matter  as  shown  by  the 
determinations  of  albuminoid  ammonia  and  oxygen  consumed.  The 
water  also  contains  a  large  amount  of  organic  coloring  matter. 

Beginning  in  1896  and  covering  a  period  of  several  years,  many 
experiments  were  made  on  methods  of  removing  the  iron  from  this 
water.  Experiments  similar  to  those  just  described  as  made  at 
Watertown  and  Marblehead  were  first  undertaken.  The  water  was 
aerated  by  several  methods  and  for  long  periods  and  filtered  through 
a  sand  filter  4^  feet  in  depth.  The  experiments  were  continued  long 
enough  to  show  that  this  method  of  purification  could  not  be  applied 
successfully  to  this  water.  At  the  rate  of  1,000,000  gallons  per  acre 
daily  only  about  30  per  cent,  of  the  iron  was  removed,  and  at  the 
rate  of  500,000  gallons  per  acre  daily  the  percentage  was  not  changed. 
Reducing  the  rate  to  100,000  gallons  per  acre  daily  about  80  per  cent, 
of  the  iron  was  removed  by  the  filter.  The  iron  in  the  unfiltered 
water  during  these  experiments  averaged  .4760  part  per  100,000 ; 
and  with  the  best  purification  obtained  at  the  lowest  rate,  the  average 
amount  still  remaining  in  the  effluent  of  the  filter  was  .0990  part  per 
100,000,  this  being  much  more  than  enough  to  render  the  water  tur- 
bid and  to  eventually  precipitate. 

Experiments  with  and  examinations  of  the  water  seemed  to  show 
that  the  ferric  oxide  after  the  change  from  the  ferrous  condition  was 
held  in  solution  by  the  organic  matter,  and  hence  simple  aeration 
and  sand  filtration  were  not  successful  in  removing  the  iron,  as  was 
the  case  in  the  Watertown  and  Marblehead  experiments. 
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Filtration  through  Coke. 

Coke  Filter  No.  1. 
The  ProviDcetowD  water  was  next  applied  at  the  rate  of  1,000,- 
000  gallons  per  acre  daily  to  a  small  filter  containing  4  feet  in  depth 
of  coke  breeze.  The  filter  remained  in  operation  three  months,  and 
the  result  was  that  a  clear,  colorless  water  was  obtained,  containing 
only  .0165  part  of  iron  per  100,000  and  with  bat  a  slight  increase  of 
hardness.  In  regard  to  the  action  of  the  co|:e  by  which  a  large 
amount  of  iron  was  removed  from  the  water,  the  following  theory 
was  evolved,  and  subsequent  experience  with  this  water  and  other 
lines  of  filtration  at  the  experiment  station  have  seemed  to  show  its 
correctness ;  namely,  that  the  carbonic  acid  and  oxygen  present  in 
the  water  dissolved  the  metallic  iron  of  the  coke,  taking  a  small 
amount  into  solution  as  bicarbonate,  and  this  was  further  oxidized 
in  the  filter,  and  its  precipitation  as  hydrate  removed  from  the  water 
the  organic  matter  present,  and  this  allowed  the  iron  primarily  pres- 
ent in  the  water  to  precipitate  also.  When  this  filter  ceased  to  be 
operated  an  examination  of  it  showed  that  nearly  all  the  iron  re- 
moved from  the  water  was  held  in  the  upper  6  inches  of  coke. 

Coke  Filter  No.  2. 

In  December,  1896,  a  coke  filter  was  put  into  operation  at  Province- 
town.  This  filter  was  ^^^  of  an  acre  in  area  and  contained  3^  feet 
in  depth  of  coke  breeze.  It  was  so  located  in  Provincetown  that  it 
received  the  water  that  had  passed  through  the  main  pipe  and  storage 
tank  of  the  system.  It  was  operated  at  the  rate  of  500,000  gallons 
per  acre  daily  and  continued  in  operation  for  eight  months.  The 
coke  for  this  filter  was  obtained  from  a  different  gas  plant  than  the 
coke  used  in  the  small  filter  at  Lawrence,  and  subsequent  analysis 
showed  that  it  contained  a  somewhat  greater  percentage  of  lime  and 
a  smaller  percentage  of  iron  than  the  Lawrence  coke.  The  following 
table  shows  the  work  of  the  filter  during  this  period  :  — 


Water  applied  to  the  Filter. 

[Parts  per  100,000.] 

• 

,                                                                                    > 

Jao. 

Feb. 

March. 

April. 

May. 

June. 

Jd17. 

Aug. 

ItoOf       •        •        • 
HardneM, 

0.6800 
1.8000 

0.4100 
1.8000 

0.5500 
1.8000 

0.4800 
1.5000 

0.5000 
1.7000 

0.6000 
2.8000 

0.7000 
1.7000 

0.8B00 
8.1000 
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Effluent  from  the  FOier. 

[FutopcrlIMM-] 


Jan. 


Feb. 


ApilL 


Jaly. 


IroB, 


0.W10 
•.•MO 


•. 
i. 


•.•••0 
•.UNO 


0. 

T. 


•.MSO 


•. 


o.isn 


0. 

s. 


The  filter,  as  will  be  seen,  was  not  as  successful  as  the  small  filter 
at  the  ezperimeDt  station,  but  for  several  months  removed  a  large 
percentage  of  the  iron  from  the  water.  In  Jnlj,  however,  poorer 
work  was  done  and  in  August  only  50  per  cent,  of  the  iron  was 
removed.  In  explanation  it  can  be  said  that  three  factors  entered 
in  to  produce  this  result :  (1)  the  iron  in  the  applied  water  increased 
very  greatly  during  the  last  months  of  operation  of  the  filter ;  (2) 
the  volume  of  dissolved  gases  present  in  the  water  decreased,  so  that 
there  was  not  enough  carbonic  acid  to  successfully  attack  the  iron  in  the 
coke  and  cause  the  actions  to  take  place  which  have  been  described ; 
and  (3)  exhaustion  or  oxidation  of  the  metallic  iron  in  the  coke. 

Early  in  March,  1897,  a  second  filter  was  put  into  operation,  and 
was  located  in  the  pumping  station  at  Provincetown.  This  filter 
was  20  inches  in  diameter  and  contained  4^  feet  in  depth  of  coke 
breeze.  As  it  was  placed  within  the  pumping  station,  it  received 
the  water  just  as  it  was  pumped  from  the  wells  and  before  the 
escape  of  any  of  the  dissolved  gases,  and  was  operated  at  the  rate 
of  1,000,000  gallons  per  acre  daily.  The  filter  was  kept  in  opera- 
tion for  six  months,  with  the  following  results,  the  water  applied  to 
it  containing  practically  the  same  amount  of  iron  as  given  in  the 
previous  table :  — 

Effluent  of  Ooke  FiUer  No.  2. 

[ParU  per  100,000.] 


MftKh. 

ApriL 

MEy. 

Jane. 

ji4r. 

Aug. 

Iron.  ..      •      •      .      • 

0.0880 

0.0180 
9.0000 

0.0340 
O.SOOO 

0.0660 
9.0000 

0.0660 
9.9000 

O.490O 

HArdoeM, 

8.6000 

7.6000 

The  filter  was  successful  for  five  months,  when  it  ceased  to  remove 
the  iron  from  the  applied  water.  Both  of  the  coke  filters,  more- 
over, increased  the  hardness  of  the  water  to  an  objectionable  extent. 
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With  both  of  these  coke  filters  the  lime  present  in  the  coke  may 
have  exerted  an  influence  in  removing  the  iron,  but  it  was  by  no 
means  exhausted  when  the  filters  failed  to  work  successfully. 

At  this  time,  experiments  were  made  at  Provincetown  upon  pass- 
ing the  water  rapidly  through  a  .filter  or  tower  of  coarse  coke  for 
aeration  and  partial  iron  removal)  as  is  quite  common  abroad,  and 
then  much  more  slowly  through  a  filter  of  sand.  A  small  percent*^ 
age  of  the  iron  was  removed  from  the  water  by  the  coke  filter,  but 
it  passed  through  the  sand  filter  without  further  change  at  even  as 
low  a  rate  as  250,000  gallons  per  acre  daily. 

Filtration  through  Iron  followed  by  Filtration  through  Sand. 

As  it  was  believed  that  the  metallic  iron  in  the  coke  was  the  cause 
of  the  results  obtained  upon  the  removal  of  iron  from  the  water  when 
passed  through  coke  filters,  experiments  with  iron  were  made  and 
it  was  found  that,  by  shaking  the  water  with  iron  filings,  precipita- 
tion of  the  iron  would  occur;  that  is,  iron  was  taken  into  solution, 
which  acted  as  a  coagulant  and  precipitant.  Following  this,  two 
filters  were  put  into  operation  in  the  pumping  station  at  Province- 
town  :  a  preliminary  filter  of  iron  filings  and  a  secondary  sand  filter. 
These  filters  were  20  inches  in  diameter,  the  first  one  containing  20 
inches  in  depth  of  iron  filings  and  turnings,  and  the  second  contain- 
ing 20  inches  in  depth  of  sand.  They  were  put  into  operation  in 
November,  1897,  and  continued  until  the  end  of  March,  1898,  a 
period  of  five  months,  at  a  rate  of  between  5,000,000  and  10,000,000 
gallons  per  acre  daily.  During  this  period  they  were  successful  in 
removing  a  large  percentage  of  the  iron  without  appreciably  increas- 
ing the  hardness  of  the  water,  as  shown  by  the  following  table^ 
showing  the  results  of  four  months  of  operation :  — 


[P»rts  per  100,000.] 

AppUed 
Water. 

Efflaent. 

Applied 
Water. 

Efflaent 

IroD.         .        .       .        ■        ■ 

O.TfiOO 

0.0636 

HftrdoeM 

2.0000 

2.1000 

The  experiment  was  entirely  successful  except  that  the  iron  filings 
rusted  together,  so  that  at  the  end  of  the  period  water  passed  through 
them  with  difficulty ;  and,  as  this  rusting  progressed,  the  water  passed 
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through  fewer  channels  in  the  iron  filter  and  hence  the  period  of  con- 
tact of  water  and  iron  was  shortened.  From  the  results  of  this  ex- 
periment  it  was  considered  probable  that  if  a  water  was  brought  into 
contact  with  metallic  iron  in  a  revolving  cylinder,  similar  to  the  so- 
calied  ''Anderson  process  of  water  purification,"  the  gases  in  the 
water  would  attack  this  metallic  iron,  as  in  the  filter  of  iron  filings, 
and  enough  be  taken  into  solution  to  cause  a  precipitation  and  re- 
moval by  sand  filtration. 

At  this  time,  however,  the  water  supply  of  the  town  was  changed 
from  the  tubular  wells  to  a  large  open  well  or  reservoir  excavated 
near  the  wells,  and  beginning  April  1, 1898,  water  was  pumped  from 
this  new  reservoir  in  connection  with  the  driven-well  supply,  and  after 
April  23  the  entire  supply  of  the  town  was  drawn  from  this  new  reser- 
voir. This  changed  the  character  of  the  water  considerably.  The 
water  obtained  from  the  new  supply  contained  for  several  months 
much  less  iron  than  that  from  the  driven  wells,  but  the  amount  pres- 
ent gradually  increased.  Owing  to  exposure  to  the  air,  however,  in 
the  open  reservoir,  it  lost  so  much  of  its  carbonic  acid  gas  that  the 
removal  of  organic  matter  and  iron,  by  the  precipitation  of  iron 
taken  into  solution  during  the  necessarily  limited  period  of  contact 
of  water  and  iron  in  the  cylinder,  and  subsequent  sand  filtration 
could  not  be  successfully  carried  out.  The  experiments  and  inves- 
tigations were  discontinued  for  a  time  with  the  introduction  of  the 
reservoir  water ;  but  as  the  iron  in  it  after  a  few  months  began  to 
increase  in  quantity  regularly,  just  as  the  iron  in  the  driven-well 
water  had  increased  after  its  introduction,  experiments  were  finally 
again  begun  to  find  a  method  of  so  treating  this  new  supply  that 
the  iron  could  be  removed  from  it  efficiently  and  economically. 

Contact  with  Iron  Strips ^  followed  by  Sand  Filtration. 

As  the  iron  filings  and  turnings  in  the  filter  previously  described 
had  rusted  together,  and  become  useless  on  this  account,  and  also 
had  prevented  the  free  flow  of  water  and  adequate  contact  with  the 
iron,  an  apparatus  was  constructed,  containing  strips  of  iron,  through 
which  the  water  could  be  passed  comparatively  slowly,  but  faster 
than  ordinary  sand  filtration.  By  this  means  rusting  together  could 
be  prevented  and  the  time  of  contact  prolonged  so  that  sufficient 
action  could  take  place  for  enough  iron  to  be  taken  from  the  strips 
to  act  as  a  precipitant.  This  new  method  was  entirely  successful 
and  many  satisfactory  results  were  obtained  in  laboratory  experi- 
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ments ;  and  the  water,  when  treated  in  this  contact  filter  and  subse* 
qnently  filtered  through  sand,  was  rendered  practically  colorless  and 
free  from  iron.  The  following  experiment  is  illustrative  of  many  that 
were  made,  covering  a  considerable  period :  — 

Provincetown  water,  having  a  color  of  1.20,  iron  contents  .6800 
part  per  100,000  parts  and  a  hardness  of  2.2  parts,  was  passed 
through  the  iron  contact  filter,  being  in  contact  with  the  iron  for  an 
average  period  of  one-half  hour,  and  then  through  a  shallow  sand 
filter  at  a  rate  of  10,000,000  gallons  per  acre  daily.  The  effluent 
of  the  filter  had  a  color  of  .04,  contained  .0140  part  of  iron  and  had 
a  hardness  of  2.1 ;  98  per  cent,  of  the  iron  being  removed  and  the 
hardness  slightly  decreased. 

Removal  of  Iron  by  Potassium  Permanganate. 

It  was  determined  to  try  the  use  of  permanganate  as  an  oxidizing 
agent  for  changing  the  Provincetown  water  to  a  condition  that 
would  allow  the  iron  to  be  removed  by  filtration,  as  this  body  could 
not  increase  the  hardness  of  the  water  and  the  products  of  its  decom- 
position could  be  removed  by  filtration.  Its  use  in  water  purification 
for  the  oxidation  of  organic  matter  has  often  been  mentioned.  Prof. 
W.  R.  Nichols,  for  instance,  in  his  book  upon  **  Water  Supply, 
Chemical  and  Sanitary,"  published  in  1883,  mentions  the  use  of 
potassium  permanganate  as  an  agent  for  the  oxidation  of  the  organic 
matter  present  in  a  water,  stating,  what  is  of  course  true,  that  the 
permanganate  in  destroying  the  organic  matter  is  itself  decomposed, 
and  an  oxide  or  hydrate  of  manganese  separates  as  a  finely  divided 
solid  that  can  be  removed  by  filtration.  The  use  of  permanganate 
as  an  oxidizing  agent  in  the  removal  of  iron  from  waters  we  believe, 
however,  to  be  new. 

Theoretically,  1,000  pounds  of  KMnO^  per  1,000,000  gallons  of 
water  should  oxidize  the  iron,  in  a  water  containing  12.80  parts  per 
100,000  of  iron,  as  FeO  to  FejO,.  As  the  Provincetown  water  rarely 
contains  over  1  part,  and  the  average  amount  in  the  water  from  this 
open  reservoir  during  1898  was  .23  of  a  part,  it  should  not  theo- 
retically take  more  than  18  pounds  of  permanganate  per  1,000,000 
gallons  of  water  to  oxidize  the  iron  present.  Considerable  perman- 
ganate is,  however,  when  this  water  is  treated  with  it,  consumed  in 
oxidizing  the  organic  matter  present,  and  this  is  perhaps  its  principal 
function.  Hence,  our  experiments  indicated  that  it  was  necessary  to 
add  at  different  times  from  50  to  75  pounds  per  1,000,000  gallons  of 
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ProiriDcetowQ  water.  Many  experiments  were  made  upon  the  remoYal 
of  iron  in  this  way,  and  with  uniform  success.  It  was  necessaiy ,  after 
the  treatment  of  the  water  with  permanganate ,  that  a  period  of  time 
for  oxidation  should  elapse  before  the  water  could  be  filtered. 

The  following  experiment  is  illustrative  of  many  that  were  made 
at  the  laboratory  with  this  process.  The  Provincetown  water  used 
contained  .5360  part  per  100,000  of  iron,  and  the  amount  of  per- 
manganate used  equalled  75  pounds  per  1,000,000  gallons  of  water. 


IroaprcMnt     i 

after  nitntlon  i 

(Futs 

per  lOOjOOO). 


Per  Gent.  «f 
IroB 


With  three  hours'  aeration  of  the  water  —  that  is,  simple  exposure 
to  the  air  —  a  sufficient  percentage  of  iron  was  removed,  when  the 
water  was  subsequently  filtered,  to  render  it  clear,  colorless  and 
with  not  enough  iron  present  to  precipitate.  This  method  of  puri- 
fying the  water  also  decreased  in  many  instances  the  hardness  and 
never  caused  an  increase.  The  cost  of  the  method  might  be  pro- 
hibitive upon  a  large  scale,  but  in  the  case  of  Provincetown,  not 
using  during  any  season  of  the  year  more  than  200,000  gallons  of 
water  per  day  and  during  a  large  portion  of  the  year  much  less, 
the  cost  of  the  chemical  would  not  be  large. 


Experiments  on  the  Removal  of  Ibon  bt  the  Use  of  Lime. 

It  was  known  before  any  of  these  investigations  were  begun  that, 
if  a  sufficient  amount  of  lime  were  added  to  the  Provincetown  water 
and  the  water  subsequently  aerated,  a  precipitation  of  the  iron  would 
generally  ensue,  but  with  the  well  water  the  hardness  was  increased 
four  or  five  times,  according  to  the  iron  and  organic  matter  present 
to  be  removed,  and  the  amount  of  lime  necessary  to  secure  their 
removal.  The  water  could,  of  course,  be  softened  subsequently  by 
the  use  of  sodium  carbonate.  Many  experiments  along  this  line 
were  made  and  it  was  found  that  after  the  water  from  the  tubular 
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wells,  tfae  first  sapply  at  Provincetown,  had  stood  for  some  time 
after  pamping,  an  amoant  of  lime  that  would  increase  the  hardness 
to  not  more  than  7  or  8  parts  would  remove  the  iron.  This  amount 
of  lime,  however,  would  not  remove  the  iron  when  applied  to  the 
water  just  as  it  came  from  the  wells.  With  the  water  from  the  open 
reservoir,  the  lime  treatment  was  more  successful,  because  of  the 
smaller  amount  of  iron  present  in  this  water  than  in  the  driven-well 
water  and  because  of  the  aeration  received  in  the  well  before  pump- 
ing ;  but  in  the  case  of  this  water,  also,  the  hardness  has  to  be  in- 
creased considerably. 

In  the  experiments  made  by  the  Board  at  Reading,  Mass.,  in 
1894,  it  was  found  that  the  Reading  water  containing  iron  could 
generally  be  freed  from  it  if  it  was  first  passed  through  a  filter 
of  marble  chips  (CaCOs),  followed  by  sand  filtration.  By  this 
method,  however,  the  hardness  of  the  water  was  increased  very 
greatly  by  the  lime  taken  into  solution  above  that  necessary  to 
absorb  the  carbonic  acid  and  precipitate  the  iron,  or  remaining  finely 
divided  in  suspension  in  the  water.  In  later  experiments,  how- 
ever, the  feasibility  of  removing  the  iron  from  the  Provincetown  and 
Reading  supplies  by  treating  the  water  as  in  the  well-known  softening 
process  —  that  is,  by  adding  only  enough  milk  of  lime  (Ca(0H)3) 
to  combine  with  the  carbonic  acid  present,  forming  CaCOa,  which 
would  precipitate  and  carry  down  the  iron  with  it  and  not  increase 
the  hardness  by  leaving  lime  in  solution  —  has  been  investigated. 

The  following  experiment  is  illustrative  of  the  removal  of  iron  by 
this  means  and  is  a  sample  of  a  number  made :  Provincetown  water, 
having  a  color  of  1.68  parts  per  100,000,  containing  .5280  part  iron 
and  having  a  hardness  of  3.1  parts,  was  treated  as  follows :  portion 
No.  1,  with  enough  lime  water  to  combine  with  2  parts  CO2  per 
100,000  parts  of  water  and  allowed  to  stand  three  hours  and  then 
filtered  through  sand ;  portion  No.  2,  with  enough  lime  to  combine 
with  3  parts  CO2 ;  portion  No.  3,  with  enough  lime  to  combine  with 

4  parts  CO2 ;  and  portion  No.  4,  with  enough  lime  to  combine  with 

5  parts  COj.     The  results  were  as  follows :  — 


[PartB  per  100,000.] 


POSTIOX  StntMKK. 


2. 


Iron. 

.0120 
.0210 


Hardness. 

4.2 
4.0 


Color. 

.06 
.07 


PORTIOK  NUXBBS. 


3. 
4. 


Iron. 

.0280 
.0110 


Hardness. 

4.6 
4.0 


Color. 

.07 
.07 
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Experiments  with  Reading  Wateb. 

ReadiDg  water  has  already  been  referred  to.  The  supply  is  ob- 
tained from  a  filter-gallery  near  the  bank  of  the  Ipswich  River.  The 
gallery  is  constructed  beneath  a  meadow  which  is  subject  to  being 
overflowed  to  a  depth  of  5  or  6  feet  at  times  of  high  water  in  the 
river.  The  gallery  is  located  22  feet  beneath  the  level  of  the  river. 
The  iron  is  removed  from  the  water  at  the  present  time  by  means  of 
a  mechanical  filter,  being  first  treated  with  milk  of  lime,  aeration 
and  aluminum  sulphate,  thus  increasing  the  hardness  to  an  objec- 
tionable degree.  Investigations  by  the  Board  a  number  of  years 
ago  showed  that  the  iron  was  present  in  part  at  least  as  ferrous  sul- 
phate. The  amount  of  iron  present  in  the  water  and  its  degree  of 
hardnesss  before  and  after  treatment  by  the  mechanical  filter  during 
1898  and  1899  are  shown  by  the  following  table :  — 

[Parta  per  100,000.] 


18»S. 

Iron. 

Hanln«M. 

ISM. 

Iron. 

HardnoM. 

Water  from  filter  g»ll«ry» 
Water  after  filtraUon, 

.8250 
.0183 

8.0 
10.0 

Water  from  filter  gallory, 
Water  after  filtratloD, 

.1781 
.0084 

2.4 
8.4 

Reference  to  the  table  on  page  538  will  show  that  this  water  con- 
tains more  coloring  matter  and  more  organic  matter  than  any  of  the 
other  waters  with  the  exception  of  the  Provincetown  and  Watertown 
supplies,  and  that  free  oxygen  is  absent  from  it.  Experiments  upon 
the  filtration  of  this  water  made  at  dififerent  times  showed  conclu- 
sively that  the  removal  of  the  iron  by  aeration  and  sand  filtration 
could  not  be  successful  with  a  reasonable  degree  of  aeration  or  rate 
of  filtration.  Experiments  made  during  the  past  year,  however, 
have  indicated  that  the  iron  could  be  successfully  removed  by  two 
methods  already  discussed  in  the  experiments  with  Provincetown 
water ;  namely,  treatment  with  iron  followed  by  sand  filtration,  or 
treatment,  after  a  preliminary  period  of  storage  permitting  aera- 
tion, with  enough  lime  to  absorb  the  carbonic  acid,  followed  by  a 
period  of  precipitation  and  subsequent  sand  filtration.  The  first 
process  tends  to  decrease  the  hardness,  while  the  second  increases 
it  slightly. 

The  following  experiments  are  only  two  of  many  made  and  are  illus- 
trative of  the  results  of  these  methods  when  treating  Reading  water : 
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the  water,  containing  as  an  average  .2760  part  per  100,000  of  iron, 
.83  color  and  3.1  parts  of  hardness,  was  treated  first  in  the  iron 
contact  filter,  followed  by  rapid  sand  filtration.  The  time  of  contact 
with  the  iron,  as  the  water  passed  throagh  the  iron  filter,  was  twelve 
minutes  and  the  water  after  filtration  through  sand  contained  .0055 
part  of  iron,  —  a  removal  of  98  per  cent.,  — an  average  color  of  .06 
and  an  average  hardness  of  3  parts  per  100,000. 

Another  portion  of  the  water,  containing  an  average  of  .2380  part 
of  iron  per  100,000,  with  an  average  color  of  .56  and  an  average  de- 
gree of  hardness  of  3.2,  was  treated  with  enough  milk  of  lime 
(Ca(OH)a)  to  combine  with  2  parts  of  COg  per  100,000  and  then 
allowed  to  stand  exposed  to  the  air  for  two  hours  and  afterwards 
filtered  at  a  high  rate,  giving  the  following  average  result:  iron 
.0090  part  per  100,000,  —  a  removal  of  96  per  cent.,  —  color  .08, 
and  hardness  4.7  parts  per  100,000. 

These  experiments  upon  the  treatment  of  Provincetown  water 
with  potassium  permanganate  and  Reading  water  with  lime  have 
only  been  carried  on  upon  a  laboratory  scale,  and  for  this  reason  do 
not  definitely  prove  that  these  waters  could  be  purified  on  a  practi- 
cal basis  by  these  methods,  but  simply  indicate  that  they  might  be 
so  purified.  All  of  our  experiments  and  their  results  are  of  value, 
however,  as  showing  that  different  iron-bearing  waters  cannot  be 
freed  from  this  iron  in  the  same  manner,  but  that  each  class  may 
require  a  different  treatment  for  its  satisfactory  purification. 
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Purification  of  the  Sewage  of  Cities  and  Towns  in 

Massachusetts. 


There  are  at  the  present  time  seyenteen  cities  and  towns  in  Mas- 
sachusettSy  having  an  aggregate  population  by  the  1895  census  of 
137,589,  in  which  purification  of  the  sewage  is  effected  by  filtration 
through  gravel  or  sand,  and  the  sewage  of  many  large  institutions  is 
also  disposed  of  by  this  method. 

In  the  annual  report  for  the  year  1898  a  description  was  given  of 
many  of  the  sewage  purification  works  in  Massachusetts,  and  the 
results  of  frequent  analyses  of  sewage  and  effluent  from  the  towns 
in  which  the  sewage  is  purified  by  intermittent  filtration  were  pre- 
sented. During  the  year  1899  the  examinations  of  sewage  and 
effluent  from  these  towns  have  been  continued  and  examinations  of 
sewage  and  effluent  from  works  which  have  been  more  recently  con- 
structed have  been  begun.  The  results  of  these  examinations  are 
presented  in  the  tables  which  follow. 

The  results  of  analyses  of  samples  of  water  from  underdrains 
beneath  the  sewers  at  Brockton,  Framingham,  Medford  and  Newton 
are  also  given. 

Sewage  Disposal  at  Brockton. 

Chemical  ExamituUwn  of  Sewage  fnym  Brockton. 

[Parts  per  100,000.] 


• 

e 

1 

ESSIDUS  ON  EVAPOaATXOM. 

Ajcmoitia. 

e 
•c 

i 

5.55 

5.33 

3.95 

5.15 

6.05 

16.20 

11.85 

13.05 

11.80 

6.03 

6.40 

8.70 

8.80 

NXTBOOBM 
AS 

OxroKK 

COMSCMBD. 

TOTAL  BBSIDUB. 

LOSS  OV  XOHX- 
TIOM. 

• 

ALBnXXMOID. 

• 

i 

i 

as 

1 

o 

1 

1 

^8 

.  1 

•1 

"1 

5 

-1 

•1 

1 

it 

• 

1  « 

si 

1 

2M18 
26181 
36414 
S6786 
S7057 
27428 
2T728 
28101 
28586 
28B61 
29800 
29661 

1M9. 

Jan.     11 
Feb.      8 
Mar.     8 
Apr.    12 
May    10 
Jane   14 
Jaly    12 
Aog.     9 
Sept.  13 
Oct.     11 
Nov.     9 
Deo.    18 

37.00 
36.60 
27.60 
36.00 
50.60 
68.20 
54.80 
53.60 
63.20 
48.00 
80.60 
64.00 

80.40 
29.40 
23.50 
29.40 
34.20 
60.00 
45.00 
42.80 
47.40 
35.20 
31.20 
49.60 

6.60 

7.20 

4.10 

6.60 

16.40 

8.20 

9.80 

10.80 

15.80 

12.80 

8.40 

14.40 

17.60 
18.40 
11.60 
17.80 
20.00 
28.60 
23.00 
21.00 
32.40 
25.20 
18.00 
82.40 

11.40 
12.20 
8.20 
12.20 
13.20 
21.00 
13.20 
12.50 
18.00 
14.00 
10.40 
20.40 

18.89 

6.20 

6.20 

3.40 

5.60 

6.80 

7.60 

9.80 

8.50 

14.40 

11.20 

7.60 

12.00 

8.28 

2.7500 
3.0500 
1.6000 
2.7600 
2.8400 
5.3600 
3.3300 
3.7000 
4.1600 
2.8800 
8.5400 
6.1600 

.5800 
.8200 
.3100 
.5300 
.5400 
.8400 
.6300 
.5500 
.8000 
.7400 
.5600 
.9600 

.6466 

.8300 
.8800 
.2300 
.3500 
.4000 
.6000 
.3800 
.3200 
.4100 
.4600 
.5000 
.7000 

.4133 

.2500 
.4400 
.0800 
.1800 
.1400 
.3400 
.1500 
.2300 
.3900 
.2800 
.0600 
.2600 

.2333 

.0020 
.0000 
.1260 
.0000 
.0000 
.0000 
.0000 
.0000 
.0000 
.0000 
.0010 

.0220 
.0000 
.0260 
.0000 
.0000 
.0000 
.0000 
.0000 
.0000 
.0000 
.0000 
.0000 

6.80 

5.64 

4.08 

5.92 

7.20 

11.00 

16.10 

7.20 

8.80 

7.40 

4.70 

12.00 

5.25 
4.10 
3.17 
4.16 
3.33 
8.08 
4.44 
5.16 
6.20 
5.20 
8.16 
8.20 

Av... 

48.27 

38.18 

10.09 

22.17 

3.5100 

.0117 

.0040 

8.07 

5.04 

The  samples  were  collected  as  the  sewage  flowed  oat  apon  the  filter-beds,  and  were  composed  of 
several  eqaal  portions  collected  at  intervals  daring  the  time  that  the  pamps  were  in  operation. 
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CktmietU  ExammaUon  of  the  Sewage  pumped  frcfm  the  BoUom  ef  tke  Sewage 

Beservirirai  Brockton. 

[Puts  POT  M9,M9.] 


[ 

il  I 

i     1 

1 

Bbmbcs  ov 

Btavobaxiov. 

1 

TOKAl.  KM»CI 

L 

! 

MB  CWMnXH 

Hi. 

1 

TotaL 

INMirtwd. 

SMpaM. 

1       TotaL 

1 

"-**"*• 

1 

tamo. 

flns 

Jmm.    U 

284.00 

87.00 

nr.oo 

188.69 

12.00 

in.6o 

fsiao 

F«b.      8 

181.29 

88.29 

143.00 

148.60 

18.40 

125.20 

9941S 

Max,     8  . 

i       200.00 

80.00 

170.00 

144.00 

12.60 

181.29 

90T>f 

Apr.    12  i 
Mky     10  , 

181.20 

40.00 

141.20 

100.40 

19.00 

81.49 

970M 

884.80 

41.00 

858.80 

188.80 

17.80 

ni.90 

27427 

JOM     14 

118.00 

90.70 

58.80 

69.49 

19.70 

49.79 

2n27 

JaJy    12 
Aas.     9 

244.89      . 

48.89 

201.00 

140.80 

15.80 

126.89 

28100 

800.80      i 

58.80 

802.00 

268.00 

22.29 

285.89 

28Mft 

0«pi.  U 

890.40      . 

58.89 

887.60 

808.29 

26.89 

278.49 

2a9M 

Oct.     11  I 

200.00      ' 

62.50 

217.10 

222.00 

26.89 

190.70 

20900 

Not.     9 

200.89      , 

42.00 

224.29 

206.89 

19.69 

187.29 

29660 

Dm.    is  i 

280.80      ' 

50.60 

290.29 

289.29 

21.00 

908.29 

At..... 

1 

268.29 

46,08 

217.12 

182.66 

19.28 

168.87 

1 

Chemical  Examination  of  the  Sewage  pumped  from  the  Bottom  of  the  Sewage 

Beservoir  at  Brockton — Concluded. 

[Plkrte  POT  100,000.] 


Ammovia.                            1 

.Chlorine. 

HiraoOBV  AS 

1 

OXT«EX  OOBSCMZD. 

0 

FlM. 

AiMnoMom.                 I 

1 
HftntM. 

mcrttM. 

Unffltered. 

1 

FOtMBd. 

Total 

DlMolyed. 

Saapcoded 

26012 

8.8000 

8.0000 

0.4760 

8.4290 

r 

7.50 

.0000 

.0000 

20.12 

1 

3.68 

26180 

8.6850 

4.2000 

0.5750 

3.0260 

6.80 

.0000 

.0000 

28.40 

4.56 

20418 

1.5900 

8.0000 

0.8200 

2.0800 

8.68 

.0000 

.0000 

20.40 

2.46 

26786 

4.2000 

4.1000 

0.6500 

8.5600 

6.25 

.0000 

.0000 

80.00 

4.72 

27066 

4.4000 

4.7600 

0.4600 

4.2000 

1      6.60 

.0000 

.0000 

45.76 

6.00 

27427 

7.6000 

1.8200 

0.5600 

0.7600 

;    15.90 

.0000 

.0000 

10.10 

7.00 

27727 

8.6200 

8.6500 

0.8500 

8.8000 

10.85 

.0000 

.0000 

36.00 

5.92 

28100 

6.5000 

4.2000 

0.6000 

8.0000 

12.55 

.0000 

.0000 

,      41.20 

7.20 

28585 

5.8600 

4.4600 

0.6800 

8.7800 

11.45 

.0000 

.0000 

64.80 

6.40 

2S050 

4.8000 

5.8000 

0.6400 

4.7600 

7.70 

.0000 

.0000    1 

46.20 

7.20 

20808 

6.2600 

4.2600 

0.6000 

8.7600 

6.2S 

• 

- 

80.00 

5.10 

29050 

0.0500 

4.5000 

0.0400 

8.8600 

;      8.86 

- 

.0000 

83.00 

7.80 

At*.. 

4.7904 

8.0692 

0.6200 

8.4488 

8.68 

.0000 

.0000 

86.68 

1 

6.78 

The  MmplM  were  collected  m  the  Mwege  flowed  ont  npoa  the  fliter-hedc  end  repreeeot  the  heavy 
Mwage  whieh  Mttled  to  the  bottom  of  the  reMnroIr,  mixed  with  a  email  amoant  of  the  snpemataat  mw. 
age.  SMh  aample  wm  compoeed  of  Mreral  eqnal  portione  collected  at  iotenrala  daring  the  time  that  the 
hMTjr  Mwage  wm  flowing  opoo  tlie  beds. 
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(^kemieal  ExanUnaHon  of  Effluent  from  an  Undtrdrain  at  the  Broekbm  Sewage 

Disposal  Works. 

[Part*  par  100,000.] 


8 


,a 


I 


26014 
80182 
20416 
20V37 
2T068 
S742B 
2T72B 
20102 
28U7 
28062 
20810 
20862 


At. 


Jan.  11 
Feb.-  8 
Mar.  8 
Apr.  12 
May  10 
June  14 
Jaly  12 
Aug.  0 
8«pt.  18 
Got.  11 
Not.  0 
Dm.  is 


Appsabavcx. 


s        •& 


8 


None. 

V.  eMght. 

V.  eligbt. 

None. 

None. 

None. 

None. 

None. 

None. 

None. 

None. 

None. 


None. 
V.  eligbt. 
V.  eligbt. 
V.  eligbt. 
None. 
None. 
None. 
None. 
None. 
None. 
V.  eligbt. 
y.  eligbt. 


.01 
.06 
.08 
.01 
.00 
.02 
.00 
.06 
.08 
.01 
.08 
.08 


.08 


• 

Ammovxa. 

NITBOOBV 
A8 

S 

II 

9 

1 

e 

§ 

» 

s 

21.60 

.1424 

.0006 

4.18 

1.0800 

.0018 

19.00 

.8200 

.0186 

8.96 

1.0000 

.0060 

19.80 

.4400 

.0168 

8.86 

0.9200 

.0100 

22.70 

.1760 

.0000 

4.45 

1.8600 

.0082 

80.80 

.1440 

.0076 

6.48 

2.0800 

.0020 

84.70 

.1000 

.0184 

6.92 

1.5800 

.0100 

48.00 

.0206 

.0080 

9.16 

0.6800 

.0018 

64.80 

.0482 

.0084 

12.70 

2.7200 

.0009 

48.90 

.0808 

.0108 

11.21 

3.1600 

.0000 

88.80 

.0144 

.0008 

8.24 

1.0250 

.0008 

84.10 

.0104 

.0068 

7.85 

1.0000 

.0001 

84.60 

.0848 

.0128 

6.99 

1.8500 

.0080 

88.71 

.1881 

.0106 

7.08 

1.0871 

.0089 

I 


.18 
.26 
.28 
.14 
.14 
.18 
.16 
.20 
.18 
.18 
.18 
.18 


.10 


5.7 
4.8 
4.2 
5.4 
8.0 
0.0 
9.8 
10.2 
9.8 
7.1 
0.8 
0.0 


8.9 


.0020 
.0080 
.0110 
.0010 
.0080 
.0020 
.0020 
.0020 
.0180 
.0010 
.0020 
.0020 


.0040 


Tbe  aamplee  were  eolleeted  from  tbe  nnderdrain  on  Pearl  Street,  wblcb  reoeiTee,  in  addition  to  tbe 
efflaent  from  eereral  of  tbe  filter-beda,  ground  water  from  tbe  territory  in  tbe  Ticiolty  of  tbe  filtration  area. 


Chemical  Examinalum  of  Water  from  Underdrains  beneath  the  Sewers  at  Brockton. 

[Peru  per  100,000.] 


• 

§ 

Appbabavob. 

1 

• 

a 
o 

Ammonia. 

NiTBOOBV 

i 

Date  of 

CoUectI 

a 

1 

9 

6 

A8 

Oxygen 

Coninm 

• 

1 

1 

• 

1 

1 

m 

1 

1 

« 

•< 

1 

s 

1 

1 

ISM. 

27780 

Jaly  12 

Decided, 
milky. 

Cone., 
Iron. 

.09 

12.70 

.0710 

.0110 

1.85 

.2000 

.0005 

.10 

6.0 

.1850 

20611 

Not.   9 

Decided. 

HeaTy. 
iron. 

.12 

14.10 

.0752 

.0084 

8.08 

.0750 

.0005 

.19 

4.7 

.2400 

Averages  by  Tears. 


1807 
1808 
1899 


.42 
.18 
.10 


14.75 
18.20 
18.40 


.8400 
.8460 
.0781 


.0194 
.0168 
.0067 


2.03 
2.58 
1.98 


.1625 
.8588 
.1876 


.0087 
.0063 
.0006 


.28 
.65 
.17 


5.5 
6.6 
4.8 


.0960 
.0780 
.2126 


NOTB  to  analyeee  of  1809 :  Odor  of  tbe  fireteample,  faintly  moety  and  oily,  and  of  tbeeeeond,  faintly 

nnplcaeant. Tbe  aamplee  were  ooUeeted  from  an  nnderdrain  at  ite  outlet  Into  Ballebary  Plain  BiTer 

at  Faetory  ViUage. 
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Sewage  Disposal  at  Framingham. 

Chemical  ExamiruUion  of  Sewage  from  Framingham, 

[Parta  per  100,000.] 


Date  of 
GollecUon. 

Bbsidcb  ox  Bvapohatioh. 

Number. 

TOTAL  RSaiDUB. 

LOSS  OH  lOMrnov. 

TotaL 

Dissolved. 

Snspended. 

Total. 

Dissolved. 

Saspended. 

26016 
26101 
26431 
26744 
27070 
27442 
27760 
28111 
28602 
28004 
20268 
20666 

Jan.     11 
Feb.      0 
Mar.      8 
Apr.    12 
May     10 
June    14 
July     12 
Aug.     0 
Sept.    18 
Oct.     11 
Nov.      7 
,I>ec.    14 

84.00 
86.80 
28.40 
81.60 
81.40 

473.00 
46.60 
48.20 
41.40 

334.00 
87.40 
46.40 

20.60 
28.60 
24.60 
27.80 
67.40 
87.60 
86.70 
86.60 
34.60 
46.00 
82.80 
86.60 

4.40 
7.80 
3.00 
8.80 
14.00 

486.60 

0.00 

11.60 

6.00 

280.00 
4.60 
8.80 

16.00 
16.20 
11.40 
10.20 
28.40 

387.00 
16.60 
16.80 
17.20 

266.00 
15.40 
21.40 

11.60 

0.10 

7.70 

6.60 

17.60 

18.00 

8.80 

8.80 

11.80 

20.60 

10.80 

14.10 

8.40 
7.10 
8.70 
8.70 
10.00 

874.00 
7.80 
7.60 
6.40 

236.60 
4.60 
7.80 

Av 

108.10 

86.46 

66.64 

67.63 

11.72 

66.01 

Chemical  Examination  of  Sewage  from  Framingham  —  Ck)ncladed. 

[Parts  per  100,000.] 


Ammoxxa. 

Chlorine. 

NlTSOOBV  AS 

OXTOBV  COHSUMBD. 

Number. 

Free. 

ALBUMIMOID 

. 

Nitrates. 

Nitrites. 

Unaltered. 

Total. 

Dissolved. 

Sas- 
pended. 

Patered. 

26016 

1.4800 

0.4800 

.2800 

O.90OO 

4.78 

.0370 

.0700 

4.00 

2.88 

26101 

2.8600 

0.6300 

.8800 

0.1600 

6.48 

.0440 

.0880 

8.86 

1.90 

26481 

1.6600 

0.3900 

.2300 

0.1600 

8.80 

.0670 

.0400 

2.30 

1.66 

26744 

1.2600 

0.8000 

.2400 

0.1600 

6.86 

.0070 

.1600 

2.66 

1.86 

27070 

8.0800 

0.6600 

.4200 

0.2300 

6.60 

.0060 

.0000 

9.68 

8.40 

27442 

3.6600 

3.4800 

.8800 

3.1000 

7.71 

.0020 

.0000 

28.00 

8.06 

27760 

2.0100 

0.6000 

.3700 

0.1300 

8.41 

.0000 

.0000 

4.10 

2.64 

28111 

8.2000 

0.4200 

.3600 

O.060O 

9.38 

.0060 

.0000 

8.60 

2.00 

28602 

2.4200 

0.6700 

.8000 

0.2700 

8.06 

.0010 

.0000 

8.60 

2.82 

28004 

8.8600 

8.6600 

.8200 

2.8800 

6.16 

.0000 

.0000 

48.00 

4.00 

20268 

8.0600 

0.4000 

.3600 

0.1400 

6.86 

.0080 

.0002 

8.70 

2.24 

20666 

2.8600 

0.6900 

.4600 

0.2300 

6.06 

.0060 

.0000 

4.76 

8.86 

At... 

2.6408 

1.0200 

.8826 

0.6876 

t      6.42 

.0140 

.0267 

9.70 

3.18 

Tbe  aamples  were  oolleeted  •■  the  sewage  flow«d  oat  upon  tbe  fllter*beda« 
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Chemical  Examination  of  Effluent  Jrom  the  East  Underdrain  of  the  Framingham 

FiUer-beds. 

[PutU  per  1«0,M0.] 


• 

Appbabavcb. 

g 

AXMOMIA. 

NXTaOOBM 

m 

a 

•a 

A8 

f 

1 

^3 

1 

• 

i 

«i 

• 

§1 
|l 

• 

1 

Albu- 
minoid. 

a 

• 

i 

s 

1 

1 

ISM. 

25910 

Jan.   11 

BHgbt. 

V.  alight. 

.11 

24.00 

.3300 

.0260 

4.06 

0.7600 

.0017 

.30 

7.0 

.0070 

26192 

Feb.    0 

V.ellgbt. 

V.  alight. 

.06 

21.60 

.8000 

.0100 

4.08 

0.8860 

.0020 

.28 

6.8 

.0070 

20482 

Mar.    8 

Decided. 

Blight. 

.06 

22.80 

.6200 

.0280 

4.41 

0.2050 

.0062 

.28 

4.6 

.0560 

20746 

Apr.  12 

Slight. 

Slight. 

.28 

22.60 

.6400 

.0200 

4.68 

0.6400 

.0086 

.81 

6.0 

.0100 

27071 

May   10 

V.elighfc. 

V.  alight. 

.03 

26.60 

.3280 

.0106 

4.07 

0.8600 

.0024 

.10 

6.8 

.0100 

27448 

June  14 

V.  alight. 

Slight. 

.08 

84.60 

.8080 

.0120 

6.86 

1.6600 

.0080 

.10 

7.0 

.0060 

2n61 

July  12 

V.  alight. 

V  alight. 

.04 

44.00 

.1680 

.0126 

6.72 

2.0000 

.0060 

.26 

8.0 

.0030 

28112 

Aug.    0 

None. 

V.  alight. 

.06 

48.60 

.0688 

.0124 

7.66 

3.2000 

.0060 

.16 

0.1 

.0080 

28M3 

Sept.  18 

None. 

Slight. 

.01 

44.00 

.1072 

.0002 

8.60 

2.6600 

.0100 

.10 

8.1 

.0040 

28W5 

Oot.   11 

Blight. 

Heavy. 

.16 

29.00 

.216U 

.0230 

7.46 

0.6100 

.0024 

.34 

5.8 

.1460 

20200 

Not.    7 

V.  alight. 

Cona. 

.11 

88.00 

.1120 

.0126 

7.88 

1.2500 

.0100 

.28 

7.0 

.0320 

20667 

Dec.  14 

None. 

None. 

.08 

86.60 

.1400 

.0120 

7.02 

1.0600 

.0024 

.12 

7.6 

.0020 

Av... 

.08 

32.26 

.8107 

.0172 

0.26 

1.4008 

.0046 

.28 

6.7 

.0240 

The  aamplea  were  collected  from  the  anderdraln  at  ita  outlet. 


ChemiccU  Examination  of  Effluent  from  the  West  Underdrain  of  the  Framingham^ 

FiUer-beds, 

[ParU  per  100,000.] 


m 

s 

Appbabakck. 

• 

g 

Ammovia.. 

NiTBOGBV 

^» 

Date  of 

4 
II 

1 

s 

Aa 

1 

o 

m 

1 

D 

• 

1 

• 

1 

• 

1 

Albu- 
minoid. 

i 
1 

1 

• 

189». 

25017 

Jan.  11 

None. 

V.  alight. 

.02 

23.00 

.1892 

.0064 

6.01 

0.8300 

.0018 

.12 

6.4 

.0090 

26103 

Feb.     0 

None. 

V.  alight. 

.02 

22.60 

.1400 

.0086 

4.36 

0.9000 

.0018 

.18 

5.4 

.0080 

26438 

Mar.    8 

Slight. 

Slight. 

.08 

13.00 

.1200 

.0148 

2.63 

0.8260 

.0022 

.28 

8.0 

.0060 

26746 

Apr   12 

None. 

V.  alight. 

.10 

16.00 

.0796 

.0128 

3.16 

0.2900 

.0004 

.27 

8.8 

.0080 

27074 

May  10 

V.  alight. 

Slight. 

.09 

26.60 

.1828 

.0182 

6.55 

0.8200 

.0014 

.17 

6.9 

.0200 

27444 

June  14 

V.  alight. 

V.  alight. 

.02 

31.30 

.2840 

.0220 

5.98 

1.4400 

.0044 

.21 

7.9 

.0040 

27762 

July  12 

None. 

V.  alight. 

.00 

40.80 

.1700 

.0096 

6.57 

2.6000 

.0025 

.19 

8.7 

.0020 

28113 

Aug.    0 

None. 

V.  alight. 

.04 

36.80 

.1860 

.0080 

6.75 

1.7600 

.0048 

.22 

9.1 

.0060 

28694 

Sept.  13 

V.  alight. 

V.  alight. 

.04 

88.90 

.1072 

.0152 

8.70 

1.8200 

.0160 

.16 

8.1 

.0080 

28006 

Oct.    11 

None. 

V.  alight. 

*00 

88.00 

.1860 

.0125 

8.50 

1.7000 

.0040 

.19 

6.3 

.0040 

20270 

Nov.    7 

V.  alight. 

V.  alight. 

.16 

26.10 

.0540 

.0140 

4.69 

0.8760 

.0080 

.29 

6.9 

.0280 

20668 

Dec.  14 

None. 

V.  alight. 

.00 

28.20 

.0640 

.0066 

6.01 

1.6600 

.0040 

.17 

6.0 

.0060 

jLUm   •  m 

.06 

28.18 

.1802 

.0120 

5.64 

1.2842 

.0042 

.20 

6.8 

0080 

The  aamplea  were  collected  from  the  underdrain  at  Ita  outlet. 
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OhenUeal  Examination  of  Water  from  Bannister  Brook  below  the  Framingham 

Filter-beds. 

[Plarta  per  100,000.] 


a 

0 


17167 
S8117 
28608 


S0S78 


At. 


Jnly  12 
Ang.  0 
Sept.  18 
Get.  11 
Nov.    7 


ArrmAMAMOE. 


tf 

9 


4i 

I 


s 

o 


V.  Blight. 
None. 
V.  slight. 
V.  slight. 
Blight. 


V.  slight, 
y.  slight. 
Slight. 
V.  slight. 
Blight. 


.00 
.06 
.04 
.07 
.07 


.06 


RXSIDDB  OV  , 

Rtapoha- 

TIOH. 

a 

o 

«! 

^ 

§6 

r 

30.30 

8.60 

27.36 

7.06 

27.60 

0.00 

24.15 

6.00 

20.45 

6.86 

27.76 

7.62 

Ammovka. 


▲LBUMIIIOID. 

■ 

1 

a 

•8 

1 

1 

1 

si 

hn 

H 

Q 

00 

.2020 
.0078 
.0168 
.0412 
.8800 


.1434 


.0114  .0100  .0008  5.02] 
.0000  .0078  .0012  6.11 
.0116  .0110  .0006  6.88 
.0156  .0182  .0024  4.86 

.ono'.oooo  .0080  o.n 


e 

1 


.0120.0103 


.0020  '5.41 

II 


limooBv 


I 

9i 


s 

1 1 


1.4000 
2.8000 
1.0800 
0.8100 
0.6600 


1.8480 


.0140 

I 
.0028 

.0082 

.0086 

.0014 


I 

s 

s 

a 


o 


.0060 


.10 
.20 
.16 
.22 
.20 


.10 


6.4 
4.0 
6.3 
6.T 
4.9 


6.4 


Odor  in  July  and  November,  distinctly  mnstv;  In  October,  faintly  disagreeable:  at  other  times 

none,  becoming  faintly  mnsty  or  unpleasant  on  heating. The  samples  were  oollected  from  the 

brook,  at  the  first  road  crossing  below  the  sewage  field.    The  brook  reoelTes  the  efflnent  from  both  the 
Natick  and  the  Framingham  sewage  disposal  works. 

Chemical  Examination  of  Water  from  a  Spring  near  Bannister  Brook  which  re- 
ceives Effluent  from  the  Framingham  Filter-beds. 

[Parts  per  100,000  ] 


Datsof 

CoUeoUon. 

Appbabakob. 

Residas  on 
Evaporation 

Ammonia.. 

m 

s 

1 

NITBOOBH 
AS 

a 

o 

• 

3 

a 

1 

1 

1 

i; 

• 

mlnold. 

8 
S 

1 

• 

1 

• 

28018 

ISM. 

Jan.  11 

None. 

V.  slight. 

1 

.02 

17.30 

.0006 

.0148 

8.66 

.6400 

.0000 

.04 

4.4 

.0060 

26104 

Feb.    0 

None. 

None. 

.00 

18.40 

.0002 

.0014 

8.70 

.7800 

.0000 

1 

.04 

5.3 

.0010 

26486 

Mar.    8 

None. 

V.  slight. 

.00 

18.80 

.0000 

.0012 

8.06 

.6300 

.0000  > 

.04 

4.4 

.0020 

26747 

Apr.  12 

None. 

None 

.00 

16.60 

.0004 

.0014 

8.60 

.6000 

.0000 

!.08 

1 

4.4 

.ooso 

27076 

May  10 

None. 

None. 

.00 

17.00 

.0002 

.0016 

8.83 

.6800 

.0000 

.  -02 

4.2 

.0010 

27445 

Jnne  14 

None. 

None. 

.00 

18.20  j 

.0008 

.0018 

8.47 

'.6100    .0000  1 

'  .05 

4.6 

.0030 

2n64 

Jnly  12 

None. 

None. 

.00 

10.60 

1 

.0000 

.0018 

8.71 

.8800 

[ 

.0000 

.08 

4.3 

.0010 

28116 

Ang.  0 

None. 

None. 

.02 

20.20 

.0002 

.0022  1 

8.82 

:.o6oo 

.0000  j 

.  -w 

4.2 

.0020 

28606 

Sept.  18 

None. 

None. 

.02  1 

18.00 

.0000 

.0020 

4.18 

.8400 

.0001 

;.06 

4.8 

.0050 

28008 

Oct.  U 

None. 

None. 

.01 

21.00 

.0030 

.0022 

4.00 

.8800 

1 
.0000 

)  .06 

4.8 

.0030 

90272 

No¥.   7 

None. 

None. 

.00 

10.10 

.0026 

.0028 

4.02 

.6500 

.0000 

.08 

4.8 

.0060 

20670 

Dee.  14 

None. 

None. 

.08 
.01 

18.80 

.0000 

.0022 

4.01 

.7600 

.0000 

.02 

1 

4.8 

.0010 

At-»* 

18.66 

.0007 

.0020 

1 

3.78 

.7208 

.08 

4.4 

.0088 

••••••see 

Odor,  none. 
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(^emieal  Examination  of  Water  from  the  Undercbrain  beneath  the  Sewers  at 

Framingham. 

[PArta  per  100,000.] 


Ji 


.1 


SS020 
26106 
86184 
96T48 
27072 
27460 
27768 

202n 


1899. 

JaD.  11 
Feb.  0 
Mar.  8 
Apr.  12 
May  10 
Judo  19 
July  12 

Nov.   7 


APTfAXABOB. 


«1 

s 

a 

00 


S 


SHgbt. 

Blight. 

Slight. 

Slight. 

V.  alight. 
Deefded. 

y.allght. 

Slight. 

Slight. 

Slight. 

Blight. 

Slight. 

Decided, 

CODl., 

green. 

green. 

Blight. 

V.eUght. 

.06 
.06 
.06 
.10 
.12 
.11 
.22 

.60 


10.60 
20.20 
19.70 
19.60 
20.00 
11.80 
12.20 

9.60 


AmfOXXA. 


S 

Q 


a 
4» 


.3568 
.0666 
.0024 
.1066 
.1620 
.0088 
.0008 

.0156 


.0068 
.0066 
.0044 
.0155 
.0320 
.0288 
.0812 

.0196 


HiTBOOBV 

• 

Aa 

1 

i 

1 

I 

o 

^ 

* 

2.10 

.5900 

.0016 

2.01 

.5200 

.0004 

2.08 

.2650 

.0016 

2.20 

.4200 

.0060 

2.85 

.4100 

.0120 

0.68 

.0020 

.0000 

0.47 

.0090 

.0000 

0.88 

.0460 

.0006 

1 

a 

,1 


.10 
.11 
.06 
.12 
.20 
.28 
.18 

.98 


7.9 
8.6 
7.1 
7.4 
8.1 
4.6 
5.9 

8.8 


.0110 
.0180 
.0130 
.0000 
.0200 
.0100 
.0220 

.0270 


Averages  by  Tears. 


1890 

.01 

19.71 

.0828 

.0073 

8.51 

.5836 

.0026 

8.4 

• 

1801 

. 

• 

.01 

20.44 

.1029 

.0045 

8.51 

.5883 

.0019 

. 

8.0 

. 

. 

1802 

. 

« 

.01 

19.82 

.0806 

.0042 

8.99 

.6667 

.0018 

. 

8.0 

. 

. 

1898 

• 

. 

.02 

20.76 

.0820 

.0080 

8.84 

.6282 

.0014 

.06 

7.4 

. 

. 

1894 

• 

_ 

.00 

22.24 

.0620 

.0088 

8.61 

.5815 

.0028 

.08 

7.1 

. 

. 

1896 

• 

. 

.08 

20.92 

.0502 

.0086 

2.29 

.4995 

.0028 

.00 

7.7 

.0866 

• 

1806 

• 

. 

.09 

19.99 

.0462 

.0200 

2.07 

.8575 

.0048 

.17 

7.2 

.0419 

.. 

1807 

« 

. 

.16 

16.72 

.0218 

.0101 

1.75 

.8160 

.0012 

.17 

6.7 

.0182 

. 

1808 

. 

. 

.08 

19.72 

.0640 

.0141 

2.14 

.4479 

.0020 

.12 

7.7 

.0164 

~ 

1809 

" 

~ 

.17 

16.51 

.0686 

.0180. 

1.58 

.2819 

.0028 

.24 

6.6 

.0156 

NoTB  to  analyaea  of  1899:  Odor,  generally  mnaty  and  oeoaalonally  disagreeable. The  aamplee 

were  collected  from  the  nnderdraln  at  the  point  where  It  discharges  into  a  storage  resenrolr.  The  water 
la  nsaally  pnmped  from  this  reservoir  to  filter-beds,  bnt  during  the  months  of  Joly  and  Aognst  the 
nnderdraln  water  was  mixed  with  the  sewsge  and  pomped  to  the  sewage  filter-beds. 

Chemic€U  Examination  of  Effluent  from  the  FiUer-beds  on  which  the  Water  from 
the  Underdrain  beneath  the  Sewers  at  Framingham  is  discharged. 

[Parts  per  100,000.] 


• 

Appbabaucb. 

• 

Ammobxa. 

I 

NITBOOBB 
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1 

3 

AS 

1 

a 

"^ 

s 

g 

i 

1 

§1 

SH 

1 

1 

1^ 

< 

i 

1 

SB 

i 

Oxygen 
Com 

• 

1 

189«. 

25919 

Jan.  11 

Slight. 

Blight. 

.86 

10.80 

.0110 

.0114 

1.01 

.1460 

.0004 

.60 

8.9 

.0060 

26196 

Feb.  9 

Decided. 

Gons., 
earthy. 

.40 

10.40 

.0144 

.0244 

0.79 

.1450 

.0001 

.82 

8.6 

.0080 

96486 

Mar.  8 

Decided, 

Gons.. 
earthy. 

.50 

7.50 

.0060 

.0206 

0.65 

.0850 

.0002 

.71 

2.8 

.0090 

milky. 

26749 

Apr.l2 

y.sHght. 

Slight. 

.88 

8.80 

.0084 

.0160 

0.78 

.0900 

.0008 

.51 

2.8 

.0080 

27073 

May  10 

y.sUght. 

Slight. 

.86 

14.20 

.0020 

.0116 

1.55 

.1050 

.0000 

.41 

5.0 

.0100 

28114 

Ang.  9 

None. 

y.sHght. 

.08 

17.90 

.0016 

.0056 

2.01 

.4780 

.0004 

.18 

6.4 

.0020 

28996 

8ept.l8 

y.sllgbt. 

y.slight. 

.06 

16.50 

.0020 

.0092 

2.18 

.5100 

.0013 

.15 

5.8 

.0050 

28997 

Oet.ll 

Slight. 

y.sllght. 

.87 

12.00 

.0048 

.0128 

1.06 

.1800 

.0005 

.48 

4.8 

.0110 

29609 

Deo.  14 

Decided. 

Slight. 

.80 

9.80 

.0162 

.0186 

0.84 

.1100 

.0005 

.48 

8.9 

.0120 

Av... 

.81 

11.88 

.0076 

.0189 

1.20 

.1968 

.0004 

.45 

4.1 

.0079 

The  samplee  were  eoUeeted  from  the  naderdnln  it  Its  ootlet. 
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Sewage  Di8F06ai.  at  Gabdhkr. 

CkenUeal  EsammaUon  pf  Sema^pnm  Oardner. 

[Pitfti  POT  MMM.] 
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kl\ 


5    I^S.  "i 


f. 


d 

& 


H 


I 


9021^  Feb. 
9MlftlUr. 

»10»Aiiff. 

»fM8«pt. 
MMftOet. 

SMMDm. 


11 
15 

8 
17 
14 
12* 

9 

IS- 
IS. 
11 

8 
13. 


J 


IM.ODSO 

4i.902S.SOJ 
O.OO  19.10| 
41.00 10.801 
84.OO20.7Ol 
tt.2080.0d 
80.2031. 70i 
80. 1028.85; 
82.8022.80 
42.4(^27.00 
80.8021.70 
38.80.21.40 


At.* 


•••«•••• 


M.88|24.00 


119.80 
21.80 
13.90 
21,80 
13.90 
28.20 
48.50 
U.25 
10.50 
15 .4« 
9.10 
14.40 


12».Oo!ll.Oi^ 

82.40 1S.40< 
21.00'  8.i0j 
25.80  8.0M 
24.00 10.60^ 
27.00  10.8M 
57.80 13.5M 
19.10  0.20} 
10.40 10.2M 
20.00  14.10 
15.4<»  8.70 
21.80,  9.40 


I 


118.00 
19.00 
12.40 
17.80 
13.50 
16.20 


26.74||  84.55|10.41 


12.90 
6.20 

14.90 
0.7O 

12.20 


1.55000.7100 

4.4500 1.1500 

2.790OO.760O 

2.70000.8000 

2.8000  2.8100 

4.2»00 

4.88001 

3.81000.7400 

2.29000.4400 

3.2MOO.880O 

1.88000.9409 

2.82000.6000 


.41000.8060 
.50000.5000 
.80000.4500 
.0000.4000 
.87002.4400 
.42000.1900 
.46000.9800 
.44000.8000 
.25000.  U40 
.44000.4400 
.82000.2200 
.31000.1800 


7.25 
3.2T 
2-70 


.0470 


I- 


2.80 

7.75. 

4.40 

4.80. 

3.51 

3.30 

3.91 

3.40 


.6910 
.0010 


.0120  9.043.97 
.0000  7.203.68 
.0000  4.722.21 
.0000  4.502.24 
.0000  5.603.66 
.0000  7.00  2. Tl 
.0000  8.003.86 
.6600  5.062.65 
.6600 '8.20 1.80 
.0000  5.8OS.20 
.0000  4.902.48 
.0000  5.903.15 


24.14  2.96000.9782. .88420.5040 ,4.20^  .0000.6011-  5.732.87 


..8842|< 


I 


I 


Tb« 


WM  eoliaetod  m  H  flowad  opon  tba  ted*. 


Chemical  Examination  of  Effluent  from  Main  Underdrain  of  the  Gardner  FiUer-beds. 

[Pteto  POT  100,000.] 


1 

ArrsASASCB. 

• 

1 

'   AmronA. 

1 

4 

KRaoon 

AM 

1  gS 
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S 

» 

1 

1 

1 

Albu- 
minoid. 

1 

SB 

1 

ISM. 

1 

25929 

Jao.  11 

DMidad, 

Blight. 

0.90 
1.00 

14.60 

0.7600 

.0600 

2.53 

0.26401 

.0880 

<  0.74 

8.0 

.1960 

ln>o« 

1 

20210 

F«b.  15 

Daddad, 

Cons., 

18.00 

0.8160 

.0680 

3.23 

(0.0800 

.ouo  1 

.  0.91 

4.2 

.8068 

Iron. 

iron. 

1 

! 

20417 

Mot.    8 

DMidad, 
iron. 

Oona., 
iron. 

0.13 

16.00 

1.5600 

1 

.1200 

2.51 

•0.0800 

.0140 

1 

1.96 

1 

.6000 

20740 

Apr.  12 

Deddad, 
iron. 

HeaTy, 
iron. 

— 

19.00 

1.8000 

1 

.1480 

2.61 

1 

0.0450 

1 

.0180  ' 

1 

1.54 

1 

.3400 

27189 

Ma7  17 

Daeldad, 
iron. 

HaoTy. 
iron. 

0.60 

84.40 

.0.5840 

1 

.0720 

2.10 

2.9000 

.1900 

0.60 

1 

.1800 

27481 

JiilioU 

Daddad, 
iron. 

Cone., 
Iron. 

0.61 

21.70 

0.7400 

.0980 

2.68 

1.8600 

.0200 

1.00 

.2400 

27741 

Jaly  12 

Deddad. 

Cone. 

0.83 

22.60 

;0.S28O 

.0490 

3.28 

1.1000 
0.8000 

.0150 

0.66 

.0650 

28104 

Aof.   9 

Bllcht, 

V.  alight. 

0.20 

19.10 

;0.4600 

.0460 

2.75 

.0040 

0.50 

.0380 

milky. 

28376 

Aug.  18 

BU«ht, 
milky. 

Cone., 
iron. 

0.08 

19.90 

0.8980 

i 

.0400 

8.83 

0.5800 

.00S3 

0.48 

.1166 

98000 

Btpt.U 

Daddad, 
Iron. 

Cone., 

iron. 

0.80 

19.10 

0.8720 

.0710 

8.79 

O.806O 

.0080 

0.78 

.0600 

28067 

Oei.  11 

Deddad. 

HeaTy, 

0.17 

20.80 

0.5800 

.0680 

2.55 

3.0500 

.1100 

0.65 

.0180 

floe. 

1 

28804 

Not.   8 

Dedded. 

Ootts., 
floe. 

0.16 

17.50  |,0.6040 
ll 

.0400 

2.95 

0.6800 

.9790  , 

0.68 

.6606 

29656 

Dm.  13 

Dadded. 

Cons. 

1.20 

16.60   -1.2060 

.1800 

8.19 

0.0650 

.0480  ' 

1.15 

.4160 

At.*. 

0.49i 

1 

19.91  j!o.807& 

.0685 

2.87 

0.8191 

.0893  1 

1 

0.86 

.9566 

1 

The  eamples  were  eolleeted  from  the  main  nnderdraln  at  the  point  where  it  dieehargea  into  Pond  Brook. 

*  Where  more  than  one  eample  waa  eolleeted  in  a  month*  the  mean  analyela  for  that  month  haa 
naad  In  making  the  aTerage. 
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C^tenUcal  Examination  of  Water  from  Pottd  Brook  above  the  Oardner  Fitter-beds. 

(Part*  per  100,000.] 
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28001 
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Jaiy  12 
Ang.  0 
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4i 

c 
« 
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V.  slight, 
milky. 
Blight. 


Cods. 
V.  slight. 

Oons. 


I 


.36 
.11 

.18 


.19 


Rksidus  oh 

£VAPORA- 
TIOH. 


o 
H 


e 
o 

®  60 


16.66 
19.46 

15.80 


10.70 


4.80 
8.26 

4.26 


6.77 


Ammonia. 


ALBtTMINOXO. 

t 

^ 

• 

t 

■S 

1 

1 

s 

.3 

a 

u* 

H 

a 

QO 

.0200 
.0058 

.0408 


.0242 


.0286 
.0120 

.0880 


.0280 


.0220 
.0112 

.0270 


.0203 


.0016 
.0008 

.0000 


.0028 


1 


8.83 
4.76 

8.78 


4.10 


KiTBOOBM 
AS 


mm 

I 


I 


.0880 
.0160 

.0800 


.0448 


.0018 
.0004 

.0030 


.0017 


i 


a 
o 

I 


m 

i 


.88 
.21 

.80 


.19 


6.8 
0.8 

8.9 

6.2 


Odor,  vegetable  or  mosty . The  samples  were  ooUeoted  from  the  brook  above  the  point  where  it 

is  eroeeed  by  the  main  sewer  leading  to  the  filter-beds. 

Chemical  Examinalionof  Water  from  Pond  Brook  below  the  Gardner  Filter-beds, 

[ParU  per  100,000.] 


1 
1 

"S 

1 

Appbabancb. 

Rbsiddb  on 

EVAPOBA- 
TION. 

AMMOHIA. 

• 
1 

8.70 
4.86 

8.07 

8.91 

NITBOOBK 

AS 

m 

a 
a 

1 

O 

1 

j 

1 

1 

1 

Loss  on 
Ignition. 

1 

ALBCMXXOIO. 

1 

• 

1 

9i 

• 

1 

1 

m 

s 

8as- 
pendod. 

• 
0 

m 

2n48 
28100 

28002 

ISM. 

July  12 
Aug.   0 

Sept.  18 

Decided. 

V.  slight, 

mliky. 

y.  slight. 

Slight. 
V.  slight. 

V.  slight. 

.22 
.09 

.19 

.17 

10.25 
17.86 

14.70 

4.85 
5.00 

8.00 

.0780 
.0480 

.0028 

.0429 

.0240 
.0108 

.0188 

.0199 

.0280 
.0140 

.0162 

.0174 

.0010 
.0028 

.0030 

.0026 

.2120 
.1000 

.0200 

.1807 

.0050 
.0012 

.0006 

.0024 

.89 
.29 

.81 

.38 

4.4 

5.9 

4.0 

At... 

10.27 

4.62 

4.9 

Odor,  faintly  musty,  becoming  stronger  oo  heating.  —  The  samples  were  oolleoted  from  the  brook 
below  the  point  where  the  effluent  from  the  filter-beds  enters  it. 

Sewage  Disposal  at  Leicester. 

Chemical  Examinalion  of  Sewage  from  Leicester. 

[Parts  per  100,000.] 


i 


I 


I 


20188 
20752 
27426 
28118 
2B002 
29067 


At.. 


1999. 

Feb.  8 
Apr.  12 
Jane  14 
Ang.  9 
Oct.  11 
Dm.  18 


RB8IDI7B  OM  EVAPOBATIOV. 


TOTAL  XBSIDUB. 


1 


it 


00 


102.80 
48.00 
80.00 
81.00 
80.00 
00.20 


I 


74.70 


00, 
40 
84 
46 

08 
70 


,80 
,00 
,00 
.20 
.00 
,2D 


00.28 


12.00 
1.40 
4.40 
80.40 
18.00 
14.00 


14.47 


LOSS  ON  IGNITION 


I 


§1 


70.00 
20.00 
19.00 
48.80 
48.00 
40.80 


42.10 


00.00 
26.00 
10.00 
19.60 
80.40 
31.20 


80.35 


10.00 

1.00 

8.00 

29.80 

17.00 

9.00 


11.76 


Ammonia. 


t 


4.2600 

2.25000 

3.1200 

4.4000 

8. 


.90001 


3.6400 


ALBUMINOID. 


^ 
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.4000 
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1.1200 
.1800 
8.320010.7400 


0.8200 


.0200 
.8000 
.3600 
.8600 
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.5200 


.4600 


A*8 

OQ  S 


.2800 
.1000 
.2100 
.7700 
.0800 
.2200 


.3700 


« 

I 


6.40 
8.20 
5.12 
5.76 
7.60 
0.76 


6.02 


NiTBOOBN 
AS 


I 
I 


s 


.0000 

.0000 
.0000 
.0000 


.0000 
.0100 
.0000 
.0000 
.0000 
.0000 


.0000  .0010 


OXTOBN 
CONSUMBD. 


B 


1 


41.92 
14.80 
8.48 
16.00 
21.80 
27.00 


21.00 


82.00 
18.12 
7.28 
9.80 
18.70 
22.60 


17.J 


The  aewage  was  eolleeted  as  it  entered  the  settling  tank. 
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CShemlMf  Exandnaithn  cf  Waier  from  the  Brook  beUm  the 

[Ptoti  POT  IMUMt.] 
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wbMV  tte  «ffliMiii  f  rooi  Um  fllter-bads 


Tbei 
tbe 


piM  w«ro  eoDcetad  froa  tte  teotA  Wow  Uk  polat 
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Sewage  Disposal  at  Leioesteb  Poob  Fabm. 

Chemical  ExaminaHan  of  Effluent  from  the  Underdrain  of  the  FUter-beds  at  the 

Leicester  Poor  Farm, 

[ParU  per  100,000.] 


Date  of 

OoUcctton. 

Appkavahcb. 
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1 

• 

1 
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• 

o 
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1 
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• 

• 
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1899. 

^»77 

Jan.  17 

V.  alight. 
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.06 

12.60 

.2144 

.0196 

1.45 

0.1000 

.0024 

.28 

8.8 

.0020 

26880 

Feb.  28 

Deelded. 

Cona. 

.16 

11.50 

.4480 

.0876 

1.81 

0.1650 

.0016 

.49 

2.0 

.0080 

26488 

Mar.  14 

V.  alight. 

Blight. 

.08 

10.00 
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1.10 

0.0450 

.0025 

.24 
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26B27 

Apr.  25 

V.  alight. 
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earthy. 

.02 

14.20 

.0406 
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1.79 

0.2650 

.0066 

.88 

3.8 

.0220 

2TI23 

May  16 

V.  alight. 

Cona. 

.01 

18.80 

.0044 

.0168 

1.66 
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.29 

8.4 

.0040 
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V.  alight. 

Blight. 

.01 
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.0006 
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1.40 
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.0000 

.15 

8.9 

.0060 

27822 

JoJy  18 

V.  aMght. 

BUght, 
earthy. 

.00 

17.00 

.0000 

.0000 

1.88 

0.9000 

.0001 

.28 

6.0 

.0040 

28266 

Aag.  17 

None. 

V.  alight. 

.01 

16.20 

.0002 

.0072 

1.45 

0.9800 

.0001 

.16 

8.8 

.0030 

28680 

Sept.  19 

Blight. 

Cona., 
earthy. 

.04 

19.80 

.0040 

.0268 

2.26 

1.2400 

.0004 

.86 

8.6 

.0080 

20005 

Oct.  21 

V.  alight. 

Cona., 
earthy. 

.08 

28.80 

.0088 

.0198 

2.70 

1.3200 

.0004 

.30 

8.0 

.0040 

28307 

Not.  14 

V.  aUght. 

Cona., 
earUiy. 

.00 

24.90  . 
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.0164 

.0066 

2.16 

1.8800 

.0064 

.18 

5.0 

.0050 

20706 

Dee.  10 

1 

V.  alight. 

Slight, 
earthy. 

.04 
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.0470 
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1.0400 
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.21 
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ATt  -- 

17.19 

.0811 

.0177 

1.74 

0.8271 

.0017 

.27 

8.7 

.0066 

The  aamplea  were  collected  from  the  nnderdraln  at  ita  oatlet. 

Sewage  Disposal  at  Mablbobough. 

Chemical  Examination  of  Sewage  from  Marlborough. 

[Parte  per  100,000.] 
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n 


it 


•I 


0.2660 
3.9500 
0.6500 
1.2500 
4.3000 
6.7600 
18.0000 
|6.6000 
4.6400 
,1.1600 
6.1000 
4.4800 


4.0122 


0.0880 
0.8000 
0.1400 
0.8600 
0.7700 
1.4800 
1.6400 
0.8400 
0.9300 
0.8700 
1.8200 
1.0800 


0.8067 


.06600 
.4700  0 


.0020 

.2200 

.4200,0 

.69000 

.5100' 1 

.6500,0 

.3120,0 

.20000 

.69000 

.6100  0 


.0820 
.3800 
.0480 
.1400 
.8500 
.7900 
.0800 
.2900 
.6180; 
.1700 
.7800 
.6200 


.8860.0.4207 


e 

•c 


2.72 
6.28 
2.99 
3.28 
5.40i 

11.90 
7.89 
7.85 
6.35 
3.95 

10.12 
5.60 


6.07 


NiTBOOBV 


5 


.4400 
.0040 
.4400 
.1600 
.0000 
.0000 
.0020 
.0000 
.0010 
.0020 

.0000 


.0945 


.0220 
.0000 
.0280 
.0060 
.0000 
.0000 
.0000 
.0000 
.0000 
.0160 
.0000 
.0000 


.0135 


OZTGBX 
CONBDMBD. 


1 


0.64 
7.44 
0.99 
2.16 
4.96 

10.40 
9.10 
8.20 
6.20 
8.40 

10.80 
7.85 


0.46 
8.68 
0.00 
1.28 
2.76 
5.24 
6.80 
4.72 
2.80 
1.62 
5.20 
3.26 


6.88  8.07 


The  aamplea  were  oolleeted  from  the  aettllng  tanka  and  repraaent  the  aewage  after  a  portion  of  the 
•oapended  matter  haa  been  Mparated  from  it. 
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Chemical  ExmninaUon  of  Effluent  frwn  the  Underdranu  of  the  Marlborough 

FiUer-beda. 

[ParU  per  100,000.] 


■ 

s 

AFPK4SAV0B. 

■ 

a 

u 

1 

AmcomA. 

1 
1 

NmoaBV 

AS 

Oxygen 

Consomed. 

1 

s 

*x 

^ 

1 

i 

<< 

• 

m 

1 

• 

» 

2M34 

ISM. 

Jan.  11 

Decided. 

Gone. 

.12 

17.00 

0.0200 

.0140 

8.42 

0.8690 

.0026 

0.96 

.0860 

2S026 

Jan.  11 

Decided. 

Coos. 

.17 

18.60 

0.6000 

.0140 

8.60 

0.4000 

.0076 

0.98 

.oin^ 

20180 

Feb.    0 

V.  Blight. 

None. 

.07 

21.20 

0.4100 

.0100 

3.60 

0.6400 

.0260 

0.20 

.098(> 

90100 

Feb.    0 

SUght. 

V.  slight. 

.00 

21.70 

0.8600 

.0840 

4.11 

0.6200 

.0600 

0.80 

.0180 

S0440 

Mar.  0 

Slight. 

V.  slight. 

.16 

14.20 

0.4000 

.0186 

2.70 

0.1600 

.0940 

0.96 

.018» 

26470 

Mar.  14 

Decided. 

Slight. 

.20 

16.80 

1.0700 

.0446 

2.06 

0.2200 

.0180 

0.44 

.1800^ 

20742 

Apr.  12 

SUght. 

Oons. 

.00 

18.80 

0.4640 

.0200 

3.03 

0.2260 

.0900 

0.89 

.0980 

20748 

Apr.  12 

Decided. 

OOBS. 

.28 

16.00 

0.6720 

.0420 

8.07 

0.1000 

.0120 

0.46 

.0600 

27084 

May  11 

Slight. 

Slight. 

.08 

21.00 

0.4800 

.0400 

8.88 

0.4000 

.0006 

0.86 

.0060 

27086 
27440 

May  11 

June  14 

Decided, 

iron. 
V.  slight. 

HesTy, 
Iron. 
V.sUght. 

.10 
.10 

27.00 
87.80 

0.6600 
0.4200 

.0880 
.0246 

4.68 
6.17 

0.6100 
2.6000 

.0068 
.0086 

0.30 
0.88 

.9800 

.0070 

27460 
27701 

Jane  14 
Jaly  12 

V.  slight. 
Decided. 

Slight, 
floe. 
Oons. 

.11 
.81 

81.80 
80.10 

O.630O 
1.2060 

.0880 
.0660 

6.21 

8.26 

1.6600 
0.8200 

.0180 
.0820 

0.86 
0.80 

.0010 
.0600 

27702 

July  12 

Slight. 

Gone. 

.16 

86.20 

0.0700 

.0620 

6.46 

2.0000 

.0240 

0.68 

8.0 

.0080 

28187 

Aug.  10 

None. 

Slight. 

.07 

48.30 

0.6400 

.0280 

6.70 

1.6400 

.0040 

0.80 

19.6 

.0480 

28188 
28006 

Ang.  10 
Sept.  18 

V.  slight. 
Slight. 

Slight* 
b'wn,floe. 
Slight. 

.84 

.11 

42.00 
46.00 

1.8000 
0.7000 

.1080 
.0880 

7.68 
8.87 

0.7000 
1.4600 

.0400 
.0120 

1.99 
0.88 

.9090 

.0880 

28607 
28064 

Sept.  18 
Oet.  11 

V.  slight. 
Decided. 

Oons., 
iron. 
Oons. 

.12 
.46 

46.70 
84.00 

0.8000 
2.2000 

.0820 
.1020 

7.41 
0.03 

2.000O 

0.2660 

.0016 
.0800 

0.81 
1.76 

.0700 
.0110 

28066 

Oet.  11 

V.  slight. 

V.  sHght. 

.04 

47.70 

0.6440 

.0160 

7.70 

2.020O 

.0100 

0.80 

.0080 

20300 

20807 

Not.   8 
Nov.   8 

Dedded. 
Decided. 

Oons., 
iron. 
Oons. 

.40 
.10 

42.60 
40.20 

1.2640 
0.7080 

.0760 
.0200 

6.70 
6.76 

0.0000 
0.6100 

.0660 
.0900 

0.86 
0.88 

.9800 

.1100 

20602 

Dee.  18 

Decided. 

Gone. 

.88 

84.20 

1.0660 

.1240 

6.60 

0.820O 

.0240 

0.81 

.0440 

20068 

Dee.  18 

Decided. 

Oons. 

.84 
.18 

81.20 

1.7000 

.1020 

6.60 

0.790O 

.0790 

0.78 

.0680 

Av.*. 

81.21 

0.8608 

.0480 

6.61 

0.0000 

.0994 

0.61 

7.8 

.0689 

The  samples  were  collected  from  the  two  main  effloent  nnderd rains  at  their  outlets. 

was  collected  in  a  month,  the  mean  analyeia  for  that  month  has 


*  Where  more  thsa  one  sample 
been  need  in  making  the  average. 
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CletM<oaI  ExaminatUm  vf  WaUr  fnm  the  Bnok  into  tohick  the  EjffluetU  from  the 

Marlborottgh  Sewage  FUter-bedt  it  discharged. 

[PnUpw  100,000.] 


I 


3 

I 


27768 
S81W 


At. 


July  12 
Aug.  10 
8«pt.lS 


Appjuilacx. 


D 
H 


8 

I 


I 


V.  slight. 

Nona. 

V.aUght. 


Oons. 

Oons., 

b*WD,flOC. 

y.  Blight. 


.12 
.16 
.11 


.18 


Etapoia- 
nov. 


a 


5 


18.66 
82.20 
86.60 


20.12 


6.50 
16.60 
11.80 


10.07 


AmOKXA. 


ALBUMIVOID. 

^ 

• 

i 

1 

h 

H 

a 

« 

.6660 
.5800 
.6080 


.0360 
.0270 
.0880 


.6147!.  0336 


.03<)0 
.0260 
.0860 


.0308 


.0060 
.0020 
.0020 


.0088 


a 

-c 

o 
A 


6.72 

5.8l' 

I 
7.23 


6.26; 


NlTBOOBK 

AA 

J 

• 

«4 

I 

§ 

B 

» 

^ 

1.380n  .0280 

1.5800 

.0860 

1.1000 

.0800 
.0480 

1.8533 

a 

p 

a 

s 

o 


.48 
.48 
.45 


.46 


7.4 
8.1 
7.4 
7.6 


Odor,  mntty. Tha  aamplea  were  eoUactad  from  the  brook  below  the  point  where  the  effluent 

from  the  fllter-beds  enten  the  streem. 


Sewage  Disposal  at  Medfield. 

(JhffmiMX  Examinaiion  of  Sewage  from  Medfield, 

[PftrU  per  100,000.] 


i 


I 
I 

e 


At.. 


Jan.  11 
26487  Mar.  8 
27076  If  ay  10 
27748  July  12 
28600  Sept.  18 
292MKOT.    8 


eea»««## 


Rsaxnua  oh  EvApoiATioir. 


voTAL  aaaimTa. 


I 


00  S 


i 


46.90 
48.60 
51.60 

166.20 
78.60 

111.00 


82.58 


48.00 
46.00 

41.0o|l0.60 
146. 
68.70 
79. 


.8010 


.8031 


2.90 
8.60 


.00 
9.90 
.20 


69.68  12.90 


LOBSOiriOinTIOK. 


1 


II 


27.00 
16.00 
28.80 
49.00 
17.20 
44.40 


29.57 


26.90 
18.40 
16.00 
84.20 
9.10 
18.90 


1.80 
2.60 
8.80 

14.80 
8.10 

26.50 


19.80 10.27 


Akmokia. 


ALBTmnroiD. 


a 
^ 


§1 
fi-g 


-I 


0.4600 
1.0000 
1.6400 
1.4200 
1.4920 
1.0600 


1.1620 


1.2800 
0.7100 
1.0600 
1.2800 
0.5200 
0.6600 


0.8917 


1.1800 
0.6200 
0.9400 
0.7800 
0.8400 
O.480O 


0.7160 


.1000 
.0900 
.1200 
.4500 
.1800 
.1200 


.1767 


2.66 
5.41 

10.02 

29.46 

6.60 


KiTBOOSH 

AS 


I 


.0000 

.0000 
.0000 
.0000 
.0010 


.0860 
.0068 
.0000 


OzToav 

COH- 


1 

K3 


7.60 
6.88 


10.69 


.0002 


.0000 
.0000 

.0004 
.0072 


1    8.16|i 
11.00 


6.88 
6.94 
16.40 


9.08 


8.602.28 


11.60 


8.12 


3.80 
6.79 


The  aamplea  were  eolleeted  aa  the  aewage  flowed  upon  the  fllter-beda. 
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Chemical  ExanUnaUon  qf  Water  from  a  Spring  Mow  the  FiUraUon  Area  of  the 

Medfield  Sewerage  System, 

[Parte  per  100,000.] 


J 

APPBABAVOa. 

• 

1 

il 
Si 

r 

AmiOBXA. 

• 

1 

SITBOOBV 
A4 

1^ 

• 

• 

i> 

4i 

1 

1 

• 

1 

1 

2B022 

ISM. 

Jan.  11 

V.  ellght. 

V.  alight. 

0.06 

4.00 

.0010 

.0028 

0.S5 

.1120 

.0006 

0.10 

.0080 

20488 

Mar.    8 

BUght. 

SUght. 

0.08 

5.20 

.0006 

.0062 

0.46 

.0020 

.0008 

0.16 

.0060 

27077 

May  10 

V.  ellght. 

SUght. 

0.17 

8.70 

.0014 

.0112 

0.28 

.0250 

.0001 

0.10 

.0110 

27740 
28501 

July  12 
Sept.  13 

Decided. 
V.  Blight. 

Heavy, 

earthy. 
Gone. 

1.00 
0.15 

8.00 
16.80 

.1080 
.0264 

.0750 
.0106 

0.70 
1.68 

.0080 
.0800 

.0000 
.0006 

1.16 
0.87 

.1600 
.0150 

20000 

Nov.   8 

Decided. 

V.  heavy, 
earthy. 

0.76 
0.87 

8.20 

.0168 

.0466 

1.12 

.0010 

.0002 

16.60 

.1060 

At... 

7.78 

.0260 

.0266 

0.78 

.0622 

.0008 

8.00 

.0187 

The  eamplefl  ^ere  collected  from  a  epring  which  la  located  north  of  the  Alter.beda  and  a  Uttle  over 
200  feet  from  the  edge  of  the  neareet  bed.  The  gronnd  where  the  filter.beda  are  located  atopea  in  the 
direction  of  thie  ipring. 

Medford. 

Chemical  Examination  of  Water  from  Underdrains  beneath  the  Sewers^  Medford, 

[Parte  per  100,000.] 


Date  of 

Collection. 

Afpbabahob. 

• 

1 

Amvoria. 

1 

KmoaBM 

ab 

1 

1 

1 

1 
1 

«s 

^ 

1 

1 

1 

i 

« 

1 

26480 
27781 
20206 

1S99. 
Mar.    7 

Jnly  12 

Nov.   8 

SUght. 

None. 

None. 

Gone.. 

eartny. 
y.  alight. 

None. 

.02 
.00 
.00 

20.00 
17.00 
24.00 

.0604 
.0872 
.0704 

.0076 
.0066 
.0066 

6.60 
2.62 
6.40 

.4750 
.6200 
.8400 

.0024 
.0008 
.0008 

.12 
.06 
.11 

7.1 
4.6 
4.6 

.0160 
.0040 
.0010 

Averages  by  Tears, 


- 

1807 

- 

- 

.08 

27.80 

.0684 

.0067 

6.01 

.6088 

.0008 

.08 

7.4 

.0100 

- 

1808 

- 

- 

.08 

28.60 

.0847 

.0061 

8.78 

.8888 

.0004 

.00 

6.8 

•  V^WWf 

- 

1800 

- 

- 

.01 

28.88 

.0627 

.0068 

6.20 

.4450 

.0012 

.00 

6.4 

.006T 

Nora  to  analyeea  of  1800 :  Odor  of  the  flret  two  aamptee,  vary  fhintly  mnaty ;  of  the  laat, 
The  aamplea  ware  ooUeeted  from  the  nnderdralB  In  Boaton  Avenne,  near  the  Myatlc  Biver. 


No.  34.] 
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Sewage  Disposal  at  Natick. 

Ckemieal  £xcani»uUion  of  Sewage  Jrom  NaUek. 

[Parte  par  IWfiW.] 


• 

1 

RBSIOUa  OH  EVAPOBATIOH. 

AmionA. 

1 

MiTBOOBV 
AS 

OXTQBV 
COVSUXKD. 

TOTAL  sssiona. 

LOSaORlOVITIOK.! 

1 

ALBDXIKOID. 

1 

i 

• 

a 

1 

as 

H 

Dis- 
solved. 

Sus- 
pended. 

H 

Dis- 
solved. 

-1 

q 

■ 

Dis- 
solved. 

Sus- 
pended. 

1 

1S99. 

1 

1 

85080 

Jan.  11 

22.40  21.90 

0.50 

6.60 

6.40 

0.20   {0.8820 

.0840 

.0360 

.0480 

2.95 

.4900 

.0650 

0.54 

0.41 

20185 

Fab.    8 

23.20  21.50 

1.70 

8.20 

6.60 

1.60    0.7000 

.2200 

.1800 

.0900 

8.45 

.4300 

.0050 

1.08 

0.76 

S6420 

Mar.    8 

22.4020.80 

2.10 

8.00 

7.80 

0.20    0.8080 

.0960 

.0600 

.0300 

2.71 

.2750 

.0600 

0.58 

0.49 

28750 

Apr.  12 

21.00  21.10   0.501  8.80 

6.60 

0.00    0.2680.1100 

.0520 

.0580 

2.68 

.5600 

.0560 

1.44 

1.25 

27078 

If ay  10 

24.6022.80  1.70 

6.20 

4.80 

1.40  ,'0.8320|.8240 

.1180 

.2060 

4.50 

.0000 

.0880 

1.44 

1.88 

27440 

Jane  14 

30.00  27.20   2.80 

9.60 

7.00 

2.60  1,1.2900.2800 

.2000 

.0800 

5.10, 

.0100 

.0000 

2.84 

2.22 

37748 

Jaly  12 

40.0085.90   4.10  12.00 

9.10 

3.50  ' 

1.6500.3200 

.2400 

.0800 

!  8.60' 

.0030 

.0000 

4.00 

2.68 

28128 

Aug.   9 

49.40  89.10,10.80'|16.80 

7.00 

9.60    '2.1300.4000 

.2800 

.1700 

,12.20 

.0000 

.0000 

8.72 

2.80 

28588 

8«pt.  13 

46.40 

37.90;  8.50  21.20 

18.70 

7.50  '2.7080.4700 

.2860 

.2340 

'  7.86 

.0010 

.0000 

4.40 

8.00 

29000 

Ocl.  11 

82.40 

42.8019.00 

32.00 

15.60 

10.40   ,3.0300!. 5700 

.8900;.  18001 

8.05 

.0000 

.0000 

6.04 

4.80 

29301 

Nov.    8 

39.0033.40   5.80 

17.00 

12.00 

5.00    2.6200|.4000 

.8000 

.1000 

5.15 

- 

.0000 

4.90 

9.36 

29059 

Dm.  13 

38.00 
34.94 

32.70 
29.72 

5.80 
5.22 

10.40 

'l8.42 

1 

12.00 
9.05 

4.40 

2.8300.4600 

1 

.3100 
.1918 

.1500 
.1194 

5.10 
5.70 

.0000 

.0000 

4.25 
2.93 

8.25 

Av.. 

4.87 

1.5165  .3112 

.1608 

.0803 

2.12 

The  aamplea  were  coUeeted  aa  the  sewage  flowed  npoo  the  fliter-beda. 


Chemical  Examination  of  Effluent  from  the  Underdrain  of  the  Natick  Filter-beds, 

[ParU  per  100,000.] 


1 

Appbaxaxcb. 

■ 

g 

Amjcohia. 

NlTSOOBM 

i 

•a 

AS 

g 

a 

• 

i 
§ 

1 

Besidae  on 
Evapon 

• 

1 

Albu- 
minoid. 

a 

• 

s 

S 

0 

i 

i 

N4 

1S99. 

2S081 

Jan.  11 

None. 

V.  alight. 

.02 

20.00 

.0200 

.0054 

2.65 

0.8800 

.0022 

.10 

6.6 

.0010 

20200 

Feb.  11 

V.  alight. 

None. 

.02 

18.30 

.1100 

.0065 

3.08 

0.5800 

.0048 

.14 

6.6 

.0020 

26421 

Mar.  8 

V.  alight. 

V.  Bllgh^ 
floe. 
Blight. 

.02 

16.50 

.0656 

.0068 

2.18 

0.4350 

.0016 

.10 

5.1 

.0050 

26751 

Apr.  12 

V.  alight. 

.02 

15.50 

.0628 

.0080 

2.80 

0.4300 

.0028 

.11 

5.7 

.0030 

27079 

May  10 

V.  alight. 

Blight. 

.10 

28.20 

.0588 

.0201 

8.49 

0.390() 

.0200 

.27 

7.9 

.0180 

27441 

Joneli 

V.  Blight. 

V.  Blight. 

.05 

25.80 

.1040 

.0290 

5.00 

0.9600 

.0120 

.85 

6.1 

.0040 

27747 

jQlyl2 

V.  Blight. 

Blight. 

.02 

80.90 

.0050 

.0104 

5.39 

1.5200 

.0016 

.16 

7.4 

.0020 

28124 

Ang.  9 

Blight. 

COOB. 

.07 

27.40 

.1860 

.0560 

6.78 

0.8750 

.0050 

.40 

5.3 

.0010 

28689 

Bept.18 

Decided. 

OOOB. 

.10 

32.20 

.2680 

.0665 

7.25 

0.8100 

.0100 

.60 

6.7 

.0020 

89001 

Oct.  11 

V.  alight. 

Cons., 
iron. 

.02 

83.00 

.0232 

.0142 

5.80 

1.6400 

.0020 

.17 

7.8 

.0100 

29808 

Nov.  8 

Decided. 

Cona. 

.16 

88.80 

.2120 

.3180 

5.28 

1.3000 

.0086 

.59 

7.9 

.0120 

39660 

Dec.  18 

Decided. 

Gona. 

.80 

31.50 

.3060 

.0980 

4.75 

0.9800 

.0048 

.73 

7.4 

.0060 

Av... 

1 

.07 

25.59 

.1259 

.0582 

4.45 

0.8600 

.0059 

.81 

6.7 

.0065 

The  aamplea  were  eolleoted  from  the  onderdrain  at  the  point  where  ir  diachargea  into  Bannlater 
Brack, 
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Newton. 

Chemical  ExamituUian  of  WcUer  from  the  Main  Underdram  of  the  Hyde  Brook 

Division  of  the  Newton  Sewerage  System, 

[ParU  per  100,000.] 


Date  of 

Collection. 

■ 

§ 

AmroHiA. 

1 

6 

MiTROOBV 

AM 

1 

1  o 

1 

• 

§ 

• 

1 

i 
1 

1 

1 

Alba- 
mlnold. 

m 

« 

s 

• 

3 

• 

i 

N4 

96442 
20818 

ISM. 

Mar.    8 
Nov.    9 

V.  alight. 
V.  alight. 

Slight. 
Slight. 

.01 
.08 

19.00 
22.80 

.0094 
.0166 

.0060 
.0068 

2.15 
3.18 

.4800 
.6000 

.0004 
.0086 

.07 
.00 

8.6 
8.4 

.0010 
.0100 

Averages  by  Years. 


1892 

.00 

27.08 

.0126 

.0029 

8.18 

1.1666 

.0016 

^ 

10.1 

.0062 

» 

1898 

. 

« 

.08 

26.48 

.0140 

.0067 

2.48 

0.0660 

.0018 

.06 

9.4 

.0099 

. 

1894 

. 

. 

.08 

96.27 

.0106 

.0084 

2.67 

0.9088 

.0012 

.06 

9.2 

.0088 

. 

1896 

. 

_ 

.02 

26.78 

.0072 

.0082 

2.44 

0.6683 

.0006 

.06 

0.7 

.0167 

. 

1896 

• 

. 

.08 

24.80 

.0202 

.0101 

2.82 

0.7833  .0017 

.20 

8.6 

.0797 

. 

1897 

. 

. 

.01 

23.67 

.0067 

.0061 

2.18 

0.6038.0027 

.04 

8.9 

.0007 

. 

1898 

. 

. 

.04 

90.90 

.0161 

.0074 

2.89 

0.6600 

.0018 

.07 

9.7 

.0067 

- 

1899 

•• 

•• 

.02 

20.90 

.0180 

.0069 

• 

2.16 

0.4900 

.0090 

.08 

8.6 

.0066 

NoTB  to  analyaea  of  1899:  Odor  of  the  iirat  aample,  very  faintlv  mnaty.  diaappearlng  on  heating; 

of  the  laat,  none,  becoming  very  fUntly  anpleaaant  on  heating. The  aampiea  were  oolleeted  ftom  the 

nnderdrain  at  Ita  ontlet. 


Chemical  Examination  of  Water  from  the  Main  Underdrain  of  the  Cheesecake 

Brook  Division  of  the  Newton  Sewerage  System, 

[Parte  per  100,000.] 


Date  of 

Collection. 

APPB4RAH0S. 

• 

»  m 

i 

AmfOiflA. 

• 

« 

NITBOOMH 
AB 

Oxygen 

Consnmed. 

1 

1 

t 

a 
H 

a 

§ 
1 

• 

8 

• 

1 

o 

a 

< 

• 

1 

• 

i 

s 

i 

26441 

27776 
29812 

ISM. 

Mar.    8 

Jaly  14 
Nov.   0 

Slight. 

V.  alight. 
V.  alight. 

Gone., 

earthy. 
Slight. 
Cona., 

earthy. 

.09 

.06 
.06 

15.50 

14.20 
14.70 

.0063 

.0058 
.0040 

.0078 

.0040 
.0030 

1.80 

1.26 
1.51 

.8100 

.2890 
.2100 

.0008 

.0003 
.0003 

.16 

.06 
.00 

6.7 

6.0 
6.0 

.0900 

.0090 
.0800 

Averages  by  Tears, 

. 

1804 

. 

^ 

.04 

20.63 

.0266 

.0040 

2.06 

.6667 

.0090 

.06 

.0840 

_ 

1806 

..      '. 

. 

.08 

19.80 

.0126 

.0038 

1.60 

.3167 

.0004 

.03 

.0287 

. 

1896 

.. 

. 

.08 

17.03 

.0065 

.0074 

1.40 

.3833 

.0004 

.16 

.0633 

. 

1897 

. 

. 

.08 

16.08 

.0061 

.0041 

1.32 

.2800 

.0008 

.06 

.0897 

. 

1898 

. 

. 

.07 

16.77 

.0047 

.0048 

1.48 

.3683 

.0002 

.06 

.0137 

~ 

1899 

*• 

— 

.07 

14.80 

.0058 

.0049 

1.86 

.2697 

.0008 

.10 

.0908 

Non  to  aomlyaea  of  1800 :  Odor,  none.* 
ooUe^. 


•  The  aampiea  wera  eoUeeted  from  the  nnderdnln  at  Ita 
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Ckmmieal  Examination  of  Water  from  the  Main  Underdrain  beneath  the  Laundry 

Brook  Valley  Sewer,  Newton. 

[Put*  pw  100.000.] 


. 

Appsaxaiios. 

• 

AmfOKIA. 

NiTBOOBV 

• 

1 

f 

5 

▲s 

§ 

• 

1 

« 

«i 

1 

§1 

lis 

i 

1 

i 

1 

• 

S 

s: 

1 

S 

1^ 

• 

m 

• 

1 

9Q 

A 

H 

00 

o 

k 

^ 

O 

Vi 

» 

o 

w 

ISM. 

36448 

Mar.    8 

V.aHcht. 

Gone. 

.05 

19.60 

.0150 

.0034 

3.10 

.6900 

.0004 

.05 

7.8 

.0130 

37736 

July  13 

V.  alight. 

Blight. 

.02 

16.30 

.0108 

.0028 

1.50 

.4450 

.0008 

.02 

6.4 

.0100 

39614 

Not.   9 

ETone. 

Blight. 

.08 

15.90 

.0094 

.0023 

1.60 

.8600 

.0004 

.05 

6.0 

.0130 

Averages  by  Years. 

m» 

1894 

. 

. 

.04 

17.28 

.0108 

.0019 

1.68 

.8767 

.0005 

.05 

6.8 

.0447 

■m, 

1895 

. 

. 

.08 

31.70 

.0105 

.0067 

3.09 

.6217 

.0008 

.04 

8.5 

.0550 

- 

1896 

. 

. 

.02 

18.40 

.0118 

.0017 

1.88 

.4600 

.0005 

.07 

7.0 

.0330 

- 

1897 

. 

. 

.02 

16.98 

.0095 

.0087 

1.48 

.2988 

.0008 

.08 

6.7 

.0168 

— 

1896 

. 

. 

.07 

19.17 

.0195 

.0040 

2.00 

.5400 

.0009 

.06 

7.9 

.0327 

^ 

1899 

™ 

• 

.08 

17.38 

.0117 

.0085 

1.78 

.4988 

.0004 

.04 

6.6 

.0118 

NoTB  to  analyaea  of  1809 :  Odor,  none. The  aamplea  were  colleoted  from  the  underdrain  at  ita 

outlet. 


Sewage  Disposal  at  Spenoer. 

Chemical  ExamituUion  of  Sewage  Jrom  Spencer, 

[ParU  per  100,000.] 


• 

a 
1 

Rsaincn  ov  Etapobatiov. 

Amkovia. 

• 

e 

1 

2.58 

2.08 

2.60 

1.90 

1.90 

4.01 

8.70, 

4.051 

2.57 

8.25 

2.981 

4.46 

8.06' 

1 

NxTBOOiir 

AS 

Oxtobv 

COHBUMBl). 

TOTAL  BseiDn. 

Loaa  oh  iohitiok. 

1 

ALBUmKOIO. 

• 

1 

s 

1 

>5 

• 

e 

8.83 
2.56 
2.18 
2.06 
1.38 
8.00 
1.64 
2.48 
3.06 
8.40 
8.30 
6.08 

ft. 

1 

9 

1 

^2 

-1 

•1 

• 

i 

it 

A 

s. 

.4 

1 

rf 

"^1 

OOg 

a 

1 

36936 
36804 
36535 
36765 
37081 
37579 
37858 
38378 
38685 
29109 
39855 
39616 

1M». 

Jan.  10 
Feb.  30 
Mar.  14 
Apr.  11 
May  11 
Jane  34 
July  32 
Aag.  18 
Sept.  10 
Oet.  83 
Not.  10 
Dee.  11 

28.20 
18.20 
22.00 
16.00 
16.00 
80.00 
23.40 
29.00 
26.80 
78.00 
27.00 
43.30 

39.81 

17.60 

ii.ao 

14.80 
11.80 
10.00 
18.60 
18.50 
31.75 
14.70 
21.00 
16.00 
25.70 

16.81 

5.60 

6.90 

7.30, 

4.30, 

6.00 

11.40, 

4.90 

7.35, 

12.10 

57.00 

11.00 

16.50 

12.50 

13.30 

10.20 

10.60 

7.50 

7.00 

16.30 

10.40 

0.50 

18.00 

69.00 

18.30 

28.40 

6.60 
8.60 
4.30 
8.50 
8.00 
5.50 
7.10 
5.40 
7.00 
8.50 
5.90 
12.90 

6.11 

5.60 
6.60 
6.80 
4.00 
4.00 

10.70 
8.30 
4.10 
6.00 

50.50 
7.80, 

15.50 

1.0800 
0.6400 
1.9520 
1.1600 
0.86(10 
1.6500 
8.6400 
1.0200 
0.8800 
3.2000 
1.9100 
1.5500 

0.8600 
0.8440 
0.4960 
0.4400 
0.2800 
0.8400 
0.8300 
0.4000 
0.4200 
1.1550 
0.4000 
0.6100 

.1700 
.0960 
.1800 
.1320 
.0800 
.1700 
.1700 
.2200 
.2040 
.4200 
.2500 
.2400 

.1948 

.1900 
.24801 
.3160; 
.3080 
.2000 
.1700 
.1500 
.1800 
.2160 
.7350 
.2400 
.87001 

.1740 
.0250 
.0020 
.0000 
.0000 
.0020 
.0000 
.0030 
.0020 
.0050 
.0020 
.0020 

.0260 
.0260 
.0000 
.0000 
.0000 
.0000, 
.0000 
.0000 
.0000 
.0012 
.0000 
.0000 

2.21 
1.18 
1.04 
0.85 
0.88 
1.76 
0.97 
1.40 
1.82 
2.64 
2.00 
4.26 

At.. 

16.48 

10.82 

1.62020.4712 

.27691 

1 

.0181 

.0044 

1 

8.29 

1.71 

The  aamplea  were  eolleoted  aa  the  aewage  flowed  upon  the  filter-beds. 
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C^emieal  ExamimUion  of  Effluent  jnm  the  Saoage  FilbralioH  Area  at  Speneer. 

[FarUp«100,M0.] 


Data  of 

CoUeetlon. 

AmjuuHcs. 

1 
1 

Reaidue  on 
Evaporation. 

AmcomA. 

1    NiTBOOm 

!         Aa 

i 

1 

s 

■ 

1 
1 

1 

1 

1 

i 

• 

1 

• 

1 

< 

8 
1 

i 

B 

N4 

20027 

ISM. 

Jan.  10 

V.  alight. 

y.  alight 

.01 

15.60 

.0266 

.0068 

2.42 

,0.8200 

.0006 

.00 

4.0 

.ono 

20SO6 

Fab.  20 

None. 

y.  alight. 

.00 

12.00 

.0880 

.0060 

2.01 

0.9000.0006 

.10 

8.8 

.OQIO 

ZOKeD 

MMf.U 

None. 

Blight. 

.01 

10.10 

.1682 

.0096 

1.76 

0.2760 

.0010 

.11 

3.6 

.0000 

207M 

Apr.  11 

Nooe. 

y.  alight. 

.00 

12.60 

.4820 

.0080 

1.80 

0.6800 

.0000 

.10 

4.4 

.6080 

27082 

Mmj    9 

y.  alight. 

y.  alight. 

.00 

14.80 

.0454 

.0078 

2.22 

0.7100 

.0012 

.00 

8.9 

.0020 

27680 

Jane  24 

y .  alight. 

y.  alight. 

.04 

10.40 

.0820 

.0184 

2.08 

1.2000 

.0048 

.24 

8.0 

.0010 

27860 

Jaly  22 

None. 

None. 

.00 

10.80 

.0520 

.0060 

2.05 

1.1800 

.0024 

.12 

4.9 

.0010 

28274 

Ang.  18 

None. 

Nona. 

.00 

22.40 

.0454 

.0060 

2.85 

0.4400 

.0016 

.18 

6.8 

.0010 

28686 

Sept.  10 

None. 

y .  alight. 

.00 

18.20 

.0408 

.0100 

8.10 
2.68 

0.9000 

.0018 

.10 

4.8 

.0090 

28110 

Oet.  28 

None. 

None. 

.08 

15.70 

.0824 

.0068 

0.2850 

.0001 

.10 

8.5 

.0010 

20356 

Nov.  10 

y.  alight. 

Nooe. 

.07 

14.10 

.1880 

.0070 

2.48 

0.7800 

.0006 

.11 

8.1 

.ooao 

20617 

Dec.  11 

None. 

y.  alight. 

.02 
.02 

16.70 

|.07O4 

.0044 

2.61 

0.9600 

.0010 

.11 

8.0 

.0000 

Av. .. 

15.86 

.1018 

1 

.0166 

2.48 

0.7026 

.0014 

.12 

4.0 

.0018 

The  aamplea  were  eollected  from  the  nnderdraln  beneath  bed  J. 
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FOOD  AND  DRUG  INSPECTION. 


The  following  report  comprises  the  operations  of  the  Board  dur- 
ing the  year  ended  Sept.  30,  1899,  under  the  provisions  of  the  food 
and  drug  acts. 

The  Board  is  required  to  print  an  annual  report  to  the  Legislat- 
ure of  **the  number  of  prosecutions  made  under  the  food  and  drug 
acts,  and  an  itemized  account  of  all  money  expended  in  carrying  out 
the  provisions  thereof." 

This  report  was  presented  to  the  Legislature  March  2,  1900,  and 
is  also  embodied  in  the  following  detailed  report  of  observations 
for  the  year. 

The  general  supervision  of  the  work  has,  as  in  previous  years, 
in  compliance  with  the  regulations  of  the  Board,  been  under  the 
charge  of  the  secretary.  This  has  included  the  collection  of 
samples,  their  examination  by  the  analysts,  the  prosecution  of 
offenders,  and  other  essential  work  under  these  statutes,  including 
the  necessary  correspondence  with  various  classes  of  parties  who 
are  especially  amenable  to  the  action  of  these  statutes. 

The  following  persons  comprised  the  force  employed  by  the 
Board  during  the  year  in  this  department  of  work :  — 

Albert  E.  Leach,  .....•••  Analyst, 
C.  A.  GrOBSSMANK,  .  .  .  .  .  ,  .  •  AncUysi. 
Hermann  C.  Ltthooe, Assistant  Analyst. 

John  F.  McCaffrey, Inspector, 

John  H.  Tbrrt, Inspector, 

Horace  F.  Davis, Inspector, 

Thomas  O.  Allen, Inspector, 

The  number  of  samples  of  food  and  drugs  examined  during  the 
year  is  show    in  the  following  summary ;  and  the  following  pages 
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contain  a  complete  sommaiy  of  the  work  done  since  and  inclading 
1883:— 

Namber  of  samples  of  milk  examined, 6,186 

Kamber  of  samples  aboYS  standard,      ••••••  4^506 

Namber  of  samples  below  standard, 1JS80 

Percentage  of  adoltenuSon  or  deficiency, 37.2 

Namber  of  samples  of  other  kinds  of  food  examined  (not  milk),  S,069 

Namber  of  samples  abore  standard, S^16 

Namber  of  samples  below  standard, 454 

Percentage  of  adoltention,    .••.••••  14.8 

Namber  of  samples  of  drags  examined, 547 

Namber  of  samples  of  good  qoality, SOS 

Namber  of  samples  adolterated  (as  defined  by  tfae  statotes),      •  244 

Percentage  of  adulteration, •  44.6 

Total  namber  of  food  and  drags  examined, 9,802 

Total  number  foand  to  be  of  good  quality,   •       •       •       •        .  7,424 

Total  namber  not  conforming  to  the  statntes,       .        .       •       •  2378 

Percentage  of  adnlteration, 24.S 
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The  following  table  has  been  prepared  for  the  purpose  of  com- 
paring the  results  of  inspection  during  the  earlier  years  of  work 
under  the  food  and  drug  acts  with  those  of  the  later  years  of  the 
period.  Two  periods  were  purposely  selected,  in  order  that  the 
amount  of  work  performed  in  these  periods  might  be  compared. 
The  entire  number  of  samples  collected  and  examined  in  the  three 
years  1883,  1884  and  1885  was  less  than  the  number  now  examined 
in  a  single  year. 


Milk 

OondeoMd  milk,     • 

Bottor, 

Cheese, 

Vinegar, 

Lard 

Ottveoil, 

Spleea  and  eondlmenU,  • 

Coffee 

Tea, 

Wheat  flonr,    .       .       .       . 
Cream  of  tartar,     . 

Molaaees 

Syrnpa,     .       .       .       .       . 
Maple  eyrap,   .       .       .       . 
Maple  ragar,    .       .       •       . 
Honey,     •       ,       •       .       . 
Confectionery,        • 
Canned  foods, .       .       .       . 
Jellies  and  Jams,     • 
Spirits,  wine,  beer  and  eider. 
Drugs 


18S8*91. 


Total. 


Adolter- 
Ated. 


20,782 

20 

1,106 

180 

1,140 

178 

818 

5,280 

206 

862 

22 

1,877 

1,166 

80 

210 

118 

266 

286 

208 

61 

17 

6,016 


8,667 
2 


1 

662 

74 

206 

1,411 

07 

6 

0 

876 

212 

18 

80 

44 

118 

62 

188 

12 

7 

1,080 


Per  Cent 


41.8 
10.0 
28.0 
0.8 
67.0 
48.0 
66.0 
26.7 
88.0 
1.0 
0.0 
20.0 
18.0 
88.0 
42.0 
87.0 
44.0 
18.0 
66.0 
20.0 
41.0 
88.0 


1998-98. 


ToUl. 


80,466 
227 

2,868 
848 
604 
277 
211 

0,022 
792 
624 
146 

2,600 

1.220 
88 
278 
247 
460 
407 
820 
61 
176 

8,868 


Adulter- 
ated. 


12,104 

10 

76 

0 

276 

62 

61 

1,268 

148 

26 

6 

80 

08 

48 

46 

48 

01 

12 

111 

86 

114 

1,662 


Percent 


80.7 

8.4 

8.2 

0.0 

46.6 

18.8 

24.1 

13.1 

18.7 

4.1 

8.6 

8.4 

7.6 

62.0 

16.8 

17.4 

20.2 

2.4 

84.7 

68.6 

66.1 

40.8 


The  following  observations  may  be  made  in  regard  to  this  table. 
It  is  not  complete.  Only  the  principal  articles  of  food  examined  are 
here  presented  for  comparison.  There  is  a  large  class  of  miscel- 
laneous articles  which  do  not  appear  in  the  table,  comprised  of  a 
greater  variety  of  different  kinds  of  food  which  have  been  collected 
at  different  times  and  for  various  purposes,  often  on  account  of  some 
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temporary  adolteratioiiy  such  as  occasionally  appears  and  as  qaickly 
disappears  after  it  has  once  been  exposed  by  one  or  more  prosecu- 
tions of  offenders. 

These  different  varieties  of  articles  cannot  fairly  be  compared  with 
reference  to  periods  of  time,  since  examinations  of  tiiis  character 
were  often  confined  to  a  single  year  or  portion  of  a  year. 

Of  the  twenty-two  classes  of  articles  shown  in  the  table,  with  few 
exceptions,  the  greater  number  were  examined  in  the  later  period  of 
time. 

These  different  classes  are  here  commented  upon  separately. 

MUk  and  MUk  Products.  —  The  statutes  require  that  three-fifths 
of  the  appropriation  for  food  and  drug  inspection  shall  be  expended 
in  enforcing  the  laws  relating  to  these  articles ;  hence  the  majority 
of  the  articles  procured  for  examination  were  of  this  class. 

Milk  as  a  food  differs  from  other  classes  of  food  so  far  as  adultera- 
tion is  concerned,  since,  while  it  may  have  been  produced  under 
perfectly  natural  conditions,  it  may  yet  be  below  the  standard  fixed 
by  statute  and  hence  is  deemed  to  be  adulterated.  Observations 
once  made  by  the  Board  upon  the  subject  of  **  milk  of  known  purity  " 
showed  that  if  a  thousand  samples  of  milk  were  obtained  from  as 
many  animals  and  were  submitted  to  analysis,  a  considerable  number 
would  prove  to  be  below  any  standard  which  has  been  adopted. 
Hence  the  41.8  per  cent,  of  the  early  and  the  39.7  per  cent,  of  the 
later  period  do  not  represent  so  much  actual  and  intentional  adul- 
teration. The  work  of  the  first  two  years,  1883  and  1884,  showed 
an  excessive  percentage  of  adulteration,  but  after  inspection  and 
analysis  had  once  been  established  the  amount  of  actual  adulteration 
has  been  reduced  to  a  small  amount,  which  does  not  appear  in  the 
published  percentages.  It  is,  however,  undoubtedly  true  that  con- 
tinuous and  persistent  work  in  this  direction  is  necessary  in  order  to 
protect  the  consumers  from  the  frauds  that  are  sure  to  be  practised 
in  the  absence  of  such  inspection. 

It  is  worthy  of  note  here  that  the  stringent  standard  of  1880  (13 
per  cent,  of  solids  throughout  the  year)  has  been  modified  by  several 
successive  amendments.  At  first  a  standard  of  12  per  cent,  was 
made  permissible  for  two  months  of  the  year,  then  for  five  months 
and  finally  for  six  months,  so  that  the  13  per  cent,  standard  is  now 
in  force  only  for  the  months  from  October  to  March  inclusive,  and 
for  the  remaining  months  it  is  12  per  cent. 

During  the  sixteen  years  comprised  in  this  table  very  great  im- 
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provement  has  taken  place  in  the  matter  of  local  inspection.  At 
the  beginning  of  the  period  there  was  no  local  inspection  worthy  of 
note  in  the  State.  Now  nearly  every  city  and  some  of  the  larger 
towns  have  milk  inspectors,  regularly  appointed,  some  of  whom  are 
equipped  with  efficient  laboratories  for  the  examination  of  milk.  In 
consequence  of  this  fact  a  large  share  of  the  work  of  milk  inspection 
has  been  transferred  from  the  State  to  local  inspectors,  and  the  work 
of  the  State  Board  has  therefore  been  devoted  in  a  greater  ratio  to 
the  inspection  of  the  milk  obtained  at  the  dairies  of  producers,  since 
the  law  does  not  give  the  local  inspector  authority  to  examine  milk 
outside  the  boundaries  of  his  own  city. 

Condensed  Milk.  —  This  valuable  article  of  food  is  largely  used, 
in  consequence  of  its  less  perishable  character,  and  because  it  con- 
tains the  nutritious  constituents  of  the  milk  in  portable  and  compact 
form.  Special  attention  has  been  given  to  this  article  in  recent 
years,  and  several  prosecutions  have  been  made  for  violation  of  the 
statute.  The  principal  form  of  adulteration  noticed  consisted  in  a 
deficiency  of  fat. 

Butter.  —  The  whole  number  of  examinations  of  butter  in  the  six- 
teen years  was  3,563,  of  which  about  one-third  was  examined  in  the 
first  period  and  the  remaining  two-thirds  in  the  last  period.  There 
was  a  very  marked  improvement,  comparing  the  two  periods,  the 
percentage  of  adulteration  falling  from  28  per  cent,  to  3.2  per  cent., 
a  fact  which  was  undoubtedly  due  in  some  measure  to  the  enact- 
ment of  several  laws  since  1883  for  the  prevention  of  adulteration 
of  this  valuable  article  of  food.  A  considerable  portion  of  the 
samples  recorded  in  the  first  column  was  obtained  during  the  in- 
vestigation ordered  by  the  Legislature  of  1887.  This  order  was  as 
follows :  — 

Ordered^  That  the  State  Board  of  Health  be  requested  and  required  to 
make  a  special  investigation  and  report  to  the  next  General  Court  upon  the 
manufacture  and  sale  of  oleomargarine  and  butterine,  especially  with  ref- 
erence to  their  healthfulness  as  articles  of  food,  and  as  to  the  question 
whether  they  are  sold  in  compliance  with  existing  laws. 

The  results  of  this  investigation  were  reported  upon  in  full  in  the 
nineteenth  annual  report  of  the  Board  for  1887. 

Cheese.  — So  far  as  has  been  shown  by  the  samples  of  cheese  col- 
lected and  examined,  this  article  would  appear  to  be  more  free  from 
adulteration  in  Massachusetts  than  any  other  article  named  in  the 
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list.  (See  statemeot  in  analyst's  report  on  page  626,  giving  reason 
for  this  fact.) 

Vinegar.  — The  percentage  of  samples  of  Tinegar  which  did  not 
conform  to  the  standard  in  the  first  period  was  57  and  in  the  latter 
45.5.  The  standard  of  vinegar  was  fixed  by  statute  in  1884  (chap- 
ter 307),  bat  by  a  law  of  1885,  after  an  investigation  of  the  subject 
by  a  legislative  committee,  the  acidity  percentage,  which  had  been 
5  per  cent.,  was  lowered  to  4^,  and  has  not  been  changed  since  that 
date.  A  considerable  portion  of  the  samples  obtained  in  the  first 
period  were  procured  with  reference  to  and  as  an  aid  to  this  investi- 
gation. The  standard  of  solid  residue  for  cider  vinegar,  2  per  cent., 
has  not  been  changed. 

Lard.  —  With  reference  to  this  article  special  legislation  was  also 
enacted  by  the  Legislature  of  1887,  and  investigations  were  made  by 
the  Board  relative  to  the  quality  of  lard  offered  for  sale  in  the  mar- 
ket. Samples  were  prepared  by  the  Board  containing  known  quan- 
tities of  difierent  ingredients  commonly  used  for  the  purpose  of 
cheapening  this  product,  and  were  entrusted  to  different  chemists 
with  the  object  of  securing  precision  in  the  methods  of  analysis. 
The  percentage  of  adulteration  was  reduced  more  than  one-half, 
comparing  the  two  periods. 

Olive  Oil.  ^  This  article  is  quite  generally  adulterated  by  the  sub- 
stitution of  some  cheaper  oil,  usually  cotton-seed.  Comparing  the 
two  periods,  however,  the  adulteration  has  been  reduced  to  but  little 
more  than  one-third  of  its  former  magnitude.  In  this  instance,  as 
well  as  in  many  others,  experience  shows  that  a  case  of  actual  adul- 
teration cannot  usually  be  maintained  in  court  unless  the  article  sold 
is  of  a  different  character  from  that  which  is  called  for  by  the  pur- 
chaser or  consumer.  Hence,  if  the  buyer  uses  such  indefinite  terms 
as  **  Sweet  Oil "  or  **  Salad  Oil "  in  purchasing  of  a  vendor,  no  com- 
plaint can  be  maintained  if  the  article  does  not  prove  to  be  pure 
olive  oil,  or  unless  it  be  fraudulently  labelled.  Instances  of  ex- 
tremely adroit  methods  of  evading  the  law  by  the  use  of  misleading 
labels  are  quite  common  in  connection  with  the  sale  of  this  article. 

Spices  and  Condiments.  —  Spices  are  more  liable  to  adulteration 
than  any  other  class  of  food,  except  milk.  The  percentage  of  adul- 
teration found  to  exist  in  1883,  1884  and  1885  was,  respectively,  65, 
50  and  48  per  cent,  and  for  the  period  1883-91  it  was  26.7  per 
cent. ;  but  it  has  fallen  to  an  average  of  only  13.1  per  cent,  in  the 
period  1892-98. 
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The  forms  and  ingredients  of  adulteration  are  very  namerous  and 
consist  mostly  of  powdered  sabstances  of  very  cheap  and  worthless 
character. 

A  singular  instance  of  spice  adulteration  occurred  during  last  year, 
that  of  the  substitution  of  wild  mace  for  mace^  the  former  being  the 
cheaper  product.  The  courts  decided  this  to  be  a  violation  of  the 
statutes.     (See  report  of  1898,  p.  685.) 

Coffee  and  Tea.  —  While  adulterated  coffee  is  one  of  the  most 
common  forms  of  falsification  found  in  our  markets,  adulterated  tea 
is  comparatively  rare. 

At  the  beginning  of  operations  under  the  food  acts  in  1883,  the 
markets  were  still  flooded  with  the  cheap  imitations  of  coffee  which 
became  so  common  soon  after  the  civil  war.  They  were  mostly  put 
up  in  packages  containing  one  pound  in  each  package,  the  mixture 
containing  variable  percentages  of  chicory,  roasted  peas,  beans, 
wheat,  rye  and  other  cereals.  They  were  usually  sold  at  a  much 
lower  price  than  pure  coffee.  There  is  now  a  considerable  demand 
for  coffee  substitutes,  and  many  brands  of  roasted  cereals  find  a  ready 
sale  and  are  mostly  labelled  honestly. 

At  the  present  time  the  adulterations  of  coffee  are  chiefly  those 
which  consist  of  a  mixture,  the  chief  ingredients  of  which  are 
usually  pure  coffee  in  the  proportion  of  60  to  80  per  cent.,  the  re- 
mainder consisting  either  of  chicory  or  cereals  or  both,  the  whole 
being  sold  either  in  bulk  or  in  packages  of  two  to  five  pounds  or 
more.  These  are  usually  labelled  as  blended  or  mixed  coffee,  or 
often  as  pure  coffee,  but  quite  as  often  they  bear  a  misleading  label, 
which,  after  considerable  study,  appears  to  indicate  a  mixture. 

The  general  result  of  analyses  of  coffee  shows  a  reduction  from 
33  per  cent,  to  18.7  per  cent.,  comparing  the  two  periods. 

Several  years  ago  an  artificial  coffee  berry  was  invented,  having 
a  very  close  resemblance  to  the  genuine  roasted  berry.  It  was  un- 
doubtedly believed  by  the  manufacturers  that  this  imitation  could 
be  used  successfully  by  mixing  it  with  roasted,  unground  coffee 
berries  in  certain  proportions.  The  false  berries,  however,  being 
made  of  roasted  starch  or  of  similar  material,  lacked  the  most  im- 
portant characteristic  of  genuine  coffee,  the  taste  or  flavor.  Hence 
as  an  adulteration  they  proved  a  failure,  especially  in  states  where 
food  inspection  is  practised. 

The  examination  of  teas  shows  a  remarkable  freedom  from  adul- 
teration, the  whole  number  of  samples  collected  being  976,  with  only 
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81  adulterated  samples.  The  ratio  of  adulteration  in  the  later  period 
was  greater  than  that  of  the  first,  but  this  fact  has  little  significance, 
since  the  absolute  numbers  in  each  case  were  quite  small. 

Wheat  Flour.  —  The  entire  number  of  samples  of  wheat  flour 
examined  in  both  periods  was  only  167,  of  which  5  were  adulterated, 
or  8.5  per  cent.,  the  adulterant  being  in  each  case  the  flour  or  meal 
of  Indian  corn.  The  sensational  statements  of  the  public  press 
published  during  the  past  year  relative  to  flour  adulteration  do  not 
appear  to  be  confirmed  so  far  as  examinations  made  in  Massachusetts 
are  concerned. 

Cream  of  Tartar. — The  early  inspections  made  by  the  Board 
showed  an  excessive  adulteration  of  cream  of  tartar,  the  substances 
in  use  for  this  purpose  being  very  numerous.  Phosphate  and  sul- 
phate of  lime,  corn-starch  and  alum  were  the  chief  substitutes.  Bat 
a  few  prosecutions  and  careful  inspection  of  the  markets  had  a 
marked  effect  in  clearing  the  State  of  very  much  of  the  impure 
material  which  had  hitherto  been  sold  as  cream  of  taii^r. 

It  appears  by  the  report  of  1884,  p.  138,  that  out  of  a  total  of  232 
samples  collected,  77,  or  33.2  per  cent.,  were  found  to  be  below  an 
assumed  standard  of  90  per  cent,  of  pure  cream  of  tartar.  Only  1 
sample  contained  more  than  98.1  per  cent,  of  pure  cream  of  tartar 
and  only  23  contained  over  95  per  cent.  On  the  other  hand,  in  the 
reports  of  1897  and  1898,  it  appears  that  only  29  samples  out  of  799 
which  were  examined,  or  but  little  more  than  8^  per  cent.,  were 
adulterated.  The  whole  number  of  samples  examined  in  the  first 
period,  1883-91,  was  1,877,  with  a  ratio  of  adulteration  of  20  per 
cent.,  and  in  the  later  period,  1892-98,  2,609,  with  a  ratio  of  only 
3.4  per  cent. 

Baking  Powders.  —  The  whole  number  of  samples  examined  was 
178.  They  were  found  free  from  ingredients  whose  use  would  be 
harmful  under  the  ordinary  conditions  in  which  baking  powders  are 
used.  It  would  be  difficult  to  define  adulteration  of  baking  powders, 
since  no  standard  of  this  class  of  preparations  exists  other  than  that 
which  has  been  arbitrarily  proposed  in  accordance  with  the  claims 
of  rival  manufacturers.  Popular  notions,  derived  from  the  well-paid 
advertisements  of  baking-powder  manufacturers,  are  exaggerated. 

Molasses.  —  The  ratio  of  adulteration  of  molasses  was  reduced 
from  18  per  cent,  in  1883-91  to  7.6  per  cent,  in  the  later  period, 
1892-98.  The  action  of  the  Board  in  regard  to  the  adulteration  of 
molasses  with  salts  of  tin  had  a  decided  effect  in  suppressing  this 
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form  of  adulteration,  and  the  principal  adulterant  now  in  use  with 
the  view  of  cheapening  the  product  is  glucose. 

Syrups.  —  Only  122  samples  of  syrups  (sold  under  this  name 
without  further  speciGcation)  were  examined,  and  the  figures  re- 
lating to  this  article  have  little  significance  in  consequence  of  the 
indefinite  character  of  the  word  **  syrup."  No  complaints  were 
entered  in  court  in  which  this  word  "syrup"  was  employed,  since 
the  term  is  generic,  not  specific.  (Several  complaints  have  been 
entered  in  England  for  adulteration  of  so-called  "  golden  syrup," 
and  convictions  were  secured  in  these  cases.) 

With  maple  syrup,  however,  the  case  is  quite  different.  The 
difference  in  price  between  maple  syrup  and  common  syrup  is  an 
incentive  to  adulteration,  and,  as  a  consequence,  glucose  has  formed 
the  chief  adulterant  of  this  article.  Wholesale  dealers  or  manufac- 
turers were,  as  a  rule,  the  parties  against  whom  complaints  were 
entered,  and  as  a  result  the  ratio  of  adulteration  has  been  dimin- 
ished more  than  one-half,  comparing  the  two  periods,  the  actual 
figures  being  42  per  cent,  for  the  first  period  and  16.8  for  the  second 
period. 

In  the  case  of  maple  sugar  the  adulterants  are  usually  some  of  the 
different  forms  of  cane  sugar,  with  which  maple  sugar  is  almost  iden- 
tical in  composition.  Hence  the  cheaper  forms  are  employed  as 
adulterants.  The  ratio  of  adulteration  of  this  article  also  was  dimin- 
ished more  than  one-half,  or  from  37  per  cent,  to  17.4  per  cent., 
comparing  the  two  periods. 

Honey.  —  The  whole  number  of  samples  of  this  article  examined 
was  716,  of  which  266  were  examined  in  the  first  period  and  450  in 
the  later.  The  ratio  of  adulteration  was  diminished  from  44  per 
cent,  to  20.2  per  cent.,  or  more  than  one-half.  The  methods  of 
deception  practised  were  many  and  in  some  cases  ingenious.  The 
use  of  beeswax  made  up  in  sheets  and  stamped  in  such  a  manner  as 
to  facilitate  the  deposit  made  by  the  bee  is  not  considered  an  adul- 
terant, since  it  is  made  of  beeswax  and  is  used  to  assist  the  bee 
and  save  time  in  comb  manufacture. 

The  chief  adulterant  of  honey  is  glucose.  Liquid  honey  put  up 
in  jars,  tumblers,  etc.,  is  more  liable  to  adulteration  than  that  which 
is  sold  in  the  comb. 

Confectionery. — The  term  **  confectionery  "  embraces  a  variety 
of  substances,  among  which  different  varieties  of  sugar  are  the  most 
prominent.     Starch,  chocolate,  fruit,  nuts,  flavoring  substances  and 
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coloriDg  matters  are  also  used,  so  that  a  standard  of  parity  wonld  be 
difficult  to  define.  Under  the  statutes,  chapter  171,  Acts  of  1886, 
confectionery  is  deemed  to  be  an  article  of  food  and  hence  amenable 
to  the  laws  relating  to  adulteration ;  but  the  lack  of  any  definite 
standard  of  this  article  makes  it  difficult  to  consider  any  ingredient 
as  an  adulterant  unless  it  is  an  actively  harmful  substance,  and  this 
is  practically  the  position  taken  by  the  American  Confectioners' 
Association, 

At  the  beginning  of  operations  under  the  food  acts,  in  1883, 
occasional  instances  of  the  use  of  poisonous  colors  in  confectionery 
occurred,  but  a  few  prosecutions  put  an  end  to  the  practice,  and  for 
the  past  few  years  no  cases  have  been  found.  The  whole  number 
of  samples  examined  in  the  two  periods  was  782 ;  and  the  ratio  of 
adulteration  was  reduced  from  18  per  cent,  to  2.4  per  cent. 

Canned  Food,  —  The  use  of  air-tight  receptacles,  either  of  glass 
or  metal,  for  the  preservation  of  certain  articles  of  food  has  several 
decided  advantages. 

1 .  The  preservation  of  perishable  food  products  for  long  periods 
of  time. 

2.  The  possibility  of  furnishing  certain  foods  throughout  the  year 
which,  in  the  fresh  state,  are  limited  to  certain  seasons. 

3.  Convenience  of  transportation,  without  loss  or  injury,  from 
places  of  abundance  to  those  of  scarcity  or  even  of  famine.  Also 
for  use  at  sea  upon  long  voyages,  and  for  the  use  of  armies  in  the 
field. 

There  are  also  certain  disadvantages  in  connection  with  the  can- 
ning of  food,  especially  of  meat.  These  are  summarized  by  Dr.  J. 
Brown  in  the  Journal  of  the  Sanitary  Institute  as  follows  :* — 

The  poison  is  probably  due  to  one  of  the  ptomaines,  which  are  of 
bacteriological  origin,  and  may  have  been -produced :  — 

1.  Before  the  meat  was  canned. 

2.  After  canning. 

3.  After  being  opened. 

In  the  first,  the  toxic  properties  are  probably  rendered  inert  by 
the  steaming  process.  In  the  second,  the  can  is  usually  in  the  con- 
dition technically  known  as  '*  blown,''  and  third,  after  being  opened, 
foods  are  rapidly  acted  upon  by  bacteria  which  form  toxines,  some 
of  which  are  more  dangerous  than  mineral  poisons. 

•  Vol.  19, 1898,  p.  61. 
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Another  source  of  danger  is  the  character  of  the  metal  in  which 
the  food  is  preserved,  and  also  of  the  solder  used  in  sealing  the  cans. 
Corrosion  of  the  inner  plated  surface  of  the  can  often  occurs,  the 
metal  being  dissolved  by  the  acid  contents  of  the  can.  The  metals 
thus  dissolved  are  chiefly  tin  and  lead,  each  of  which  is  harmfuK 
The  twenty-sixth  report  of  the  Board  (p.  740)  contains  a  plate 
which  shows  the  effect  of  corrosion  upon  the  inner  plating  of  a  can 
which  contained  blaeberries. 

The  German  law  forbids  the  importation  of  canned  foods  where 
the  tin  used  in  plating  contains  more  than  1  per  cent,  of  lead,  or 
more  than  10  per  cent,  in  the  solder. 

The  paper  referred  to  (Dr.  Brown's)  contains  a  list  of  twenty-five 
instances  in  which  about  100  persons  in  all  were  poisoned  by  the 
use  of  canned  meats,  fish  and  fruits.  All  these  cases  occurred  in 
England. 

The  ratio  of  adulteration  of  this  class  of  food  in  this  State  was  re^ 
duced  from  66  per  cent,  to  34.7,  comparing  the  two  periods. 

It  is  only  just  to  this  industry  to  state  that  the  excessive  per^ 
centage  of  the  early  period  is  accounted  for  by  the  fact  that  very 
many  of  the  samples  examined  in  the  early  period  were  those  of 
imported  French  vegetables,  colored  with  copper  sulphate,  and  those 
reported  in  the  later  period  as  adulterated  contained  variable  quan-< 
titles  of  tin  or  lead  in  the  contents  of  the  cans. 

A  law  was  enacted  in  1897  providing  that  canned  foods  should  be 
marked  so  as  to  indicate  their  quality  or  grade,  and  should  bear  the 
name  and  address  of  the  parties  who  packed  them.  The  same  law 
also  provided  that  all  canned  articles  prepared  from  dried  products 
should  be  plainly  marked  with  the  word  *^  soaked. *'  A  scarcity  in 
the  pea  crop  in  1899  forced  into  the  market  a  considerable  quantity 
of  these  goods  illegally  marked.  A  few  prosecutions,  however » 
produced  a  marked  improvement  in  this  direction. 

Jellies  and  Jams.  —  Within  the  past  few  years  adulteration  has 
found  in  this  class  of  goods  a  fruitful  field  of  operation.  Not  many 
years  ago  the  principal  constituents  of  such  articles  were  chiefly 
fruit,  sugar  and  water,  but  the  tendency  to  cheapen  the  product  has 
led  to  the  introduction  of  glucose  instead  of  cane  sugar,  of  cheaper 
instead  of  the  more  expensive  fruits,  and  of  aniline  dyes  to  imitate 
the  color  of  genuine  fruits.  This  industry  has  largely  increased 
within  a  few  years  and  accounts  for  the  higher  percentage  of  adul-* 
teration  in  the  second  period  as  compared  with  the  first.     The  law 
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of  1897  (chapter  344)  applies  with  special  force  to  this  class  of  food, 
since  it  requires  that  they  shall  be  **  distinctly  labelled  as  mixtures 
or  compounds,  with  the  name  and  per  cent,  of  each  ingredient.* 
Inspection,  however,  has  shown  that,  while  such  labels  have  been 
quite  generally  affixed  to  the  packages,  it  is  quite  common  to  find 
the  percentage  of  the  cheaper  ingredients  considerably  in  excess  of 
the  statement  printed  on  the  label. 

Drugs.  —  An  examination  of  the  figures  rekting  to  the  inspection 
of  drugs  shows  an  increase  of  adulteration,  when  the  later  period  is 
compared  with  the  earlier.  The  difference,  however,  is  more  ap- 
parent than  real,  since  a  careful  retrospect  of  the  work  of  the  board 
in  this  direction  shows  that  in  the  earlier  years  of  operation  a  much 
greater  variety  of  articles  was  examined  than  at  present,  and  many 
of  these  were  not  subject  to  adulteration.  In  the  examinations  con- 
ducted in  1885,  for  example,  125  different  sorts  of  drugs  were  ex- 
amined, and  in  several  instances  all  the  samples  of  a  particular 
kind  were  found  to  conform  to  the  standard.  In  the  examinations 
made  in  1883,  all  the  samples  of  alcohol,  ether,  tartaric  acid,  cal- 
omel, borax,  several  salts  of  iron,  antimony,  silver,  morphia  and 
magnesia  conformed  to  the  pharmacoposiai  standard. 

In  the  analysis  of  192  samples  of  powdered  officinal  drugs  made 
in  that  year  only  39  specimens,  or  23  per  cent.,  were  found  to  he 
below  the  standard  requirement.  These  included  26  different  kinds 
of  powdered  drugs,  and  among  these  every  specimen  out  of  15  sorts 
proved  to  be  pure.  Hence,  in  later  years,  it  has  been  the  practice 
to  examine  chiefly  those  articles  which  are  known  to  be  subject  to 
adulteration,  and  in  the  work  of  1897  and  1898  about' 50  different 
articles  only  were  selected  for  examination ;  the  resulting  percent- 
age of  adulteration  of  the  whole  number  was,  therefore,  consider- 
ably greater  than  that  of  the  earlier  period. 

The  number  of  samples  of  drugs  examined  in  the  sixteen  years 
was  13,400.  The  ratio  of  adulteration  in  the  first  period  was  33 
per  cent,  and  that  of  the  later  period  was  40.3  per  cent.  The 
reasons  for  this  apparent  increase  have  been  explained. 

The  principal  articles  liable  to  adulteration  appear  to  be  the  fol- 
lowing :  spirits  of  nitrous  ether,  tincture  of  opium,  the  pharmaco- 
posial  wines  and  liquors,  distilled  water,  compound  spirits  of  ether, 
tincture  of  iodine,  olive  oil,  extract  of  liquorice,  chlorinated  lime, 
fluid  extract  of  ginger,  precipitated  sulphur,  powdered  jalap,  ipecac 
and  saffron. 


No.  34.]  FOOD  AND  DRUG  INSPECTION. 


591 


Notices. 

iJities  and  Towns  to  tohieh  Notices  were  sent  on  Account  oj  Adulterated  Milk  in  1899. 


Attleborongfa, 2 

Barre, 1 

Beverly, 8 

Boston, 8 

Cambridge, 6 

CaDton, 1 

Chelsea, 4 

Dedham, 2 

Everett, 1 

Fall  River, 8 

Fitchborg, 8 

GloQcester, '5 

Orafton, 1 

Haverhill, 8 

Hyde  Park, 3 

MaldeD, 1 

Manchester, 1 

Idarlboroagh, 8 

Medford, 1 

JMilford 1 

Nantucket, 8 


Natick,     . 
New  Bedford, 
Newton,  . 
North  Adams, 
North  Easton, 
Peabody, . 
Quincy,    . 
Revere,    . 
Salem,     . 
Somerset, 
Somerville, 
Stoughton, 
Sudbury, . 
Waltham, 
Watertown, 
Westford, 
Winthrop, 
Woburn, . 

Total, 


1 
2 
6 
1 
1 
1 
4 
8 
8 
1 

11 
2 
1 
3 
8 
1 
2 
8 

108 


'Cities  and  Towns  to  which  Notices  were  sent  on  Account  of  Adulterated  Articles  of 

Food  other  than  Milk. 


Allston,   • 
-Boston,    • 
Brookline, 
Cambridge, 
Chioopee  Falls, 
Clinton,   . 
Dedham, . 
Fall  River,      . 
Fitch  burg, 
Franklin, 


1 
24 
1 
12 
1 
1 
1 

11 
2 


Lawrence, 2 

New  Bedford, 8 

Newton, 2 

Salisbury, 1 

Spencer, 1 

Springfield, 2 

Somerville, 1 


Total, 


68 


Cities  and  Towns  to  which  Notices  were  sent  on  Account  of  Adulterated  Drugs, 


Boston, 6 

Chicopee, 1 

Fitchburg, 1 

Mansfield, 1 


Spencer, 


Total, 


10 
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Pbosecutioks. 

The  following  condensed  sanmiary  is  presented  in  accordance 
with  the  custom  which  has  been  followed  in  the  reports  of  the  past 
seven  years. 

The  following  table  presents  the  same  figures,  with  the  addition 
of  the  data  relating  to  the  prosecutions  conducted  during  the  year 
ended  Sept.  30,  1899  :  — 

Number  of  Complaints  erUered  in  CaurL 


Food 

YmAM, 

(not  indadliir 

DngB. 

Mnk. 

'   IMaL 

'  t^^Ha 

« 

MJlk). 

1 

1 

1888. 

1 

5 

4 

9 

8 

1884, 

2 

1 

45 

48 

44 

— • 

1885,t 

50 

1 

68 

119 

103 

—• 

18864   . 

10 

— 

10 

20 

19 

-♦ 

1887, 

80 

~ 

34 

64 

60 

— * 

1888, 

22 

- 

43 

65 

61 

f  2J042  00 

1889, 

74 

— 

66 

140 

124 

3^9  00 

1890, 

78 

-. 

24 

102 

96 

3,919  00 

1891, 

96 

5 

49 

150 

135 

2,668  00 

1892, 

52 

12 

72 

136 

123 

3,661  70 

1893, 

26 

S 

67 

96 

92 

2,476  00 

1894, 

14 

— 

76 

90 

77 

2,625  00 

1895, 

13 

11 

68 

92 

86 

2395  SO 

1896, 

7 

— 

68 

75 

74 

2312  20 

1897, 

IS 

1 

51 

65 

64 

2,756  60 

1898, 

10 

— 

54 

64 

62 

2,060  98 

1899, 

19 

2 

26 

47 

45 

1,4S2  66 

Total 

8,   . 

>    • 

516 

41 

825 

1,382 

1,273 

•32,238  44 

*  No  reoord  kept. 


t  To  May  1, 1886. 


X  Four  mootlis  only. 


Ratio  of  eonyictions  to  complaints,  92  per  cent. 

Note.—  All  complaints  entered  before  May  1, 1886,  were  under  the  direction 
of  the  Board  of  Health,  Lunacy  and  Charity,  and  all  after  that  date  were  under 
the  direction  of  the  State  Board  of  Health. 

The  number  of  prosecutions  made  against  offenders  daring  the 
year  was  47,  and  the  number  of  convictions  45. 

Several  causes  liave  contributed  to  the  reduction  in  the  number  of 
complaints  entered  in  court,  among  which  the  following  may  be 
named :  — 

1.  The  action  of  the  statutes.  The  reduction  of  standards. 
Since   the  beginning  of  the  operations  of  the  Board   under  the 
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food  and  drug  acts,  in  1883,  several  statutes  have  been  enacted, 
providing  certain  changes  in  the  standards  of  articles  of  food. 
These  were  the  reduction  of  the  standard  of  vinegar  from  5  per 
cent,  to  Ai  per  cent,  by  the  provisions  of  chapter  150  of  the  Acts  of 
1885,  and  the  reduction  of  the  standard  of  milk  from  13  to  12  in 
cei*tain  months  by  chapters  318  of  the  Acts  of  1886,  398  of  1896, 
and  223  of  1899. 

By  the  provisions  of  chapter  425,  Acts  of  1894,  limitations  and 
restrictions  were  placed  upon  the  inspectors  with  reference  to  the 
manner  of  taking  samples  at  dairies  or  in  the  possession  of  pro- 
ducers. By  chapter  169  of  the  Acts  of  1899  it  was  further  pro- 
vided that  '*  analysis  of  the  sample  shall,  within  ten  days  of  the 
procurement  thereof,  be  sent  to  the  person  from  whom  the  sample 
was  obtained."  By  chapter  300  of  the  present  year  (1900)  addi- 
tional measures  are  provided  by  which  the  amount  of  the  fine  for 
selling  milk  **  not  of  good  standard  quality  is  in  certain  cases  placed 
at  the  discretion  of  the  court." 

2.  The  food  and  drug  statutes  were  enacted  for  the  protection  of 
the  community,  not  only  for  the  consumers,  who  constitute  the  en- 
tire population,  but  for  the  producers,  manufacturers,  wholesalers 
and  retailers,  who  supply  the  consumers  either  directly  or  indirectly. 
The  effect  of  a  thoroughly  enforced  system  of  inspection  is  to  protect 
all.  In  the  course  of  such  inspection  it  is  only  practicable  to  secure 
the  best  results  by  obtaining  the  different  samples  of  food  and  drugs 
in  the  same  manner  as  they  are  obtained  by  the  consumers,  and  for 
this  purpose  an  inspector  must  be  unknown  to  the  vendor  in  a 
majority  of  cases,  otherwise  he  is  liable  to  obtain  only  such  articles 
as  the  vendor  knows  to  be  absolutely  pure.  Fortunately,  fair  deal- 
ing and  honesty  are  characteristic  of  the  majority  of  dealers ;  but 
the  law  is  intended  for  the  protection  of  the  community  against  the 
minor  portion,  which  is  constantly  endeavoring  to  devise  new  forms 
of  fraud  and  deception.  Hence  the  fact,  that  a  corps  of  inspectors 
constantly  moving  about  among  the  retailers  for  the  purpose  of  se- 
curing compliance  with  the  statutes  becomes  yearly  more  and  more 
known  as  inspectors,  and  the  difficulty  of  obtaining  samples  of  food 
which  are  adulterated  or  below  the  standard  increases. 

3.  Growth  of  local  inspection.  For  nearly  forty  years  a  law  has 
existed  providing  for  the  inspection  of  certain  articles  of  food  in 
cities  and  towns.  The  law  required  the  appointment  of  inspectors 
in  every  city  but  made  such  appointment  permissive  in  the  towns. 
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This  law  was  practically  inoperative,  however,  daring  the  first 
twenty  years  of  its  existence  as  a  statute.  Nothing  worthy  of  the 
name  of  inspection  had  been  done  in  any  city.  Inspectors  had  been 
appointed,  licenses  were  issued  to  milkmen,  and  occasional  samples 
of  milk  were  examined  by  means  of  the  unreliable  lactometer;  but 
thorough  milk  analysis  was  not  conducted  until  the  work  of  the 
State  Board  of  Health  in  1883  and  1884  showed  the  need  of  a  better 
state  of  affairs. 

Efficient  inspection  of  milk  requires  the  employment  of  a  chemist 
and  the  possession  of  a  well-equipped  laboratory  for  the  proper  per- 
formance of  his  work.  Such  inspection  has  been  thoroughly  carried 
out  for  fifteen  years  or  more  in  Boston,  and  was  followed  by  its  in- 
troduction in  Cambridge,  Lowell,  Maiden  and  other  cities,  and  in 
some  of  the  large  towns.  For  this  reason  the  inspection  of  milk,  as 
conducted  at  first  by  the  State  Board  of  Health  in  the  cities  and 
towns,  has  been  diminished,  but  has  given  place  to  another  line  of 
work,  which  has  been  necessitated  by  the  fact  that  the  work  of  a 
local  inspector  is  limited  by  the  boundaries  of  his  city  or  town,  while 
the  milk  furnished  to  the  people  of  such  places  is  mostly  produced 
outside  of  the  limits  of  the  cities  or  towns,  and,  contrary  to  the 
popular  notion,  a  very  large  share  of  the  milk  adulteration  is  con- 
ducted before  the  milk  reaches  the  city  limits.  Hence  the  State 
authority  is  called  upon  to  ascertain  the  source  of  adulteration,  since 
no  authority  is  given  to  the  local  inspector  to  act  beyond  his  own 
jurisdiction. 

4.  Another  cause  contributing  to  the  decrease  in  the  number  of 
prosecutions  consists  in  the  constant  endeavor  of  the  Board  to  reach 
the  guilty  party  in  each  case  of  adulteration.  A  system  of  notifica- 
tion or  warning,  described  in  previous  reports,  has  been  devised  for 
the  purpose  of  giving  the  retailer  information  as  to  the  quality  of 
articles  obtained  from  him,  and  found  to  be  below  the  standard  of 
purity.  In  the  majority  of  instances  the  only  safeguard  which  the 
retailer  possesses  with  reference  to  the  goods  which  he  sells  is  the 
established  character  or  reputation  of  the  wholesaler  from  whom  he 
obtains  them. 

A  considerable  proportion  of  the  food  supply  of  Massachusetts, 
including  many  important  and  staple  articles,  is  produced  outside 
the  State,  since  Massachusetts  is  a  manufacturing  and  not  a  food- 
producing  State.  Hence  in  many  instances  it  has  been  found  im- 
possible to  convict  the  responsible  food  producer  or  manufacturer. 
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his  place  of  business  being  outside  the  limits  of  the  State.  It  was, 
therefore,  found  expedient  to  publish  his  name  or  that  of  the  firm 
in  the  bulletins  of  the  Board,  a  method  which  has  usually  been  pro- 
ductive of  good  results. 

5.  The  existence  of  an  actual  improvement  in  the  condition  of  the 
markets  with  reference  to  food  adulteration.  The  figures  already 
presented  on  page  581  show  very  clearly  that  the  operations  of  the 
Board  have  secured  a  decidedly  improved  condition  in  the  majority 
of  articles  of  the  food  supply  which  were  liable  to  adulteration. 

During  the  first  years  of  work  under  the  food  and  drug  acts  con- 
victions were  easily  obtained  because  adulteration  had,  up  to  1883, 
been  untrammelled  by  legislation  ;  but  after  several  years  the  effect 
of  well-enforced  statutes  became  generally  known,  adulteration  was 
largely  held  in  check,  and  prosecutions  naturally  diminished  in 
number. 

The  following  report  was  sent  to  the  Legislature  March  2, 1900 :  — 

Offiob  op  thb  Statb  Board  op  Hbalth, 

State  House,  Boston,  March  2,  1900. 

To  the  Honorable  Senate  and  House  of  Representatives  of  the  Oommonwealth  of 

Massachusetts  in  General  Court  assembled. 

The  following  summary  is  made  in  compliance  with  the  provisions 
of  chapter  289,  section  2,  of  the  Acts  of  1884,  requiring  the  State 
Board  of  Health  to  *'  report  annually  to  the  Legislature  the  number 
of  prosecutions  made  under  chapter  263  of  the  Acts  of  1882,  and  an 
itemized  account  of  all  money  expended  in  carrying  out  the  pro- 
visions thereof." 

The  whole  number  of  prosecutions  made  by  authority  of  the  Board 
against  offenders,  under  the  provisions  of  the  food  and  drug  acts, 
for  the  year  ending  Sept.  30,  1899,  was  47. 

The  cities  and  towns  in  which  the  articles  were  sold,  and  in 
respect  to  which  complaints  were  entered  in  court,  the  character  of 
the  articles  found  to  be  adulterated,  or  fraudulently  sold,  the  dates 
of  the  trials,  and  their  results,  are  presented  in  the  following  table :  — 

Milk  and  Miul  Products. 


For  Fraudulent  Sales  of 

Milk. 

FL40S. 

Datb. 

RlSULT. 

Cambrido^e,  . 

•        t 

May     22, 1899, 

»        • 

.    Convicted. 

Somerville,  . 

•        • 

May     22, 1899, 

•        • 

•               • 

Somerviile,  . 

•        • 

May     22,  1899, 

■        • 

M 

t                • 

Somerville,  . 

•        • 

Sept.    28,1899,   , 

•        • 

•                ■ 
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For 

Fraudulent  Sales  of  ifi/l;^  Concluded 

. 

PI.AOB. 

Datk.                                                            Rbsult. 

Chelsea,        ....        Oct. 

29, 1898,        ....    Convicted. 

Gloucester, 

Jan. 

27,  1899, 

•1 

Gloucester,  , 

Aug. 

2, 1899, 

»« 

Taunton, 

Jan. 

81, 1899, 

iC 

Med  ford. 

March  24, 1899, 

u 

Woburn, 

Sept. 

7, 1899, 

Discharged. 

Ashland, 

Oct. 

29, 1898, 

Convicted. 

Ashby, . 

Oct 

24, 1898, 

ift 

Marblehead, 

Jan. 

27,  1899, 

(( 

Marblehead, 

Aug. 

11,  1899, 

M 

Dedham, 

Aug. 

13, 1899, 

it 

Swampsoott, 

Aug. 

80, 1899, 

ift 

Southborough,     , 

June 

14, 1899, 

U 

Rock  port,     . 

July 

31, 1899, 

Ci 

Rockport,     . 

July 

81, 1899, 

u 

Weston, 

Aug. 

3,  1899, 

u 

Manchester, , 

Aug. 

6, 1899, 

(ft 

Littleton, 

Aug. 

18, 1899, 

ft* 

Littleton, 

Aug. 

18, 1899, 

ftft 

Dover,  . 

Aug. 

25, 1899, 

ft* 

Hopkinton,  , 

Sept. 

12, 1899, 

ftft 

Grafton, 

Sept. 

12, 1899, 

t       i 

IC 

d 

BuUer. 

Chicopee,*    ....        May 

11, 1899,        ....    Convicted. 

Mola89es, 

Fall  River,   ....       Dec. 

20,1898 Convicted. 

Boston, 

( 

May 

16, 1899, 

. 

. 

u 

Boston, 

» 

May 

23, 1899, 

. 

. 

.    Discharged. 

Boston, 

1        1 

Sept. 

20, 1899, 

> 

» 

.    Convicted. 

Boston, 

>        1 

Sept. 

21, 1899, 

1 

1 

1 

ft* 

New  Bedford, 

Aug. 

10, 1899, 

t 

1        1 

» 

ftft 

Pepper, 

North  Adams,      .        .                Feb. 

23, 1899,        ....    Convicted. 

Chelsea,        ....        Feb. 

8.1899 

Boston,         ....        March  11,  1899 

Cloves, 

North  Adams,      .        ,        .        Feb. 

23, 1899 Convicted. 

Allspice, 

North  Adams,      .        .        .        Feb. 

23,  1899,        ....    Convicted. 

*  The  complaints  against  this  man  contained  six  charges,  two  each  for  selUng  olao  colored  as 
batter,  for  not  marking  package  and  for  seliing  as  batter  under  Acts  of  1891. 
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• 

Mustard. 

Plaob. 

Boston, 

Datr. 

March  11,  1899, 

BK8ULT. 

•        •        .    Convicted. 

Pall  River,  . 
Chelsea, 

Coffee. 

Dec.       6,  1898, 
Dec.     81,1898, 

..  Convicted. 

CI 
•              •              ■ 

Fall  River,   . 
Boston, 

Maple  Syrup, 

Dec.     20,1898, 
March  14, 1899, 

•    Convicted. 

it 

•        ■        * 

Maiden, 
Watertown,  . 

Maple  Sugar. 

March  24, 1899, 
March  28, 1899, 

•    Convicted. 
•        •        t 

Drugs. 

Tincture  of  Opium. 

Boston,         ....        April    12, 1899,        ....    Convicted. 
Boston,         ....        April   12,  1899,        ....  " 

Complaints  entered  in  court  under  the  provisions  of  acts  relating 
to 

Cases. 

Milk 26 

Butter, 1 

Other  articles  of  food, 18 

Drugs,  . 2 

Total, 47 


SuiiMABT. 

The  whole  number  of  complaints  entered  by  the  State  Board  of 
Health  during  the  year  ending  Sept.  30,  1899,  in  the  courts  of  the 
Commonwealth^  against  parties  for  violation  of  the  statutes  re- 
lating to  food  and  drug  inspection,  was  47.  In  45,  or  95.7  per 
cent,  of  these,  the  parties  were  convicted ;  2  were  discharged. 

Of  the  whole  number,  27  were  for  violation  of  the  statutes  relat- 
ing to  the  adulteration  of  milk  and  milk  products,  and  of  this  num- 
ber 26  resulted  in  conviction.  The  greater  number  of  these  were 
for  violation  of  the  statutes  providing  that  milk  offered  for  sale  shall 
be  of  good  standard  quality.  In  3  of  the  foregoing  cases  the  com- 
plaints were  for  sales  of  milk  containing  coloring  matter. 
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Attention  is  respectfully  called  to  the  provisions  of  section  23 
of  chapter  397  of  the  Acts  of  1896,  by  which  the  people  are  now 
deprived  of  the  legal  protection  which  they  enjoyed  under  the 
poison  act  of  1888  against  the  harmful  action  of  poisonous  patent 
medicines. 

All  of  the  parties  except  one  against  whom  complaints  were 
entered  in  the  courts  for  fraudulent  sales  of  other  kinds  of  food 
were  convicted.  The  articles  of  food  and  drugs  with  reference  to 
which  these  complaints  were  made  were  as  follows :  — 

Molasses,  6  cases ;  pepper,  3  cases ;  coffee,  2  cases ;  cloves,  all- 
spice and  mustard,  1  each ;  maple  syrup,  2  cases ;  maple  sugar, 
2  cases ;  tincture  of  opium,  2  cases. 

Since  there  still  appears  to  be  considerable  doubt  on  the  part  of 
retailers  and  others  with  reference  to  the  provisions  of  the  act  of 
1897  relative  to  food  adulteration,  the  act  is  herewith  published  for 
general  information :  — 

[AoTS  07  1897,  Chaptbb  344.] 

An  Act  bblativb  to  the  Adulteration  of  Food. 

Section  1.  No  person  shall  within  this  Commonwealth  manufacture  for 
sale,  offer  for  sale,  or  sell  any  article  of  food  which  is  adulterated  within 
the  meaning  of  this  act. 

Section  2.  The  term  '^  food  "  as  used  herein,  shall  include  all  articles 
used  in  food  or  drink  by  man,  whether  simple,  mixed  or  compound. 

Section  8.  An  article  shall  be  deemed  to  be  adulterated  within  the 
meaning  of  this  act  in  the  case  of  food : —  1.  If  any  substance  or  sub- 
stances have  been  mixed  with  it,  so  as  to  lower  or  depreciate  or  injuriously 
affect  its  quality,  strength  or  purity.  2.  If  any  inferior  or  cheaper  sub- 
stance or  substances  have  been  substituted  wholly  or  in  part  for  it.  3.  If 
any  valuable  or  necessary  constituents  or  ingredient  have  been  wholly  or 
in  part  taken  from  it.  4.  If  it  is  in  imitation  of  or  is  sold  under  the  name 
of  another  article.  5.  If  it  consists  wholly  or  in  part  of  a  diseased,  de- 
composed, putrid,  tainted  or  rotten  animal  or  vegetable  substance  or  arti- 
cle, whether  manufactured  or  not,  or,  in  the  case  of  milk,  if  it  is  produced 
from  a  diseased  animal.  6.  If  it  is  colored,  coated,  polished  or  powdered 
in  such  a  manner  as  to  conceal  its  damaged  or  inferior  condition,  or  if  by  any 
means  it  is  made  to  appear  better,  or  of  greater  value,  than  it  really  is. 
7.  If  it  contains  any  added  substance  or  ingredient  which  is  poisonous  or 
injurious  to  health :  provided^  that  the  provisions  of  this  act  shall  not  apply 
to  mixtures  or  compounds  recognized  as  ordinary  articles  or  ingredients  of 
articles  of  food,  if  every  package  sold  or  offered  for  sale  is  distinctly  la- 
belled as  a  mixture  or  compound,  with  the  name  and  per  cent,  of  each  ingre- 
dient therein,  and  if  such  mixtures  or  compounds  are  not  injurious  to  health. 
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Sbction  4.  No  person  shall  offer  for  sale  any  canned  articles  of  food 
after  the  first  day  of  January  in  the  year  eighteen  hundred  and  ninety- 
eight,  except  goods  packed  prior  to  the  passage  of  this  act,  unless  such 
articles  bear  a  mark  to  indicate  the  grade  or  quality  thereof,  together  with 
the  name  and  address  of  the  person,  firm  or  corporation  which  packed  the 
same,  or  of  the  dealer  who  sells  the  same. 

Sechton  5.  All  canned  articles  of  food  prepared  from  dried  products 
which  have  been  soaked  before  canning  shall  be  plainly  marked  by  an  ad- 
hesive label,  having  on  its  face  the  word  ^^  soaked,"  in  letters  not  less  in 
size  than  two  line  pica,  of  legible  type ;  and  all  cans,  jugs  and  other  pack- 
ages containing  maple  syrup  or  molasses  shall  be  plainly  marked  by  an 
adhesive  label,  having  on  its  face  the  name  and  address  of  the  person,  firm 
or  corporation  which  made  or  prepared  the  same,  together  with  the  name 
and  quality  of  the  ingredients  of  the  goods,  in  letters  of  the  size  and  de- 
scription above-specified. 

Sbotion  6.  Any  person,  firm  or  corporation  falsely  stamping  or  label- 
ling any  cans,  jars  or  other  packages,  containing  fruit,  or  food  of  any  kind, 
or  knowingly  permitting  such  false  stamping  or  labelling,  and  any  person, 
firm  or  corporation  violating  any  of  the  provisions  of  this  act,  shall  be 
deemed  guilty  of  a  misdemeanor,  and  shall  be  punished  by  a  fine  of  not 
less  than  ten  dollars  nor  more  than  one  hundred  dollars  in  the  case  of 
vendors,  and  in  the  case  of  manufacturers  and  those  falsely  or  fraudulently 
stamping  or  labelling  such  cans,  jars  or  other  packages,  by  a  fine  of  not 
less  than  one  hundred  dollars  nor  more  than  five  hundred  dollars. 

Section  7.  All  acts  and  parts  of  acts  inconsistent  herewith  are  hereby 
repealed. 

Frequent  inquiry  having  been  made  relative  to  the  meaning  of  the 
term  'Hwo-line  Pica"  of  legible  type,  as  employed  in  this  statute, 
the  following  line  is  presented  as  a  sample :  — 

TWO  LINE  PICA. 

The  following  statute,  as  amended  in  1899  (by  chapter  223  of  the 
Acts  of  that  year) ,  presents  the  standard  of  milk  in  Massachusetts  at 
the  date  of  publishing  this  report :  — 

[Acts  of  1899,  Chaptbr  223.] 
In  all  prosecutions  under  this  chapter,  if  the  milk  is  shown  upon  analysis 
to  contain  less  than  thirteen  per  cent,  of  milk  solids,  or  to  contain  less  than 
nine  and  three-tenths  per  cent,  of  milk  solids  exclusive  of  fat,  or  to  con- 
tain less  than  three  and  seven-tenths  per  cent,  of  fat,  it  shall  be  deemed 
for  the  purposes  of  this  act  to  be  not  of  good  standard  quality,  except  dur- 
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ing  the  months  of  April,  May,  Jane,  July,  August  and  September,  when 
milk  containing  less  than  twelve  per  cent,  of  milk  solids,  or  less  than  nine 
per  cent,  of  milk  solids  exclusive  of  fat,  or  less  than  three  per  cent,  of  fat, 
shall  be  deemed  to  be  not  of  good  standard  quality. 

The  whole  number  of  samples  of  food  and  drugs  examined  in  this 
department  since  the  beginning  of  work  in  1883  was  107,393,  and 
the  number  of  complaints  entered  in  court  was  1,382.  The  average 
cost  per  sample  for  collection,  analysis  and  other  work  has  been 
reduced  from  $2.26  in  1883  to  $1.14  in  1899. 

The  following  list  presents  the  total  solids  in  each  of  the  samples 
of  milk  upon  which  complaints  were  founded,  so  far  as  records  of 
the  same  were  kept :  — 


8.76 

10.80 

11.33 

8.98 

10.67 

11.35 

9.18 

10.72 

11.46 

9.49 

10.98 

11.68 

9.76 

11.26 

11.63 

10.18 

11.26 

11.72 

10.22 

11.30 

11.80 

The  total  number  of  samples  of  food  and  drugs  examined  during 
the  year  was  as  follows :  — 

Milk 6,186 

Other  articles  of  food, 3,069 

Drugs, 647 

Total, 9.802 

Total  expenses  of  collection,  examination  and  prosecution,    .        .         $11,261  83 
Average  expense -per  sample  collected, I  14 

Fines. 

The  amount  of  fines  paid  into  the  treasuries  of  counties,  cities 
and  towns  under  the  provisions  of  the  general  and  special  laws  rela- 
tive to  the  inspection  of  food  and  drugs  was  as  follows :  — 

Fines  paid  for  Violation  of  ike  Food  and  Drug  Acts  upon  Cases  entered  for  the 

Tear  ending  S^t.  30, 1899. 

Under  the  provisions  of  the  laws  relating  to  milk  and  milk  prod* 

ucts |996  46 

Under  the  provisions  of  the  laws  relating  to  other  articles  of  food,     .  397  20 

Under  the  provisions  of  the  laws  relating  to  drugs,      ....  40  00 

Total, 11,432  66 
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The  total  amount  of  fines  imposed  since  the  beginning  of  the 
enforcement  of  the  general  food  acts  to  Sept.  30,  1899,  was 
133,238.44. 

Expenditures 

Under  the  Provisions  of  the  Food  and  Drug  Acts  during  the  Tear  ending  BejA.  30, 

1899. 


Salaries  of  analysts, 

Salaries  of  inspectors, 

Travelling  expenses  and  purchase  of  samples, 
Apparatus  ana  cliemicals,     .... 

Printing, 

Special  investigation, 

!Extra  services  for  inspection, 
Services  (cleaning  laboratory),    . 

Express, 

Telegram, 

Case  for  samples, 

Sundry  laboratory  supplies, .... 


Total, 


Fob  the  Ehfombmbht  of  thx  Statutbs 

BSLATIHG  TO  FOOD  AHD  DBDO 
iHBPBOnOB. 


RaUtUye  to  MUk 
and  MOk  ProdacU. 


12,300  00 

2,600  00 

1,203  60 

672  60 

16  97 

27  00 

73  20 

1  26 

7  60 
6  00 


BelatlTe  to  Other 

Kind!  of  Food  and 

Drags. 


16,806  92 


11,676  48 

1,660  00 

600  00 

449  22 

4  70 

60  00 

161  00 

48  80 

30 

42 

4  99 


14,444  91 
6,806  92 

111,261  83 
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REPORT  OF  THE  ANALYST. 


Dr.  S.  W.  Abbott,  Secretary  of  Stale  Board  of  Health. 

Deab  Sib:  —  I  herewith  submit  my  report  on  the  analysis  of 
food  and  drugs  for  the  year  ending  Sept.  30,  1899. 

So  many  inquiries  have  been  received  as  to  the  analytical  methods 
employed  in  the  laboratory  that  it  has  been  thought  best  to  briefly 
outline,  or  at  least  indicate  in  many  cases  under  the  proper  head- 
ings, the  principal  methods  employed,  especially  where  experience 
has  shown  a  particular  line  of  procedure  to  be  best  adapted  to  the 
case  in  hand.  It  has  been  found  to  be  a  matter  of  some  comment 
that  such  a  large  number  of  samples  as  our  statistics  show  (nearly 
10,000)  are  examined  by  the  comparatively  small  working  force 
employed.  This  is  rendered  possible  by  the  fact  that  in  most  cases 
only  those  samples  found  to  be  adulterated  are  examined  in  detail, 
BO  that  for  economy  in  time  it  becomes  necessary  to  employ  quick 
processes  for  separating  the  good  from  the  poor,  attention  being 
chiefly  paid  to  the  adulterated  samples. 

When  it  is  remembered  that  only  about  25  per  cent,  of  the  sam- 
ples of  food  and  drugs  brought  in  for  examination  ai*e  actually 
adulterated,  it  will  be  seen  that  the  task  is  not  an  extraordinary 
one.  It  is,  moreover,  an  obvious  advantage  to  restrict  the  number 
of  those  handling  the  samples  for  analysis  in  order  to  avoid  unneces- 
sary complication  in  cases  of  prosecutions  in  the  courts. 

Milk. 

Methods.  —  All  the  samples  of  milk  brought  in  by  the  collectors 
are  examined  for  total  solids,  and  those  standing  below  12  per  cent, 
are  further  tested  for  fat.  For  the  total  solids  5  grammes  of  each 
sample  are  evaporated  in  a  platinum  dish  for  at  least  two  hours  in 
direct  contact  with  the  live  steam  of  a  boiling  water  bath.  The  fat 
is  obtained  by  the  well-known  Babcock  process. 
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Tests  for  artificial  coloring  matter  were  given  in  fall  in  the  analyst's 
report  of  last  year,*  bat  the  following  is  a  sammarized  method  of  pro- 
cedure:— 

Summary  of  Scheme  for  Color  Analysis,^ 


[Ofirdto  150  eabie  ee&tlmetera  of  milk  In  esMerola  with  hmi  tad  aeedo  add.    OfttlMr  curd  In 

Poar  off  whey,  or  atraln  If  eord  U  finely  dMd«d.    Maeento  card  with  othor  in  oorked  flask.    Poar 
off  ether.] 


SZTBACTBD  CUVD. 


-  Bvapor^e  off  ether,  treat  reaidne  with  eodlDm 
hydroxide  and  ponr  on  wetted  filter.  After  the 
•olatlon  baa  paaaed  through,  waah  off  fiat  and  diy 
filter,  which  if  eotored  orange  indieatee  preaenee 
of  annatto. 
(Oonfinn  by  atannooa  ehloride.) 


(1)  If  coiorleM,  —  Indieatee  preeenoe  of  no 
foreign  eolor  other  than  In  ether  extract. 

(2)  (f  orange  or  hroumUk, — Indieatee  preecnee 
of  aniline  orange  or  earamel.  Sliake  eara  in  leal 
tnbe  with  eonoeotrated  hydroehlorie  aeid. 


If  aolntlon  graduaUff 
tnrne  bine;  tndicatiTe 
of  eammel. 

(Confirm  by  teating 
for  earamel  In  whey  of 
original  mUk.) 


If  orange  enrd 
dtateiff  tnrne  pink,  Indl- 
caUve  of  aidHne  orange. 


For  preservatives,  formaldehyde  is  best  tested  for  by  heating  aboot 
10  cubic  centimeters  of  the  milk  with  an  equal  quantity  of  concen- 
trated hydrochloric  acid  and  a  drop  of  ferric  chloride.  A  violet 
coloration  is  produced  if  formaldehyde  be  present,  delicate  to  one 
part  formaldehyde  in  100,000. 

Boracic  acid  is  tested  for  by  soaking  turmeric  paper  in  a  solution 
of  the  milk  ash,  acidified  slightly  with  hydrochloric  acid.  On  dry- 
ing the  turmeric  paper,  a  cherry  red  color  indicates  the  presence 
of  boracic  acid. 

The  presence  of  carbonate  of  soda  is  shown  by  an  effervescence  on 
treating  the  ash  with  acid,  and  may  further  be  tested  for  by  the 
well-known  rosolic  acid  test. 

Another  month,  viz.,  September,  has  been  added  to  those  in  which 
the  12  per  cent,  standard  prevails,  so  that  under  the  present  law  the 
legal  standard  for  milk  solids  is  13  per  cent,  from  October  to  March 
inclusive,  and  12  per  cent,  from  April  to  September  inclusive. 
Another  drop  in  the  percentage  of  adulteration  of  milk  for  the  year 
is  shown,  viz.,  from  31.1  per  cent.,  the  ratio  of  adulteration  in  1898, 
to  27.2  per  cent,  for  the  year  herein  reported. 

The  accompanying  diagram  shows  the  variation  in  percentage  of 
adulterated  samples  of  milk  examined  during  the  seventeen  years 
in  which  the  milk  laws  have  been  enforced  in  Massachusetts,  ban- 
ning with  1883. 

•  Thirtieth  annum!  report  State  Board  of  Bealth^  p.  097. 
t  Leach.  Jonr.  Am.  Cbem.  Soc,  Vol.  XXII.,  p.  207. 
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There  are  many  reasons  for  the  variations  in  this  curve  aside  from 
the  actual  variation  in  the  quality  of  the  milk.  The  &lling  off  in 
the  percentage  of  adulteration  during  the  last  three  years,  for  ex- 
ample, may  not  be  due  to  any  actual  improvement  in  the  quality  of 
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the  milk  of  those  years,  but  to  the  fact  that  the  Legislature  reduced 
the  standard  in  1897  by  1  per  cent,  for  three  additional  months,  and 
again  in  1899  for  still  another  month. 

Another  cause  for  the  fluctuation  of  the  adulteration  of  milk  in  the 
samples  examined  from  year  to  year,  as  evidenced  by  the  eccentrici- 
ties of  the  line  in  the  diagram,  is  that  in  some  years  a  large  number 
of  samples  of  milk  of  known  purity  have  been  taken,  which  would, 
of  course,  bring  down  the  ratio  of  adulteration  perceptibly.  This 
is  noticeable  in  1886.  On  the  other  hand,  as  in  1893,  1894  and 
1895,  an  unusually  large  number  of  samples  were  brought  in  from 
suspected  producers,  thus  causing  the  percentage  of  adulteration  to 
increase.  It  is  true,  however,  that  the  quality  of  the  milk  actually 
produced  has  deteriorated  somewhat  during  the  last  decade  by  the 
increase  in  the  number  of  Holstein  cows.  Indeed,  at  the  present 
time  the  Holstein  is  by  far  the  most  common  cow  to  be  found  in  the 
producer's  herd  in  Massachusetts.  That  the  Holstein  is  the  favorite 
is  by  no  means  strange,  for  it  would  seem  to  be  true  that  no  other 
breed  of  cow  can,  with  moderate  feeding,  be  made  to  give  so  large 
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a  quantity  of  milk.  For  this  reason  it  is  true  that  the  average 
Holstein  herd  is  apt  to  give  milk  somewhat  below  the  standard  in 
total  solids.  The  best  authorities,  however,  claim  that  by  proper 
attention  to  the  feeding  the  quality  of  the  Holstein  milk  can  be 
sufficiently  improved  to  bring  it  well  above  the  standard,  but  as 
this  result  is  accomplished  at  the  expense  of  the  quantity,  it  is  not 
an  experiment  that  the  average  producer  cares  to  try. 

The  following  tables  show  the  number  and  quality  of  milk  samples 
collected  from  various  localities  throughout  the  State :  — 


Milk  from  OUiea, 


ClTIKS. 

ToUl 

Samples 

Collected. 

AboTe 

Standard. 

Below 
Standard. 

Per  Cent. 

below 
Standard. 

Total 

SoUds  in 

Lowest 

Sample. 

Namber 

of 
Skimmed 
Samples. 

Namber 

of 
Colored 
Samples. 

Nnmber 

of 
Prescrred 
Samples. 

BoatOD,  . 

481 

820 

102 

28.6 

10.78 

6 

- 

- 

Brookton, 

188 

108 

66 

88.7 

10.06 

- 

- 

- 

Cambridge, 

401 

286 

116 

28.7 

0.67 

1 

1 

3 

Ohelaea, 

206 

178 

87 

82.8 

10.86 

- 

- 

- 

Brerett, . 

87 

60 

87 

42.6 

11.21 

-• 

«• 

7 

lUl  River, 

340 

174 

66 

27.6 

0.08 

- 

- 

4 

Fitohbarg,     . 

104 

72 

82 

80.8 

10.86 

6 

- 

- 

Olonoeater, 

106 

148 

62 

26.7 

0.48 

- 

- 

- 

HayerhlU,      . 

148 

110 

88 

26.7 

10.08 

- 

- 

«• 

Lawrence,     . 

188 

110 

28 

20.8 

11.88 

6 

- 

9 

Lowell,  . 

16 

6 

0 

60.0 

11.06 

- 

- 

- 

ICalden, .       . 

ITS 

117 

66 

81.0 

10.60 

- 

- 

- 

Marlborongh, 

40 

84 

6 

16.0 

11.80 

9 

- 

- 

Medford, 

906 

160 

42 

90.2 

8.76 

- 

- 

8 

New  Bedford, 

80 

22 

8 

96.7 

9.46 

- 

- 

- 

Newbaryport, 

68 

48 

0 

17.8 

12.17 

1 

- 

- 

Newtoo, 

100 

167 

88 

16.8 

11.70 

2 

- 

4 

North  Adama, 

68 

88 

14 

96.0 

10.08 

2 

- 

9 

Qnlncy, . 

104 

76 

20 

27.0 

11.04 

8 

- 

^ 

Salem,   . 

147 

118 

20 

19.7 

0.40 

- 

2 

4 

BomerrlUe,    . 

676 

848 

284 

40.6 

9.66 

- 

18 

96 

Bprtngfleld,  . 

16 

18 

2 

18.8 

11.86 

- 

- 

1 

TanntoB, 

06 

66 

10 

16.1 

11.68 

8 

- 

- 

Waltham,      . 

116 

81 

84 

29.6 

10.60 

«• 

- 

- 

Wobara, 

1S2 

70 

48 

86.2 

10.96 

- 

- 

- 

Woroeater,    . 

100 

68 

88 

82.0 

12.00 

- 

- 

- 

ToUla,    . 

4,176 

2,976 

1,901 

28.7 

8.76 

31 

21 

86 
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MUkfrom  Town*. 


Towxi. 

ToUl 

Samples 

Collected. 

Above 
SUndard. 

Below 
Standard. 

Per  Cent. 

below 
SUndard. 

ToUl 

Solids  In 

Lowest 

Sample. 

Number 

of 
Skimmed 
8amples. 

Number 

of 
Colored 
Samples. 

Number 

of 
Preserved 
Samples. 

AnnMbnry,    . 

11 

10 

1 

0.1 

11.43 

- 

- 

- 

Amherst, 

20 

12 

8 

40.0 

11.68 

- 

- 

- 

Atttoboroagh, 

76 

64 

12 

16.8 

0.50 

- 

- 

1 

Beverly, 

M 

88 

21 

86.6 

11.20 

- 

- 

8 

Brookllne,     . 

168 

182 

26 

16.6 

11.00 

1 

- 

8 

Canton, . 

40 

S8 

7 

17.6 

11.12 

- 

- 

- 

OUnton, . 

17 

12 

6 

20.4 

12.64 

4 

^ 

- 

Cottage  City, 

10 

10 

- 

0.0 

12.16 

- 

- 

- 

Dedham, 

00 

74 

26 

26.2 

10.80 

- 

- 

1 

EastOD,  . 

7 

6 

1 

14.8 

11.76 

- 

- 

- 

FramiDgham, 

• 

27 

24 

8 

11.1 

12.04 

- 

- 

- 

Hyde  Park,  . 

123 

00 

88 

26.8 

10.12 

- 

- 

8 

Hall,      . 

10 

17 

2 

10.6 

11.42 

- 

- 

- 

Manohester,  . 

27 

22 

6 

18.6 

10.67 

- 

- 

- 

Marblehead,  . 

15 

11 

4 

26.7  . 

10.22 

- 

- 

HIJford,         .       • 

46 

42 

8 

6.7 

11.00 

1 

- 

Nantaeket,    . 

28 

28 

6 

^7.0 

11.06 

- 

- 

Natiek,  . 

M 

68 

6 

0.1 

11.60 

- 

- 

- 

Peabody, 

0 

2 

7 

77.8 

11.12 

- 

- 

- 

Plymonth,     . 

18 

18 

- 

0.0 

12.40 

- 

- 

- 

Provlncetown, 

0 

0 

- 

0.0 

12.68 

- 

- 

- 

Revere,  . 

101 

72 

20 

28.7 

10.60 

- 

- 

- 

Roekland,      . 

14 

13 

1 

7.1 

11.08 

- 

- 

- 

Rookport,      . 

16 

0 

6 

12.0 

0.18 

- 

2 

- 

Ballsbnry,      . 

16 

16 

1 

6.2 

11.78 

- 

«» 

- 

Btooebam,     . 

67 

60 

7 

12.8 

12.66 

18 

- 

- 

Btoogbton,    . 

88 

60 

24 

28.0 

0.46 

- 

- 

- 

Bwampsoott, 

10 

0 

1 

10. 0 

11.60 

- 

- 

Wareliam,     . 

20 

18 

2 

10.0 

10.63 

- 

- 

2 

Watertown,  . 

82 

61 

21 

26.6 

10.27 

1 

- 

- 

WestboroQgb, 

82 

20 

8 

0.4 

11.68 

8 

- 

■- 

Wbltmaa,      . 

18 

17 

1 

6.6 

11.16 

- 

- 

- 

Winchester,  • 

60 

40 

10 

16.0 

12.18 

- 

- 

- 

Wtnthrop,     . 

106 

77 

20 

27.8 

11.17 

- 

- 

Totals,    . 

1,603 

1,104 

800 

20.6 

0.18 

23 

2 

IS 
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Milk  from  Suspected  Producers. 


LOCAUTT. 


Total 

Samples 

OoUected. 


AJbaw 
Stamdard. 


Below 
Ftandaid. 


Per  Cent 

below 
SUodanl. 


Total 

Solids  In 

Lowest 

Samples. 


Aahland,  .... 
Barre,        .... 

Bev«rly 

Dedliam 

Dover,        .... 

Framiogham,     . 

Orafton,     .... 

HoDlaton,  .... 

HopUntOB, 

Iiexlngton, 

Littleton,    .       .       .       . 

Norwood 

Bbuon,  .  .  •  • 
Bomerael,  .... 
Sonthboroagh,  . 

Badbary 

Waltham,  .       .       .       . 

Wenham 

WeatboroQgh,   . 

Weatford 

Weaton,  .  .  .  . 
Weetwood, 

wowum,    .... 
Totak, 


18 

48 

16 

26 

18 

18 

6 

7 

17 

17 

27 

6 

6 

26 

80 

18 

20 

18 

7 

7 

23 

9 

14 


18 
82 
16 
9 
14 


11 
6 

16 
6 
6 

26 

19 
9 

19 

14 
7 
8 

16 
9 

11 


16 

16 
4 

18 
6 
7 
6 

11 

12 


11 
9 
1 

4 

4 
7 


1S6 


8S.S 

64.0 

2S.2 

100.0 

100.0 

85.2 
64.7 
44.4 


86.7 

60.0 

6.0 

22.2 

67.1 
S0.6 

21.4 


84.0 


12.20 

6.50 

12.36 

10.20 

9.76 

9.69 

8.98 

12.26 

11.80 

11.S0 

10.72 


11.70 
11.66 
11.88 
11.76 
11.88 
U.16 
11.48 
9.69 
IS.48 
10.98 


0.60 


Summarp  of  MUk  StaUsUcs. 


Total 

Samples 

CoUecCed. 

Abore 
Standard. 

Below 
Standard. 

Percent. 

below 
Standard. 

Total 

Solids  In 

Lowest 

Sample. 

■ 

Nambcr  '  Sambcr 

of             of 
Skimmed  Colored 
Samples.  Samples. 

Somtar 

of 
Prmerrcd 

Samples. 

Cltlea,. 

Towna, 

Boapeeted  prodaeen, 

Mtocellaaeooa,  . 

4,170 

1.608 

898 

14 

2,976           1,201 

1,194    1         809 

968    1         185 

8               It 

1 

•      28.7 

1 

20.6 
84.0 

78.6 

8.76 
9.U 
6.60 
9.98 

81 
28 

21              56 

2             IS 

_      1         _ 

1 
-      .         8 

Tolala,. 

6,001 

4,486 

1,666 

27.2 

6.60 

54 

28             71 
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In  the  foregoiDg  tables  only  those  9aixiples  of  milk  that  are  actually 
below  the  legal  standard  have  been  classed  as  adulterated,  to  con- 
form to  the  custom  of  past  years.  As  a  matter  of  fact,  however, 
milk  is  quite  often  found  above  the  standard  both  in  solids  and  fat, 
but  which  is  actually  adulterated  by  reason  of  the  addition  of  foreign 
matter,  such  as  artificial  color,  preservatives,  etc.  Such  milk  has 
not  heretofore  been  included  in  the  adulterated  series.  As  a  rule, 
milk  containing  artificial  coloring  matter  is  usually  below  the  stan- 
dard as  well,  by  reason  of  watering,  though  there  are  exceptions  to 
this.  On  the  contrary,  milk  containing  preservatives  is  more  often 
found  to  be  above  the  standard.  As  many  as  49  samples  examined 
during  the  year  were  found  to  be  adulterated  by  reason  of  the  addi- 
tion of  foreign  substances,  and  yet  were  above  the  legal  standard  of 
solids.  Among  these  were  several  samples  which,  through  unclean 
methods  of  handling,  contained  notable  quantities  of  excreta  and 
stable  dirt,  which  constitute  the  very  worst  form  of  milk  adulteration. 

Twenty-three  samples  of  milk  were  found  to  be  artificially  colored, 
the  color  found  being  in  all  cases  annatto.  These  were  collected  in 
Cambridge,  Bockport,  Salem  and  Somerville. 

PresenxUives  in  Milk. 

Seventy-one  samples  of  milk,  or  11.6  per  cent,  of  the  entire  num- 
ber collected,  were  found  to  contain  a  preservative.  Of  these,  13 
contained  boracic  acid,  55  were  found  with  formaldehyde  and  3  con- 
tained carbonate  of  soda.  Samples  of  milk  found  to  be  thus  pre- 
served were  collected  in  Cambridge,  Everett,  Fall  River,  Lawrence, 
Medford,  North  Adams,  Newton,  Salem,  Somerville,  Attleborough, 
Brookline,  Beverly,  Dedham,  Hyde  Park  and  Wareham. 

This  year  all  samples  of  milk  collected  during  June,  July,  August 
and  September  were  examined  for  preservatives. 

In  the  analyst's  report  for  1897  (p.  559)  is  given  a  table  showing 
the  result  of  experiments  with  milk  containing  formaldehyde  in  dif- 
ferent proportions,  the  milk  samples  being  kept  on  ice  during  the 
term  of  the  experiment.  Further  tests  were  made  this  year  as  to 
the  keeping  qualities  of  various  commonly  used  antiseptics,  present 
in  varying  strength,  the  milk  being  kept  not  on  ice,  but  at  the  tem- 
perature of  the  laboratory,  which  was  about  20  degrees  Centigrade. 
The  preservatives  were  added  about  five  hours  after  milking.  The 
following  table  shows  the  result :  — 
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The  samples  were  titrated  for  acidity  each  morning,  the  acidity 
being  expressed  by  the  number  of  cubic  centimeters  of  decinormal 
sodium  hydroxide  necessary  to  neutralize  5  cubic  centimeters  of  the 
milk. 

The  proportions  of  preservatives  used  in  the  above  table  were 
intended  to  cover  a  very  wide  range,  from  the  very  weakest  that 
could  possibly  aid  in  preserving  the  milk  up  to  a  strength  limited 
only  by  being  perceptible  to  the  taste.  A  sample  of  milk  treated 
with  1  part  of  formaldehyde  in  2,500  parts  of  milk  kept  for  fifty-five 
days  before  curdling. 

Various  so-called  *^  boric  mixtures"  are  found  on  the  market  for 
the  use  of  milkmen,  being  mixtures  of  boracic  acid  and  borax  in 
varying  proportions.  In  the  above  table  two  of  such  mixtures  were 
employed,  in  one  of  which  the  boracic  acid  predominated,  and  in  the 
other  the  borax.  A  mixture  of  25  per  cent,  boracic  acid  and  75  per 
cent,  borax  was  found  on  the  whole  a  better  preservative  than  the 
one  mixed  in  reversed  order.  Carbonate  of  soda  was  shown  to  have 
little  or  no  value  as  a  milk  preservative. 

In  the  case  of  formaldehyde  the  antiseptic  power  increases  in  a 
marked  degree  as  the  strength  of  this  preservative  is  increased.  In 
the  strength  of  1  part  to  10,000,  for  instance,  the  milk  kept  sweet 
five  and  one-half  days.  In  the  strength  of  1  part  to  5,000  the  milk 
did  not  curdle  for  ten  and  one-half  days,  while  1  part  of  formaldehyde 
to  2,500  of  milk  kept  the  milk  from  curdling  for  fifty-five  days,  the 
acidity  up  to  that  time  being  nearly  normal. 

Formaldehyde  is  thus  shown  to  be  decidedly  the  best  of  all  milk 
preservatives.  Whether  or  not  it  is  harmful  remains  an  open  ques- 
tion. It  should  be  borne  in  mind,  however,  that  the  use  of  pre- 
servatives or  anj/  foreign  substance  in  milk  is  illegal. 

Milk  dealers  are  still  led  to  believe  by  artful  dealers  in  preserva- 
tive preparations  that  the  latter  cannot  be  detected  in  milk.  The 
manufacturer  of  a  largely  used  preservative,  known  as  ^^Freezine" 
(which  is  a  weak  solution  of  formaldehyde) ,  issues  an  attractive 
pamphlet  in  which  he  makes  the  following  remarkable  claims :  — 

**  It  is  not  an  adulterant.  ...  It  immediately  evaporates,  so  that 
no  trace  of  it  can  be  found,  as  soon  as  it  has  rendered  all  the  bacteria 
inert.  .  .  .  No  chemical  analysis  can  prove  its  presence  in  the  milk 
quantitatively  or  otherwise." 

Its  use  in  milk  is  also  claimed  by  the  manufacturer  to  be  beneficial 
to  the  health  of  in&nts,  many  of  whom  have  been  saved  from  sick- 
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ness  and  even  death,  they  allege,  by  a  liberal  use  of  '*  Freezine  "  in 
the  milk  I 


Table  showing  General  Quality  of  Milk  sold  during  December'^  and  June\  in 

Various  Cities  and  Towns, 


Dboikbkr. 

JUNB. 

1 

TOTAL  SOLIDS. 

FAT. 

• 

TOTAL  SOLIDS. 

FAT. 

11 
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i« 

S      ^     1 

< 
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'A 

m 

< 

33 

& 

CITIB8. 

1 

1 

Boeton, 

62 

14.15 

12.82 

13.44 

5.40 

4.00 

4.53 

8.41 

82 

16.6312.0212.67 

7.80 

8.85 

4.02 

'  8.65 

Brocktoo,    . 

- 

— 

— 

— 

■m. 

— 

— 

. 

14 

15.4010.8612.96 

6.45 

8.00 

4.26 

8.70 

Cambridge, 

18 

14.60  12.02' 

13.27 

6.10 

8.65 

4.44 

8.83 

46 

13.84  10.8812.61 

4.85 

2.70 

3.90 

8.71 

Oh«isea, 

SI 

I4.36ill.67 

13.18 

6.15 

2.90 

4.44 

8.74 

17 

13.49 

11.75  12.48 

4.85 

3.00 

3.73 

1  8.75 

Bverett, 

15 

15.01  11.21 

13.11 

6.60 

3.05 

4.54 

8.57 

15 

13.76 

11.3212.77 

4.90 

2.50 

4.15 

:  8.62 

Pall  River,  . 

29 

15.90  11.40 

18.19 

6.20 

3.80 

4.69 

8.50 

16 

16. 8U 

11.14  12.83 

8.40 

3.20 

4.44 

8.39 

Fltchbarg,  . 

17 

14.87)12.13 

13.38 

5.90 

3.60 

4.51 

8.77 

- 

- 

- 

- 

- 

- 

. 

Gloucester, 

— 

— 

. 

— 

— 

_ 

- 

■■ 

28 

16.25 

10.7512.69 

7.50 

2.20 

3.83 

1  8.70 

Lawrence,   . 

15 

13.90 

11.44 

13.28 

5.00 

2.50 

4.81 

8.87 

— 

- 

> 

- 

- 

- 

- 

1    - 

Lowell, 

14 

15.79 

11.05 

12.73 

6.90 

3.65 

4.31 

8.42 

. 

- 

- 

- 

. 

- 

- 

Maiden, 

15 

14.43 

11.63 

13.13 

5.40 

3.40 

4.19 

8.04 

13 

18.10 

10.83  12.22 

4.55 

2.30 

8.73 

>  8.49 

Marlboroagh,     . 

- 

— 

— 

- 

- 

- 

- 

• 

16 

14.29 

11.3012.76 

5.40 

3.00 

3.99 

'  8.77 

Medford,     . 

15 

15.03 

10.98 

13.10 

6.00 

2.40 

4.08 

9.02 

13 

14.06 

11.4712.92 

5.40 

3.25 

4.26 

'  8.67 

Newbaryport,    . 

19 

15.19 

12.69  13.40 

6.40 

4.05 

4.59 

8.81 

- 

- 

- 

- 

- 

- 

- 

- 

Newton, 

11 

18.99 

11.10  13.21 

4.90 

2.60 

4.19 

9.02 

. 

- 

- 

- 

- 

- 

- 

1    «. 

North  Adams,    . 

47 

15.60  12.10  13.451 

6.00 

3.40 

4.57 

8.89 

• 

- 

- 

- 

- 

- 

- 

— 

Qulncy, 

18 

18.90 

10.88  12.78 

5.10 

2.404.07 

8.71 

21 

14.64 

11.70 

13.08 

5.50 

3.40 

4.23 

1  8.86 

Balem, . 

8 

15.00 

12.70;  13.44 

5.75 

3.75;4.56 

8.88 

. 

- 

- 

- 

- 

- 

- 

Somervllle, . 

26 

16.86 

11.7213.29 

8.50 

2.40 

4.47 

8.82 

87 

16.90 

10.80 

12.84 

8.80 

2.10  3.90 

8.44 

Springfield, 

~ 

. 

• 

• 

- 

- 

— 

— 

15 

13.77 

11.26 

12.81 

4.90 

3.20  4.23 

8.68 

Taanton,     . 

17 

16.44  11.89 

13.40 

6.45 

3.40 

4.76 

8.64 

. 

- 

- 

- 

-       - 

• 

Waltham,    . 

— 

- 

^                 «» 

— 

_ 

— 

— 

16 

13.50 

11.13 

12.54 

4.60 

2.90  3.81 

8.78 

Wobam,     . 

28 

15.86 

ll.29ll3.00 

6.70 

2.80 

4.23 

8.77 

12 

14.08 

11.60 

12.34 

5.90 

3.80 

3.93 

8.41 

Worcester, . 

18 
403 

14.3612.00  13.12 

1 

5.10 
8.50 

3.70 
2.40 

4.23! 
4.37 

8.89 

811 

16.90 

- 

12.67 

8.80 

2.10 

4.08 

Summary,    . 

16.86 

10.88  13.21 

8.74 

10.75 

8.54 

T0WK8. 

1 

Beverly, 

4 

14.0513.74 

13.89 

4.80 

4.40 

4.62 

9.27 

— 

- 

. 

. 

^ 

- 

- 

- 

Brook  Hoe,  . 

- 

-    1    - 

. 

— 

.. 

- 

- 

17 

15.71 

12.10 

12.92 

7.10 

3.40 

4.21 

8.71 

Dedham,     . 

10 

14.40|12.20  18.491 

5.40 

3.50 

4.43 

9.06 

- 

- 

- 

- 

- 

- 

1    . 

Pramiogham, 

15 

14.86 

12.04113.51 

5.70 

3.30  4.50 

9.01 

- 

- 

- 

- 

- 

- 

.    - 

Hall,    . 

.. 

— 

«» 

- 

- 

—       —    1 

— 

4 

13.18 

12.30 

12.81 

4.303.80 

4.01 

8.80 

Hyde  Park, 

14 

13.77 

12.20 

13.22 

4.80 

3.604.13 

9.09 

16 

14.40 

10.99 

12.75 

5.00  3.20 

4.13 

8.62 

Natick, 

14 

14.00 

12.02  13.241 

6.00 

3.60 

4.53 

8.71 

_ 

- 

- 

- 

. 

- 

Btonghtoo, . 

. 

— 

. 

- 

. 

— 

> 

- 

13 

14.20 

11.30 

12.81 

4.95  3.00;4.08 

'  8.78 

WatertowD, 

0 

14.33 

12.17 

13.19 

5.10 

4.40  4.42 

8.77 

11 

13.14 

11.75 

12.42 

4.50  3.00 

3.83 

1  8.50 

Wenham,    . 

18 

14.26 

12.4s  13.23 

5.00 

3.85  4.43 

8.80 

_ 

- 

- 

- 

- 

- 

- 

Weston, 

4 

18.81 

13.20  13.62 

4.50 

4.20  4.39 

9.23 

_ 

-    1    - 

- 

- 

1    ~ 

Winchester, 

4 

13.80 

13.00  13.57 

5.20i4.30l4.73 

8.84 

15 

13.87 

12.18 

13.06 

4.90 

3.25 

4.2s 

1  8.84 

Winthrop,  • 

10 
99 

15.48 
15.48 

12.26  13.45 

6.65 
6.65 

3.804.61 

8.84 

76 

15.71 

10.99 

12.63 

7.1(1 

18.00 

4.0fi 

1    "" 

Sommary,    . 

12.02 

13.44 

3.50 

4.48 

8.96 

8.54 

Bammary  of  citlei 
and  towns, 

508 

16.86 

10.88 

13.82 

I 

8.50 

2.40 

4.42 

8.85 

387 

16.9C 

\  10.7C 

12.65 

8.80 

12.10 

4.06 

j  8.54 

*  Stall-fed  cows. 


t  Pasture-fed  cows. 


Bearing  on  the  question  of  difference  in  normal  qualify  of  milk 
during  the  winter,  or  stall-fed  season,  and  during  the  summer,  or 
pasture-fed  period,  the  foregoing  table  is  of  interest.  December  and 
June  were  selected  as  being  months  most  typical  of  the  two  respec- 
tive periods,  and  during  these  months  all  samples  collected   were 
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analyzed  for  total  solids  and  fat.  The  law  recognizes  a  difference 
in  total  solids  of  1  per  cent,  in  these  two  periods,  the  standard  being 
13  per  cent,  of  total  solids  in  the  winter  period  (of  which  9.3  per 
cent,  are  solids  not  fat)  and  12  per  cent,  in  the  summer  (of  which 
9  per  cent,  are  solids  not  fat) . 

It  should  be  noted  that  the  figures  in  this  table  refer  to  milk  as  it 
is  sold  to  the  consumer,  as  well  as  to  milk  as  produced  at  the  dairy. 

It  has  long  been  supposed  that,  as  a  general  rule,  milk  from  the 
towns  would  be  found  of  better  quality  than  that  from  the  cities,  but 
this  is  not  found  to  be  true  in  any  such  marked  degree  as  was  antic- 
ipated. It  is  true,  the  winter  milk  does  average  some  0.2  of  a  per 
cent,  higher  in  total  solids  in  the  towns  than  in  the  cities,  but  this 
is  not  true  of  the  summer  milk. 

In  preparing  the  above  table  all  samples  collected  during  the 
months  named  in  the  various  cities  and  towns  were  analyzed  in 
full,  deducting,  however,  in  obtaining  the  averages,  all  samples  of 
skimmed  milk,  as  well  as  all  samples  standing  above  17  per  cent, 
of  total  solids  or  under  10.75  per  cent.,  so  that  the  averages  would 
show  as  closely  as  possible  the  quality  of  milk  actually  produced 
and  sold  to  the  consumer.  It  would  seem  as  if  the  summer  stand- 
ard of  12  per  cent,  of  total  solids  were  too  low,  in  view  of  the  actual 
figures  shown  in  the  table,  and  that  the  standard  for  solids  not  fat 
is  too  high,  both  in  winter  and  in  summer.  It  is  interesting  to  note 
that  the  average  of  all  samples  examined  for  both  months  stands 
at  just  13  per  cent,  of  total  solids,  of  which  4.24  per  cent,  is  fat 
and  8.76  per  cent,  is  solids  not  fat. 

Samples  of  milk  were  brought  in  for  analysis,  taken  from  a  dealer 
in  western  Massachusetts,  on  whose  milk  route  there  were  some 
twenty  families  who  were  undoubtedly  made  seriously  sick  by  the 
use  of  the  milk.  After  a  careful  search  a  cow  was  finally  found  in 
the  milkman's  herd  affected  with  a  sore  udder  and  showing  a  tem- 
perature of  104  degrees.  Milk  taken  from  this  cow  was  found  to 
contain,  on  examination  under  the  microscope,  a  considerable  quan- 
tity of  pus.  This  milk  mixed  with  the  rest  was  probably  the  cause 
of  the  trouble. 

At  the»end  of  each  month  a  report  is  submitted  in  which  the  sam- 
ples analyzed  during  the  month  are  classified  with  reference  to  their 
percentage  of  total  solids. 

The  following  table  is  a  summary  of  the  twelve  monthly  reports 
thus  submitted  for  the  year,  showing  the  quality  of  the  milk  by 
months :  — 
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Quality  of  Mitk  by  Manlhs. 


1 

o 

1 

November. 
December. 

• 

1 
1 

• 

1 

• 

« 

• 

r 

a 
-< 

1 

• 

a 
a 

# 

»» 

1 

B 

I 

1 

Namber  having  mora  than  15  per  cent,  of  total  aoUds,  . 

so 

14 

19 

S6 

24 

le 

21 

13 

10 

18 

28 

10 

219 

Namber  having  between  14  and  16  per  cent,  of  total  solids, 

86 

00 

61 

67 

49 

88 

64 

41 

17 

87 

88 

86 

614 

Namber  having  between  18  and  14  per  cent,  of  total  solids, 

199 

S27 

279 

338 

201 

287 

189 

144 

110 

117 

129 

128 

2,198 

Nnmber  having  between  12  and  18  per  eent.  of  total  solids, 

SOS 

183 

116 

183 

187 

218 

224 

221 

216 

812 

246 

266 

2,449 

Number  having  between  11  and  IS  per  eent.  of  total  solids. 

47 

20 

S8 

S6 

18 

26 

29 

87 

67 

76 

89 

78 

618 

Namber  having  between  10  and  11  per  cent,  of  total  solids. 

27 

8 

8 

6 

2 

12 

4 

12 

18 

18 

18 

9 

134 

Namber  having  between  0  and  10  per  cent,  of  total  solids. 

4 

1 

1 

6 

4 

4 

6 

6 

8 

10 

6 

6 

68 

Namber  having  between  Sand  0  per  cent,  of  total  solids, 

- 

- 

- 

- 

- 

- 

- 

- 

6 

- 

1 

1 

7 

Namber  having  less  than  8  per  eent.  of  total  solids, 

1 

- 

- 

- 

- 

'- 

6 

- 

- 

- 

6 

Nomber  samples  of  skimmed  milk  above  the  standard. 

5 

1 

1 

6 

1 

1 

0 

8 

8 

- 

1 

- 

86 

Namber  samples  of  skimmed  milk  below  the  standard. 

1 

1 

1 

2 

8 

1 

- 

1 

- 

8 

8 

16 

Cream. 

Of  23  samples  examined,  4  proved  to  be  adulterated,  2  with  for- 
maldehyde and  2  with  boracic  acid. 

Condensed  Milk  and  Evaporated  Cream. 

The  universally  accepted  meaning  of  the  term  <*  condensed  milk,'' 
in  this  country,  is  milk  both  condensed  and  preserved  with  sugar, 
being  what  is  commonly  known  in  England  as  ^<  preserved  milk." 
The  '*  evaporated  cream '^  is  in  reality  whole' milk  condensed  and 
canned  without  added  sugar. 

Methods.  — Forty  grammes  of  the  thoroughly  mixed  sample  are 
weighed  out  and  made  up  to  100  cubic  centimeters  with  water.  For 
total  solids,  an  aliquot  part  of  this  solution  is  further  diluted  with 
an  equal  amount  of  water,  and  5  cubic  centimeters  of  the  diluted 
mixture,  corresponding  to  1  gramme  of  the  condensed  milk,  is 
evaporated  over  the  live  steam  of  a  boiling  water  bath  for  at  least 
three  hours  and  the  residue  weighed  in  a  platinum  dish. 

For  the  ash,  the  residue  from  the  total  solids,  as  above  obtained, 
is  carefully  burnt  and  weighed. 

For  the  fat,  which  is  the  most  important  factor  in  determining  the 
purity  of  the  sample,  the  following  modification  of  the  method  de- 
scribed in  the  analyst's  report  for  1896*  has  been  adopted  and  has 

•  Twenty-eighth  anniial  report  of  the  State  Board  of  Health,  p.  690. 
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proved  most  satisfisu^tory,  —  a  method  applicable  to  those  samples 
preserved  with  cane  sagar,  —  the  chief  precautions  necessary  being  to 
remove  the  cane  sugar,  which  would  otherwise,  by  diarring,  interfere 
with  the  fat  reading  if  the  ordinary  Babcock  method  were  used. 

Twenty-five  cubic  centimeters  of  the  40  per  cent,  solution,  cor- 
responding to  10  grammes  of  the  original  milk,  are  measured  into 
the  ordinary  test  bottle  for  milk  fat  determination  used  in  the  Bab- 
cock machine.  The  bottle  is  then  filled  nearly  to  the  neck  with 
water,  the  contents  shaken  and  4  cubic  centimeters  of  a  solution  of 
copper  sulphate  of  the  approximate  strength  of  Fehling's  copper 
solution  is  added.  The  bottle  is  then  well  shaken  and  whirled  in 
the  centrifuge  until  the  precipitate,  which  consists  of  the  proteids 
and  the  fat,  has  settled  out.  The  clear  supernatant  liquid,  which 
contains  the  sugar  in  solution,  is  drawn  off  by  means  of  a  pipette 
having  sufficient  capacity,  a  small  wisp  of  absorbent  cotton  being 
lightly  twisted  about  the  lower  end  of  the  pipette  to  serve  as  a  filter. 
If  a  suction  pump  is  available,  it  will  be  found  convenient  for  this 
purpose.  After  the  liquid  is  drawn  up  into  the  pipette,  the  cotton 
wad  is  removed  from  its  lower  end  by  rubbing  against  the  inside  of 
the  neck  of  the  bottle,  and  the  pipette  is  withdrawn.  The  precipi- 
tate is  washed  twice  as  above  by  decantation,  taking  care  to  thor- 
oughly mix  the  settled  precipitate  with  the  wash  water.  If  the 
precipitate  cakes  down  hard,  it  may  be  desirable  to  use  a  platinum 
wire  as  a  stirrer.  After  the  final  washing,  sufficient  water  is  added 
to  amount  to  about  the  normal  volume  of  J7.6  cubic  centimeters 
(the  quantity  of  milk  usually  measured  for  the  Babcock  test).  The 
contents  of  the  bottle  are  thoroughly  mixed  and  the  regular  amount 
of  sulphuric  acid  is  added,  viz.,  17.5  cubic  centimeters. 

From  this  point  on,  the  usual  Babcock  centrifuge  method  is  fol- 
lowed. Multiplying  the  final  reading  by  1.8  we  get  the  percentage 
of  fat.  This  method  is  considered  more  accurate  than  the  ordinary 
Soxhlet  extraction  method,  by  reason  of  the  fact  that  the  cane  sugar 
present  forms  a  hard  mass  when  dried  on  the  Soxhlet  coil,  thereby 
rendering  the  extraction  of  the  fat  by  the  ether  somewhat  difficult. 
The  fat  in  «*  evaporated  creams"  is  best  obtained  by  the  ordinary 
Babcock  method. 

For  the  proteids,  5  cubic  centimeters  of  the  40  per  cent,  solution 
originally  prepared  are  diluted  further  to  about  40  cubic  centimeters, 
and  just  enough  of  the  Fehling  copper  solution  is  added,  drop  by 
drop,  to  precipitate  the  albuminoids,  taking  care  to  avoid  an  excess 
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of  copper.  Strain  through  a  weighed  filter  paper,  wash,  dry  in  an 
air  oven  at  100  degrees  Centigrade  and  weigh.  The  filter  with  the 
dry  precipitate  is  then  carefully  burnt  in  a  porcelain  crucible,  and 
the  difference  between  the  weight  of  the  dry  precipitate  and  the 
weight  of  the  ash  is  the  weight  of  the  proteids  and  fat.  Expressing 
this  in  percentage  and  deducting  from  it  the  per  cent,  of  fat  pre- 
viously obtained,  the  result  is  the  per  cent,  of  proteids. 

For  the  milk  sugar,  the  filtrate  and  the  washings  from  the  prece- 
ding operation  are  made  up  to  100  cubic  centimeters  with  water, 
and  the  amount  of  reducing  sugar,  obtained  voluquetrically  by  Feh- 
ling's  solution,  is  reckoned  as  milk  sugar. 

The  cane  sugar  is  obtained  by  deducting  the  milk  solids  (viz.,  the 
sum  of  the  milk  sugar,  proteids,  fat  and  ash)  from  the  total  solids 
first  obtained. 

The  analyses  of  45  samples  of  condensed  milk  are  given  in  full  in 
the  following  table,  arranged  in  the  order  of  their  fat  contents  :  — 


Condensed  Milk, 


BlAXD. 

• 

1 

93 

o 

1 

1 

1 

1 

i 

9 

c 

6 

i 

a 

00 

1 

1 
1 

• 

2 

• 

< 

Fat  In  Original 
Milk. 

Price  per  Pound 
(Cents). 

Hero,    . 

72.74 

27.26 

27.23 

46.01 

7.00 

7.71 

11.40 

1.62 

6.46 

- 

Tip  Top,      . 

79.03 

20.97 

34.64 

44.49 

12.88 

8.49 

11.40 

1.77 

4.56 

11 

Rom,    . 

76.40 

23.60 

32.93 

43.47 

11.97 

7.86 

11.40 

1.70 

4.98 

12 

Bclipa«, 

78.97 

26.06 

32.10 

41.86 

10.47 

8.47 

11.40 

1.76 

6.13 

11 

BaMelPs, 

07.98 

82.02 

29.22 

38.76 

7.61 

8.61 

11.25 

1.75 

5.86 

- 

RiTftl,    . 

80.00 

20.00 

34.76 

46.24 

13.40 

8.68 

11.10 

1.73 

4.87 

9 

BweetbrUr, 

71.67 

28.83 

36.89 

36.78 

16.78 

7.79 

11.10 

1.77 

4.18 

9 

Parity, 

66.66 

33.84 

28.21 

38.45 

8.37 

7.12 

11.10 

1.62 

6.00 

12 

Thistle, 

72.60 

27.60 

31.64 

40.86 

10.64 

8.84 

10.80 

1.80 

4.83 

8 

Leader, 

76.07 

24.93 

28.60 

46.67 

10.47 

6.86 

10.80 

1.87 

5.86 

12 

Pine  Tree, 

71.14 

28.86 

32.16 

89.98 

12.60 

7.89 

10.74 

1.58 

4.66 

12 

Deflance,     . 

74.29 

26.71 

32.39 

41.90 

11.97 

8.46 

10.66 

1.29 

4.61 

12 

Vermont,     . 

76.87 

24.68 

28.01 

47.36 

9.06 

6.84 

10.60 

1.62 

6.30 

- 

Maliie,  . 

74.80 

26.20 

34.90 

89.90 

18.96 

8.71 

10.60 

1.78 

4.18 

10 

Windmill,    . 

78.41 

26.69 

36.00 

88.41 

16.76 

6.21 

10.50 

1.54 

4.82 

11 

Union, . 

78.86 

21.14 

82.89 

46.97 

11.96 

8.71 

10.50 

1.72 

4.87 

- 

Thlatle, 

71.88 

28.62 

81.24 

40.14 

10.64 

8.49 

10.60 

1.61 

4.71 

8 

Snaign, 

76.12 

24.88 

82.96 

42.17 

12.14 

8.78 

10.36 

1.68 

4.25 

11 
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Bbaxd. 

1 
1 

i 

1 

i 

00 

• 

1 

1 

00 

i 

• 

t 

• 

< 

a 

mm 

a 

1 

Eelipse, 

< 

74.28 

26.72 

82.47 

41.81 

11.17 

9.28 

10.86 

1.67 

4.86 

u 

Milkmaid,    .       . 

• 

77.60 

22.60 

84.66 

42.04 

12.88 

9.68 

10.29 

1.86 

8.94 

17 

Hayflowar,  . 

>       • 

68.48 

81.67 

84.62 

88.81 

16.48 

7.89 

10.20 

1.66 

8.90 

- 

Thistle, 

>      1 

72.86 

27.16 

81.66 

41.29 

10.64 

8.86 

10.20 

1.86 

4.48 

8 

Baby,  .       .       . 

>       • 

71.60 

28.60 

82.61 

88.99 

12.88 

7.98 

10.20 

1.60 

4.25 

n 

LUly,    .       .       . 

1       < 

78.80 

26.70 

81.87 

42.08 

11.60 

7.78 

10.20 

1.79 

4.61 

T 

Oar  Own,    . 

>       « 

78.02 

21.08 

81.81 

47.11 

11.96 

8.08 

10.06 

1.72 

4.» 

- 

Sollpae, 

• 

76.74 

24.26 

88.44 

42.80 

12.88 

8.87 

10.06 

1.64 

4.00 

11 

TqHp,  . 

»       < 

74.61 

26.48 

86.68 

88.88 

16.76 

7.21 

9.90 

1.82 

8.67 

- 

Magnolia,     . 

•       • 

78.87 

26.68 

88.62 

89.75 

16.96 

6.61 

9.76 

1.81 

8.80 

U 

Aeme,  . 

*      1 

71.17 

28.88 

81.08 

40.09 

11.96 

7.72 

9.76 

1.66 

4.24 

T 

Wlnooflkl,   . 

*      < 

68.08 

81.02 

26.16 

42.88 

7.44 

7.61 

9.60 

1.60 

6.80 

12 

Baeham, 

>       * 

78.02 

26.98 

82.78 

40.29 

18.40 

8.09 

9.60 

1.64 

8.06 

- 

Onr  Own,    . 

■       « 

77.08 

22.29 

84.84 

42.69 

16.26 

6.76 

9.64 

1.80 

8.22 

- 

Darham, 

■ 

88.81 

11.10 

28.64 

60.27 

11.96 

6.10 

9.46 

2.08 

4.02 

12 

MUkmald,   .       . 

>       1 

74.82 

26.18 

80.76 

44.06 

11.66 

8.26 

9.46 

1.60 

4.12 

17 

Hlraa,  . 

• 

70.88 

29.67 

81.67 

88.76 

U.96 

8.66 

9.80 

1.66 

8.89 

- 

Modal,.       . 

• 

71.80 

28.70 

81.71 

89.tt 

12.88 

7.96 

9.16 

1.T2 

8.76 

T 

Honeysaokle, 

■ 

71.97 

28.08 

81.87 

40.60 

12.40 

8.12 

9.U 

1.68 

8.28 

10 

Purity,         .       . 

■ 

68.97 

81.03 

84.12 

84.82 

16.26 

7.66 

8.70 

1.66 

8.18 

9 

Mooaebead, .       . 

• 

72.02 

27.08 

81.86 

40.17 

18.12 

8.70 

8.40 

1.68 

8.88 

7 

BaaeoD, 

• 

71.20 

28.80 

88.06 

88.16 

14.44 

8.61 

8.40 

1.70 

8.17 

10 

Baby,  . 

• 

74.80 

26.11 

86.06 

88.94 

16.26 

9.48 

8.40 

1.81 

2.88 

12 

Evaporated  Oream. 

1 

BSAHD. 

• 

•3 

1 

1 

1 

1 

00 

1 

t 

< 

1 
1 

Imperial  Oream 

Viking  Unaweetened  Oondenaed  Milk, 

Superb  Oream,      .••.••.. 

Highland  Oream 

86.00 
86.n 
81.25 
80.60 

64.00 
68.28 
86.76 
68.40 

11.66 
12.88 
12.88 
12.60 

11.68 

11.88 

T.02 

7.76 

12.00 

10.60 

9.60 

0.60 

1.72 
2.00 
1.28 
1.68 

4.66 

8.n 

8.96 
4.26 
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Oondensed  Milk  and  Cocoa. 


Bbahd. 

Total 
SoUds. 

Water. 

Cane 
Sugar.  . 

Fat 

Ash. 

IfllklHAM ^        .        .        . 

78.08 

26.07 

46.80 

6.46 

8.68 

The  fat  in  the  original  milk  has  been  computed  for  each  sample  as 
well  as  the  price  per  pound,  in  the  case  of  condensed  milk. 

None  of  the  samples  of  condensed  milk  examined  during  the  year 

were  found  to  be  adulterated.     There  is,  however,  a  wide  variation  in 

the  price  per  pound,  as  will  be  seen  in  the  last  column  of  the  table,  and 

it  is  by  no  means  true  that  the  higher  priced  milks  stand  the  highest 

in  butter  fat. 

Foods  exclusive  op  Milk. 

More  than  85  per  cent,  of  the  food  samples,  exclusive  of  milk, 
brought  in  for  examination  are  found  to  be  pure,  and  the  quickest 
possible  methods  consistent  with  accuracy  are  employed  to  sift  out 
the  pure  samples,  so  that  most  of  the  time  may  be  spent  in  a  careful 
examination  of  those  adulterated. 

The  following  diagram  shows  the  variation  in  percentage  of  adul- 
terated samples  of  food,  exclusive  of  milk,  examined  during  the 
period  since  the  food  and  drugs  act  has  been  in  force,  viz.,  from 
1883  to  and  including  1899  :  — 


*«5       ^M      *af      '$6      'AT      *«<      •B9      *90      *•]      *$t     *•$      •»4     '99      *f6     *97      *9B      'ft 

Fio.  2.    Showino  Variation  in  Food  Adultibation  (bxclusiyx  or  Milk)  rnox  Yxab  to  Yiab. 
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There  are  various  reasons  to  account  for  the  variations  of  this 
curve.  When  foods  were  first  examined,  in  1883,  the  collection  of 
samples  was  made  somewhat  indiscriminately  from  the  whole  field, 
including  many  articles  of  food  afterward  found  to  be  rarely,  if 
ever,  subject  to  adulteration.  Experience  soon  showed,  however, 
just  what  kinds  of  food  were  most  apt  to  be  adulterated,  and  in  the 
following  year,  1884,  as  might  be  expected,  the  ratio  of  adulteration 
ran  considerably  higher,  and  from  that  time  on  for  a  period  of  five 
or  six  years  it  steadily  dropped,  owing  to  the  efforts  of  the  depart- 
ment in  confining  its  attention  to  a  few  of  the  typically  adulterated 
foods.  Variations  in  the  line  since  that  time  are  due  largely  to  the 
fact  that  new  and  different  lines  of  adulterated  foods  are  from  time 
to  time  discovered,  so  that  one  could  hardly  expect  a  smooth  curve. 

A  considerable  number  of  compound  articles  of  food  have  been 
examined,  and  if  simply  marked  ^'  compound*'  were  classed  as  adul- 
terated in  accordance  with  section  3,  chapter  344  of  the  Acts  of 
1897,  which  requires  that  in  the  case  of  mixtures  or  compounds  the 
name  and  per  cent,  of  each  ingredient  appear  distinctly  upon  the 
label.  While,  as  would  naturally  be  supposed,  there  have  been 
many  evasions  of  this  statute,  there  have  been  a  number  of  instances 
of  a  desire  on  the  part  of  manufacturers  to  comply  with  the  law. 

As  examples  of  labels  marked  in  accordance  with  the  compound 
law  are  the  following :  — 

Hotel  Coffee  Mixture.  —  Ingredients:  50  per  cent,  coffee,  5  per 
cent,  wheat,  12  per  cent,  rye,  14  percent,  malt,  2  percent,  caramel, 
9  per  cent,  chicory,  8  per  cent.  peas. 

Homeopathic  Cocoa.  —  A  compound.  Guaranteed  to  be  one-half 
cocoa,  one-quarter  arrow-root  and  one-quarter  pure  sugar. 

Butter. 

Methods. — The  Zeiss  Refractometer  furnishes  the  most  ready 
means  of  discriminating  between  butter  and  oleomargarine.  The 
Reichert  number  on  the  volatile  fat  acids  is  the  chief  reliance  in 
court  cases,  the  principal  method  of  procedure  being  that  set  forth 
in  Bulletin  13,  No.  1,  of  the  Department  of  Agriculture,  division 
of  chemistry,  page  56. 

Nine  samples  of  oleomargarine  were  found  of  the  229  samples 
examined. 

Owing  to  the  extensive  use  of  boracic  acid  in  butter  in  Great 
Britain,  as  reported  in  the  English  food  journals,  a  search  has  been 
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made  for  boracic  acid  in  samples  of  batter  collected  in  Massachu- 
setts,  but  none  have  been  found  thus  preserved.  The  probable 
reason  for  the  wide-spread  use  of  this  antiseptic  in  England  is  due 
to  the  fact  that  there  unsalted  butter  is  the  rule,  while  in  Massachu- 
setts very  little  of  the  unsalted  variety  is  found. 

Canned  Ooods. 

Thirty-one  samples  of  canned  fruits  and  vegetables,  which  had 
been  kept  from  one  to  eight  months  in  the  laboratory  before  ex- 
amination, were  analyzed  for  tin  and  lead.  The  results  are  given 
in  the  following  table  :  — 

Canned  Goods. 


QUALITT. 


Brand. 


BeoelTed. 


Examined. 


Capaolty 
of  Can 

In  Cubic 
Centl- 
neten. 


Tin 
(Oxmmmes). 


Lead 

(Orammea). 


Copper 
(Orammea). 


Btrawberrlea, 
BMpberrlea,  . 
Baspberrlea,  . 
Bloeb«rrle8»  . 
Bloeberrlee,  . 
Blaeberrlea,  . 
Tomatoea, 
Tomatoea, 
Tomatoea, 
Tomatoea, 
Tomatoea, 
Tomato«a, 
Tomato  aoop, 
Btrawberrlea, 
Blaeberriea,  . 
Salmon,  . 
Lobater, . 
Rhabarb, 
Aaparagna,    . 
StiiDg  boaoa, . 
Peaa, 
Gom, 
Com, 
Bneooiaah, 
Bqoaah,  . 
Pumpkin, 
Bquaah,  • 
Peaa, 
Beane,     . 
Limabeana,  . 
ICatton  broth. 


Popalar, 
Navy,     . 
Webater, 
Kagle,     . 
Bagle,     . 

Monarch,       . 
Manilla, . 
Caraon'a  Ran, 
Defy  the  World, 
Defy  the  World, 
Monarch, 
Anderaon'a, 

Bagle,     . 

Choice,  . 

Anehor,* 

Brie, 

Monardh, 

BUndard, 

Nantlcoke, 

Phlnney, 

Monaren, 

Monarch, 

Monarch, 

Monarch, 

Wlndaor, 

Monarch, 

Monarch, 

Monarch, 

Franco  -  American, 


Jan. 1899. 
Jan.  1899. 
Jan.  1899. 
Jan.  1899. 
Jan.  1899. 
Jan.  1899. 
Jan.  1899. 
Jan.  1899. 
Jan.  1899. 
Jan.  1899. 
Jan.  1899. 
Jan.  1899. 
Jan.  1899. 
Jan.  1899. 
Jan.  1899. 
Feb. 1896. 
Feb.  1896. 
Jan.  1899. 
Jan.  1899. 
Jan.  1899. 
Jan.  1899. 
Jan.  1899. 
Jan. 1899. 
Jan.  1899. 
Jan.  1899. 
Jan.  1899. 
Jan.  1899. 
Jan. 1899. 
Jan.  1899. 
Jan.  1899. 
Jan.  1899. 


Feb. 

Feb. 

Feb. 

Feb. 

Feb 

Feb. 

Mar. 

Mar. 

Mar. 

Mar. 

Sept. 

Sept. 

Sept. 

Sept. 

Sept. 

Sept. 

Sept. 

Sept. 

Sept. 

Sept. 

Sept. 

Sept. 

Sept. 

Sept. 

Sept. 

Sept 

Sept. 

Sept. 

Sept. 

Sept. 

Sept. 


1899. 
1899. 
1899. 
1899. 
1899. 
1899. 
1899. 
1899. 
1899. 
1899. 
1899. 
1899. 
1899. 
1899. 
1899. 
1899. 
1899. 
1899. 
1809. 
loB9. 
1899. 
180V. 
1899. 
1899. 
1899. 
1899. 
1899. 
1899. 
1899. 
1899. 
1899. 


615 

.0898 

.00048 

616 

.0726 

.00010 

616 

.0848 

.00020 

616 

.1981 

.00120 

615 

.0056 

.00217 

616 

.2226 

.00U80 

950 

.0515 

.00060 

950 

.0409 

.00028 

950 

.0825 

_ 

950 

.0872 

.00040 

950 

.0349 

.00030 

950 

.0146 

.00006 

870 

.0028 

.00016 

615 

.0124 

.00006 

615 

.1721 

.00087 

470 

.0819 

.00006 

430 

.0411 

.00010 

615 

.8506 

.00022 

980 

.1240 

.00010 

640 

.0065 

.00076 

616 

.0024 

.00004 

610 

.0101 

.00006 

650 

.0045 

.00109 

650 

.0069 

.00009 

950 

.1577 

.00027 

950 

.1844 

.00196 

950 

.1798 

.00870 

650 

.0046 

.00006 

650 

.0499 

.00027 

660 

.0064 

.00048 

950 

.0114 

.00006 

.0009 


*  Badly  deoompoaed. 

The  action  of  fruit  acids  on  tin  has  of  late  become  of  increased 
interest  through  certain  cases  of  alleged  tin  poisoning,  caused  by 
the  use  of  canned  fruits.* 

The  question  as  to  whether  the  amount  of  tin  found  dissolved  in 
any  of  the  samples  examined  is  or  is  not  dangerous  is  still  an  open 
one.     A  very  wide  range  of  variation  exists  in  the  amount  of  tin 


*  Zeit.  tar  Unters.  der  Nahr.  a.  GenasB.,  VoU  II.,  p.  910. 
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dissolved  by  rarioos  fraits.  In  Hie  case  of  pompkin  and  squash,  for 
example,  the  tin  dissolved  is  surprisingly  large  in  quantity  consider- 
ing the  supposed  inert  nature  of  these  vegetables.  From  the  above 
table,  and  others  published  in  previous  reports,  it  would  seem  as  if 
of  all  canned  fruits  the  blueberry  exerts  the  greatest  influence  on  the 
tin. 

A  series  of  experiments  have  been  tried  in  the  food  laboratory  of 
the  Board  on  the  action  of  various  fruit  acids  on  tin,  with  a  view  to 
ascertaining,  among  other  facts,  whether  or  not  the  element  of  time 
exerts  an  appreciable  difference  in  the  results. 

Samples  of  various  canned  fruits  and  vegetables  were  titrated  for 
their  acidity.  It  was  found  that  certain  samples  of  canned  blue- 
berries, for  instance,  had  an  acidity  of  about  one-twentieth  normal. 
In  the  case  of  strawberries  the  acidity  was  about  one-sixth  normal. 
Canned  raspberries  were  found  to  be  about  one-tenth  normal  in 
acidity,  while  that  of  canned  tomatoes  varied  from  one-tenth  to  one- 
fourteenth  normal.  Solutions  of  one-fifth,  one-tenth  and  one-fifteenth 
normal  malic  acid,  one-tenth  and  one-fifteenth  normal  tartaric  acid, 
one-tenth  and  one-fifteenth  normal  citric  acid,  and  one-tenth  normal 
acetic  acid  were  prepared  and  sealed  in  pint  glass  jars,  being  about 
the  same  capacity  as  the  ordinary  sized  tin  fruit  cans,  each  jar  con- 
taining an  amount  of  tin  plate  equivalent  to  the  interior  exposed 
surface  of  a  can.  Solutions  thus  sealed  were  kept  for  three  months, 
six  months  and  a  year,  and  examined  at  the  end  of  these  respective 
periods  for  tin.  The  results  showing  the  amount  of  tin  found  at  the 
end  of  three  months  in  each  case  are  given  in  the  following  list : 


Action  of  FruU  Adds  on  Tin  in  Three  Months. 


AoiD. 


N/6  Mallo,  . 
N/10  Mallo,  . 
N/l»Malle,  . 
N/10  Tartaric, 


Orammeaof  Tin 

In  One  Pint  of 

Solution. 


0.0678 
0.0201 
0.0107 
0.0882 


ACSD. 


N/16  Tarterie, 
N/10  Citric,  . 
N/16Cltrte,  . 
N/10  Acetic,  . 


Onmmesof  Tin 

In  Od€  Pint  of 

SolntloD. 


0.QIM8 
0.0ST4 
0.0230 
0.0019 


It  was  found,  in  general,  that  the  amount  of  tin  dissolved  in  three 
months,  as  indicated  above,  was  the  maximum  amount  dissolved,  or, 
in  other  words,  with  a  very  few  exceptions  no  additional  tin  was  dis- 
solved by  added  exposure  to  the  acid  for  six  months,  or  even  a  year. 
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Samples  of  sardines  put  op  in  mastard,  oil  and  vinegar  were  last 
year  examined  for  metallic  tin  and  found  to  contain  it  in  large  quan- 
tities.* The  acidity  of  the  solution  in  these  cans  was  found  to  be 
approximately  one-tenth  normal. 

Experiments  with  tenth  normal  acetic  acid  sealed  in  jars  with  tin 
plate,  as  in  the  case  of  the  fruit  acids,  and  kept  for  three  and  six 
months  respectively,  showed  that  in  three  months  0.0019  gramme, 
and  in  six  months  0.0083  gramme  of  metallic  tin  had  been  dissolved, 
indicating  much  less  vigorous  action  than  that  of  the  same  strength 
of  fruit  acids,  and  dissolving  less  tin  than  the  samples  of  sardines 
examined. 

Method  far  Determining  lYn  in  Canned  Chads.  —  The  contents 
of  the  can  are  burnt  to  an  ash,  which  is  extracted  with  water  acidi- 
fied with  hydrochloric  acid.  The  tin  is  precipitated  from  its  solution 
with  hydrogen  sulphide,  the  washed  precipitate  is  dissolved  in  an 
excess  of  ammonium  sulphide,  which  is  filtered,  and  the  tin  is  de- 
posited directly  from^  this  solution  by  electrolysis  in  the  platinum 
dish  which  contains  it,f  using  a  current  of  0.05  ampere.  This  cur- 
rent is  reduced  from  the  ordinary  110  volt  street  circuit  by  means  of 
lamps  and  a  rheostat,  the  latter  consisting  of  a  long  tube  sealed  at 
the  bottom,  containing  a  column  of  dilute  acid  through  which  the 
current  passes,  the  resistance  being  changed  by  varying  the  length  of 
the  acid  column  contained  between  two  electrodes  immersed  therein, 
one  of  which  is  movable. 

Among  the  canned  goods  examined,  have  been  9  samples  of  canned 
peas,  which  come  within  the  class  known  as  '<  soaked  goods,"  referred 
to  in  section  5  of  the  food  statute  of  1897,  chapter  344.  It  has  be- 
come quite  common,  especially  in  the  case  of  peas,  to  take  those  that 
have  grown  old  and  dried  and  utilize  them  for  canning  purposes, 
under  some  such  name  as  **  Choice  Early  June  Peas,"  such  brands 
being  sometimes  sold  at  a  very  low  price.  The  law  now  provides 
that  such  canned  goods,  to  be  sold  legally,  shall  have  plainly  marked 
on  the  label  of  the  can  the  words  *' Soaked  Goods"  in  letters  of  a 
prescribed  size  (two  line  pica) . 

Of  the  9  samples  of  canned  peas  examined  7  were  found  to  be  of 
the  soaked  variety,  representing  three  brands,  as  follows :  — 

The  ^*J.  K.  Brown  &  Co."  brand,  packed  by  Chas.  G.  Summers 
&  Co.  of  Baltimore,  Md. 

•  Thirtieth  aonnal  report  of  the  State  Board  of  Health,  p.  705. 
t  Zeit.  for  Untert.  der  Nabr.  a.  QennsB.,  Vol.  II.,  p.  795. 
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The  ^*  Bosebad  Brand,"  packed  by  the  Rosebud  Company  of  Bal- 
timore, Md.9  and  the  **LfOtta  Brand,''  packed  by  J.  B.  Seward  & 
Co.  of  Baltimore,  Md. 

The  first  brand  was  very  indistinctly  marked  with  the  words 
<<  Soaked  Goods,"  so  indistinctly,  in  fSeu^t,  as  scarcely  to  be  legible. 
The  two  latter  brands  were  not  so  marked. 

Methods  of  detecting  soaked  goods  are  distinctly  physical  rather 
than  chemical.  The  appearance  and  taste  of  the  goods  fumbh  in 
most  cases  an  unmistakable  cine  to  their  nature. 

Cheese. 

As  usual  there  were  no  samples  of  adulterated  cheese  found  among 
the  34  samples  collected  during  the  year,  for  the  reason  that  there  is 
no  legal  standard  for  fat  in  cheese.  Several  samples  of  skimmed 
milk  cheese  were  found. 

It  is  to  be  regretted,  on  many  accounts,  that  Massachusetts  has  no 
law  fixing  the  standard  for  fat  in  cheese,  as  in  the  absence  of  such  a 
law  skimmed  milk  cheese  can  be  sold  with  impunity.  Five  of  the 
western  States  have  laws  fixing  the  standard  of  fat  at  from  20  to  35 
per  cent. 

Ohocolaie  and  Cocoa* 

Thirty-six  samples  were  examined,  of  which  21  were  adulterated, 
the  adulterants  found  being  wheat,  corn-starch  and  arrow-root. 
Several  samples  of  cocoa  were  found  to  have  admixtures  of  cane 
sugar.  The  worst  adulterated  sample  contained  35  per  cent,  of 
corn-starch.  Several  samples  of  prepared  chocolate  were  found 
colored  with  oxide  of  iron.  Methods  of  detecting  such  adulterants 
as  the  starches  in  this  class  of  food  are  largely  microscopical. 

Coffee. 

One  hundred  and  thirty-six  samples  of  coffee  were  analyzed,  11 
of  which  were  found  to  be  adulterated,  the  adulterants  found  being 
peas,  wheat,  chicory  and  pea  hulls.  The  worst  sample  examined 
had  less  than  40  per  cent,  of  pure  coffee,  the  rest  being  peas,  pea 
hulls  and  chicory. 

Confectionery. 

Of  the  68  samples  examined  only  3  were  found  to  be  adulterated, 
these  being  chocolate  candies  colored  with  oxide  of  iron. 
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Cream  of  Tartar. 

Methods.  —  Two-tenths  of  a  gramme  of  the  sample  is  weighed 
out,  dissolved  in  hot  water  and  titrated  with  tenth  normal  sodium 
hydroxide,  using  phenol  phthalein  as  an  indicator.  If  the  sample  is 
pure,  it  should  require  for  neutralization  10.95  cubic  centimeters  of 
the  alkali.  An  adulterated  cream  of  tartar  will  almost  invariably 
fail  to  dissolve  in  hot  water.  If  the  adulterant  be  alum,  however, 
the  sample  would  go  into  solution,  but  the  alum  would  be  precipi- 
tated by  the  sodium  hydroxide,  the  precipitate  being  soluble  in  an 
excess  of  the  alkali.  The  starches  are  best  identified  under  the 
microscope ;  the  mineral  adulterants  by  common  qualitative  tests. 

Three  hundred  samples  of  cream  of  tartar  were  analyzed,  6  of 

which  were  found  to  be  adulterated.     The  adulterants  found  were 

acid  phosphate  of  lime,  gypsum  and  corn-starch.     One  sample  was 

found  containing  no  cream  of  tartar,  being  made  up  entirely  of  the 

adulterants  named. 

Honey. 

All  samples  are  polarized  with  the  Schmidt  &  Haensch  polariscope, 
using  alumina  cream  as  a  clarifier.  Pure  honey  should  polarize  to 
the  left  of  the  zero  point.  The  approximate  per  cent,  of  commercial 
glucose  present  is  computed  by  assuming  a  polarization  of  150  de- 
grees on  the  cane-sugar  scale,  as  being  the  reading  of  a  normal 
solution*  of  the  particular  grade  of  commercial  glucose  commonly 
used  as  an  adulterant.  The  percentage  of  cane  sugar  is  figured  by 
the  Clerget  formula. 

Sixty-six  samples  of  honey  were  examined,  15  of  these  being  adul- 
terated with  cane  sugar  or  commercial  glucose^  or  both.  In  one  case 
88  per  cent,  of  commercial  glucose  was  found. 

Lard. 

Twenty-two  samples  were  examined,  of  which  5  were  adulterated, 
the  adulterant  being  cotton-seed  oil. 

The  refractometer  is  the  chief  preliminary  test  employed,  and 
has  never  failed  in  indicating  adulterated  samples.  Further  means 
of  detecting  adulterants  consist  in  crystallization  and  examination 
under  the  microscope,  determining  the  iodine  number,  the  Bechi 
reaction,  etc. 

*  26.048  grammei  glaoose  made  ap  to  100  cable  eentimeten  with  water  and  polarized  In  a 
200  millimeter  tnbe. 
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Mogde  Sugar  . 

Physical  methods  are  principally  relied  on  to  recognize  the  ad- 
miztare  or  sabstitaiion  of  brown  sugar. 

flfly-ei^t  samples  were  examined,  6  of  which  contained  brown 
or  molasses  sogar  in  whole  or  in  part. 

Maple  Syrup. 

The  normal  weight  of  pare  maple  syrap,  viz.,  26.048  grammes, 
made  up  to  100  cabic  centimeters  and  polarized  in  a  200  millimeter 
tnbe,  will  almost  invariably  read  from  60  to  64  degrees  on  the  cane- 
sogar  scale.  A  reading  mach  in  excess  of  the  larger  figure  indicates 
commercial  glncose  without  doubt.  Maple  syrups  for  polarization 
can  usually  be  weighed  out  and  diluted  without  the  aid  of  a  clarify- 
ing agent.  As  in  the  case  of  honey,  150  degrees  is  assumed  as  the 
polarizing  figure  for  commercial  glucose  for  purposes  of  figuring  the 
percentage  of  the  latter. 

Sixty-three  samples  of  maple  syrup  were  analyzed,  5  being  adul- 
terated with  commercial  glucose,  or  with  cane  syrup  other  than 
maple. 

JUoUisses. 

In  making  up  a  solution  of  the  normal  weight  of  molasses  for 
polarizing,  sub-acetate  of  lead  is  used  as  a  clarifying  agent.  If  the 
molasses  is  of  average  color  its  normal  solution  should  polarize  at 
less  than  60  degrees  on  the  cane-sugar  scale  in  the  200  millimeter 
tube.  If  any  sample  exceeds  this  figure  it  should  be  farther  exam- 
ined for  commercial  glucose  by  inversion.  If  the  sample  is  very 
dark  in  color  it  should  polarize  considerably  lower  than  60  degrees. 

Of  176  samples  examined,  29  were  found  adulterated  with  com- 
mercial glucose,  the  worst  adulterated  sample  containing  78.6  per 
cent. 

Syrup. 

Under  this  heading  are  included  the  table  syrups,  known  as 
<<  Sugar  House  Molasses  "or  ''Golden  Drip**  syrup,  of  which  6 
samples  were  examined,  5  of  them  being  found  to  contain  commer- 
cial glucose ;  also  two  samples  of  fruit  syrups,  both  of  which  were 
found  preserved  with  salicylic  acid.  Sugar-house  syrup  should,  like 
molasses,  have  for  a  normal  solution  a  reading  not  higher  than  60 
degrees  on  the  cane-sugar  scale,  using  the  200  millimeter  tube. 
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Tea. 

The  percentage  of  ash  in  a  tea  is  the  most  ready  means  of  de- 
termining its  purity,  in  so  far  as  its  adulteration  with  foreign  min- 
eral matter  and  dirt  of  various  kinds  is  concerned.  The  ash  of  a 
good  sample  should  not  exceed  7^  per  cent.  The  tea  is  further  ex- 
amined by  soaking  the  leaves  in  boiling  water,  which  opens  them 
out,  so  that  their  nature  is  readily  apparent.  Stems  and  fragments 
are  then  easily  recognized,  as  well  as  foreign  leaves,  if  present. 

Of  66  samples  of  tea  examined,  25  were  found  with  admixtures  of 
stems,  fragmentary  leaves  and  dirt  of  various  descriptions,  but  none 
contained  foreign  leaves. 

Toys. 

A  number  of  highly  colored  imported  toys,  such  as  dolls  and 
wooden  playthings  of  various  kinds,  especially  such  as  would  be 
used  by  very  young  children,  have  been  examined  for  arsenic  and 
other  poisonous  colors,  but  were  found  invariably  free  from  any- 
thing at  all  harmful.  Lead  pigments,  as  chrome  yellow  and  red 
lead,  were  found  in  several  iron  mechanical  toys  used  by  older 
children,  who  could  hardly  be  expected  to  be  injured  thereby.  It 
is,  indeed,  a  common  practice  to  use  such  pigments  in  this  class  of 
toys. 

Nine  samples  of  toys  were  examined,  4  of  them  being  mechanical 
toys  in  which  chrome  yellow  or  red  lead  were  found. 

VaniUa  Extracts. 

Method  for  JEstimation  of  Vanillin.*  —  Two  cubic  centimeters  of 
the  vanilla  extract  are  measured  into  a  test  tube  and  sufficient  freshly 
precipitated  lead  hydrate  is  added  to  completely  decolorize.  The 
mixture  is  washed  on  to  a  filter,  and  filtrate  and  washings  are  col- 
lected in  a  Nessler  tube.  Bromine  water  is  then  added,  after  which 
enough  of  a  freshly  prepared  10  per  cent,  ferrous  sulphate  solution 
is  added  to  get  the  maximum  bluish-green  color  that  will  be  pro- 
duced if  vanillin  is  present. 

A  standard  solution  is  prepared  by  dissolving,  say  50  milligrammes 
of  pure  vanillin  in  100  cubic  centimeters  of  water.  A  series  of  color 
standards  is  then  made,  taking  for  instance,  ^,  1,  1^,  2,  2^,  3,  etc., 
cubic  centimeters  of  the  vanillin  solution  in  Nessler  tubes,  each  being 

•  Zeitflchrlft  far  Anal.  Chemie»  1894,  p.  242. 
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treated  with  two  or  three  drops  of  bromiDe  water,  and  with  the  ferrous 
sulphate  solution,  and  made  up  to  the  50  cubic  centimeter  mark. 

The  lead  hydrate  is  prepared  by  dissolving  200  grammes  of  lead 
acetate  in  850  cubic  centimeters  of  water.  The  solution  is  filtered, 
a  strong  solution  of  potassium  hydroxide  is  added  in  excess,  and  the 
precipitated  hydrate  is  washed  thoroughly  several  times  by  decanta- 
tion. 

Coumarin  is  estimated  by  taking  25  cubic  centimeters  of  the  ex- 
tract and  evaporating  off  the  alcohol  on  the  water  bath,  keeping  up 
to  the  original  volume  with  water.  The  solution  is  then  put  in  a 
separatory  funnel  and  shaken  with  ammonia  water,  which  forms  an 
ammonium  compound  with  the  vanillic  aldehyde  insoluble  in  ether. 
Three  or  four  extractions  are  then  made  with  ether.  The  combined 
ether  extracts  are  evaporated  in  a  tared  platinum  dish  at  a  tempera- 
ture not  exceeding  50  degrees  Centigrade  in  the  oven.  The  residue, 
if  purely  crystalline,  is  weighed  as  coumarin.* 

Sixty-eight  samples  of  vanilla  extracts  were  examined,  of  which 
h5  were  adulterated,  by  reason  of  the  presence  of  coumarin,  or  of 
insufficient  vanillin,  or  as  not  being  extracts  of  the  vanilla  bean.  In 
a  number  of  cases  no  vanillin  whatever  was  found,  such  samples 
owing  their  flavoring  efficiency  entirely  to  the  cheaper  coumarin 
derived  from  the  tonka-bean. 

The  following  table  shows  the  results  of  the  examination  of  the 
various  brands  of  vanilla  extracts  collected  during  the  year :  — 

Vanilla  Extracts, 


Bbavd. 


A.&P 

Acme,        .       •       .       . 

Bakar'fl 

Bardwell'fl  Kztra  Strong, 
Beehive,    .       •       .       . 

Beet, 

BlaokstODe,  . 

Bnrnett'e 

OhftrltoD*!, 


I 


Q 
O 


.080 
.076 
.160 
.060 
.000 
.160 
.018 
.176 
.076 


.000 
.000 
.000 
.000 
.104 
.000 
.120 
.000 
.000 


©J, 

^*  a 

e  s 

5 


26 
46 
66 
61 
62 
46 
47 
60 
40 


I 


Q 

85 


10 
26 
20 
26 
12 
10 
10 
26 
10 


Mannfaetarer'a  Name  and  Address. 


The  Great  AtlaDtleand  Pacific  Tea  Com- 
pany, New  York. 
Edwin  J.  on  lie  &  Co.,  New  York. 

Baker  &  Co.,  Springfield. 

J.  O.  Bardwell  &  Co. 

Oeo.  D.  Emeraon  &  Co.,  Boston. 

Edwards  3t  Co.,  Boaton. 

Blackatone  Extract  Company,  Boeton. 

Joeeph  Bnmett  Company,  Boeton. 

E.  P.  Charlton,  Fall  Blver. 


*  Heee  &  Preeeott,  Jonr.  Am.  Chem.  Soc.,  Vol.  XXT**  p.  260. 
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■Vanilla  Extracts — Continued. 


BBUn>. 


• 

m 

** 

• 

a 
o 

S 

O 

o 

|g 

marln 
(Per 

s 

0 

o 

> 

u 

2 


«  I 

« 

«  -  2 


o 
3 

o 


©a 


Manafmeturer^s  IfMne  and  Addresa. 


Celebrated  Champion,     . 
Celebrated  Champion,     . 
Concentrated,   •       •       .       •       < 
Concentrated,   .       •       •       •       . 
Concentrated  Bztraet,     .       • 
Concentrated  Extract,      .       • 
Concentrated  XX«    ... 
Condell'a  Bztra  Fine, 
Colton'a  Select,        ... 
Compound  Extract, 
Componnd  Extract, .       .       •       , 
Diamond  Pare  Food, 
Double  Concentrated  Bxtraet, 
Dr.  Price's,       .       •       .       •       . 

Eclipse, 

Empire  State,   .... 
Folkin's  Componnd, 
Fosa'sPare,      .       •       .       .       . 
French's  (Pennine,   ... 

(German, 

Globe, 

Golden  Cup,  .  •  .  • 
Golden  Bod,  .... 
Grand  Union  Tea  Co  ,     .       • 

Gray's 

Good  Valne 

Haruhom's  Highly  Concentrated, 
Holbrook's,       .... 

Kellog's  Pare 

Keystone 

Kidder's  Concentrated,   . 
Knickerbocker,        .       •       • 
Mathews  Diamond, . 
Metcalf's  Water  White,t 


.000 
.018 
.000 
.040 
.000 
.000 
.025 
.000 
.088 
.160 
.100 
.050 
.040 
.075 
.200 
.025 
.050 
.125 


.050 
.000 
.100 
.188 
.010 
.025 
.100 


.084 
.075 
.260 
.150 
.075 
.000 
.006 
.025 
.260 


.000 

.* 

.074 
.172 
.024 
.002 
.380 
.000 
.000 
.000 
.000 
.000 
.000 
.000 
.064 

.000 
.000 

.000 
.000 
.052 
.072 
.000 
.006 
.000 
.000 
.000 
.000 
.080 
.084 
.000 
.000 


44 

45 
45 
42 
100 
41 
45 
47 
60 
48 
40 
40 
45 
61 
45 
65 
40 
60 
86 
48 
88 
43 
45 
57 
36 
47 
TO 
40 
55 
46 
40 
88 
68 
60 


5 
5 
7 

10 
10 
10 
10 
10 
25 
15 

10 
10 
25 
10 
10 
10 
25 
15 


10 
10 
20 
10 
10 
15 
10 
25 
10 
10 
10 
28 
25 


Myrtle  Extract  Company,  Boston. 


B.  Fish  &  Co.,  Portland,' Me. 

Highland  Extract  Company. 

H.  W.  Bpnrr  8c  Co.,  Boston. 

J.  W.  Colton,  New  York,  Boston  and 

Chicago. 
Crosby  &  Co.,  Boston. 

UdIoo   Wholesale  Grocery  Company, 
Claremont,  N.  H. 

Tremont  Extract  Company,  Boston. 

Price  Flavoring  Extract  Company,  New 

York  and  Chicago. 
J.  B.  P.  Fearing. 


J.  H.  Folkins,  Chelsea. 

Bchlotterbeck  &  Foss  Co.,  New  York 

and  Chicago. 
French,  Rochester,  N.  Yt 


Globe  Extract  Company.* 
Tremont  Extract  Company. 

Miami  Manufacturing  Company,  New 

York. 
Grand  Union  Tea  Company,  Brooklyn;^ 

N.  Y. 

Good  Value  Extract  Company,  New 
York. 

E.  Hartshorn  ft  Sons,  Boston. 

S.  B.  Holbrook,  Boston. 

F.  P.  Adams  &  Co.,  Boston. 


Kidder  ft  Co.,  Boston. 

A.  I.  Mathews,  New  York. 
T.  Metcalf  Co.,  Boston. 


*  Considerable. 


t  Artificial.    Marked  **  compound." 
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VantUa  EvtracU — Concluded. 


Bbahd. 


a 


I 


II 


II 


I 


OS 

a 

85 


lfaDiiflietDr«r*B  Ni 


and  Ailflmi. 


Klser'tNo.1 

Mn.  Bradford'!  Piir»i     . 

Niekel  OoneeDiratod,      •       .       • 

Oriental 

Oriental  Pare  Oonoentrated,  • 

Parlor  Oliy, 

PorUna'  Hlgh*proof, 

Pore  Coneentratod,  .       •       •       . 

Pure  Ooneentratod,  • 

Pnre  Ooncontratad, .... 

Poritan, 

BiuMirt  Hlgbaat  Orade, 
Standard  Quality,    .       .       .       • 
Standard  FmU  Eztraet  Oompany, . 
SUekney  ft  Poor*!  Beat,  . 

BtrietlyPnra, 

Superior, 

Sttperlor, 

Taylor's  Pare, 

Tmmban  ft  Co.,      .       •      •      . 

Waldorf  4 

WllHamB' Ohoiee,    .      •      .      . 
Winner, 


.068 
.225 


.080 
.025 
.010 
.025 

-t 
.025 

.010 

.260 

.087 

.125 


.118 
.100 


.100 
.025 
.010 
.018 


.125 


.018 


.0T5 
.010 


.026 
.100 


.000 
.000 
.064 
.054 
.000 
.002 

.060 
.000 
.000 
.000 
.000 
.000 
.000 
.000 
.144 
.000 
.000 
.058 
.080 
.000 
.112 
.000 
.000 


68 
28 

56 
40 
44 

46 
46 
48 
42 

85 
80 
58 

45 

45 
86 
45 
82 
50 
00 
60 
48 
T5 


80 
15 

18 
10 

10 
12 
15 
10 

10 
15 
28 
17 
12 
10 
16 
10 
15 
26 
10 
20 
15 


B.  F.  Miner,  Montagae,  ICaaa. 

Mrs.  M.  J.  Bradford,  Claremonl,  N.  H. 


H.  W.  Bpnrr  Specialty  Company,  Bos- 
ton. 
Oriental  Dmg  Company,  Bosum. 

Parlor  City  Bztraet  Works. 

Tliomas  Perkins  ft  Co.,  Boston. 

Bagle  Bztraol  Company,  Boston. 

W.  H.  Murphy,  Boston. 

Parior  City  Bztraet  Company,  ™*g»»*-*- 

ton,  N.  Y. 
R.  P.  Hoagland,  Boston. 

0.  H«  Russell,  Boston. 

Samuel  Stuart  Bztraet  Company,  Hart- 
ford, Conn. 
Salem  Chemical  and  Supply  Company. 

Stickney  &  Poor  Spice  Company,  Bos- 
ton. 
C.  A.  Dudlsy,  Beaton. 

Hall  ft  Co.,  Portland,  Me. 

Hall  ft  Co.,  Portland,  Me. 

Taylor  Bztraet  Company,  Portiaad,  Ms. 

Trumbull  ft  Co.,  Hartford,  Conn. 


Williams  ft  Carlton  Co.,  Hartford,  Conn. 
J.  F.  Nickerson  Co. 
Leo  Frersa  ft  Co. 


*  Considerable. 

X  Labelled  "compound;"  ▼anilla,  1.00; 


t  Trace, 
tonka,  2.70;  aqua,  4.84;  sugar,  1.44. 


The  artificial  vanillin  which  many  of  the  above  preparations  con- 
tain lacks  much  of  the  valuable  flavor  possessed  by  true  extracts  of 
the  vanilla  bean.  The  amount  of  alcohol  by  weight  found  in  these 
extracts  was  found  to  vary  from  5  to  80  per  cent. 
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Vinegar. 

For  the  total  solids,  5  grammes  are  evaporated  in  a  platinum  dish  in 
direct  contact  with  the  live  steam  of  a  boiling  water  bath  for  at  least 
an  hour  and  a  half.  The  acidity  is  determined  by  titrating  6  cubic 
centimeters  of  the  vinegar  with  decinormal  sodium  hydroxide,  using 
phenol  phthalein  as  an  indicator.  The  percentage  of  acetic  acid  is 
exactly  one-tenth  of  the  number  of  cubic  centimeters  ot  alkali  re- 
quired for  neutralization.  Sulphates,  chlorides  and  calcium  are 
tested  for  by  usual  qualitative  processes.  Vinegar  solids  are  some- 
times reinforced  by  apple  pomace,  which  in  most  cases  has  been 
wholly  exhausted  of  malic  acid.  This  sophistication  is  rendered 
apparent  by  a  careful  examination  of  the  reducing  sugar  and  of  the 
ash.  According  to  Dr.  William  Frear,  any  vinegar  in  which  more 
than  50  per  cent,  of  its  total  solids  is  reducing  sugar  may  properly 
be  condemned  as  having  unfermented  sugar-containing  material,  and 
it  may  be  safely  assumed  that  if  the  ash  of  the  vinegar  is  less  than 
10  per  cent,  of  the  total  solids,  it  may  be  suspected  of  having  added 
unfermented  material,  while  a  per  cent,  of  ash  less  than  6  is  absolute 
evidence  that  the  vinegar  is  not  a  genuine  cider  vinegar.* 

Vinegar  is  best  tested  for  malic  acid  by  acetate  of  lead. 

Of  the  commonly  used  foods  vinegar  is  still  by  far  the  most  adul- 
terated. The  following  table  shows  the  results  of  vinegars  tested 
during  the  year  as  to  acidity  and  total  solids,  but  does  not  indicate 
the  number  adulterated  whose  solids  and  acidity  conform  to  the 
standard.  As  usual,  the  full-faced  type  indicates  those  samples 
that  fall  below  the  legal  standard. 


Vinegar. 


PtfOent 

Per  Cent 

Per  Cent. 

Per  Cent 

Percent. 

Per  Cent. 

Per  Cent. 

Per  Cent. 

of 

of 

of 

or 

of 

of 

of 

of 

AoeUc  Acid. 

SoUds. 

Acetic  Add. 

SoUdf. 

Acetic  Add. 

SoUdB. 

Acetic  Acid. 

Solids. 

7.82 

0.76t 

4.94 

1.68 

4.70 

2.60 

4.46 

2.48 

6.80 

2.00 

4.80 

2.40 

4.80 

1.46 

4.40 

8.04 

6.84 

-t 

4.84 

1.48 

4.60 

1.88 

4.84 

8.86 

6.80 

-t 

4.82 

2.71 

4.62 

2.48 

4.82 

8.40 

6.18 

8.86 

4.80 

2.87 

4.6S 

1.46 

4.16 

0.17 

6.14 

8.00 

4.80 

2.54 

4.60 

2.26 

4.06 

8.04 

6.10 

8.28 

4.70 

2.20 

4.50 

2.70 

8.96 

1.70 

5,09 

0.47 

4.70 

2.84 

4.60 

2.50 

8.74 

1.68 

6.00 

8.76 

4.70 

2.10 

4.60 

1.(8 

8.64 

8.26 

6.00 

8.40 

4.74 

2.00 

4.48 

1.60 

8.68 

1.50 

6.00 

2.08 

4.70 

2.01 

4.64 

2.06 

" 

^ 

*  Report  of  tbo  Pennsylvania  Department  of  Agrfenltnrei  1806,  p.  188. 
t  Malt  Tinegar.  X  White- wine  Tlnegar. 
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Spices. 

Of  all  the  foods  regularly  examiDed  by  the  department,  spices  con- 
stitute a  class  least  subject  to  variation.  Reasons  have  already  been 
given  to  account  for  the  fluctuation  of  the  milk  curve  in  Fig.  1,  and 
for  the  general  food  curve  in  Fig.  2,  but  the  variation  in  adultera- 
tion of  spices  shows  very  nearly  an  even  curve,  gradually  decreasing 
from  68  per  cent,  of  adulteration  in  1883,  to  nearly  a  constant  level 
of  less  than  15  per  cent,  through  the  last  five  years.  The  following 
diagram  shows  the  variation  in  percentage  of  adulterated  samples  of 
spices  examined  during  the  last  seventeen  years  :  — 
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While  all  authorities  agree  that  such  absolutely  foreign  ingredients 
in  spices  as  cereals  and  inert  filling  materials  should  always  be  con- 
sjdered  as  adulterants,  there  is  some  difference  of  opinion  as  to  how 
such  substances  as  mustard  hulls,  clove  stems,  pepper  dust  and  wild 
mace,  some  of  which  are  often  present  as  impurities  in  carelessly 
prepared  ground  spices,  should  be  classed.  Strictly  speaking,  each 
spice  should  be  entirely  free  from  the  substances  mentioned.  It  is 
very  difficult,  however,  to  find  mustard  which  does  not  contain  a  few 
hulls,  and  cloves  entirely  free  from  their  stems.  When  these  sub- 
stances are  present  in  very  small  amount,  and  the  spices  are  other- 
wise pure,  they  are  not  considered  as  adulterants,  bat  when  they 
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constitute  the  chief  ingredient  of  the  spice  in  question,  such  spices 
should  very  properly  come  under  the  adulterated  class,  and  are  so 
considered. 

The  microscope  furnishes  the  principal  means  for  the  detection  of 
foreign  substances  in  spices.  Perhaps  in  no  class  of  goods  has  the 
scientific  adulteration  of  food  been  carried  to  such  an  extent  as  in 
spices.  In  many  cases,  not  only  the  appearance,  but  also  the  taste 
of  the  skilfully  adulterated  ailicle  are  so  closely  counterfeited  as 
even  to  deceive  the  expert.  Not  only  does  the  spice  often  resem- 
ble in  physical  appearance  the  color  and  taste  of  the  genuine  article, 
but  even  the  microscopical  appearance  is  intended  to  deceive.  Va- 
rious inert  barks,  for  instance,  resemble  in  some  degree  the  cassia 
bark  in  structure.  Sawdust  of  soft  wood  is  not  unlike  the  wood  fibre 
of  the  ground  ginger  root,  and  buckwheat  starch  might  possibly  be 
mistaken  under  the  microscope  for  pepper  starch  to  a  casual  ob- 
server. A  careful  examination,  however,  will  not  fail  to  distinguish 
the  difference  in  appearance  between  the  pure  and  the  adulterated. 

Allspice,  —  One  hundred  and  fifty-eight  samples  were  examined, 
of  which  13  were  adulterated,  the  adulterants- found  being  peas,  pea 
hulls  and  roasted  wheat.  One  sample  contained  75  per  cent,  of  these 
foreign  ingredients. 

Cassia,  —  Of  the  190  samples  collected  and  examined,  12  were 
impure,  the  adulterated  samples  being  found  to  contain  foreign  bark, 
pepper,  ginger,  peas,  pea  hulls  and  ground  fruit  stones.  One  sample 
consisted  almost  entirely  of  wheat-bran,  turmeric  and  undetermined 
dirt  or  sweepings.  Another  contained  50  per  cent,  of  ground  olive 
stones. 

Cayenne,  — Twenty-eight  samples  were  analyzed,  5  of  which  were 
adulterated.  One  consisted  almost  wholly  of  mustard  hulls  and 
husks  colored  with  red  ochre,  and  another  consisted  chiefly  of  corn- 
starch and  red  wood,  with  only  a  minute  trace  of  cayenne. 

Gloves,  —  One  hundred  and  seventy-two  samples  were  examined, 
of  which  22  were  adulterated.  The  adulterants  found  were  clove 
stems,  turmeric,  ginger,  wheat,  allspice,  olive  stones  and  nut  shells. 
One  sample  contained  25  per  cent,  of  peas  and  pea  hulls,  another 
40  per  cent,  of  peas,  nut  shells  and  foreign  wood  fibre. 

Ginger,  — Two  hundred  and  eight  samples  were  examined,  17  of 
which  were  adulterated.    One  sample  contained  60  per  cent,  of  buck- 
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wheat,  tunneiic,  wheat  and  ground  fruit  atones*    Bioe  was  also  foand 
as  an  adalteiant  of  ginger. 

Mace.  —  Sixty-one  samples  were  examined,  of  which  14  were  adul- 
terated. One  sample  contained  50  per  cent,  of  wild  mace ;  another 
was  found  to  have  50  per  cent,  of  corn-starch  and  wild  mace.  Other 
adulterants  found  were  wheat,  cassia,  ground  stems  and  ginger. 

There  would  seem  to  be  no  doubt  that  the  false  or  wild  mace 
(myrislica/atua)  should  be  considered  an  adulterant,  in  view  of  the 
fact  that  it  is  devoid  of  taste  and  aroma.  Wild  mace  is  readily 
recognized  under  the  microscope,  and  it  may  also  be  detected  by 
Hefelmann's  test,  which  consists  in  saturating  a  strip  of  filter  paper 
with  an  alcoholic  solution  of  the  mace,  removing  the  excess  of  liquid 
by  pressure  between  filtering  paper.  On  treating  with  a  drop  of 
potassium  hydroxide  solution,  a  red  color  is  produced  in  the  presence 
of  the  wild  mace.* 

Mustard.  —  Two  hundred  and  fifty-one  samples  were  examined, 
67  of  which  were  found  to  be  adulterated.  One  sample  contained 
as  high  as  80  per  cent,  of  wheat,  com,  turmeric  and  mustard  hulls. 
Another  consisted  almost  wholly  of  rice,  wheat  and  turmeric.  Other 
adulterants  found  were  buckwheat,  ground  nut  shells  and  cayenne. 

Mustard  is  the  most  commonly  adulterated  of  all  spices.  The  old 
notion  seems  to  be  still  alive  that  a  certain  amount  of  wheat  flour  is 
necessary  in  mustard  to  prevent  lumping.  This  may  account  for  the 
large  number  of  samples  found  adulterated  with  wheat,  as  well  as 
the  fact  that  wild  mustard  often  grows  in  the  wheat  fields  in  many 
localities,  so  that  after  the  wheat  crop  has  been  harvested  the  mus- 
tard is  gathered  in  and  sold  to  certain  dealers.  Such  mustard  would 
necessarily  contain  a  small  admixture  of  wheat. 

Nutmeg.  —  Two  were  found  adulterated  out  of  the  20  samples 
examined.     Both  contained  small  admixtures  of  wheat. 

Pepper.  —  Three  hundred  and  twenty-nine  samples  were  exam- 
ined, of  which  24  were  adulterated.  Ground  fruit  stones,  nut 
shells,  charcoal,  cayenne,  wheat  and  buckwheat  were  the  adulterants 
found.  One  sample  contained  85  per  cent,  of  the  last  two  ingredi- 
ents ;  another  60  per  cent,  of  ground  olive  stones. 

•  Pharm.  Zeft.,  1891. 
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Pbesebyatiyes  in  Food. 

Six  diflferent  preseryatives  have  been  foand  in  the  Yarioas  foods 
and  drags  examined  during  the  year.  These  preseryatives  are  sali- 
cylic acid,  benzoic  acid,  boracic  acid,  sodiam  acid  sulphite  and  formic 
aldehyde.  Each  of  these  preservatives  seems  to  possess  antiseptic 
qualities  best  adapted  to  certain  classes  of  food. 

The  following  table  shows  the  results  of  the  examination  of  classes 
of  foods  most  apt  to  contain  foreign  preservatives :  — 

Table  of  Preserved  Foods. 


Number  of 

Bamplee 

exaouoed. 

Total 

Nomber 

preserved. 

NUMBKB  OF  SAMPLaS  PBBeBSVBD  WITH-~ 

Per  Cent. 

of 
Preserved 
Samplee. 

Crasagtbb  of  Food. 

Salicylic 
Acid. 

Benzoic 
Add. 

Borade 
Add. 

Sodiam 

Add 
Solphlte. 

Formic 
Alddiyde 

Bweet  eider, 
Strawberry  Jam, 
Lime  juice, . 
Ketehnp,     . 
Fnilt  eymp, 
Oream, 

Oodflah,      .       . 
Oyetere, 

• 

>       1 

» 
• 

0 

1 
18 
80 

8 
28 
25 

6 

5 

1 

10 
28 

2 

e 

11 

e 

5 

1 

6 

16 

2 

18 

4 

11 

6 

4 

2 

66.0 

100.0 

88.8 

71.8 

100.0 

26.1 

44.0 

100.0 

Summary, 

110 

71 

81 

18 

21 

4 

2 

60.6 

Salicylic  acid  seems  to  be  adapted  for  preserving  a  wider  range 
of  foods  than  any  of  the  other  commonly  used  antiseptics.  It  is 
most  often  found  in  table  sauces  (including  ketchups,  chili  sauce, 
and  the  like),  in  summer  beverages,  jellies,  jams,  fruit  syrups,  and 
also  various  food  preparations  for  invalids,  such  as  clam  bouillon, 
grape  juice  and  various  beef  preparations. 

Next  to  salicylic,  boracic  acid  seems  to  be  the  favorite  preserva- 
tive. This  is  found  in  such  foods  as  codfish,  oysters  and  sausages, 
as  well  as  in  milk  and  cream. 

Sodium  acid  sulphite  has  been  found  this  year  only  in  lime  juice. 

Benzoic  acid  seems  to  be  best  adapted  for  such  table  condiments 
as  ketchup,  13  samples  of  which  were  found  preserved  with  it. 

AH  of  the  samples  of  oysters  brought  in  for  examination  were 
found  to  .contain  boracic  acid. 

According  to  the  British  food  journals  it  is  apparently  a  common 
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practice  in  some  localities  to  preserve  bacon  with  boracic  acid.  A 
number  of  samples  of  bacon  have  been  examined  in  this  laboratory 
and  found  to  be  free  from  preservative. 

Miscellaneous  Articles  of  Food. 

Following  is  a  list  of  miscellaneous  food  preparations  examined 
and  found  to  be  of  good  standard  quality :  — 

Almond  extract,  arrow-root,  bacon,  bread  (suspected  of  contain- 
ing poison),  buttermilk,  celery  salt,  chicken  giblets  (canned),  choco- 
late icing,  cocoanut  (shredded),  cream  custard,  curry  powder,  flour, 
food  color,  food  (suspected  of  containing  poison) ,  grape  nuts,  junket, 
horse-radish,  ^^Koffeko*'  (a  coffee  substitute),  lemonade  tablets, 
lemon  extract,  marjoram,  marmalade,  orange  cider,  peanut  butter, 
rice,  sausage,  sugar,  thyme,  vermicelli. 

Additional  miscellaneous  articles  worthy  of  comment  as  being 
found  in  more  or  less  degree  adulterated  are  the  following :  — 

Baking  Powder,  —  Alum  in  baking  powder  is  tested  for  by  burn- 
ing a  small  quantity  of  the  sample  to  an  ash,  which  is  then  treated 
with  boiling  water  and  filtered.  If  on  the  addition  of  ammonium 
chloride  to  the  filtrate  a  flocculent  precipitate  is  formed,  this  will 
indicate  the  presence  of  alum  in  the  sample.  In  this  process  the 
bicarbonate  of  soda,  always  present  in  baking  powder,  forms  with 
the  alum,  if  present,  sodium  aluminate,  which  is  soluble  in  water, 
and  the  aluminum  is  precipitated  in  the  form  of  the  hydrate  on  treat- 
ment with  ammonium  chloride.  The  test  is  thus  applicable  in  pres- 
ence of  phosphates. 

Twenty-five  samples  of  baking  powder  were  examined,  of  which 
16  were  found  to  contain  alum. 

Following  is  a  list  of  the  alum  brands  of  baking  powder  found 
during  the  year :  — 

Brands  of  Baking  Powder  containing  Mum. 

Boston,  Donlon  &  Co.,  Dry  Teast,  Eagle,  Frankl  jn,  I.  C,  Jaques,  Crescent,  Mas- 
cot, Quaker  City,  Union,  White  Star,  Town  Talk. 

It  is  a  common  practice  for  manufacturers  of  cream  of  tartar 
baking  powder  to  label  their  package  somewhat  as  follows:  '*AU 
grocers  are  fully  authorized  to  guarantee  this  powder  free  from  alum, 
ammonia,  lime  or  any  other  adulterant.** 

The  *^  Boston  Baking  Powder"  is  put  out  in  cans  having  on  the 
bottom  the  following  label :    **  All  grocers  are  authorized  to  guaran- 
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tee  bread,  cake,  pastry  and  all  other  products  made  wherein  our 
powder  is  used  free  from  alum,  lime,  ammonia,  terra  alba,  rochelle 
salts  or  anything  injurious  as  a  result  of  its  use." 

As  a  matter  of  fact,  this  brand  of  powder  contains  alum,  calcium 
sulphate  (terra  alba)  and  ammonia.  The  label  is  somewhat  ingeni- 
ous, for  it  will  be  noticed  that  grocers  are  not  authorized  to  guarantee 
the  powder  to  be  free  from  these  products,  but  what  they  do  guaran- 
tee is  that  bready  cake  and  pastry  made  from  this  powder  are  free 
therefrom.  This  statement  is  partially  true  in  that  the  alum  present 
in  the  baking  powder  ceases  to  be  alum  when  found  in  the  bread, 
having  been  transformed  into  aluminum  hydrate,  and,  moreover,  that 
while  ammonia  is  present  in  the  baking  powder,  it  is  not  found  in  the 
bread,  having  been  driven  off  by  the  process  of  baking. 

Baking  Soda  or  Salerattis.  —  Eleven  samples  were  examined,  2 
of  which  contained  appreciable  quantities  of  salt. 

Blanc  Mange  (Vanilla). — The  sample  examined  consisted  of 
corn-starch,  flavored  with  coumarin,  no  vanilla  being  found. 

Cider.  —  Nine  samples  of  sweet  bottled  cider  were  examined,  of 
which  5  contained  salicylic  acid. 

Cider  Jdly.  —  Of  the  4  samples  examined,  2  contained  salicylic 
acid* 

Codfish.  —  Twenty-five  samples  of  salt  codfish  were  examined,  11 
of  which  were  found  preserved  with  boracic  acid. 

The  following  brands,  with  the  names  and  addresses  of  the  manu- 
facturers, were  found  to  be  thus  preserved  :  — 


SaU  Codfish  preserved  wUh  Boracic  Add. 


Bbakd. 


Mannfactarar. 


Address. 


Gorton  Flab  Cake, 

White  Lilly, 

Nantleoke, 

Bilver  Brand,       .... 

Knoz-all  Fleeoy 

Beudaley'a  Shredded, 

elided  Dome  Threada  of  Oodflah, 


Slade,  Gorton  ft  Co., 
D.  J.  Harrlgan, 
D.  J.  Harrlgan, 


Henry  B.  Teed, 

J.  W.  Beardsley'fl  Bona, 

Pierre,  Anstln  ft  Oo«, 


.       • 


.       • 


Gloneester. 
Baat  Boston. 
East  Boston. 


New  York. 
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Besides  the  above,  several  samples  of  codfish  in  bulk  (uDbranded) 
were  found  preserved  with  boracic  acid. 

Gluten.  —  Nearly  all  the  samples  of  this  preparation  were  found 
to  contain  starch  (see  **  Diabetic  Flour  *•  under  *•  Drugs  **). 

Jam.  —  The  single  sample  of  strawberry  jam  examined  was  found 
to  contain  salicylic  acid. 

Ketchup.  —  For  the  detection  of  salicylic  acid  or  benzoic  acid  in 
ketchup,  a  portion  of  the  sample  is  shaken  with  ether,  and  if  an 
emulsion  is  formed  it  can  be  most  readily  separated  in  a  centrifuge 
of  the  Robinson  type.  The  ether  extract  is  poured  into  a  separatory 
funnel,  treated  with  ammonium  hydrate,  and  shaken.  The  ammonia 
extract  is  drawn  off  and  evaporated  on  a  water  bath  until  all  the 
ammonia  gas  has  escaped.  The  solution  is  then  treated  with  ferric 
chloride.  A  flesh-colored  precipitate  indicates  the  presence  of  ben- 
zoic acid,  a  purple  coloration,  salicylic. 

Of  the  39  samples  of  ketchup  examined,  28  contained  a  preserva- 
tive, 15  having  salicylic  acid  and  13  benzoic  acid. 

Following  is  a  list  of  brands  of  ketchup  containing  preservative, 
with  the  manufacturer's  name  and  address,  when  given,  and  the  pre- 
servative found :  — 

Brands  of  Ketchup  containing  Preservative, 


Brand. 

ManufiMtarer. 

Addreaa. 

Found. 

Colambia, 

Bnll, 

Peerleea.* 
Metropolitan  Pore, 
BztraFine,     . 
SUr, 

Halford'e, 
Ward's,  . 
Omikshank's, 
Fulton,    . 

Excellent, 
Home  Made,  . 
Gold  Medal,    . 
Snider*!, . 
Snonydde, 
Tomato  Oataop,     . 

Standard,        • 
Baperior, 

Tomato  Oataup,     . 
Oreen  Label,  . 
Waldorf, 

Mnllen  Blackledge  Company,  .       • 
J.  J.  Reid  Specialty  Company, 
Eagle  Extract  Company,  . 

J.  H.  Folkine  &  Co.,  . 

J.  Weller  Company, .... 
Hal  ford  Sauce  Company,  . 

E  C.Ward 

Cruikahank  Broe.,     .... 
Fulton  Rellah  Company,  . 
Anchor  Preeerving  Company,  . 

C.  H.  RuMell, 

American  Rellah  Company,      . 
T.  A.  Snider  Preeerving  Company, 
Tip  Top  Ketchup  Company,    . 

Lutz  8t  Schram  Company, 
Standard  Manufacturing  Company, 

Little  Silver  Sauce  Company,  . 
Williama  Broe.  ft  Charbonnean, 

Indlanapolla,  Ind.,     . 
Boaton,  Maaa.,    . 
Boeton,  Maaa.,    . 

Chelaea,  Maaa.,  . 

Cincinnati,  Ohio, 
Boaton,  Maaa.,    . 
Boaton,  Maaa.,    . 
Allegheny,  Pa^  • 
Indianapolia,  Ind.,     . 
Boaton,  Maaa.,    . 

Boaton,  Maaa^    • 
Indianapolia,  Ind.,     . 
Cincinnati,  Ohio, 
Cincinnati,  Ohio, 

Allegheny,  Pa.,  . 
Wheeling,  W.  Va.,    . 

LitUe  Silver,  N.  T.,   . 
Detroit,  Mich.,    . 

Salicylie  add. 
Salicylic  add. 
Salicylic  add. 
Salicylic  add. 
Salicylic  add. 
Salicylic  add. 
Salicylic  add. 
Salicylie  add. 
Salicylic  add. 
SaUcylic  add. 
Salicylle  add. 
Salicylie  add. 
Salicylic  add. 
Salicylle  add. 
Salicylic  add. 
Benxoie  add. 
Benzole  add. 
Benzoic  add. 
Benzoic  add. 
Benzoic  add. 
Benzoic  add. 
Benzoic  add. 
Benzde  add. 
Benzoie  add. 

*  "  Made  from  aelected  gooda." 


Lemon  Syrup.  —  One  sample  was  eicamined  and  found  to  contain 
salicylic  acid. 
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Oysters.  —  Six  samples  were  examined  and  were  found  to  be  pre- 
served with  boracic  acid.  These  were  purchased  from  the  following 
dealers :  New  England  Oyster  Company,  The  C.  W.  Badger  Oyster 
Company,  Norfolk  Oyster  Company,  Atwood  &  Bacon,  B.  Atwood 
&  Co.,  and  H.  &  R.  Atwood,  all  of  Boston. 

The  oysters  purchased  were  in  all  cases  of  the  class  sold  to  the 
trade  in  barrels  and  kegs.  Oysters  of  this  class  are,  as  will  be  seen, 
very  liable  to  contain  added  preservative. 

^^  Preservaline.^  —  This  is  a  food  preservative  consisting  of  sali- 
cylic acid. 

8age. — Three  samples  were  examined,  1  of  which  was  found  to 
contain  a  small  admixture  of  wheat. 

Strawberry  Symp.  — One  sample  was  examined  and  found  to  be 
preserved  with  salicylic  acid. 

Summary  of  Siatislics  of  Food  exclusive  of  Miik, 


Foods. 


Qenolii*. 

Adolteratcd. 

TotaL 

145 

13 

158 

220 

9 

229 

40 

16 

56 

178 

12 

190 

23 

5 

28 

34 

— 

34 

15 

21 

36 

150 

22 

172 

125 

11 

136 

45 

. 

45 

65 

3 

68 

294 

6 

800 

191 

17 

208 

51 

15 

66 

17 

5 

22 

47 

14 

61 

52 

6 

58 

58 

5 

63 

106 

63 

169 

147 

29 

176 

184 

67 

251 

18 

2 

20 

305 

24 

329 

1 

7 

8 

41 

25 

66 

5 

4 

9 

S3 

35 

68 

25 

18 

43 

2»615 

454 

3,069 

Per  Cant,  of 
Adoltoratloiu 


Allspice,  . 
Batter,     . 
Canned  goods. 
Cassia,  . 

Cayenne, . 
Cheese,    • 
Chocolate, 
Cloves,     . 
Coffee,      . 
Condensed  milk. 
Confectionery, 
Cream  of  tartar. 
Ginger,    . 
Honey,     . 
Lard, 
Mace, 

Maple  sugar,  • 
Maple  syrup,   . 
Miscellaneous, 
Molasses, 
Mustani,  . 
Nutmeg,  . 
Pepper,    . 
S>rup,      . 

Tea 

Toys, 

Vanilla  extracts. 

Vinegar,  . 

Totals, 


8.2 
8.9 

28.6 
6.8 

17.8 

58.3 

12.8 

8.1 

4.4 

2.0 

8.2 
22.7 
22.8 
22.9 
10.3 

7.9 
37.3 
16.5 
22.7 
10.0 

7.8 
87.5 
37.9 
44.4 
51.5 
41.8 


14.8 
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Dbugs. 

With  few  exceptions  the  drugs  brought  in  for  eicamination  daring 
the  year  have  been  the  pharmacopoBial  preparations  regularly  exam- 
ined and  found  on  our  list  for  a  number  of  years.  As  a  rule  all 
drugs  are  purchased  by  the  inspectors,  who  are  provided  with  slips, 
each  containing  from  four  to  six  articles  written  thereon,  these  order 
slips  being  presented  in  the  drug  store  like  prescriptions. 

In  filling  these  orders  some  odd  mistakes  have  been  made  by  drug- 
gists, who  have  in  a  number  of  instances,  through  carelessness  or 
ignorance,  mixed  together  the  drugs  which  were,  of  course,  intended 
to  be  put  up  separately.  Instances  of  this  kind  not  infrequently  oc- 
cur. As  an  example  of  this,  one  sample  was  brought  in  during  the 
year  consisting  of  a  mixture  of  whiskey,  gin,  laudanum  and  distilled 
water.  On  another  occasion,  distilled  water,  hydrobromic  acid,  silver 
nitrate  and  subcarbonate  of  bismuth  were  mixed  together  by  a  drug- 
gist, with  remarkable  results.  It  has  been  found  necessary  on  this 
account  for  the  inspector  to  explicitly  state  at  the  time  of  purchase 
that  the  drugs  specified  on  the  slip  are  wanted  separately ;  otherwise 
samples  of  **  incompatible  prescriptions,"  like  the  above,  would  con- 
stantly be  received. 

Unless  otherwise  specified,  methods  employed  in  the  examination 
of  the  following  drugs  are  those  specified  in  the  Pharmacopoeia. 

Acidum  Tannicum.  —  Of  the  10  samples  examined,  5  were  found 
to  be  impure  by  reason  of  the  presence  of  resin  or  foreign  gum. 

^ther.  — Two  samples  were  examined  and  both  found  to  contain 
too  much  alcohol. 

Aqua  AmmonioB  Fortior. — The  single  sample  examined  was 
found  to  contain  insufficient  ammonia  gas. 

Alcohol.  —  Two  samples  were  tested,  both  of  which  were  pure. 

Aqua  Desttllaia.  — Of  the  25  samples  analyzed  only  4  were  free 
from  residue. 

The  following  table  shows  the  total  solids  in  parts  per  100,000  of 
the  samples  examined :  — 

Aqua  DestiUala. 

[Total  solids.    Pmita  p«r  100,000.] 

0.0  1.7  4.7  9.7  11.6 

0.0  1.9  4.0  10.6  12.4 

0.0  1.9  6.8  10.7  13.0 

0.7  2.3  6.8  11.0  20.0 

1.7  8.8  8.9  11.6  28.7 
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Argenti  HTUras.  —  Twelve  samples  were  examined,  all  of  which 
were  pure. 

Bismuthi  Subcarbonas. — Eight  samples,  all  of  good  quality, 
were  examined. 

Bismuthi  Subnitras.  —  Of  the  10  samples  analyzed,  5  were  found 
to  contain  carbonate. 

Calx  Chlorata,  —  All  of  the  samples  examined  were  found  to  be 
far  below  the  standard  of  available  chlorine,  which  should  be  35  per 
cent. 

Following  are  the  brands  examined,  with  the  amount  of  chlorine 
contained  in  each  :  — 

Calx  ChlorcUa. 


Bravd. 

ATafUble 
Ctalorine. 

Brand. 

Arallable 
ChlorlD6. 

Acme,       .        .        .        • 
Lion,         .... 

8.00 

7.85 

Red  Star, .... 
Witch  City,      . 

25.84 
21.75 

Capsicum.  —  Seventy  samples  were  examined,  10  of  which  were 
found  to  be  adulterated.  One  sample  contained  75  percent,  of  corn 
and  red  wood ;  another  20  per  cent,  of  wheat  and  corn.  Other  adul- 
terants found  were  ginger  and  turmeric. 

Caryophyllus,  —  The  single  sample  analyzed  was  found  pure. 

Cera  Alba.  —  Three  samples,  all  genuine,  were  examined. 

Cera  Flava.  —  Four  samples,  all  genuine,  were  examined. 

Cerii  Oxalas.  — The  single  sample  analyzed  was  found  pure. 

Chloi'aL  —  One  sample  only,  and  that  a  pure  one,  was  examined. 

Chloroformum. — Four  samples  were  analyzed,  1  of  which  con- 
tained too  much  alcohol. 

Cinnamomum  Cassia. — The  three  samples  examined  were  all 
found  pure. 

Diabetic  Flour.  —  Thirteen  samples  of  this  preparation  were  ex- 
amined for  starch,  and  only  3,  the  product  of  one  manufacturer, 
were  found  to  be  free  from  it ;  the  other  10,  or  nearly  80  per  cent. 
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of  the  samples  collected,  were  foand  Dot  only  to  contain  starch,  but 

that  in  large  quantities,  7  being  found  with  60  per  cent,  or  more  of 

starch.     These  were  in  reality  but  little  better  than  whole  wheat 

flour,  sold  at  prices  varying  from  11  to  50  cents  per  pound.     Many 

of  these  brands  were  put  on  the  market  by  dealers  in  so-called 

**  health  foods,"  being  in  most  cases  represented  to  be  practically 

free  from  starch,  or  sold  as  pure  gluten.     The  brands  examined  are 

as  follows :  — 

Diabetic  Flour. 


Par 

CMt. 

Studi. 

Price  per 

Pound 

(Genu). 

Lftbel  on  Package. 

Mannftctarer. 

10.00 
16.66 

18.00 
56.20 
64.28 
68.88 
64.29 
64.46 
64.29 
68.74 

85 
80 
20 

50 
25 
15 
11 
80 

(Balk) 

Cestos  Diabetic  Flour, 
Cestos  Diabetic  Flour, 
Cestus  Diabetic  Flour, 
Pure  Vegetable  Gluten,*    . 
Whole  Wheat  Gluten, 
(Bulk),       .... 

Unsurpassed  Gluten  Flour, 

Crystal  Springs  Company,  Watertown. 
American  Health  Food  Company. 
American  Health  Food  Company. 
American  Health  Food  Company. 
T.  Metcalf  Co. 

Health  Food  Company,  New  York. 
American  Health  Food  Company. 
Johnson  Educator  Food  Company. 
Johnson  Educator  Food  Company. 

*  Label  on  the  iMiek  of  the  eoataloer:  IColaiare,  11.22  per  oenk.;  nitrogen,  2.07  per  oent.;  eqalvaleot 
nltrogenona  matter,  10.07  per  cent.;  atarch,  18.  U  per  cent. 

The  starch  in  these  flours  is  determined  by  the  ordinary  acid  con- 
version process,  using  the  volumetric  Fehling  method  in  estimating 
the  converted  sugar. 

Extractum  Qlycyrrhizoi.  —  Nine  samples  were  examined  and  all 
were  found  to  contain  admixtures  of  corn-starch,  the  worst  sample 
being  25  per  cent,  adulterated. 

Perri  et  QuiairKB  Qilras.  —  Eight  samples  were  examined,  2  of 
which  contained  insufficient  quinine. 

Perri  et  StrychnincB  Oitras.  —  Three  samples  were  examined,  all 
of  which  were  of  good  standard  quality. 

Qin.  — Six  samples  were  examined,  of  which  two  were  found  low 
in  alcohol.     The  percentage  of  alcohol  found  in  each  is  as  follows :  — 

Qin. 

[Alcohol.] 
32.25  87.67  38.86  41.40  41.80  42.88 
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Olycerinum.  —  This  drag,  as  will  be  seen  by  referring  to  past 
reports,  has  hitherto  been  reported  almost  uniformly  pure,  and  so 
far  as  the  pharmacopo&ial  requirements  are  concerned,  very  few 
samples  fail  to  conform  to  the  standards.  Since  it  has  become  a 
well-established  fact  that  arsenic  is  commonly  found  in  medicinal 
glycerine,  it  has  been  thought  best  to  test  all  samples  for  arsenic. 
Not  until  the  last  part  of  the  year,  however,  were  all  the  glycerine 
samples  so  tested.  The  first  sample  examined  was  a  composite  one, 
taken  from  the  container  into  which  samples  received  for  more  than 
a  year  back  had  been  poured.  Twenty-five  grammes  of  this  sample 
were  found  to  contain  0.0006  gramme  of  arsenic. 

Since  July,  1899,  all  samples  have  been  examined  for  arsenic, 
with  the  result  that  out  of  29  samples  thus  tested  20  were  found  to 
contain  it  in  amounts  varying  from  a  mere  trace  up  to  0.002  gramme 
of  arsenic  in  25  grammes  of  the  sample. 

The  most  ready  means  of  detecting  arsenic  in  glycerine  is  the 
modification  of  the  Gutzeit  method  suggested  by  Langmuir.* 

Two  cubic  centimeters  of  the  sample  are  run  into  a  test  tube 
and  dilated  with  water,  after  which  a  little  chemically  pure  granu- 
lated zinc  is  added,  and  enough  chemically  pure  sulphuric  acid  to 
cause  not  too  vigorous  evolution  of  gas.  A  small  filter  paper,  wet 
with  a  saturated  solution  of  mercuric  chloride,  is  held  over  the  top 
of  the  tube  by  a  cork  loosely  inserted,  the  paper  being  smoothly 
wrapped  over  the  lower  end  of  the  cork  in  such  a  way  that  the 
hydrogen  can  escape  between  the  paper  and  the  sides  of  the  tube. 
At  the  expiration  of  a  given  time,  say  ten  minutes,  the  cork  is 
removed  and  any  arsenic  present  in  the  glycerine  will  show  by  a 
yellow  stain  on  the  paper,  the  depth  of  color  varying  very  nearly 
proportionately  with  the  amount  of  arsenic  present.  The  arsenic 
may  thus  be  roughly  determined  quantitatively  by  comparison  with 
a  series  of  color  standards.  For  accurate  quantitative  work  the 
diluted  sample  of  glycerine  may  be  run  directly  into  a  Marsh  arsenic 
apparatus. 

lodum*  — One  sample  was  examined  and  found  pure. 

Limonis  Succus.  —  Twelve  samples  were  examined,  all  of  which 
were  found  to  be  adulterated  or  impure. 

The  brands  examined  and  the  result  of  the  examination  are  best 
shown  as  follows :  — 

*  Joarnal  American  Chemical  Society,  Vol.  XXI.,  p.  186. 
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JAmeJw^ee. 


BmxMD. 

CMeAdd 
(rterOMt.). 

SoT6fvigu,     •        •        •        •        • 

4.15 

Salicylic  acid. 

SoTereign,     . 

3.94 

Salicylic  acid. 

Thompson^  . 

S.64 

Sodiom  salphite. 

Folkiii% 

3.16 

SalicyUc  acid. 

Gold  Leaf,     . 

2.95 

~                      . 

IfODt^^, 

Folkiifs, 

2.95 

Salicylic  acid. 

2.66 

Salicylic  acid. 

Geer^s,  • 

2.62 

Sodtom  sulphite. 

Geer%  . 

2.50 

Sodiom  solphite. 

Family  Grooeiy  Companj's, 
RusseTl's, 

1.92 

—                      — 

2.26 

Sodium  sulphite. 

Santiago  Triple  Refined, 

^ 

Uydrodilonc  and  salii^lic  acids. 

All  were  foand  to  be  deficient  in  citric  acid,  which,  according  to 
the  Pharmacopceia,  shoold  be  present  to  the  extent  of  7  per  cent. 
AH  but  2  samples  contained  added  preservative. 

The  acidity  of  lime  jaice  is  obtained  by  titrating  6.8  cubic  centi- 
meters against  decinormal  sodium  hydroxide  with  phenol  phthalein. 
The  number  of  cubic  centimeters  of  the  standard  alkali  required 
divided  by  10  gives  the  percentage  of  citric  acid  present. 

Sulphites  are  tested  for  by  distilling  a  portion  of  the  sample  and 
treating  the  distillate  first  with  barium  chloride  and  then  with 
bromine  water.  A  precipitate  with  the  latter  reagent  indicates  pres- 
ence of  sulphurous  acid. 

Liquor  Magnesii  OitrcUis.  —  One  sample  was  examined  and  found 
pure. 

Magne^ii  Ottras  JEffervescens. — Three  samples,  all  pure,  were 
analyzed. 

Oleum  Limonis.  —  Six  samples  were  examined,  5  of  which  con- 
tained oil  of  turpentine. 

The  purity  of  oil  of  lemon  is  most  readily  determined  by  its  op- 
tical rotation.  Five  cubic  centimeters  of  the  lemon  oil  are  diluted 
with  the  same  amount  of  alcohol  and  the  mixture  is  polarized  in  a 
100  millimeter  tube  of  the  Schmidt  &  Haensch  instrument.  The 
reading,  multiplied  by  two,  should  be  between  156.3  and  166.6  de- 
grees to  the  right  if  the  sample  is  pure,  corresponding  to  a  specific 
rotary  power  of  60  to  64  degrees. 
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Oleum  OlivoB. — Fifty  samples  were  examined ,  of  which  13  con- 
sisted wholly  or  in  part  of  cotton-seed  oil. 

In  using  the  Zeiss  refractometer  for  the  examination  of  olive  oil 
the  following  table  will  be  foand  useful  in  indicating  the  normal 
reading  of  olive  and  cotton-seed  oil  at  various  temperatures :  — 


Beadings  on  Zeiss  Befraciometer  of  Olive  and  CoUon-seed  Oils, 

BcALi  Bbadiko— 

SOALB  RlADIVO— 

Temperaton 

TttBDpentiire 

(CeiitlgTmd«). 

OUTe  Oil. 

CottoD-Med 
OIL 

(Centignule). 

OUre  OIL 

Ootton-Med 
OIL 

86.0                    57.0 

61.8 

25.5 

62.4 

67.5 

34.5 

57.2 

-      62.1 

25.0 

68.0 

67.9 

84.0 

57.4 

62.8 

24.5 

68.3 

68.2 

88.5 

57.7 

62.5 

24.0 

68.6 

68.5 

33.0 

58.0 

62.8 

28.5 

68.9 

68.8 

82.5 

58.8 

63.0 

28.0 

64.2 

69.1 

32.0 

58.5 

68.2 

22.5 

64.5 

69.4 

81.5 

59.0 

68.6 

22.0 

64.8 

69.7 

31.0 

59.2 

64.0 

21.5 

65.1 

70.0 

80.5 

59.4 

64.2 

21.0 

65.4 

70.8 

80.0 

59.9 

64.5 

20.5 

65.7 

70.6 

29.5 

60.1 

64.9 

20.0 

66.0 

70.9 

29.0 

60.8 

65.1 

19.5 

66.8 

71.2 

28.5 

60.6 

65.8 

19.0 

66.6 

71.6 

28.0 

60.9 

65.7 

18.5 

66.9 

71.8 

27.5 

61.1 

66.0 

18.0 

67.2 

72.1 

27.0 

61.5 

66.5 

17.5 

67.5 

72.4 

26.5 

62.0 

67.0 

17.0 

67.8 

72.7 

26.0 

62.2 

67.8 

16.5 

68.1 

78.0 

Opii  Pulvis.  —  All  but  1  of  the  9  samples  brought  in  were  pure. 
The  percentages  of  morphine  are  as  follows :  — 


16.40 
15.90 


14.75 
14.51 


Opii  Pulvis. 

[Peroentage  of  morphine.] 

14.40 
18.70 


18.61 
18.40 


7.90 


Piper. — Three  samples,  all  pure,  were  examined. 

Potassii  BUartras.  —  Of  the  21  samples  examined,  2  were  found 
to  be  adulterated  with  corn-starch,  gypsum  and  acid  phosphate  of 
lime. 

Pulvis  Olycyrrhizas  Compositus.  — All  3  samples  analyzed  were 
found  pure. 

Pimenta.  —  One  sample  was  examined  and  found  to  be  pure. 
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Saocharum  Ladis.  —  Oae  sample  was  tested  and  foand  to  be  pare. 

Sapo.  — One  sample  was  examined  and  found  to  be  pare. 

Sinapia  Alba.  —  One  sample  was  examined  and  found  to  be  pure. 

Spiritus  ^Iheris  Qompositus.  — Pour  samples  were  examined,  of 
which  1  contained  insufficient  ethereal  oil. 

Spiritus  Frumenti.  —  Kight  samples  were  examined,  all  of  which 
were  below  the  standard,  having  the  following  percentages  of  total 
solids  and  alcohol :  — 

Spiritus  FrumAtUi. 


Total 
Solids. 

AleohoL 

Total 
SoUdi. 

Alcohol. 

Total 
Sollda. 

AlcoboL 

Total 
Solids. 

AloohoL 

0.55 

1.54 

42.95 
89.80 

0.25 
0.83 

43.88 
48.71 

0.90 
1.05 

89.40 

44.46 

0.77 

1.86 

36.33 
86.56 

All  the  residues  were  insoluble. 

8pirilu8    Vini  Gallici. — Three  samples  were  examined,  all  of 
which  were  below  the  standard,  as  follows :  — 

Spiritus  Vini  OcUlici, 


m 

Total  SoUdi. 

Aloohol. 

Total  Solids. 

Alcohol. 

Total  Solids. 

Alcohol. 

0.84 

88.33' 

0.40 

87.67 

1.25 

39.80 

All  the  residues  were  insoluble. 

Sulphur  PrcectpitcUum. — Of  the  fifteen  samples  examined,  10 
were  found  to  contain  calcium  sulphate,  due  to  the  fact  that  instead 
of  being  prepared  by  treating  the  sulphur  with  lime  and  hydrochloric 
acid,  as  the  Pharmacopoeia  directs,  this  drug  is  more  frequently  pre* 
pared  by  the  use  of  lime  and  sulphuric  acid,  the  resulting  calcium 
sulphate  being  left  in  the  product.  The  worst  adulterated  sample 
contained  50  per  cent,  of  calcium  sulphate. 

Syrupus,  —  Five  samples  were  examined ;  3  of  these  contained 
insufficient  cane  sugar. 


No.  34.]  FOOD  AND  DEUG  INSPECTION. 


649 


Tinctura  lodu — Fifty-nine  sanaples  were  examined,  of  which  48 
were  below  the  standard.  One  sample  contained  considerably  more 
than  the  strength  called  for  by  the  Pharmacopodia.  The  following 
list  shows  how  each  sample  examined  stood  with  reference  to  the 
amount  of  iodine  contained,  the  result  being  expressed  in  the  per- 
centage of  the  United  States  pharmacopoeial  strength  required :  — 


• 

Tinctura  lodu 

[Per 

Cent,  of  U. 

S.  pharmaoopfiBlal  ttrength.] 

117.1 

100.0 

83.1 

76.9 

70.0 

63.6 

56.0 

100.0 

100.0 

88.0 

75.0 

70.0 

63.6 

55.0 

100.0 

94.3 

82.0 

75.0 

70.0 

63.0 

54.8 

100.0     . 

92.9 

81.4 

75.0 

70.0 

58.3 

54.2 

100.0 

92.9 

81.3 

72.6 

70.0 

57.2 

54.0 

100.0 

88.1 

81.3 

71.8 

67.1 

57.1 

50.0 

100.0 

88.0 

78.0 

71.7 

67.1 

57.1 

40.1 

100.0 

86.6 

78.0 

71.4 

64.0 

56.0 

39.0 

100.0 

86.5 

77.0 

Tinctura  Opiu  —  Thirty-four  of  the  39  samples  examined  were 
found  not  of  good  standard  quality,  containing  insufficient  morphine. 
Those  examined  were  found  to  stand  as  follows  :  — 


Tinctura  Opii. 

[Grammea  of  morphine  per  100  cable  eentl meters.] 

1.740 

1.250 

1.140 

1.100 

1.032 

0.945 

0.712 

0.325 

1.570 

1.230 

1.125 

1.095 

1.025 

0.920 

0.525 

0.255 

1.479 

1.210 

1.115 

1.090 

1.020 

0.855 

0.485 

0.140 

1.350 

1.185 

1.112 

1.085 

1.010 

0.845 

0.455 

0.052 

1.800 

1.163 

1.110 

1.045 

0.950 

0.820 

0.385 

Tinctura  Opii  Oamphorata.  —  One  sample  was  found  to  be  of 
good  and  1  of  poor  quality. 

Vinum  Album,  — Thirty-four  samples  were  examined,  all  of  which 
were  of  poor  quality,  containing  large  sugar  residues.  They  analyzed 
as  follows :  — 

Vinum  Album. 


Total  Solidf. 

Alcohol. 

Total  SoUdt. 

Alcohol. 

Total  BoUds. 

Alcohol. 

14.72 

18.23 

22.80 

12.08 

0.39 

8.93 
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Vinum  Rubrum. — Four  samples,  all  below  the  standard,  were 
examined  as  follows :  — 

VUmm  Btibrttm. 


Totg 

f 

I 

.^ 

1 

13.16 

16.50         21.57 

18.13     .    19.00 

ii 

14.09 

14.00 

SO.OO 

Zingiber.  — Two  samples,  both  of  good  quality,  were  analyzed. 


MlSCEIXAHEOUS  DbUGS. 

The  following  articles  were  examined  and  found  to  be  of  good 
quality  or  free  from  injurious  ingredients :  — 

Cough  cures  (5  samples),  essence  of  lemon,  tincture  of  capsicum, 
tooth  powder,  wild  cherry  beverage,  and  <*  A  Cure  for  the  Alcohol 
Habit.^ 

Two  samples  of  wall  paper  were  examined  for  arsenic  and  found 
to  contain  a  small  amount. 

A  sample  of  **  Imperial"  hair  dye,  made  up  in  two  solutions,  was 
analyzed.  Solution  A  was  found  to  be  an  ammoniacal  solution  of 
nitrates  of  nickel  and  silver,  with  a  trace  of  mercury ;  solution  B 
consisted  of  pyrogallic  acid. 

Two  preparations  of  the  face  lotion  type  were  examined,  and  one 
of  them,  ^^  Mrs.  McCorrison's  Diamond  Lotion,"  was  found  to  con- 
tain corrosive  sublimate. 

A  sample  of  *  <  Y igoral "  ( beef  extract)  was  found  to  be  preserved 
with  salicylic  acid. 

** Peach  Meal  for  the  Complexion"  proved  to  be  finely  ground 
corn  meal  flavored  with  artificial  oil  of  bitter  almonds. 
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Summary  of  Statisiics  of  Drugs. 


Dsuos. 


Genaine. 


▲dnltented. 


Total. 


Per  Cent,  of 
AdnltentioD. 


Addam  tannicum,   . 
^ther,     . 

Aqua  ammonied  fortior, 
Alcohol,  . 
Aqua  destillata, 
Argenti  nitras, 
Bisronthi  sabcarbonas. 
Bismuth!  subnitras, 
Calx  chlorata. 
Capsicum, 
Caryophyllus, 
Cera  alba, 
Cera  flava, 
Cerii  oxalas. 
Chloral,   . 
Chloroformum, 
Cinnamomum  cassia, 
Diabetic  flour, 
Extractum  gl jeyrrhizse, . 
Ferri  et  quinin»  citras,  . 
Ferri  et  strychninse  citras, 
Glycerinum,    • 

Gin 

lodum,     .... 

Limonis  succus. 

Liquor  magnesii  citratis, 

Miscellaneous, 

Magnesii  citras  efferyescens, 

Oleum  limonis. 

Oleum  oliTSd,  . 

Opii  pulyis, '    . 

Piper,      .... 

Potassii  bitartras,    . 

Pulvis  glycyrrhizss  compositus, 

Pimenta,  .... 

Saccharum  lactis,    . 

Sapo,        .... 

Sinapis  alba,    . 

Spiritus  astheris  compositus, 

Spiritus  frumenti,   . 

Spiritus  yini  ^llici. 

Sulphur  prssmpitatum,    . 

Srrupus,  .... 

linetura  iodi,  . 

Tinctura  opii,  . 

Tinctura  opii  camphorata, 

Yinum  album, 

Yinum  rubrum, 

Zingiber, .... 


Summary, 


3 
5 
12 
8 
5 

60 
1 
8 
4 
1 
1 
8 
8 
8 

6 
8 
46 
4 
1 

1 

18 
3 
1 
87 
8 
8 
19 
8 
1 
1 
1 
1 
8 


5 
3 
11 
6 
1 


808 


6 
3 

1 

30 


6 

4 
10 


10 
9 
2 

21 
3 

13 

6 

5 

18 

1 


1 

8 

8 

10 

8 

48 

88 

1 

8 

4 


344 


10 
3 
1 
3 

35 

13 
8 

10 
4 

70 
1 
8 
4 
1 
1 
4 
8 

18 
9 
8 
8 

67 
6 
1 

13 
1 

38 
8 
6 

60 
9 
8 

31 
8 


8 

8 

15 

5 

59 

89 

2 

8 

4 

3 

547 


50.0 
100.0 
100.0 

80.0 


50.0 

100.0 

14.8 


35.0 

76.9 

100.0 

35.0 

81.3 
88.8 

100.0 

31.7 

88.8 
36.0 
11.1 

9.5 


35.0 

100.0 

100.0 

66.6 

60.0 

81.8 

84.6 

50.0 

100.0 

100.0 


44.6 
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General  Sumicart. 


■    GeDvlne. 

Adoltenited. 

ToUL 

P«rOenLor 
AdoltantloB. 

Milk. 

Foods  not  milk, 

Driiofs, 

•  •        • 

•  •        • 

•  •        • 

•  •        • 

4,485 

2,615 

808 

1,656 
454 
244 

6,091 

8,069 

547 

27.2 
14.8 
44.6 

Totals,      . 

7,358 

2,354 

9,707 

24.2 

Bespectfiilly  submitted, 

ALBERT  E 

u  LEA<JH, 

Analyst. 

UPON  THB 


Production,  Distribution  and  Use  of 

Diphtheria  Antitoxin. 


[«88] 


REPORT 


upov  Tjn 


PfiODUCTioN,  Distribution  and  Use  of  Diphtheria 

Antitoxin, 


rOR  TBI 


Twelve  Months  ended  March  31,  1900. 


The  following  summary  relates  to  the  operations  of  the  Board  re- 
garding the  production,  distribution  and  use  of  diphtheria  antitoxin 
for  the  twelve  months  ended  March  31,  1900.  The  work  of  the 
Board  in  this  direction  has  rapidly  increased  from  the  time  when  it 
was  begun  in  the  spring  of  1895.  As  a  condition  of  the  use  of  anti- 
toxin by  boards  of  health,  physicians,  hospitals  and  others,  it  was 
required  that  a  return  should  be  made  in  each  case  where  antitoxin 
was  used  upon  blank  forms  furnished  by  the  Board,  upon  which  the 
details  of  each  case  were  to  be  recorded.  A  portion  only  of  these 
returns  have  been  made,  and  hence  the  report  must  be  deemed  to  be 
incomplete  so  far  as  the  use  of  antitoxin  is  concerned. 

The  returns  contributed  from  the  Boston  City  Hospital  form][a  large 
share  of  the  report,  since  these  are  more  complete  than  those  received 
from  other  parts  of  the  State. 

The  supervision  of  antitoxin  production  has  been  carried  on,  as  in 
former  years,  under  the  charge  of  Dr.  Theobald  Smith,  at  the  Bus- 
sey  Institute,  near  the  Forest  Hills  station  of  the  New  York,  New 
Haven  &  Hartford  Railroad  in  Roxbury.  The  distribution  has  been 
conducted  at  the  State  House,  from  the  office  of  the  Board. 

The  strength  of  the  serum  employed  has  varied  from  200  to  400 
units  per  cubic  centimeter,  and  the  serum  has  usually  been  issued  in 
a  5  cubic  centimeter  vial,  containing  1,500  units.     For  convenience, 
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a  vial  containing  20  cubic  centimeters  has  also  been  employed  for 
use  where  several  patients  are  to  be  treated  at  once,  or  where  un- 
osually  large  doses  are  osed.  The  semm  has  been  distributed 
throughout  the  whole  State,  wherever  it  has  been  called  for,  to  local 
boards  of  health,  to  contagious  disease  hospitals  and  to  physicians  in 
private  practice,  the  latter  being  usually  supplied  through  the  local 
boards  of  health.  In  many  instances  the  local  board  of  health  has 
placed  it  in  charge  of  a  druggist,  where  it  could  be  obtained  at  any 
time  during  the  day  or  night. 

The  confidence  which  has  been  expressed  quite  generally  by  phy- 
sicians with  reference  to  the  value  of  antitoxin  in  diminishing  the 
&tality  from  diphtheria  has  become  so  firmly  established  that  few 
practitioners  would  be  willing  to  undertake  the  treatment  of  the 
disease  without  this  important  remedy.  Expressions  of  doubt  as  to 
its  efiicacy  are  now  rarely  heard. 

The  total  number  of  packages  issued  by  the  Board  during  the  five 
years  ending  with  March  31,  1900,  was  as  follows :  — 

In  1895-96  (year  ending  March  SI), 1,724  bottles. 

In  1896-97  (year  ending  March  31), 3,219  bottles. 

In  1897-98  (year  ending  March  31), 4,668  botUes. 

In  1898-99  (year  ending  March  31), 12,491  bottles. 

In  1899-1900  (year  ending  March  31),       ....  81,997  bottles.^ 

Total, 54,099  bottles. 

In  consequence  of  the  variable  strength  of  the  product,  it  would 
be  difficult  to  present  an  exact  numerical  statement,  in  units,  of  the 
antitoxin  issued  in  these  packages,  the  tendency  having  been  to  in- 
crease its  strength  from  year  to  year.  The  total  amount  thus  far 
issued  is  probably  about  65,000,000  to  70,000,000  units. 

The  marked  increase  in  the  demand  for  antitoxin  during  the  year 
was  due  to  two  causes :  first,  an  increase  in  the  prevalence  of  diph- 
theria during  the  year,  and  secondly,  an  increase  in  the  average  dose 
employed  in  each  case.  An  account  was  kept  during  the  year  of  the 
amount  of  antitoxin  employed  in  each  case  with  few  exceptions,  the 
result  of  which  is  shown  in  the  following  table  :  — 

*  This  namber  hai  reference  to  the  actaal  nnmber  of  bottlei  issaed  in  packages  of  abont  1,600 
anita  each.  In  order  to  make  thia  comparable  with  the  figares  of  the  first  three  years  (lh95- 
98),  a  package  of  1,000  units  should  be  employed  as  a  standard,  so  that  the.31,997  bottles  would 
be  eqniyalent  to  nearly  50,000  of  the  strength  at  first  employed. 
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Amoubt  of  AjrrxToxxN 

USXD. 

Mmaber  of 
CMet. 

DMtha. 

Amouvt  ov  Avtitozxx 

USBD. 

Nnmber  of 
Gates. 

Deaths. 

LeM  tluui  1,000  nnito,    . 

SOS 

ao 

6,000  to  10,000  nnitt,     .       . 

568 

66 

l/WO  to  1,600  anitt. 

176 

10 

10,000  to  15,000  nnitt,     .       . 

260 

86 

1,500  to  3,000  iiDitt, 

826 

1 

16 

15,000  to  20,000  nnitt,     .       . 

288 

86 

8.000  to  8,000  units,        .       . 

900 

18 

20,000  and  more  nnltfl,  . 

428 

104 

8,000  to  4,000  ODltt, 

802 

28 

• 

84 

8 

4,000  to  5.000  nnltt, 

66 

8 

Of  the  cases  in  which  more  than  20,000  units  were  used  there  were 
142  in  which  the  amount  was  between  20,000  knd  30,000 ;  98  in 
which  it  was  from  30,000  to  40,000 ;  33  in  which  it  was  from  40»000 
to  50,000;  29  in  which  it  was  from  50,000  to  60,000;  6  in  which 
it  was  from  60,000  to  70,000;  1,  78,000;  1,  80,000;  1,  82,000; 
2,  84,000,  and  1  in  which  the  dose  was  100,500  units. 

Further  comment  has  also  been  made  in  the  reports  of  previous 
years  upon  the  comparatively  small  ratio  of  reports  which  have  been 
made  relative  to  the  use  of  the  product  by  physicians.  .The  same 
comment  may  also  be  made  with  reference  to  the  work  of  the  past 
year.  The  reports  have  exceeded  in  number  those  of  1898,  but  the 
ratio  to  the  number  of  cases  remains  about  the  same. 

The  figures  presented  in  this  report  speak  for  themselves  so  far 
as  the  reduction  which  has  taken  place  in  the  fatality  of  diphtheria 
is  concerned.  The  fatality  in  the  pre-antitoxin  period,  as  shown  in 
past  reports  of  this  Board,  was  28.3  per  cent,  for  the  period  of  four 
years,  1891-94,  while  during  the  years  1895-99  the  general  fatality 
from  diphtheria  throughout  the  State  was  only  14.9  (see  page  696), 
and  for  those  cases  treated  with  antitoxin  it  was  only  11.2  per  cent, 
(see  page  667). 

The  strength  of  antitoxin  distributed  by  the  Board  averaged 
about  300  units  per  cubic  centimeter. 

The  whole  number  of  cities  and  towns  to  which  antitoxin  was 
distributed  was  114,  or  4  more  than  those  yehich  were  published  in 
the  report  of  1898.  The  actual  number  in.  each  year  was  probably 
somewhat  larger  than  these  figures,  since  a  few  of  the  more  distant 
cities  acted  as  distributing  centres  for  small  towns  in  their  neigh- 
borhood, and  in  some  instances  no  returns  were  made  from  these 
towns.  This  serum*  was  distributed  to  local  boards  of  health  and 
to  physicians  in  the  following  cities  and  towns :  -^ 
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Number  of  BoUUt  tf  D^plilkeria  AnUUmn  distribtUed  from  Jprtt  1,  1899,  to 

March  31, 1900. 


CITT  OB  Tow. 


CRT  OB  TOWB. 


J 


Qf/bf  Hoi^talf       ••  •  • 

OMldmi'a  HoapitftI,  . 

0«iMnl  rapply*    •  •  • 

OMBbrldfo*       •       •  •  • 

W^OfOMlOrf  a  •  •  • 

ITowtoBt  •  •  •  •  • 
Lftwreiieo,        .       •      •       • 

BpfflBSflddy  •  •  •  • 

SooMnrUle,  •  •  •  • 
BrookHiM,         •       •       •       • 

WmtthuB, 

Waol  BprlsgfleU,     . 

Lymif        •      •       •       •       • 

Low«l]« 

Xvtnctf  •  .  •  •  • 
Qbdw, 

<|lllBflJ» 

B«]<ID, 

North  Brookllckit    .  • 

Fltdibiirff*  .  .  .  • 
N«wB«dford,  .       .       •       . 

Ifaldeo, 

MarblehMtd,  .  .  .  . 
Atfloborovgb,  .       .       .       • 

fiayerbin, 

PIttafleld, 

MdlOM 

Arlington, 

MlBiTor 

W«tertowD»  •  •  •  • 
Ifftrlborongb,  •  .  •  • 
Loomlnator,      .       •       •       • 

MUford, 

Wobaro,   .       •      •       .       • 

BMdlDg, 

Holyoke 


M' 


1»104 


687 


4U 


174 


IM 
148 


128 

104 

98 

88 
87 
88 
80 
74 
74 
88 
87 
08 
68 
67 
67 
60 
60 


BrooktoB 

itet, 
HydoFWk, 
Medfoid*  . 
TMmton,  . 
North  AdABW, 

ICiltOB, 

Stoaeham, 
Adams,       • 
Dadham,    • 
Paabody,    . 
Boeklasd,  . 
Ohlaope*»  • 
AgawBOB,  • 
WlBchettdoii, 
Natlok, 
LaslngtoDy 
Majnardy   • 
Kedway,    . 
Wara, 
Warren,     • 
Danven,    • 
Ayar, 
Barera, 
Gloneaatar. 
Aeton, 
Amaabury, 
Randolpbt  • 
Uxbrldga,  . 
Nawboryport, 
ICedflald,   . 
Wakeflald, 
Clinton,     • 
WInthrop, 
Bralntraa,  • 
Weaton,     . 


40 

46 

a 

10 
48 
10 


18 
18 
18 
18 
17 
17 
16 
U 
16 
16 
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Number  of  BoUUs  of  DipMheria  ArUUoxin  distributed  from  April  I,  1899,  to 

March  31, 1900  •—  Condaded. 


Cnr  OS  Town. 

CoDOord,  .... 
ProTioMtown,  . 
NorilwmptOD,  . 
Frnmlnghum,  . 
Worthlngtoo,  . 
Palmer,     .... 

Holbrook 

Iflddtoboroagb, 
Oohaaaet,  .... 

Norwell 

Dlgbton 

Baat  Longmeadow,  . 

Tewkabary, 

Bhlrtoy,     .... 

BtooeliMB, 

Rowley,    .... 

Greenfield, 

Hanover,   .... 

Bpeneer 

ICetbnen 

Nantaoket, 
Brookfleld. 


Number 
Bottles. 


16 

12 

12 

11 

10 

10 

10 

10 

10 

0 

8 

8 

8 

T 

7 

7 

7 

0 

6 

6 

6 

6 


CiTT  OR  TOWV. 

Oreat  Barrington, 

Norwood, 

Andorer, 

North  Attleborough,       .       .       .       . 

TempletOD, 

Bridgewater, 

Dovglaa, 

Needham, 

Sterling, 

Lndlow, 

Swampaoott, 

Monaon 

Hingbam, 

SonthHadley, 

Dover, 

Cheabire, 

Edgartown, 

Warebam, 

Manafleld, 

Bamatable, 

Weatborongb, 

Total 


Number 
Bottlea. 


« 
6 
6 
8 
8 
8 
8 
8 
8 
6 
6 
6 
8 
8 
S 
3 
8 
2 
2 
2 
2 


81,907 


The  following  list  presents  the  names  of  the  cities  and  towns  from 
which  detailed  reports  were  received  relative  to  the  use  of  antitoxin, 
with  the  number  from  each  town,  during  the  year  ended  March  31, 
1900 :  — 

List  of  Cities  and  Towns  from  which  Reports  have  been  received  relative  to  the  Use 
(^Antitoxin  in  the  Treatment  of  Diphtheria,  with  the  Number  of  Reports  from 
Each, 


whieh 
1  were 

• 

« 

whieh 
1  were 

« 

pLAoae. 

^U 

ll 

Plaobs. 

Cnlturea 
not  mad 

2 

1 

Arlington, 

6 

- 

Agawam 

- 

2 

Aabcroft, 

1 

2 
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Litiof  0iUe9andT(nmufrmnwhU!hReporU  kave  been  received  rdaiice  to  ike  Urn 
oj  AtUUoxin  in  the  Treatment  of  Diphtheria^  with  the  Number  ofBeporUfrem 
Each — Concluded. 


B«Terly,.       •     '• 
Botfton,  .       .       •       • 
Boston  GIty  Hoq^tal,  • 
BroektOB, 
BrooklliM,      . 
Bnlntree, 
Oambridgo,    . 
Cambridge  Hofpttal,  '. 
CbelMA, 

GbelMftHotpltal,'.  • 
Obeshiro,  .       • 

Obicopee, 

OIlntoD,  .... 
Daltoo,  .... 
DaoTen, 

Dover,  .... 
Draeat,  .  •  •  . 
Baat  LoDgmeadow, 
FHcbbarg,  • 
HaverbtU,  .  .  . 
Holyoke,  •  •  . 
Lawrenoe,  • 

Lexington,     . 

Lowell 

Lynn,     .... 

Maiden 

Manefleld, 

Medford,       .       .       . 

Mlllbury,       .       .       . 


1 

• 

•a 
• 

ll 

o 

8 

1  ' 

6 

4 

88 

81   i 

!,«> 

- 

1 

_   1 

8 

- 

6 

8 

16 

16 

n 

^ 

7 

6 

8 

1 

2 

1 

- 

4 

1 

- 

- 

8 

- 

1 

1 

- 

1 

- 

- 

1 

88 

15 

1 

81 

4 

10 

1 

10 

1 

- 

17 

7 

10 

96 

- 

1 

- 

1 

18 

18 

1 

- 

l! 

111 


n 


Medway 

Methaen, 

Meedbam,  •       • 

If  ew  Bedford,       •       •       •       . 
Mewbnryport,       .... 
Newton,        •       •       •       •       . 
North  Adams, 
Northbridge,.     '.       .       .      • 

PltUfleld, 

Quiney, 

Randolpb, 

Revere 

Bomerrllle, 

Bprlngfleld,    •       .       .       •       . 

Stockbrtdge, 

TaaBton, 

TemptetoD,    .       •       .       .       • 

Uxbrldge, 

Ware, 

Watertown, 

Wayland, 

VTeaton. 

Waltbam, 

Weat  Springfield,  •       • 

Wobam, 

Woree«t«r,    .       .       .       .      • 
Woroeater  Hoapltal,     . 

Wlncbeater, 

Wilbraham, 

Unknown, 


4 
6 
1 
8 
1 

2 
1 
1 

4 
68 

1 

1 


10 


M 

1 

60 

68 

6 
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Summary  Obsebyatioks  upon  the  Use  of  Antitoxin  in  Massa- 
chusetts FOB  the  Year  ended  Maboh  31,  1900. 

Cases  in  which  a  Bacterial  Examination  was  made. 

The  same  method  is  employed  in  this  summary  as  was  adopted 
for  the  four  previous  years.  The  cases  in  which  cultures  were 
made  are  classified  into  positive  and  negative  cases,  the  former 
being  those  which  proved  on  examination  to  be  genuine  diphtheria 
and  the  latter  those  which  were  not. 

Diagnostic  examinations  were  made  in  2,581  cases  reported  to 
the  Board  as  having  been  treated  with  antitoxin,  and  of  these,  2,256 
proved  to  be  genuine  cases  of  diphtheria  and  325  gave  a  negative 
result. 

Positive  Oases. 

Of  the  2,256  positive  cases,  or  those  in  which  a  diagnosis  of  diph- 
theria was  made  by  bacterial  cultures  from  the  throat  of  the  patient, 
there  were  1,998  recoveries  and  258  deaths,  or  11.4  per  cent.,  the 
results  of  the  previous  years  having  been,  respectively,  13.7,  11.6, 
8.2  and  7.9  per  cent. 

Sex. — The  number  of  males  was  1,064,  and  the  deaths  of  these 
were  116,  or  10.9  per  cent.  The  females  were  1,169,  and  the  deaths 
of  females  136,  or  11.7  per  cent.  The  sex  of  23  was  not  stated;  6 
deaths. 

Ages.  —  The  following  table  shows  the  cases  and  deaths  by  ages :  — 

Year  ended  March  31, 1900. 


Cases. 

Deaths. 

Fatality  (Pxb  Cbnt.)> 

AOB  PbUODS. 

18M. 

1898. 

From  0  to    2  years. 

281 

74 

26.1 

18.9 

From  2  to   5  years, 

827 

107 

12.9 

10.0 

From  6  to  10  years, 

644 

66 

8.6 

4.4 

Over  10  years,        .... 

442 

11 

2.6 

3.4 

Age  unknown,        .... 

69 

11 

18.6 

83.0 

2,266 

268 

11.4 

7.9 
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Day  cf  niness  when  Anlitoxin  was  Jirsl  adminisiered. — The 
following  table  presents  the  fatality,  according  to  the  day  of  illness 
on  which  the  antitoxin  was  first  administered :  — 


I 

Dtmtbm. 

FAZAurr  (Pbk  Ckst.)* 

Day. 

ISM. 

isas. 

1S#7. 



1 

lasSto 

First,  . 

245 

1 

24 

9.8 

8.2 

8.0 

0.0 

0.0 

Second, 

594 

33 

5.6 

1.8 

,   »•* 

9.5 

9.7 

Third, 

437 

56 

12.8 

6.2 

1      7.0 

8.8 

8.7 

Foartb, 

298 

42      . 

1 

14.1 

13.2 

>      3.0 

22.7 

15.4 

Flftb,  . 

167 

26      M 

15.6 

11.8 

11.8 

0.0 

22.2 

Sixth, . 

67 

12       • 

17.9 

20.0 

0.0 

14.8 

20.0 

Serenlh, 

48 

13 

27.1 

9.5 

30.0 

25.0 

3S.3* 

Eighth  and  later, 

102 

15      1' 

14.7 

10.4 

13.6 

16.6 

- 

UoknowD,  . 

298 

37 

1. 

- 

— 

- 

*  Seyeoth  day  uid 

later. 

The  yalae  of  the  foregoing  table  consists  mainly  in  the  definite 
statement  of  the  fatality  of  cases  according  to  the  day  of  illness  at 
which  antitoxin  treatment  was  begun.  In  general,  it  shows  that 
the  ratio  of  saccess  in  treatment  depends  largely  upon  the  early  date 
at  which  antitoxin  is  first  administered.  A  fuller  and  more  conclu- 
sive summary  containing  greater  numbers  may  be  found  on  a  later 
page. 

The  cases  in  which  antitoxin  treatment  was  begun  either  upon  the 
first,  second  or  third  days  of  illness  constituted  56.6  per  cent,  of  the 
whole  number  of  positive  cases  to  which  antitoxin  was  administered. 

Hospital  and  Private  Practice.  —  The  fatality  of  the  positive 
cases  treated  in  hospitals  in  1899  was  as  follows  :  cases  treated  and 
reported  upon,  1,827 ;  deaths,  235,  or  12.8  per  cent.  In  private 
practice  :  cases,  429 ;  deaths,  23,  or  5.4  per  cent.* 

*  This  apparent  difference  in  tbe  fatalitj  of  hospital  and  of  general  or  outside  treatment  with 
antitoxin  is  accounted  for  by  the  fkct  that  a  considerable  nnmbor  of  severe  and  fatal  cases  of 
diphtheria,  which  were  treated  by  phjsldans  in  general  practice,  were  transferred  to  a  hospital 
after  one  or  more  dajs  of  home  treatment  and  died  at  the  hospital. 
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Seasons  of  the  Year.  —  The  cases  embraced  in  the  foregoing 
enumeration  occurred  in  the  following  order :  — 


Mouths. 

Caaei. 

Deatbi. 

MOXTRS. 

Cams. 

Deaths. 

1899. 

19M. 

April,       .... 

114 

11 

October,         .        .      ' . 

260 

14 

May,         .... 

146 

11 

November,     . 

264 

24 

June,        .... 

81 

10 

December, 

251 

54 

July,        .... 
August,    .... 
September, 

43 
122 
252 

6 

2 

S3 

1990. 

January, '      .        .        . 
February, 

March,    .... 
Total  six  months,  . 

259 
251 
192 

24 
31 
35 

Total  six  months,     . 

767 

1 

1 

78 

1,467 

182 

By  the  foregoiDg  table  it  appears  that  there  were  757  positive 
cases  reported  in  the  warmer  months,  with  73  deaths,  and  1,467 
cases  in  the  colder  months,  with  182  deaths. 

Negative  Cases. 

The  reported  cases  in  which  a  negative  result  was  obtained  were 
325,  and  the  deaths  of  these  were  33,  or  10.3  per  cent. 

Sex,  —  The  females  were  143,  with  14  deaths,  or  9.8  per  cent., 
and  the  males  178,  with  19  deaths,  or  10.7  per  cent. ;  and  there 
were  4  cases  the  sex  not  being  stated ;  no  deaths. 

Age.  —  The  percentage  of  fatality  by  ages  was  as  follows :  0  to  2 
years,  35.9  per  cent. ;  2  to  5  years,  11.2  per  cent. ;  5  to  10  years, 
3.6  per  cent. ;  and  all  over  10  years,  5.3  per  cent. 


Summary  op  the  Five  Years  ended  Maroh  31,  1900. 

Positive  Oases  treated  with  Antitoxin. 

Whole  number  for  the  five  years,  4,404 ;  deaths,  258 ;  fatality, 
10.26  per  cent. 
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8ex. — Thefiitiftlity  by  sexes  mis  as  fidknrB :  — 


Hides, 
FeoMles, 


IfiG 


SIS 


10.4 
9.9 


The  sex  of  52  was  not  stated ;  9  deatlis. 

Ages. — The  fiitality  by  ages  was  as  follows : — 


Oto  Sjsan, 
2  to  6  years, 
6  to  10  jeaxs, 
Orer  10  years, 
A^e  ankimwu. 


532 
U5S1 
1,268 

997 
76 


120 
191 


81 
12 


8S.6 

12.5 

7.7 

8.1 


m 

HoBpUdU  and  PrioaU  PraeUee. 

0-. 

(FcrOoit). 

In  hof pitalfl,      « 

8,095 

842 

110 

11.1 

In  private  practice, 

1,807 

8.4 

Oases  in  which  no  Bacteriological  Examination  was  made  during 

the  Tear  ended  March  31^  1900. 

Beports  were  made  of  292  cases  where  antitoxin  was  employed 
in  which  no  cultures  were  taken.  Out  of  this  number  there  were 
41  cases  which  proved  fisital,  or  14.0  per  cent,  of  the  whole. 

The  unsatisfactory  character  of  the  information  in  regard  to  this 
class  ot  cases  must  be  acknowledged ,  since  in  none  of  them  was  a 
diagnosis  made  by  means  of  a  culture  from  the  throat  of  a  patient. 
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Sex.  —  The  namber  of  males  in  this  class  was  132,  and  the  deaths 
of  these  were  22,  or  16.6  per  cent.  The  number  of  females  was  146, 
and  the  deaths  of  these  were  18,  or  12.8  per  cent.  The  number  of 
those  whose  sex  was  unknown  or  not  stated  was  14,  of  which  num- 
ber one  died. 

Ages. — The  following  table  presents  the  cases  and  fatality  by 
ages  among  this  class  :  — 


Aqb  Pbbiods. 


CaB«B. 


Deaths. 


FaUlltj 
(Per  Gent). 


From  0  to   2  years,   . 
From  2  to   5  years,   . 
From  5  to  10  years,   . 
Over  10  years,   .... 
Age  unknown,  .... 


43 
91 
78 
77 
8 


14 

18 

11 

8 


82.6 

14.8 

14.1 

8.9 


SEQUEIiiB. 

Among  the  cases  reported  in  1899,  some  sort  of  eruption,  either 
urticaria  or  erythema,  is  reported  to  have  been  noticed  in  1,116  in- 
stances. These  were  usually  slight  and  evanescent  in  character. 
Albuminuria  was  reported  in  598  cases,  but  in  more  than  three- 
fourths  of  these  it  was  slight  or  consisted  of  a  trace  only. 

In  52  cases  rheumatic  pains  or  joint  affections  were  reported. 


f  •  Operations. 

N^otes  are  made  in  the  returns  of  298  cases  in  which  intubation 
was  performed,  and  in  several  cases  the  operation  was  repeated 
once  or  oftener. 

The  number  of  deaths  among  these  intubated  cases  was  92,  or 
30.8  per  cent.  Tracheotomy  is  reported  as  having  been  performed 
five  times  and  was  followed  by  death  in  each  case,  except  one. 

Among  the  cases  reported,  diphtheria  was  said  to  have  been  com- 
plicated with  scarlet-fever  in  one  hundred  and  seventy  instances ; 
with  scarlet-fever  and  measles  four  times;  with  whooping-cough 
nine  times ;  with  measles  sixty-four  times ;  with  chicken-pox  nine 
times ;  with  measles  and  whooping-cough  three  times ;  with  measles 
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and  bronchitis  once;  with  tabercalosis  once;  Potfs  disease  once; 
rickets  once;  pregnancy  twice.  Pneamonia  occarred  as  a  com- 
plication twenty-five  times,  in  three  of  which  it  was  complicated 
with  the  addition  of  measles,  in  one  with  scarlet-fever,  in  one  with 
phthisis,  in  one  with  measles  and  whooping-cough,  in  one  with 
measles  and  scarlet-fever,  and  in  another  with  congenital  syphilis. 
Pneumonia  proved  to  be  a  serious  complication,  since  all  of  these 
cases  in  which  it  occurred,  except  three,  proved  fatal. 

In  four  fatal  cases  in  which  antitoxin  was  administered  it  was 
recorded  that  the  patient  was  moribund  on  admission.  In  another 
it  was  stated  that  the  parents  persistently  objected  to  its  use,  and 
that  when  finally  given  it  was  too  late  to  be  of  use. 

The  following  statement,  published  in  the  annual  report  for  1896, 
applies  equally  to  the  results  of  the  year'1899  :  — 

It  is  quite  plain  that  a  comparison  of  the  fatality  of  cases  treated  with 
antitoxin  with  the  general  fatality  of  cases  of  diphtheria  previous  to  the  in- 
troduction of  this  therapeutic  agent,  or  even  with  cases  not  treated  with 
antitoxin,  which  occurred  at  the  same  period  with  those  so  treated,  does 
not  do  justice  to  the  merits  of  antitoxin,  for  the  reason  that  such  a  compar- 
ison must  be  made  between  two  groups  or  classes  of  cases  which  are  not 
strictly  comparable,  since  one  contains  a  larger  and  the  other  a  smaller 
percentage  of  severe  cases  than  the  average.  That  is  to  say,  the  general 
run  of  cases  treated  with  antitoxin  by  physicians  in  private  practice,  and 
especially  of  those  sent  to  hospital,  must  necessarily  be  a  selected  class,  in 
which  the  percentage  of  severe  cases  is  greater  than  it  is  in  the  whole  num- 
ber of  cases  of  diphtheria  occurring  or  reported  in  a  given  community. 

It  has  been  urged,  and  with  some  degree  of  reason,  that  the  diminution 
in  the  fatality  from  diphtheria  is  partly  due  to  the  introdaction  of  bacterial 
diagnosis  by  means  of  cultures  from  the  throat,  whereby  mild  cases  of  ill- 
ness are  shown  to  be  cases  of  true  diphtheria  which  would  otherwise  have 
passed  unnoticed.  But  this  statement  is  in  some  measure  offset  by  the  fact 
that  a  considerable  number  of  cases  which  might  have  passed  for  diphtheria 
before  the  days  of  bacterial  diagnosis  are  now  classed  as  *'  negative.'* 

The  most  important  lesson  which  is  taught  by  these  retnms  is  the  neces- 
sity of  early  administration  of  the  antitoxin  in  each  and  every  case. 

Out  of  731  cases  in  which  antitoxin  was  administered  on  the  first 
day  of  illness  there  were  only  56  deaths,  or  7.7  per  cent. ;  and  out 
of  2,120  cases  treated  during  the  first  two  days  of  illness  there  were 
only  138  deaths,  or  6.5  per  cent. ;  while  the  deaths  in  524  cases  in 
which  antitoxin  was  not  employed  until  the  sixth  and  seventh  days 
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and  later  were  94,  or  17.9  per  cent.,  the  patients  in  the  former  in- 
stances having  a  chance  of  living  nearly  three  times  as  great  as  in 
the  latter. 

6ENEBA.L  Summary,  1895-1899. 

Positive  cases  treated  in  the  years  ending  March  31, 1900,  and  reported 

to  .the  State  Board  of  Health, .     4,404 

Cases  in  which  no  bacteriological  examination  was  made,        .        .        .     1,484 


Total, .     6.888* 


Deaths  of  these,    . 
Fatality  (per  cent). 


657 
11.2 


Sexes. 

The  number  of  males  who  were  treated  was  f  . 
The  number  of  females  who  were  treated  was  f 
The  number  whose  sex  was  not  stated  was  f 


2,718 

3,060 

110 


Total, 5,888* 


Deaths  of  males,  . 

Fatality  of  males  (per  cent.). 

Deaths  of  females, 

Fatality  of  females  (per  cent). 

Deaths,  sex  not  stated. 


317 

11.7 

320 

10.5 
20 


Deaths  by  Ages» 


Aqb  Pbriods. 


Caiei. 


Deaths. 


Fatality 
(Per  Cent.). 


0  to  2  years,  . 
2  to  5  years,  . 
5  to  10  years,  . 
Over  10  years,  . 
Age  unknown  or  not  stated. 
Total,  .... 


710 
1,987 
1,740 
1,340 

111 


5.888 


170 

273 

150 

48 

16 


657 


23.9 

13.7 

8.6 

3.6 


14.4 


11.2 


*  In  this  namber  (0,888)  641  cases  in  which  a  bacterial  diagnosis  showed  negative  resalts 
are  not  included,  so  that  the  whole  namber  treated  with  antitoxin  of  which  retams  were  made 
to  the  Board  was  6,529. 

t  Except  cases  determined  to  he  "  negatiye." 
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Bay  of  Administratum, 


DAT. 


DMtba. 


Fatality 
(Per  Gent ). 


First,  . 

Second, 

Third, 

Fourth, 

Fifth, . 

Sixth, . 

Seventh  and  later. 

Unknown,  . 


731 
1,889 
996 
708 
881 
178 
346 
867 


56 

82 

110 

101 

59 

34 

60 

114 


7.7 
5.9 
11.0 
14.2 
15.5 
19.1 
17.3 
18.1 


Immunization. 

Considerable  qaantittes  of  antitoxin  have  been  used  in  each  year 
for  the  purpose  of  immunization  of  healthy  persons  who  have  been 
exposed  to  the  infection  of  diphtheria. 

Returns  giving  the  results  of  such  immunization  have  been  re- 
ceived, as  in  the  case  of  its  therapeutic  use,  only  in  a  portion  of 
these  cases,  numbering  in  all  about  200  in  the  past  year  from  14 
cities  and  towns  and  from  3  public  institutions. 

The  majority  of  the  immunized  patients  were  children  in  families 
where  other  children  were  attacked  with  diphtheria  and  were  under 
treatment.  In  some  cases  the  parents  or  other  adults  were  thus 
treated,  and  five  nurses  were  also  immunized. 

The  doses  administered  for  the  purpose  of  immunization  varied 
from  150  units  in  one  case  to  1,500  units,  the  latter  quantity  being 
employed  in  15  cases.     The  average  dose  used  was  about  700  units. 

Diphtheria  is  recorded  as  having  developed  in  five  of  the  im- 
munized cases,  once  after  three  days,  once  after  four  days,  once 
after  eight  days.  In  one  case  a  ^*  suspicious  throat"  followed  its 
use.     None  of  these  cases  is  reported  as  having  proved  fatal. 

At  the  Children's  Hospital,  an  institution  at  which  several  hundred 
patients  are  annually  received  for  treatment,  medical  and  surgical, 
but  not  for  infectious  diseases,  it  has  been  the  custom  to  immunize 
each  patient  with  diphtheria  antitoxin  soon  after  entrance. 


No.  34.] 


DIPHTHERIA  CULTURES. 


669 


DiPHTHEKU  Cultures  examined  during  the  Tear 

ENDED  March  31, 1900. 


Daring  the  year,  3,258  cultures  have  been  received  from  106  towns 
and  cities  in  the  State.  Of  these,  1,778  were  for  diagnosis,  1,463 
were  for  release  from  quarantine  and  17  were  unclassified.  The  fol- 
lowing table  gives  the  results  of  these  examinations : — 


CULTUSBt  mXAMVtKD  TOR             I 

9 

Wbole 

DiAOiroais. 

CnltarM 

Nnmberof 

, 

eza  mined 

Placs. 

Coltares 

for  Beleate 

ezjtmlnad. 

Potittre. 

KcgmtlTe. 

DoabtfU. 

from  Quar- 
antine. 

Adams,  ...... 

12 

6 

6 

Andover, 

69 

36 

25 

ft 

8 

ArliDgtOD, 

63 

8 

18 

- 

37 

Attleborough, 

53 

25 

16 

- 

12 

Barnstable, 

3 

2 

— 

1 

— 

Bedford, 

14 

— 

14 

.— 

— 

Belmont, 

12 

1 

2 

• 

9 

Beverly, 

67 

16 

24 

1 

16 

Boston,  . 

9 

1 

8 

— 

~- 

Boxford, 

2 

— 

— 

• 

2 

Braintree, 

3 

2 

1 

-. 

— 

Bradford, 

1 

1 

— 

— 

— 

Bridgewater, 
Brockton, 

9 

4 

2 

— 

3 

144 

30 

29 

« 

85 

Brookfield,    . 

1 

— 

.1 

— 

~ 

Brookline, 

1 

— 

- 

1 

Cambridge,   . 

6 

2 

4 

- 

- 

Canton, . 

3 

— 

— 

— 

3 

Chelsea, 

239 

63 

46 

1 

129 

Concord, 

14 

2 

12 

— 

. 

Clinton, . 

10 

4 

5 

. 

1 

Cheshire, 

3 

2 

1 

• 

« 

Clarksburg,  , 

1 

1 

— 

— 

— 

Danvers, 

22 

2 

7 

mm 

13 

Dartmouth,    . 

2 

1 

_ 

mm 

1 

Dedham, 

6 

1 

^ 

• 

5 

Dover,    . 

4 

1 

1 

~ 

2 

Duxbury, 

2 

1 

-. 

- 

1 

Everett, 

326 

52 

67 

1 

216 

Edgartown,  . 

3 

— 

2 

1 

— 

Egremont, 

2 

— 

2 

- 

— 

Fall  River, 

1 

1 

•• 

^" 

^ 
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CULTTTSBS  mXAMlKKD  FOB 

1 

Wbole 

DiAoaosxs. 

Cnltures 

Number  of 

eaumined 

Placb. 

Cnltam 

lor  Rcleue 

Podtlye. 

NegatlT*. 

DoobCfliL 

fhunQiur- 
■ntine. 

Falmoath, 

1 

. 

. 

1 

Fairhaven,     . 

1 

— 

1 

- 

• 

Framingham, 

81 

4 

6 

1 

20 

Fitchbarg,     . 

20 

4 

5 

- 

11 

Gloucester,    . 

12 

8 

9 

— 

- 

Greenfield,    . 

40 

7 

9 

~ 

24 

Great  Barrington, 

8 

1 

2 

- 

— 

Groveland,    . 

4 

— 

4 

— 

- 

Hamilton, 

1 

^ 

1 

-> 

— 

Hanover, 

17 

2 

4 

-> 

11 

Harvard, 

1 

— 

1 

— 

— 

Haverhill,     . 

81 

7 

24 

— 

» 

Hineham, 
Hyde  Park,   . 

15 

1 

4 

^ 

10 

62 

10 

20 

1 

81 

Lancaster,     . 

1 

— 

1 

— 

. 

Lawrence, 

106 

27 

^7 

2 

20 

Lexington,     • 

20 

3 

8 

— 

9 

Maiden, 

185 

18 

82 

2 

88 

Marblehead,  . 

78 

23 

27 

— 

28 

Marlborough, 

87 

14 

28 

3 

42 

Marshfield,    . 

13 

— 

3 

* 

10 

Medfield, 

17 

1 

4 

— 

12 

Medford, 

118 

85 

67 

- 

11 

Medway, 

8 

- 

8 

- 

- 

Melrose, 

SS 

8 

6 

2 

17 

Methuen, 

8 

8 

— 

•— 

Middleborough,    . 

1 

- 

1 

* 

Milton,  . 

55 

7 

29 

— 

19 

Montague,     . 

%         ' 

1 

1 

- 

- 

- 

Natick,  . 

4 

1 

3 

— 

— 

New  Bedford, 

170 

12 

87 

1 

120 

Newbury  port. 

45 

20 

25 

- 

— 

North  Adams, 

80 

9 

7 

— 

14 

North  Attleboroug 

h,  : 

2 

1 

1 

- 

- 

North  Brookfield, . 

52 

18 

8 

- 

86 

Norwell, 

11 

1 

2 

- 

8 

Norwood, 

5 

1 

4 

- 

- 

Orange, 

1 

- 

1 

^^ 

- 

Peabody, 

17 

5 

6 

— 

6 

Pembroke, 

1 

— 

— 

— 

1 

Quincy, . 

53 

24 

19 

- 

10 

Randolph, 

3 

1 

2 

- 

- 

Reading, 

112 

18 

48 

\^ 

51 

Revere, . 

6 

1 

8 

— 

2 

Rockland, 

18 

4 

7 

1 

1 

Rowley, 

2 

1 

1 

- 

- 

Salem,   . 

119 

14 

16 

— 

89 

Saugus, . 

1 

1 

•- 

- 

Sherbom, 

9 

— 

2 

— 

1 

Shirley, . 

• 

5 

2 

8 

- 

1 

Somerville,   . 

• 

222 

66 

127 

1 

89 

Southborough, 

1 

^ 

1 

^ 

^ 
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CULTUBXt  mXAMlVKD  TOB 

Wbole 

DiAOVOSIt. 

CQltar«t 

Knmber  of 

examined 

Plaob. 

ColtOTM 

for  Beleaie 

examined. 

Potlttra. 

XTegatlTe. 

DonbtfU. 

firom  Qoar- 
antine. 

Southbridge,                  .        . 

1 

^ 

^ 

1 

^ 

Sterling, 

8 

- 

8 

- 

- 

Stoneham, 

7 

1 

6 

— 

« 

Sutton,  . 

1 

1 

— 

— 

Swampscott, . 

• 

. 

13 

3 

8 

— 

2 

Tannton, 

4 

3 

1 

- 

— 

Tempi  eton. 

1 

1 

i» 

— 

- 

Wakefield,     . 

8 

5 

2 

— 

1 

Ware,    . 

1 

- 

1 

— 

— 

Wareham, 

8 

8 

~ 

— 

— 

Warren, 

, 

16 

4 

11 

— 

1 

Watertown,  , 

102 

16 

28 

— 

68 

Westborough, 

2 

— 

2 

- 

- 

West  Boylston,     . 

1 

- 

1 

- 

- 

West  Springfield, . 

,  ■     , 

4 

8 

- 

- 

1 

Weymouth,   . 

5 

- 

— 

- 

5 

Winchendon, 

, 

12 

1 

11 

— 

- 

Winchester,  . 

127 

20 

84 

— 

73 

Winthrop, 

49 

7 

6 

*      «M 

86 

Wobum, 

6 

2 

4 

— 

- 

Worthington,    • 

1 

- 

1 

- 

- 

Wrentham,    . 

1 

— 

1 

— 

- 

Unclassified,  and  place  not  stated, 

17 

- 

- 

17 

— 

State, 

• 

• 
1 

• 

■        • 

8,258 

692 

1,066 

87 

1,468 

BekUian  of  Clinical  to  Bacteriological  DiagnoHs, 


BAOTBBIOLOOICAL  DlAOVOtlf. 

Percenttfe 
of  Error  in 

CLDnOAL  DiAOirosis. 

• 

Positive. 

Negative. 

DonbtftiL 

Clinical 
Dlagnoeie. 

Positive  in  574  cases^ 

Negative  in  884  cases, 

Doubtful  in  894  cases, 

Not  given  in  288  cases,        .... 

861 

67 

114 

103 

209 

.    815 

276 

179 

4 
2 

4 

6 

36.6 

17.5 

Pebsistenge  of  Diphtheria  Bacilli  in  the  Throats  of  Patients 

Convalescent  from  Diphtheria. 

Among  these  cases  are  included  only  those  in  which  frequent  cult- 
ares  were  made  until  the  throat  was  clear  of  the  bacilli.  The  time 
of  persistence  is  given  from  the  date  of  the  earliest  symptoms  to 
when  the  bacilli  were  last  found. 
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7  days, 

10  days, 

11  days, 

12  days, 
18  days, 

14  days, 

15  days, 

16  days, 

17  days, 

18  days, 

19  days, 
^days, 

21  days, 

22  days, 

23  days, 

24  days, 

25  days, 

26  days, 

27  days, 

28  days, 
^  days, 
SO  days, 
Zl  days, 
88  days, 

84  days, 

85  days. 


3 
3 
3 
5 

4 

13 
5 
5 

10 
6 
7 

18 
8 
9 
4 
9 
7 

11 
9 
6 
6 
9 
3 
8 
2 
4 


86  days, 

87  days, 

89  days, 

40  days, 

41  days, 

42  days, 
48  days, 
44  days, 
50  days, 
58  days, 
56  days, 
61  days, 

66  days, 

67  days, 
70  days, 
78  days, 
76  days, 

78  days, 

79  days, 

90  days, 
97  days, 

108  days, 
111  days. 


Arerage  days,  S8.6. 


3 

1 
8 
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SUMMABY  OF   THE  FoUR  YeABS   ENDING   MaBOH   81,    1900. 

The  whole  number  of  cultures  examined  during  the  four  years  is 
8,523.  Of  these,  4,621  were  made  for  the  diagnosis  of  diphtheria, 
and  8,902  were  made  for  release  from  quarantine.  Of  the  cultures 
made  for  diagnosis  1,984  were  positive,  2,563  were  negative,  and 
74  were  doubtful. 


BekUian  of  Clinical  to  BacUriologicdl  Diagnosis, 


CLonoAL  DxAasoazs. 


Baotsbiolooioal  Diaqvobu. 


PotitiTe. 


Positive  in  1,789,  . 
Negative  in  947,  . 
Doubtful  in  1,023, 
Not  given  in  912, . 

Total,  4,621,  . 


1,098 
190 
839 
367 


1,984 


KegaUre. 


624 
740 
668 
531 


2^63 


Donbtflil. 


17 
17 
16 
24 


74 


Peroentam 
of  Error  In 

Clinical 
DIacnosIs.* 


86.2 
20.4 


•  These  figures  are  percentages  of  the  sum  of  the  positive  and  negative  cases  in  which  a  bac- 
teriological diagnosis  was  definitely  determined. 

In  691  cases  in  which  frequent  cultures  were  made  until  the  throat 
was  free  from  the  bacilli,  the  average  time  of  persistence  of  the 
bacilli  from  the  date  of  the  earliest  symptoms  was  27.4  days. 
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EXAMINATIONS  OF  SPUTUM  AND  OTHER  MATERIAL 
SUSPECTED  OF  CONTAINING  THE  BACILLI 

OF  TUBERCULOSIS. 


Daring  the  year  ending  March  31, 1900,  microscopic  examinations 
have  been  made  of  571  specimens  of  spatom  or  other  nuterial  sus- 
pected of  containing  the  bacilli  of  tobercalosis.  This  material  was 
received  from  89  different  towns  and  cities  in  the  State.  The  fol- 
lowing tables  show  the  resalts  of  these  examinations  and  the  places 
firom  which  the  material  was  received : — 


Tabular  SiaUment  of  Examinaiums  ofMateriaL 


1 

1 

Cm  OB  Towv. 

^1  i 
^1 

f 

^  1 

■ 

9 

i 

i 

ii 

1 

1 

1 

1 

1 

i 

9i 

0< 

»Q 

fc 

»    1 

U4 

K 

1 

. 

. 

1 
1 

Arlington, 

8 

3 

1 

— 

4 

— 

1 

Attleboronghf  . 

wi 

3 

4 

3 

4 

- 

- 

Barnstable, 

J ' 

— 

^^ 

— 

3 

— 

• 

Belmont,  . 

1  . 

1 

- 

— 

— 

— 

- 

Berlin,     . 

1 

— 

1 

— 

— 

— 

— 

Beverly,  . 

1 

- 

- 

- 

1 

""          1               "" 

Blackstone, 

3 

— 

3 

- 

— 

Boston,     . 

61  : 

20 

15 

4 

17 

3          3 

Bridgewater,    . 
Brockton, 

3  . 

1 

* 

1 

1 

—          -i 

15 

— 

6 

5 

4 

— 

Brookfield, 

3 

- 

3 

— 

1 

— 

— 

Brookline, 

S 

* 

1 

« 

1 

«. 

•> 

Cambridge, 

4 

— 

8  ; 

1 

1 

- 

- 

Chelsea,   . 

14 

3 

1 

4 

4 

8 

1 

Clinton,    . 

11 

3 

—  1 

4 

5 

— 

•i- 

Cohasset, . 

3 

1 

1 

— 

— 

— 

• 

Concord,  . 

16 

3 

10. 

1 

3 

-   ' 

— 

Cammington, 

1 

- 

1 1 

- 

— 

• 

- 

Danvers,  . 

7  : 

1 

1 1 

4 

1 

— 

- 

Danversport, 

2 

3 

1 

- 

- 

- 

- 

Dartmouth, 

1 

— 

1 1 

— 

— 

— 

— 

Dedbam,  . 

1               • 

10 

1 

41 

2 

3 

1 

- 

East  Bridgewal 

ter. 

» 

• 

8  ' 

— 

I  ' 

— 

1 

1      - 

" 
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Tabular  Statement  of  Exammalians  of  Material —  Continued. 


■ 

s 

I. 

Ualbs. 

FBMALB8. 

SBX  KOI 

'  8TATBD. 

• 

■ 

* 

City  ob  Towh. 

fea 

• 

• 

• 

• 

► 

• 
• 

i 

1! 

3 

1 

1 

1 

1 

» 

£ 

£ 

£ 

^ 

£ 

» 

Everett, 

20 

4 

8 

5 

6 

1 

1 

Fall  River, 

76 

18 

17 

18 

20 

2 

— ' 

Fairhaven, 

1 

— 

m^ 

1 

— 

— 

— 

Fitchburg, 

5 

— 

8 

1 

1 

- 

- 

Foxborougb, 

4 

1 

1 

1 

1 

— 

- 

Framingham,  , 

20 

— 

4 

b 

11 

- 

— 

Georgetown,    , 

8 

- 

8 

- 

- 

- 

- 

Gloucester, 

6 

1 

2 

— 

2 

— 

— 

Greenfield, 

1 

1 

mm 

- 

— 

— 

- 

Haverhill, 

5 

2 

— 

2 

1 

— 

— 

Holbrook, 

1 

mm 

« 

— 

— 

1 

- 

Lawrence, 

5 

2 

1 

— 

1 

— 

- 

xjeOf  •                 1 

2 

2 

- 

— 

— 

— 

- 

Lexington, 

1 

- 

- 

— 

- 

- 

- 

Littleton,  . 

2 

-> 

1 

- 

1 

— 

- 

Maiden,    . 

6 

1 

8 

1 

1 

« 

» 

Mansfield, 

2 

. 

. 

mm 

2 

— 

i- 

Marlborough,  . 

2 

1 

i- 

1 

- 

» 

— 

Medford,  . 

18 

4 

2 

4 

2 

-i 

— 

Medway,  . 

2 

- 

- 

- 

1 

- 

1 

Melrose,  . 

4 

2 

2 

- 

- 

— 

— 

Methuen, . 

5 

2 

— 

1 

2 

mm 

i- 

Middleborough 

»       < 

6 

— 

- 

1 

4 

- 

- 

Milford,    . 

2 

— 

1 

— 

1 

— 

- 

Milton,     . 

2 

1 

1 

- 

— 

— 

— 

New  Bedford,  , 

19 

6 

5 

5 

8 

— 

» 

Newton,   . 

1 

— 

1 

— 

1 

— 

-. 

Norfolk,  . 

1 

— 

1 

-i 

— 

— 

— 

North  Adams, 

27 

12 

4 

4 

7 

^ 

— 

North  Attleborough 

8 

I 

1 

— 

- 

- 

1 

North  Brookfield, 

7 

2 

8 

1 

1 

— 

— 

Norton,     . 

1 

. 

i. 

— 

1 

» 

— 

Norwood, 

1 

mm 

. 

- 

1 

— 

- 

Oxford,    . 

6 

2 

2 

— 

2 

— 

mm 

Feabody, . 

2 

— 

- 

1 

- 

1 

— 

Provincetown, . 

2 

— 

1 

— 

1 

— 

- 

Quincy,    . 

10 

1 

2 

2 

8 

1 

1 

Randolph, 

4 

1 

- 

- 

1 

2 

Reading,  . 

1 

1 

- 

- 

- 

- 

Revere,     . 

7 

1 

2 

1 

8 

— 

- 

Rowley,    . 

1 

- 

- 

1 

- 

- 

- 

Rockland, 

8 

2 

4 

— 

2 

— 

— 

Salem, 

6 

1 

— 

1 

1 

1 

1 

Sheffield,  . 

2 

1 

i- 

- 

1 

- 

- 

Sherborn, 

1 

- 

- 

-i 

1 

- 

— 

Somerville, 

10 

8 

8 

1 

8 

- 

— 

Spencer,  . 

8 

2 

2 

1 

2 

- 

1 

Stoughton, 

1 

1 

— 

- 

- 

- 

- 

Taunton, 

1 

^ 

^ 

^ 

" 

■ 

1 
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Tabular  Statement  of  Examinations  of  Material — Concluded. 


^^ 

Malbs. 

FUCALBS. 

« 

BBS  MOT  STATBD. 

CRT  OB  TOWV. 

li 

^ 

i 

4 

i 

4 

i 

M 

^ 

s 

► 

s 

t 

s 

fit 

g 

1 

fi 

1 

s 

1 

1 

Wakefield,       .... 

1 

. 

1 

. 

«. 

.. 

^, 

Waltham, 

8 

1 

1 

1 

— 

-. 

. 

Warren,   . 

4 

» 

1 

— 

2 

1 

Walertown, 

2 

— 

« 

1 

1 

i- 

~ 

Westborough, . 

1 

- 

1 

— 

— 

- 

— 

West  Brookfield, 

1 

— 

— 

1 

— 

— 

. 

Westford, 

17 

5 

4 

1 

6 

— 

1 

Weymouth, 

8 

1 

7 

- 

- 

- 

- 

Whitman, 

1 

— 

1 

— 

— 

— . 

— 

Williamstown,. 

2 

- 

1 

-> 

— 

1 

— 

Winchendon,    . 

8 

— 

2 

1 

. 

— 

- 

Winchester,     . 

12 

s 

4 

6 

— 

» 

. 

Winthrop, 

6 

1 

2 

- 

1 

— 

1 

Woburn,  . 

1 

— 

— 

1 

— 

» 

. 

Worthington,  . 

1 

- 

- 

1 

- 

- 

- 

Wrentham, 

1 

— 

- 

i- 

1 

• 

• 

Not  stated. 

4 

— 

— 

- 

2 

1 

1 

State, 

1 

1        . 

671 

129 

162 

102 

166 

16 

17 

DistribuUon  by  Ages, 


Namb«r 

of  Cues 

examined. 

PodlfTB. 

N^ttlTt. 

Between  the  age  of   1  and  10,  . 
Between  the  age  of  10  and  20,  , 
Between  the  age  of  20  and  30,  . 
Between  the  age  of  30  and  40,  . 
Between  the  age  of  40  and  50,  . 
Between  the  age  of  60  and  60,  . 
Between  the  age  of  60  and  70,  . 
Between  the  age  of  70  and  80,  . 
Age  not  stated,  ...... 

9 

67 

142 

148 

78 

44 

22 

8 

68 

29 
68 
68 
80 
11 
8 

88 

9 

88 
74 
80 
48 
88 
19 

8 
26 

Total 

>        . 

671 

247 

324 

Distribution  by  Sexes. 


TotaL 

llBlflt. 

FmdbIw. 

Sex  not 
Btatod. 

Number  of  cases  examined  ^positive). 
Number  of  cases  examined  (negatiye). 

247 
824 

129 
162 

102 
165 

16 
17 

Total, 

671 

281 

267 

9^ 
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Summary  of  the  Foub  Years  ending  March  81,  1900. 

The  whole  nnmber  of  specimens  examined  in  the  four  years  was 
1,345;  of  these,  610,  or  45.3  per  cent.,  were  positive,  and  735 
were  negative. 

Ages.  —  Of  the  178  specimens  from  persons  who  were  under 
twenty  years  of  age  37,6  per  cent,  were  positive,  of  871  specimens 
from  persons  who  were  between  the  age  of  twenty  and  fifty  years  48.2 
per  cent,  were  positive,  and  of  145  specimens  from  persons  who 
were  over  fifty  years  of  age  27.6  per  cent,  were  positive.  Of  the 
positive  cases f  67,  or  12.7  per  cent.,  were  under  twenty  years  of 
age,  420,  or  79.7  per  cent.,  were  between  twenty  and  fifty  years  of 
age,  and  40,  or  7.6  per  cent.,  were  over  fifty  years  of  age.  The 
age  was  not  stated  in  78  cases. 

Sexes.  — Of  the  1,345  cases  examined,  635  were  males,  631  were 
females  and  the  sex  of  79  was  not  stated.  Of  the  male  cases  46.3 
per  cent,  and  of  the  feitiale  cases  43.2  per  cent,  were  positive. 
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MALARIA. 


During  the  year  preparations  of  blood  suspected  of  containiog 
malaria  parasites  were  received  from  76  cases,  or  but  little  more 
than  half  as  many  as  were  received  in  1898.  Of  this  number,  only 
20  contained  the  parasite  of  malaria,  and  these  20  came  from  Con- 
cord, Everett,  Middleborough,  Uxbridge  and  Winchester ;  14  of  the 
number  were  from  Concord. 

All  of  the  specimens  came  from  eastern  Massachusetts  and  none 
were  received  from  places  farther  west  than  the  eastern  part  of 
Worcester  County. 

The  distribution  is  presented  in  the  following  table :  — 


Malaria, 


CiTT  OB  Toim. 

Number 

of 
Patiente. 

PoaKlTc. 

NegaUTe. 

CiTT  OR  Toim. 

Namber 

or 

Patiente. 

1 

Poeltlre. 

* 

N^atlre. 

Boston,     . 

- 

1 

Norlbbridge,    . 

1 

- 

Brookllne, 

- 

2 

SomerrlUe, 

1 

- 

Ounbridge, 

- 

1 

StODefaam, 

1  • 

- 

Ohelmsford, 

- 

1 

Swampeeott,    . 

1 

- 

OUnton,     . 

- 

4*     ' 

Uxbridge, . 

4 

2 

OoDOord,  . 

14 

23 

Waltham, . 

2 

- 

BveMtt,     . 

1 

- 

Woatford, 

2 

- 

LaDouter, 

- 

1 

Wlnehester,     . 

11 

2 

Lowoll,     . 

- 

2 

1 

WlDthrop, 
Total, . 

t       • 

1 

- 

MolroM,    . 

76 

20 

86 

Middleborough, 

1 

- 

*  In  one  eaee  preparation  worthleae. 
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DISEASE  AND  MORTALITY, 


[6W3 


STATISTICAL  SDMMABIES  OF  DISEASE  AND  MORTALITY- 


The  statistical  information  received  by  the  Board  during  each 
year,  either  through  the  medium  of  voluntary  returns  or  in  conse- 
quence of  legal  requirements,  has,  in  the  last  five  reports  of  the 
Board,  been  presented  under  four  different  heads  or  groups,  which 
are  summarized  and  defined  as  follows :  — 

1.  The  Weekly  Mortality  Returns, — These  consist  of  the  reports  of 
deaths,  which  are  made  up  weekly  and  are  sent  to  the  office  of  the  State 
Board  by  the  registration  officials  of  cities  and  towns.  They  are  voluntary^ 
and  serve  principally  to  show  the  seasonal  prevalence  of  each  of  the  chief 
Infectious  diseases,  and  the  mortality  of  childred  under  five  years  old  in 
weekly  periods.  This  series  of  statistics  has  been  continued  by  the  Board 
for  more  than  twenty  years,  and  has  been  published  as  a  summary  for 
fifteen  years. 

2.  The  Beporte  of  Certain  Infectious  Diseases^  —  Diphtheria  and  Croup^ 
Scarlet-fever^  Typhoid  Fever  and  Measles,  —  These  are  obtained  from  the 
annual  reports  of  local  boards  of  health  for  the  year  1899,  which  are  for- 
warded to  the  State  Board  from  cities  and  towns.  By  comparing  the  num- 
bers of  reported  cases  with  the  reported  deaths,  the  mean  fatality  of  each 
disease  in  the  places  from  which  the  reports  are  made  is  obtained  with  a 
reasonable  degree  of  accuracy. 

3.  Reports  of  Cities  and  Towns ^  made  under  the  Provisions  of  Chapter 
302  of  the  Acts  of  1893.  —  By  this  act  each  local  board  of  health  is  required 
to  report  to  the  State  Board  every  case  of  '^  disease  dangerous  to  the  public 
health  "  which  is  reported  to  the  local  board.  A  digest  of  these  reports  is 
presented  in  Summary  No.  III. 

4.  Annual  Reports^  made  under  the  Provisions  of  Chapter  218  of  the 
Acts  of  1894,  — The  full  reports  of  deaths  occurring  in  each  city  and  town 
having  over  5,000  inhabitants  comprise  another  series  of  returns,  which  are 
summarized  in  No.  IV.  These  reports  are  made  under  the  requirements  of 
the  following  statute :  — 
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[Acts  of  18M,  Chapteb  S18,  Sbotiov  S.] 
In  each  city  and  town  having  a  population  of  more  than  five  thousand  inhabi- 
tants, as  determined  by  the  last  census,  at  least  one  member  of  said  board  shall 
be  a  physician,  and  the  board  shall  send  an  annnal  report  of  the  deaths  in  soch 
town  to  the  State  Board  of  Health.  The  form  of  soch  reports  shall  be  prescribed 
and  furnished  by  the  State  Board  of  Health. 


Note. — A  supply  of  the  postal  cards  necessary  for  the  reporting  of  voluntary 
mortality  returns  such  as  are  required  for  the  data  presented  in  section  1  of  the 
following  summary,  will  be  forwarded  to  the  registration  officers  of  any  <aty  or 
town  who  are  willing  to  contribute  the  necessary  information. 

Postal  cards  are  also  sent  to  all  boards  of  health  in  the  State,  for  the  purpose 
of  aiding  them  to  comply  with  the  provisions  of  chapter  d02  of  the  Acts  of  1893, 
relative  to  the  reporting  of  diseases  dangerous  to  the  public  health  to  the  State 
Board  immediately  after  reports  of  the  same  are  received  by  the  local  board. 

Annual  blank  forms  are  also  sent  to  each  local  board  of  health  in  cities  and 
towns  having  over  5,000  inhabitants,  for  the  return  of  such  information  as  is 
called  for  by  the  provisions  of  chapter  218  of  the  Acts  of  1894. 
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I. 

The  Wbbklt  Mortality  Rbtubns, 

In  the  following  summary,  the  voluntary  reports  of  deaths  received 
at  the  close  of  each  week  from  the  city  registrars,  town  clerks  and 
boards  of  health  of  the  cities  and  towns  are  epitomized  for  the  year 
1899.  The  chief  value  of  this  abstract  consists  in  the  fact  that  it 
presents  a  continuous  history  of  the  mortality  from  certain  specified 
diseases  from  week  to  week  throughout  the  year. 

This  weekly  report  has  been  published  in  the  Boston  Medical  and 
Surgical  Journal  every  week  for  a  period  of  twenty  years  or  more, 
and  also  as  a  publication  of  the  Board,  in  a  weekly  bulletin,  since 
and  including  1883. 

These  returns  are  necessarily  incomplete,  since  they  are  voluntary 
and  consequently  embrace  the  statistics  of  a  portion  only  of  the  popu- 
lation, the  reporting  places  being  chiefly  the  cities  and  large  towns. 

The  estimated  population  of  the  cities  and  towns  contributing  to 
these  returns  in  1899  Was  1,729,878,  or  about  two-thirds  of  the  total 
population. 

The  following  items  are  embraced  in  this  summary :  — 


Average  height  of  barometer  for 

each  week. 
Mean  maximum  temperature. 
Mean  minimum  temperature. 
Rainfall,  expressed  in  inches. 
Total    deaths   reported    for   each 

week. 
Deaths  of  children  under  five  years. 
Deaths  from  infectious  diseases 
Deaths  from  consumption. 
Deaths  from  acute  lung  diseases. 


Deaths  from  typhoid  fever. 
Deaths  from  diarrhoeal  diseases. 
Deaths  from  scarlet  fever. 
Deaths  from  measles. 
Deaths  from  diphtheria  and  croup. 
Deaths  from  puerperal  fever. 
Deaths  from  whooping-cough. 
Deaths  from  malarial  fever. 
Deaths  from  erysipelas. 
Deaths  from  cerebro-spinal  menin- 
gitis. 


The  following  table  contains  a  summary  of  the  statistics  compiled 
from  these  weekly  returns  of  mortality  :  — 


684 


STATE  BOABD  OF  HEALTH.         [Pub.  Doc, 


•^H*i| 

»«                  ^m             9m             9m                        ^m             ^m                        ^m       w^ 

•— ll<llfl^ 

'JSM J  puitfjaaj 

1 

i§^v^wv~^^^^^Mnn£j||^  J 

rm^mmm                                                                                                                                        ^m 

-nwMfaiMDvma 

««««.D«^0«»«»«0«««»^;2«*^«...;gg2Sg|22|g 

■■>|iwiC 

wmmto^w^  li^**  1   1  Mao«-«»-<««M»c««««i«MM  •  aa««<«<-i<-i  i  i 

'JM»Jl«|lS3g 

•^ 

1          pa*  mJ9q|i|dKI 

t 

1 

1 

i 

sssaasa^SoSssasssssssss^ssasassaasa 

^4 M (i* r4 »•  ai* <H  ^ »« «M  M             r««-t 

^ 

1 

1 

{•Au  «pini  mHMa 

|3|S5sag8S2gsssggsSassssags|[|||ggg 

OQ 

•qiMapnox 

SSgiS§Sg§sS2i§3li§iS§§sS3s§§§i5SSi 

'wq»«a  oi 'nvnpni 

•  ii*iii'-«ii^iiii*^iii^«ii»iiii*-«»»2 

'lllppmiH 

2?8sss8::8?s2s8ssssssas8sass8s8::a&8a 

-iMiiqMa 

JOf     J9|MB0«a2«U 

asMS*saas;aas8as$8s^9sss8S8S888888 

maiBizvK    wnn 

88»asa$988S922S$S?SS::8SS^^S8S:B5S8;: 

'JVIMOftlVg 

aS2;3S88SSSS88SSS8::88SSS8388S8SSSS3S 

i 

* 

^-ssa^ssa-^ssa-^-^saa-aaR-ssa-^-stfa-^ssa 

8        ^        1        t          ^        S        ^          9 

i          &          ^          <             M          ^          ^              < 

No.  34.] 


STATISTICAL  SUMMAEIES. 


685 


•eie<««ce<«aocea^iOie»«Qo^fe<-e9fe« 


9    3    S    S 

*     •     ,4     o 


■  Ml    liHI     I    |f-«MIMiHe«l    IMr-l 


00     o     oo     d 

•       •       • 

T-<       M       O 


I  i-t    I     I  M   I  rl    I    I    I    I  i-l«H    I     I    I    i  rl 


IH    I     I  rl   I    I     I    I    I    I    I    I    I    I     I    I     I    I 


S     ej     ^     S 

^      to       o 


o     o 


<o  A  e 

o  5  o 

•  •  • 

o  o  o 


>Mao«<«iOe9^eOMMMiH   li-ir-lMM 


«   rN   rN 
•    •    • 


k*  o 


«   •   g   « 


3 


1    i     1  r-t   1     1     1    1    1  iHFH«r-li-ie4r-liHev 

s 

M 

• 

O 

• 

coMM  ie4^e4ie-«ef»  i  ce<4ir-iooeoeoM 

s 

M 

^4 

• 

•e 

s 

• 

O 

S'-S£;838S};3sssi;s;s;sss8 

§ 

s 

f>4 

Si 

•S8SSS2SSSSag-S»— 

1 

00 

• 

8 

• 
CO 

Si 

• 

o 

eo* 

? 

• 

Si 

• 

9:SS:$S2399^e9S2SdS& 

M 

3 

• 

s 

• 

Pi 

imgsgsgsssgsgsgs 

I 

1-4 

§ 

i 

3 

• 

i§sl§s§sSs§§§Si§iS 

§ 

8' 

i 

1 

• 

S         S         S            E: 

Illl-lll!;lll2lll|. 

^                 W                 ©<                      r^ 

3 

i 

1 

1 

1 

SSSSSSSSSS::s;^S?!;:8Ss2S 

1 

1 

1 

3SSSS9S9^98aSSa2SS 

1 

1 

i 

S2?SS2SSSS8SS9$99S^8 

1 

1 

1 

1 

r 

1 

• 

• 

• 

g 

* 

3 

1 

r4 

b    k 


« 
00 


o 
O 


> 
o 

2i 


jg  jj  Pi  Ou 

4  O  O  • 

^  O  ?^  '^ 

&  if  i  & 


& 


00 
00 


a 
o 

ja 

"a 
o, 
o 
a 

M 

a 


o 
£ 

0) 


686 


STATE   BOAED  OF  HEALTH.         [Pub.  Doc 


Total  Deaths. 

The  whole  number  of  deaths  reported  for  the  year  1899  from  the 
cities  and  towns  contributing  to  these  reports  was  30,490,  and  the 
average  per  week  was  586.  The  greatest  number  of  deaths  reported 
in  a  single  week  was  752,  in  the  week  ending  July  29 ;  the  least 
number  was  459,  in  the  week  ending  June  24.  The  weekly  average 
number  of  deaths  reported  for  each  month  was :  — 


JaniiAry, 726 

F«brnary, 646 

Mareh, 681 

Aprils 611 

May, 630 

June, 498 


Joly 

AngQSt, 8ST 

September/ 66S 

October, 4M 

NoTember, 626 

December, 677 


The  percentage  of  mortality  in  each  of  the  four  quarters  of  the 
year  was  as  follows :  — 


All  Aos8. 


Nnmberi. 


Flrtt  quarter,  . 
Second  quarter, 
Third  quarter, . 
Fourth  quarter. 


7,800 

7,194 

,614 

6,973 


80,490 


Fercentaget. 


26.68 
28.67 
27.96 
22.00 


100.00 


Aoaa  viiDKR  6  TsAia. 


NnmberB. 


2,124 
2,096 
8,894 
2,176 


10,202 


Percentifes. 


S0.66 
20.88 
87.88 
21.14 


100.00 


Deaths  under  Five  Years  of  Age. 

The  reported  number  of  deaths  of  children  under  five  years  of  age 
was  10,292.  The  average  weekly  number  was  198.  The  greatest 
number  reported  in  one  week  was  392,  in  the  week  ending  July  29, 
and  the  least  number  was  125,  in  the  week  ending  May  20.  The 
ratio  of  the  deaths  of  this  class  to  the  total  reported  mortality  was 
33.7  per  cent.  The  average  weekly  number  of  deaths  of  children 
under  five  years  of  age,  by  months,  was  as  follows :  — 


January, 186 

February 174 

March 171 

April, 176 

May, 161 

June, 148 


July, 

August 298 

September, 247 

October, 169 

NoTcmber, 169 

December, 172 
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The  months  having  the  greatest  number  of  deaths  of  children 
under  five  years  of  age  were  July,  August  and  September,  and 
those  having  the  least  number  were  May,  June  and  November. 

Consumption. 

The  number  of  repoiled  deaths  from  consumption  was  3,036. 
The  weekly  average  was  58.  The  greatest  number  of  deaths  re- 
ported from  this  cause  in  a  single  week  was  82,  in  the  week  ending 
January  14,  and  the  least  number  was  40,  in  the  weeks  ending 
October  28  and  November  18.  The  average  weekly  number  of 
reported  deaths  from  this  cause  in  each  month  was  as  follows :  — 


Jinaary, 78 

Febmary 68 

March, 68 

April, 04 

May, 68 

Jnne, 62 


Jaly, U 

Augaat, 64 

September, 60 

October, 48 

November, 6S 

IXecember .68 


The  following  table  presents  the  variations  from  the  weekly  aver- 
age number  of  deaths  from  this  cause  for  the  past  four  years :  — 


189«. 

18»7. 

1S08. 

1899. 

1808. 

1887. 

1888. 

1888. 

January,  . 

+1 

+8 

0 

+20 

Jaly, 

-1 

+8 

-4 

0 

Febmary, 

-fs 

+7 

—I 

+8 

AugQst,    •       • 

+10 

—7 

—7 

-4 

Mareh, 

—1 

+T 

+11 

0 

September,      . 

—7 

—8 

—6 

—8 

April, 

+M 

+« 

+T 

+6 

October,  . 

—6 

-» 

—2 

-10 

May,         .       .       . 

+2 

+4 

+a 

+10 

November, 

—10 

+2 

—2 

-8 

'June,        .       . 

+1 

—1 

"• 

—6 

December, 

—0 

—8 

+« 

0 

The  ratio  of  reporting  deaths  from  consumption  to  the  mortality 
from  all  causes  was  99.5,  while  that  of  previous  years  was  as  fol- 
lows :  — 


1800 180.0 

iwi. < 

1802, 

1803,  

18M, 


1896 10T.7 

1806, 106.8 

1807, 104.2 

1808, 104.6 

1890 90.6 


116.6 
111.8 
106.6 
111.8 


The  ratio  to  the  reported  living  population  in  1899  was  1.75  per 
1,000,  as  compared  with  1.88  in  1898. 


688 


STATE  BOARD  OF  HEALTH.         [Pub.  Doc. 


AouTB  Lung  Diseases. 

The  number  of  reported  deaths  from  acute  lung  diseases  (bron- 
chitis, pneumonia,  pleurisy  and  asthma)  during  the  year  was  3,859, 
and  the  weekly  average  was  74.  The  greatest  number  of  deaths  re- 
ported from  this  group  of  causes  in  a  single  week  was  192,  in  the 
week  ending  January  14,  and  the  least  number  was  22,  in  the  weeks 
ending  August  5  and  August  12.  The  average  weekly  number  of 
reported  deaths  from  these  causes  for  each  month  was  as  follows :  — 


Jaonary 146 

February, 129 

March, 106 

AprU, 99 

May 71 

June, 55 


Jaly, 80 

Angnat S5 

September, M 

October, 46 

November 67 

December. 06 


The  months  having  the  greatest  number  of  reported  deaths  from 
these  causes  were  January,  February  and  March,  and  those  having 
the  least  number  were  July,  August  and  September.  The  ratio  of 
reported  deaths  from  acute  lung  diseases  to  the  reported  mortality 
from  all  causes  was  126.56  per  1,000.  The  estimated  death-rate  per 
1,000  of  the  reporting  population  from  these  causes  was  2.23  as 
compared  with  2.12  in  1898. 

DlARRH<£AL  DISEASES. 

The  diseases  included  in  this  group  are  diarrhoea,  dysentery, 
cholera  morbus  and  cholera  infantum.  From  these  causes  com- 
bined, the  number  of  deaths  reported  in  1899  was  2,049,  and  the 
weekly  average  number  was  39.  The  greatest  number  of  deaths 
reported  from  this  group  of  causes  in  a  single  week  was  227,  in  the* 
week  ending  July  22,  and  the  least  number  was  3,  in  the  weeks  end- 
ing January  21,  January  28,  March  4,  April  8  and  22,  June  3  and 
November  18.  The  average  weekly  number  of  reported  deaths  from 
these  causes  in  each  month  was  as  follows :  — 


Jannary, 4 

Febrnary, 7 

Marcb 6 

April 7 

May 

June, 


7 
18 


Jaly 136 

Angnst, 156 

September, 8S 

October, IB 

November, 11 

Deoember, 6 


The  months  having  the  greatest  number  of  reported  deaths  from 
these  causes  in  1899  were  July,  August  and  September,  and  those 
having  the  least  were  January,  February,  March  and  December. 
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The  deaths  from  these  caases  in  the  third  quarter  of  the  year  con- 
stituted 83  per  cent,  of  the  number  of  deaths  from  the  same  cause 
for  the  entire  *year.  The  ratio  of  the  reported  deaths  to  the  re- 
ported mortality  from  all  causes  was  67.20  per  1,000,  and  the  death- 
rate  of  reporting  population  from  these  causes  was  1.18  per  1,000, 
as  compared  with  1.55  in  1898. 

Typhoid  Fever. 

The  total  number  of  reported  deaths  from  this  cause  in  1899  was 
405,  and  the  average  weekly  number  was  8.  The  greatest  number 
reported  in  any  single  week  from  this  cause  was  20,  in  the  week 
ending  September  16,  and  there  were  no  deaths  reported  from 
typhoid  fever  in  the  week  ending  July  1. 

The  average  weekly  number  of  deaths  reported  from  this  cause 
for  each  month  was  as  follows  :  — 


Janamry 0 

Febnimry, 6 

March, 8 

April, 8 

May, 6 

Jane 8 


Jaly, 8 

Aiignat,        .       •       •       .^.  •       .11 

September,  ...••...    18 

October, 18 

November, 12 

Deeember 6 


The  months  having  the  least  number  of  deaths  from  this  cause 
were  March  and  June,  and  those  having  the  greatest  number  were 
September  and  October.  The  ratio  of  reported  deaths  from  typhoid 
fever  to  the  reported  mortality  from  all  causes  was  13.28  per  1,000, 
and  the  ratio  of  reporting  population  was  .23  per  1,000,  as  com- 
pared with  .25  in  the  previous  year. 

Diphtheria  and  Croup. 

The  total  number  of  reported  deaths  from  diphtheria  and  croup  in 
1899  was  723,  and  the  average  number  in  each  week  was  14.  The 
greatest  number  reported  in  a  single  week  from  these  combined 
causes  was  35,  in  the  week  ending  December  30,  and  the  least  num- 
ber was  5,  in  the  weeks  ending  June  17  and  July  22. 

The  average  weekly  number  of  reported  deaths  from  these  causes 
for  each  month  was  as  follows :  — 


Jaanary, 14 

February, 15 

Mareb 0 

April, 10 

M*y 7 

Jane, 8 


Jaly, 11 

Aognst, 0 

September, 14 

October 28 

November, 10 

December, 26 
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The  ratio  of  deaths  from  diphtheria  and  croup  to  the  reported 
mortality  from  all  causes  was  23.71  per  1,000,  and  the  death-rate 
for  the  reporting  population  was  .42  per  1,000,  as  compared  with 
•82  in  the  previous  year. 

SoARLET  Fever. 

The  reported  deaths  from  scarlet  fever  in  1899  were  159.  The 
greatest  number  reported  from  this  cause  in  a  single  week  was  12, 
in  the  week  ending  December  30.  There  were  four  weeks  in  which 
no  deaths  from  scarlet  fever  were  reported.  The  average  weekly 
number  reported  in  each  month  was  as  follows :  — 


Jaonary, 2 

February, 2 

March, 8 

April 8 

May, 8 

Jane, 6 


Jaly. 2 

Aagast, 2 

September, 2 

October, 8 

November 2 

December. •       .7 


The  ratio  of  deaths  from  this  cause  to  the  reported  deaths  from  all 
causes  was  5.21  per  1,000,  and  the  death-rate  of  the  reporting  popu- 
lation from  this  cause  was  .09  per  1,000,  as  compared  with  .04  in 
the  previous  year. 

Cerebbo-spinal  Meningitis. 

The  total  number  of  reported  deaths  from  this  cause  was  345,  and 
the  weekly  average  was  7.  The  greatest  number  reported  in  any 
week  from  this  cause  was  12,  in  the  weeks  ending  June  10  and  July 
15,  and  the  least  number  was  1,  in  the  week  ending  June  24. 

The  average  weekly  number  of  deaths  reported  from  this  cause 
for  each  month  was  as  follows :  — 


Jannary 7 

February, 7 

March, 9 

April, 8 

Hay 0 

Jnne, 7 


July,     . 

Aagut, 

September, 

October, 

November, 

December, 


The  months  having  the  greatest  number  of  reported  deaths  from 
this  cause  were  May  and  July,  and  those  having  the  least  were 


August  and  November. 
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Whooping-cough,  Measles,  Malarial  Feyer,  Erysipelas  and 

Puerperal  Fever. 

The  essential  statistics  relating  to  these  five  diseases  are  embraced 
in  the  following  table :  — 


DzasABsa. 


Total  Deatlu 
reported. 


Weeklj 
ATorave. 


BAtk>p«r 

1,000  of  Total 

Reported 

Deaths. 


Batioper 

1,000  of 

Reporting 

Population. 


Whooping-tiough, 
Meaalea,     . 
Malarial  ferar,  • 
Eryalpelaa, 
Puerperal  fever, 


220 

100 

3 

86 

22 


4.20 
2.00 
0.06 
1.66 
0.42 


7.16 
8.27 
0.00 
2.82 
0.71 


.127 
.060 
.002 
.040 
.012 
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IL 

FaTALITT  of  CESTADr  DrSKAflBU 

Hie  followiDg  tabohr  fltalement  has  beeo  poUislied  umumll j  siiioe 
mod  inclodii^  1891.  It  consisto  of  the  stxtutics  presented  rehtire 
to  tlie  principal  notifiable  diaeaaes  in  those  citiea  and  towns  from 
which  annual  reports  hare  been  sent  bj  the  local  boards  of  heahh 
to  the  State  Board. 

By  comparing  the  deaths  from  eadi  one  of  the  four  diseases 
ennmeiated  in  the  table  with  the  reported  cases,  a  fiurij  aocoiate 
estimate  may  be  obtained  of  the  fatality  of  these  diseases.  It  should 
be  borne  in  mind,  howerer,  that  the  system  of  reporting  cases  is 
probably  not  qoite  so  thorooghly  carried  out  as  the  r^istration  of 
deaths,  the  latter  baring  been  in  tofree  for  more  than  a  half  century. 
Hence  it  is  quite  probable  that  the  general  fatality  percentsge  is  a 
litHe  too  high  for  eadi  disease. 
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Cases  of  Certain  Infeetums  Diseases  and  Deaths  from  the  Same  as  reported  to  Local 

Boards  of  Healthy  Massachusetts^  1899  —  Continued. 


CiTT  OB  TOWV. 
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(kues  of  Certain  Infectious  Diieages  and  Dee^  Borne  as  reported  to  Local 

Boards  of  Health,  Massachueetis^  I^PP— Gontiiined. 


CiTT  OB  TOWV. 
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Cases  of  Certain  Infeelious  Diseases  and  Deaths  from  the  Borne  as  reported  to  Loeal 

Boards  of  Health,  Massachusetts,  1899 — Concluded. 


DlPUTHBMA 
AND  CBOUP. 
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Typhoid 
Fbvsb. 
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5,180 

171 

2,488 

485 

11,877 

119 

Fatality  (per  ceiit.)t     • 

11.6 

8.8 

17.7 

.0 

The  summary  of  the  foregoing  figures  for  1899  is  as  follows :  — 

Reported  cases  of  diphtheria  and  croup, 6,540 

Registered  deaths  from  diphtheria  and  cronp  in  the  same  cities  and  towns,        758 
Fatality  (per  cent.), 11.6 

Reported  cases  of  scarlet  ferer, 5,180 

Registered  deaths  from  scarlet  fever  in  the  same  cities  and  towns,    .        .        171 
Fatality  (per  cent.), 8.3 

Reported  cases  of  typhoid  fever, 2,483 

Registered  deaths  from  typhoid  fever  in  the  same  cities  and  towns,  .        .       435 
Fatality  (percent), 17.7 

Reported  cases  of  measles, 11,877 

Registered  deaths  from  measles  in  the  same  cities  and  towns,    .        .        •        119 
Fatality  (percent), 0.9 

The  number  of  cities  and  towns  contributing  to  this  table  in  1899 
was  89,  or  1  less  than  the  number  for  the  previous  year.  Most  of 
the  large  cities  are  included,  and  the  estimated  number  of  their  popu- 
lation was  about  75  per  cent,  of  the  entire  population  of  the  State. 

The  reported  cases  of  diphtheria  and  croup  were  70  per  cent, 
greater  in  number  than  those  of  1898,  and  the  number  of  deaths 
about  50  per  cent,  greater.     The   fatality  had  again   fallen   from 

13.2  in  1898  to  11.6  in  1899.     These  figures  compare  very  favor- 
ably with  the  pre-antitoxin  period,  1891-94,  when  the  fatality  was 

28.3  per  cent. 
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The  repented  eues  of  •ctrlet  ferer  were  mlso  46  per 
thsn  tfao«e  of  the  preTioiu  year,  and  tlie  Utility  (3.3  per  cent.) 
also  slightly  greater,  but  nmch  leas  than  tlie  mean  fiilality  of  the 
prerioas  eight  yean  (5.6) . 

The  rqiorted  caeca  of  tjrphoid  ierer  were  13  per  eenl.  in  exceaa 
of  those  of  1898,  but  the  fatality  (17.7)  was  kaa,  and  was  alao  leas 
than  the  mean  fiitality  of  the  eight  years  1891-98,  which  was  19.0. 

The  repented  cases  of  measles  were  greater  than  those  of  any  of 
the  prerioos  eight  years  except  1897,  bat  the  fatality,  .9  of  1  per 
cent.,  was  less  than  that  of  either  of  the  previous  eight  years  except 
1896  and  1897,  in  which  it  was  respeotirely  .9  and  .7  of  1  per  cent. 

The  following  table  presents  the  snmmary  of  these  statistics  for 
the  nine  years  1891-99 :  — 
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Ihfphoid  Fever. 
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In  the  foregoing  tables  the  statistics  relating  to  diphtheria  and 
croup  have  been  arranged  in  two  periods,  which  may  properly  be 
called  the  pre-antitoxin  and  the  antitoxin  periods,  since  antitoxin 
came  into  general  use  in  the  State  about  the  beginning  of  the  year 
1895.  The  mean  fatality  in  the  former  period  (1891-94)  was 
28.3  per  cent,  (ratio  of  deaths  to  cases),  and  in  the  latter  period 
(1895-99)  it  was  14.9  per  cent.,  or  but  little  more  than  half  as 
large. 

In  order  to  compare  the  general  fatality  from  diphtheria  in  Massa- 
chusetts with  that  of  another  country  in  which  systematic  notifica- 
tion of  a  large  number  of  cases  has  been  conducted  for  a  period  of 
several  successive  years,  the  following  figures  for  England  are  pre- 
sented, as  published  in  the  annual  reports  of  the  Local  Government 
Board :  — 

England, 

[Local  GoTemment  Board  flgnree.] 
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The  following  figures  present  the  fatality  from  diphtheria  and 
croup,  scarlet  fever  and  typhoid  fever  in  England,  as  reported  by 
the  Local  Goyernment  Board  of  England  for  the  years  1890-98  :  — 


ISM. 

ISSl. 

ISM. 

IMS. 

1894. 

IMS. 

ISM. 

1SS7. 

ISM. 

Bipbtherta  mod  oroap, 
Bearlet  fever,     . 
Typhoid  fever,  . 

S5.6 

8.0 

19.0 

28.7 

6.8 

20.8 

28.0 
4.4 

17.8 

24.6 
4.2 

17.0 

26.1 

4.8 
17.6 

28.0 

4.2 

10.0 

22.1 

4.0 
17.7 

10.0 

8.0 

16.8 

18.6 

8.7 

16.8 

Statistics  relating  to  the  fatality  of  difierent  diseases  in  the  United 
States  for  periods  anterior  to  1890  are  extremely  meagre  so  far  as 
the  prevalence  of  such  diseases  among  the  general  population  is  con- 
cerned. Figures  compiled  from  hospital  practice  would  show  a 
higher  fatality  than  general  statistics,  since  hospital  cases  are  usually 
those  of  the  more  severe  type. 

In  1857  and  1858  an  attempt  was  made  to  collect  the  number  of 
cases  and  deaths  from  those  diseases  which  were  then  termed  '*  zy- 
motic," and  the  results  were  published  in  the  '*  Transactions  of  the 
Massachusetts  Medical  Society  "  for  1859-60. 

Comparing  the  figures  then  published  (forty  years  ago)  with  those 
of  the  past  nine  years,  it  appears  that  the  fatality  of  scarlet  fever 
was  8.1  per  cent.,  or  the  ratio  of  107  deaths  to  1 ,316  observed  cases ; 
that  of  typhoid  fever  was  5.6  per  cent.,  or  the  ratio  of  63  deaths  to 
1,113  cases;  that  of  measles  was  1.5  per  cent.,  or  the  ratio  of  15 
deaths  to  977  cases. 

These  figures,  collected  in  1857  and  1858  from  about  130  physi- 
cians distributed  throughout  Massachusetts,  in  nearly  all  of  the 
counties,  show  that  the  fatality  of  the  diseases  in  question  did  not 
differ  materially  from  that  of  the  present  day,  with  the  exception  of 
typhoid  fever,  in  which  the  fatality  at  that  time  appears  to  have  been 
scarcely  one-third  as  great  as  it  is  now.  It  would  be  difiScuIt  to 
determine  whether  this  difference,  in  the  case  of  typhoid  fever,  is 
actual,  or  is  due  to  difference  in  methods  of  diagnosis. 
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III. 

Ottioial  Returns  op  Notified  Diseases  Dangerous 

TO  THE  Public  Health,  1899. 

The  figures  presented  in  the  following  sammary  are  those  of  the 
official  returns  of  diseases  ^^  dangerous  to  the  public  health/^  made 
to  the  State  Board  of  Health  during  the  year  1899,  under  the  pro- 
visions of  chapter  302  of  the  Acts  of  1893.  In  this  act  no  disease 
is  specified  as  being  *^  dangerous  to  the  public  health'^  except  small- 
pox. Hence  the  State  Board  deemed  it  necessary  to  indicate  the 
diseases  which  should  be  included  in  the  meaning  of  the  term  **  dan- 
gerous to  the  public  health.'*  They  are  the  following :  small-pox, 
scarlet  fever,  measles,  typhoid  fever,  diphtheria,  membranous  croup, 
cholera,  yellow  fever,  typhus  fever,  cerebro-spinal  meningitis,  hydro- 
phobia, malignant  pustule,  leprosy  and  trichinosis. 

The  whole  number  of  cases  of  infectious  diseases  reported  to  the 
Board  in  1899,  under  the  provisions  of  this  act,  was  27,719,  which 
were  divided  as  follows :  — 

Reported  cases  of  small-pox, 105 

Reported  cases  of  diphtheria  and  croup, 7,184 

Reported  cases  of  scarlet  fever, 5,349 

Reported  cases  of  typhoid  fever, 2,776 

Reported  cases  of  measles, 12,355 

Total, 27,719 

The  summary  for  the  seven  years  1893-99  is  as  follows :  — 


Rkportbd  CaIWs  or 


SmAll-pox. 


Diphtheria 
And  Croap. 


ScAriet 
Fever. 


Typhoid 
Kevcr. 


1898  (four  months  only), 
18M,    .... 
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6 
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1,100 
4,178 
7,806 
8,616 
7,618 
8,080 
7,134 


40,886 


S,014 
6,781 
6,104 
8,801 
6.406 
8,667 
6,840 


84,161 


1,626 
2,872 
2.488 
2,637 
2,104 
2,106 
2,776 


16,048 


Measles. 


1,608 
2,188 
4.868 
6,362 

12,606 
4,478 

12,866 


44.804 


Total. 


7,086 
16,606 
21,307 
21,820 
27.026 
14,881 
27,710 


136,288 


Seasonal  Diatribution.  —  By  months  these  diseases  were  reported 
as  follows :  — 
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Gum  of  Infedioua  Diatata  r^orted  to  the  State  Board  vj  Heailh  bjf  Months 

in  1899. 
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KoT«aib«r,  . 
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ft.260 
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The  difference  between  the  total  figures  in  the  foregoing  tables  is 
accoanted  for  by  the  fact  that  the  returns  of  several  small  towns 
were  not  reported  by  months,  but  in  some  instances  only  at  the 
close  of  the  year,  a  method  which  is  not  sanctioned  by  the  statutes, 
the  law  requiring  that  such  reports  shall  be  sent  to  the  State  Board 
«<  within  twenty-four  hours''  after  their  receipt  by  the  local  board 
of  health. 

The  significance  of  the  foregoing  figures  may  be  more  clearly 
understood  and  compared  with  those  of  the  previous  years  by  con- 
sulting the  following  table :  — 

Intensity  of  Prevalenot, 


MOHTHl. 


DlFBTBSaiA  AMD 

Cionp. 

ISM. 

ISM. 

A 

B 

B 

11 


o 

r 


Jaoaary,  ' 

Febntary, 

MaKh, 

V  one.  ■ 

Jnly, . 

Aogaat, 

September, 

Oetober,    . 

Kovember, 

Deeember, 

Mean, . 


14.0 

18.6 

14.8 

11.8 

11.8 

0.6 

10.4 

9.0 

18.7 

7.4 

12.8 

6.7 

16.6 

6.0 

16.8 

6.0 

26.4 

18.1 

7.4 

82.0 

17.0 

10.0 

80.9 

16.0 

17.6 

86.7 

16.4 

16.8 

19.4 

10.0 

10.0 

SOASLKT  FaVSB. 


18»». 


11.6 
12.4 
18.9 
10.1 
14.0 
U.O 
7.8 
7.9 
12.7 
20.4 
28.8 
27.4 

14.4 


•I 

|1 


1S9S. 


Ofio 


8.1 
8.6 

9.7 

7.0 

9.7 

7.6 

6.4 

6.6 

8.8 

14.2 

16.6 

10.0 

10.0 


11.2 

7.6 

0.2 

9.8 

14.7 

8.4 

4.0 

4.0 

7.6 

12.7 

14.9 

18.8 

10.0 


Ttpboid  Pkybb. 


5" 


4.7 
2.6 

8.8 

4.6 

2.6 

8.8 

6.1 

12.4 

16.0 

14.4 

10.2 

8.8 

7.6 


€ 


•  a 


t 


6.2 

8.4 

4.4 

6.0 

8.4 

4.4 

6.8 

16.4 

26.0 

10.1 

18.6 

11.0 

10.0 


o 

II 


6.0 
4.6 

6.6 

6.8 

4.6 

6.8 

6.0 

12.0 

26.1 

21.1 

14.0 

0.6 

10.0 


i'oa 


o 


II 


-it 


I 


84.4 
42.9 

66.1 

61.8 

76.2 

66.2 

20.8 

2.8 

2.0 

4.2 

7.8 

28.1 

88.8 


10.2 

12.7 

19.6 

18.1 

22.6 

19.6 

6.1 

0.8 

0.6 

1.2 

2.8 

6.6 

10.9 


6.4 
0.2 

9.1 

14.8 

16.0 

12.6 

7.8 

2.8 

2.0 

4.8 

M.6 

21.0 

B.O 
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The  object  of  the  foregoing  table  is  to  present  the  figures  for  each  month 
upon  a  uniform  basis  of  comparison,  month  by  month,  so  that  the  relative 
intensity  of  prevalence  of  each  disease  is  shown  for  each  month.  The 
method  also  has  the  advantage  of  eliminating  the  apparent  errors  of  com- 
putation arising  from  the  unequal  length  of  the  months. 

The  figures  may  be  read  as  follows :  For  example,  the  mean  daily  num- 
ber of  reported  cases  of  diphtheria  and  croup  in  January,  1899,  was  14.0 ; 
of  scarlet  fever,  11.6;  of  typhoid  fever,  4.7;  and  of  measles,  34.4  (see 
columns  marked  A)  ;  and  the  mean  daily  number  of  reported  cases  of  the 
same  diseases  for  the  whole  year  1899  was,  respectively,  19.4,  14.4,  7.5 
and  33.8.  Assuming  a  standard  of  10  as  a  daily  mean  of  each  disease  for 
the  year,  the  ratios  for  January  were  as  follows :  diphtheria  and  croup, 
7.2;  scarlet  fever,  8.1;  typhoid  fever,  6.2;  and  measles,  10.2.  (See 
columns  marked  B.)  That  is  to  say,  for  each  10  cases  of  diphtheria  and 
croup  reported  dally  throughout  the  year  1899,  as  a  mean,  there  were  7.2 
in  January,  7.4  in  February,  6.1  in  March,  etc. 

It  appears  from  the  foregoing  table  that  the  seasonal  prevalence 
of  diphtheria  and  croup  in  the  year  1899  maintained  a  fairly  uniform 
course  throughout  the  first  eight  months,  and  then  showed  a  sudden 
rise  in  September  and  remained  at  a  high  rate  for  the  rest  of  the 
year.  In  1898  it  was  at  its  lowest  ebb  in  August,  and  in  1899  in 
April.  It  reached  its  maximum  in  1898  in  November  and  in  1899 
in  December. 

Scarlet  fever  also  appears  to  have  maintained  an  intensity  below 
the  mean  during  the  first  nine  months  of  the  year,  rising  to  a  maxi- 
mum in  December;  while  in  1898  its  course  was  more  irregular, 
having  a  rise  above  the  mean  in  January,  May  and  the  last  three 
months  of  the  year. 

The  prevalence  of  typhoid  fever  was,  as  in  previous  years,  more 
uniform  than  that  of  the  other  specified  diseases,  reaching  its  maxi- 
mum in  September  both  in  1898  and  1899. 

Measles  prevailed  with  the  greatest  severity  throughout  the  first 
six  months  of  1899,  and  reached  its  minimum  in  August  and  Sep- 
tember, when  comparatively  few  cases  were  reported.  The  prev- 
alence of  this  disease  in  1898  was  more  irregular,  since  in  that  year 
its  course  was  above  the  mean  in  April,  May  and  June,  then  falling 
to  a  minimum  in  August  and  September.  There  was  also  a  recru- 
descence in  November  and  December.  The  whole  number  of  cases 
of  measles  reported  in  1899  was  nearly  three  times  as  many  as  those 
reported  in  1898,  and  almost  as  many  as  those  reported  in  1897. 
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The  following  table  presents  the  nomber  of  cases  of  infections  dis- 
eases reported  to  the  State  Board  of  Health  from  each  city  and  town 
in  1899.  The  number  of  reporting  cities  and  towns  was  219,  that 
of  the  preceding  year  having  been  only  167.  The  difference  is  nn- 
doubtedly  due  to  an  unosual  prevalence  of  infections  diseases  in 
1899.  Many  towns  having  a  popalation  of  less  than  2,000  in  eadi 
reported  in  1899  which  did  not  report  in  1898,  probably  on  aoooant 
of  the  entire  absence  of  the  specified  diseases  in  those  towns. 

The  slight  difference  in  nambers  presented  in  this  table  and  in 
that  of  Section  H.  is  accounted  for  by  the  deficiency  in  the  number 
of  official  returns  made  to  the  State  Board  of  Health. 


Cases  oj  InfeeUous  Diseases  reported  to  the  8taU  Board  of  Health  from  T\oo  Hun- 
dred and  Nineteen  Cities  and  Towns  during  1899- 


1 
1 

1 

s 

1 

• 

S 
1 

■I 

.a 

1 

S 

i 

1 

a 

Actoo,    .       .       .       . 

- 

u 

( 

- 

BottODf 

2 

- 

4 

AciuhiMt, 

10 

- 

4 

- 

BOflTOV,. 

M81 

2,818 

TTl 

4,ni 

AdauM,  • 

• 

8 

- 

- 

Bimlatrae, 

4 

U 

- 

- 

Afswam, 

4 

24 

• 

- 

Bridgewater, 

8 

8 

- 

4 

AfflMbaiy,     . 

84 

4 

20 

26 

BsOOKTOVt 

90 

44 

18 

6 

Ambertt,        • 

S 

- 

1 

- 

Brookllcld,     . 

26 

6 

2 

- 

ADdover, 

8 

26 

18 

5 

BrooklliM, 

68 

HI 

17 

101 

ArUogtoD, 

• 

2 

12 

88 

BarUngtoa,    < 

1 

- 

- 

- 

Aihtmnihaai, 

4 

1 

- 

- 

Oambbiimb,  . 

148 

488 

W 

488 

A>hlMid»        .       , 

1 

1 

- 

- 

CMton,  • 

1 

1 

- 

- 

Attlaborougii, 

» 

82 

8 

86 

Carllrie,  .      . 

2 

- 

- 

Ayer,      .       .       . 

tl 

4 

1 

84 

OuT«r,   . 

1 

- 

- 

AnDiiviki  • 

• 

- 

8 

- 

- 

Olielinstoid,  . 

11 

8 

2 

U 

Atod, 

S 

- 

- 

- 

Ohblsba, 

24 

81 

68 

281 

BarntUble,     • 

s 

- 

1 

6 

Ghattain, 

- 

6 

- 

- 

Bftrre,     . 

- 

- 

- 

6 

ObMtor*  • 

2 

2 

- 

- 

Bwifofd, .       .       . 

- 

1 

4 

86 

Obioopsb,     . 

0 

88 

28 

68 

B«lelMrtown,  • 

2 

- 

- 

4 

dintoo,  . 

28 

10 

14 

174 

Belllngham,    • 

- 

1 

2 

- 

Colnin,  • 

1 

6 

- 

- 

Belmont, 

6 

8 

8 

- 

Gooeord, 

- 

T 

8 

60 

Bwktoy,  • 

1 

- 

- 

- 

Oottace  city, . 

- 

- 

8 

1 

Bbtbblt, 

21 

20 

27 

81 

DaltOD,    • 

a 

1 

4 

- 

- 

BiUeriM,        .       < 

It 

1 

8 

- 

Ilanven, 

9 

6 

T 

8 

8 
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Cases  of  Infectious  Diseases  reported  to  the  State  Board  ofEealthJrom  Two  Hun- 
dred and  Nineteen  Cities  and  Towns  during  1899  —  Continaed. 


Scarlet  Fever. 

1 
1 

Typhoid 

Fever. 

■ 

1 

1 

1 

1 

Typhoid 

Fever. 

1 

Dartmouth,    . 

1 

1 

- 

- 

Hinedale, 

>       •       • 

- 

2 

- 

- 

Dedham, 

2 

10 

1 

16 

Holden,  . 

18 

- 

- 

- 

DightOD, . 

- 

18 

1 

- 

HoUieton, 

2 

- 

1 

12 

Douglae, . 

6 

1 

- 

- 

HOLTOKB, 

48 

40 

44 

9 

Dover.     . 

- 

6 

- 

1 

Hopedale, 

7 

2 

- 

4 

Drmeat,    . 

- 

- 

62 

- 

Hopkinton,     , 

- 

- 

1 

- 

Diizbiiry, 

1 

1 

4 

17 

Hadeon,  . 

16 

1 

8 

2 

BaetbamptoD, 

14 

8 

- 

4 

Hull,       .       . 

1 

- 

- 

- 

Eaat  LoDgmeadow, 

- 

7 

- 

1 

Hnntington,   . 

- 

2 

1 

- 

Bdgartown,    • 

- 

- 

8 

- 

Hyde  Park,    . 

27 

14 

0 

4 

Btibstt, 

M 

126 

28 

107 

Ipswich, . 

17 

1 

2 

88 

lUrhaven, 

2 

2 

22 

- 

Lancaster, 

0 

1 

6 

11 

Fall  Rxybb,  . 

62 

41 

66 

1 

Lawbshob,    . 

160 

880 

120 

764 

Falmouth,       • 

- 

Z 

- 

6 

Leioeeter, 

4 

- 

10 

2 

FiTOHBUBO,    . 

96 

61 

80 

1,610 

Lenox,    . 

7 

- 

- 

- 

Fozboroagfa,  • 

2 

2 

1 

1 

Leominetar,    . 

82 

29 

6 

61 

FrankUn, 

- 

1 

8 

70 

Lexington,      . 

14 

6 

7 

12 

GardiMr, 

80 

86 

6 

1 

Lincoln,  . 

- 

- 

8 

- 

GUI,        .       .       . 

- 

1 

- 

- 

Littleton, 

1 

- 

- 

- 

Glougbstbb, 

22 

12 

16 

104 

LOWBLL, 

186 

140 

66 

1,029 

Grafton, . 

4 

6 

- 

- 

Ludlow,  . 

- 

8 

62 

- 

Granville, 

8 

6 

- 

6 

Lunenburg,    . 

1 

- 

- 

- 

Great  Barrington, 

- 

11 

- 

- 

Ltkn,     • 

97 

160 

71 

476 

Greenfield,     • 

61 

0 

8 

8 

Maldbn, 

61 

66 

86 

178 

Groton,  . 

9 

- 

9 

2 

Kancheater, 

1 

4 

- 

- 

Groveland,     . 

10 

2 

1 

1 

Mansfield, 

1 

2 

1 

- 

Hadley,  . 

- 

- 

1 

- 

ICarblehead,  . 

2 

28 

4 

- 

Hamilton, 

1 

1 

1 

- 

Marlbobouoi 

h     . 

86 

8 

2 

2 

Hampden, 

7 

1 

- 

- 

Marahfleld,     , 

1 

2 

2 

8 

Hardwlok, 

72 

2 

4 

- 

Maynard, 

- 

8 

- 

- 

Harvard, 

8 

- 

- 

- 

ICedfield, 

8 

4 

- 

4 

Hatfield, . 

6 

- 

6 

- 

Mbdtobd, 

47 

82 

17 

70 

Harwich, 

- 

- 

1 

- 

Madway, 

- 

6 

- 

48 

Hatbbhill,  . 

82 

100 

68 

20 

Mblbobb, 

8 

2 

4 

- 

Hingham, 

• 

6 

8 

- 

- 

Mendon,  • 

1 

8 

- 

- 
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Oaauof  Infeetioiu DiaeatM rq^orUd to  tke  8tal€  Board iif  Etmllk from  nroOn*- 
drtd  amd  NineUen  CiUet  amd  Tdwmt  dttring  1899 — Condnned. 
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- 
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Cotes  of  Infectious  Diseases  reported  to  (he  State  Board  of  Health  fiwn  Tioo  Hun- 
dred and  Nineteen  Cities  and  Towns  during  1899  —  Concluded. 
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Bmall-pox  ooenrred  In  the  following  dtlM  and  town  :— 

BOSTOK,      ........... 

Cbslsba. 

Fall  RmiB, 


Swampeoott* 

MXLBOSB,  . 

Lowell,    . 


27 
87 
6 
8 
1 
2 

84 


List  op  Towns  from  which  no  Reports  were  received. 

/.    Towns  having  a  Populatum  of  More  than  5fi00  in  Each, 

Framlngham, 


Athol, 
Blackstone, 


Methaen, 


Natick, 
Spencer.  —  6. 


//.    Toums  having  a  Population  of  More  than  IfiOO  but  Less  than  6,000  in  Each, 


Abington, 

Amherst, 

Ashfield, 

Auburn, 

Ayer, 

Bonme, 


Bradford, 

Buck!  and, 

Charlemont, 

Charlton, 

Chatham, 

Clarksburg, 


Cohasset, 

Conway, 

Deerfield, 

Dennis, 

Dudley, 

East  Bridgewater, 
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IL    Tmrns  having  a  FopulaUtm  of  More  than  I  fiOO  bui  Zest  Oom  5ftOO  t»  JSodk 


Easton, 


Freetown, 

Georgetown, 

HaDOver, 

HanaoD, 

Harwich, 

Hatfield, 

Holbrook, 

HobbardrtOD, 

KfalgBtCNl, 

Lee, 


— CoDdaded. 

llattapoiaett, 

Millis, 

Nantucket, 

Newboiy, 

New  Marlborongh, 

Orleans, 

Oxford, 


Raynhani, 
Reboboth, 


Scitoate, 


Sheffield, 

Shelbome, 

Shrewsbmy, 

Storbridgei, 

Sndbmy, 

Tewksbory, 

Topsfield, 

West  Brid^ewater, 

West  Brookfield, 

Williamsbiirg, 

Wmiamstown.  --  54. 


m,    Unam  having  LetM  iktm  1^000  InhabUanit. 


Alfoid, 

Ashby, 

Becket, 

Berlin, 

Bemardston, 

Blandford, 

Boxboroagli, 

Boxfoid, 

Boylston, 

Brewster, 

Brimfield, 

Chesterfield, 

Cfaflmark, 

Cammington, 

Dana, 

Donstable, 

Eastbam, 

£gremont, 

Enfield, 

Ervfaig, 

Florida; 

GayH^ 

Goshen, 

Gosnold, 

Granby, 

Greenwich, 


Halifi 

Hancock, 

Hawley, 

Heath, 

Lakeyille, . 

LanesboroQg^, 

LoTerett, 

Leyden, 

Longmeadow, 

Lynnfield, 

Marion, 

Mashpee, 

Middl^eld, 

Montgomery, 

Mount  Washington, 

Nahant, 

New  Ashford, 

New  Salem, 

Norfolk, 

North  Read] 

Oakham, 

Otis, 

Pern, 

Petersham, 

Phillipston, 

Plainfield, 


& 


Flympton, 

PresGott, 

Rowe, 

Rnssell, 

Rutland, 

Savoy, 

Shotesbary, 

Soothwick, 

Stow, 

Sonderiand, 

Tolland, 

Truro, 

Tyngsborough, 

TVnngfaam, 

Wales, 

Warwkdc, 

WashingUm, 

Wellfleet, 

Wendell, 

Wenham, 

WesthamptOQ, 

WestTisboiy, 

Whatoly, 

Windsor. — 76. 


A  sapply  of  postal  cards  for  the  purpose  of  reporting  infectioas 
diseases  to  the  State  Board  of  Health,  as  required  by  statute,  will  be 
forwarded  to  any  local  board  of  health  on  applicatiou  to  the  secre- 
tary of  the  State  Board,  Room  141,  State  House,  Boston. 
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IV. 

Official  Returns  of  Deaths  ik  Cities  and  Lakob 
Towns  (Chapter  218,  Acts  of  1894). 

The  following  sammary  comprises  the  resalts  obtained  from  the 
tabulation  of  the  retarns  required  by  chapter  218  of  the  Acts  of 
1894,  whereby  the  board  of  health  of  each  city  and  populous  town 
is  directed  to  send  to  the  State  Board  of  Health  an  annual  state- 
ment of  the  deaths  in  such  city  or  town  upon  a  blank  form  furnished 
by  the  State  Board. 

The  whole  number  of  cities  and  towns  included  in  this  list  is 
85.*  The  total  population  of  these  85  cities  and  towns  by  the 
census  of  1895  was  2,0a4,658. 

The  death-mtes  of  these  towns  in  the  following  summary  for  the 
year  1899  are  calculated  upon  an  estimated  population,  such  esti- 
mate being  based  upon  the  rate  of  growth  from  1890  to  1895,  as 
taken  from  the  census  returns. 

This  estimate  would  add  several  more  towns  to  the  list  for  1899, 
and  seven  towns  (Bridge water,  Easthampton,  Hingham,  North 
Brookfield,  Beading,  Williamstown  and  Winthrop)  have  voluntarily 
sent  returns  to  the  Board,  although  not  required  by  the  statute, 
thus  making  (with  the  omission  of  Montague,  Northbridge  and 
Pittsfield)  the  total  number  of  cities  and  towns  included  in  the 
summary  89. 

The  estimated  population  of  these  89  towns  in  1899  was  2,268,272, 
or  about  80  per  cent,  of  the  total  population  of  the  State. 

The  whole  number  of  deaths  registered  in  these  towns  in  1899 
was  39,176,  and  the  death-rate  calculated  upon  the  foregoing  esti- 
mated population  was  17.26  per  1,000  living.  This  rate  was  un- 
usually low,  and  was  very  nearly  the  same  as  that  of  the  preceding 
year. 

Sexes,  — The  number  of  deatbd  of  males  was  20,007,  or  51.1  per 
cent,  of  the  whole  number  of  deaths  of  those  whose  sex  was  known  ; 

*  The  townf  of  Montagae  and  Northbridge  and  the  city  of  Pittsfield  hare  failed  to  make  the 
neoeffary  letarne  for  the  year  1899. 
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and  the  deaths  of  females  were  19,161 ,  or  48.9  per  cent.     There 
were  8  in  which  the  sex  was  not  stated  in  the  returns. 

Ages.  —  The  deaths  by  four  groups  of  ages  were  as  follows  :  — 


AOB«. 

Dcettas. 

Pbbobiitaobs  or 
All  DBATH8. 

AOBS. 

Deaths. 

PBBCBrrAOse  or 
All  DsATKa. 

18»». 

IIIM. 

18M. 

i8»a. 

Under  1  year, 
1  to  20  yeue,       • 

8,040 
6,880 

88.84 
16.04 

24.77 
16.06 

20  to  60, 

60  and  over, . 

0,817 
14,180 

26.00 
86.13 

86.44 

84.74 

The  deaths  of  infants  under  one  year  old  were  8,940,  or  22.84 
per  cent,  of  the  total  mortality,  as  compared  with  24.77  per  cent, 
in  the  previous  year,  and  those  of  children  under  five  years  old  were 
12,480,  or  31.9  per  cent,  of  the  total  mortality,  as  compared  with 
83.07  per  cent,  in  1898. 

All  of  the  percentages  in  this  table  are  estimated  upon  the  number 
of  deaths  of  those  whose  ages  were  specified  in  the  returns.  The 
total  number  of  deaths  in  which  the  age  was  not  specified  was  41. 

StUUbirths. —The  number  of  stilUbirths  was  2,220. 

The  most  noteworthy  fact  in  the  foregoing  figures  for  1899  is  the 
low  percentage  of  infant  mortality,  which  was  only  22.8,  as  com- 
pared with  22.9,  24.9,  23.5  and  24.8,  respectively,  for  the  years 
1895,  1896,  1897  and  1898. 

The  percentages  of  deaths  at  ages  1  to  20  years  was  also  the 
lowest  of  this  period,  with  the  exception  of  that  of  1898.  This 
unusually  low  percentage  of  mortality  at  all  ages  below  twenty  is 
due  mainly  to  the  low  death-rate  from  infectious  diseases,  which 
bear  most  heavily  on  the  early  ages  of  life. 

Months  and  Quarters. — The  number  of  deaths  in  each  quarter 
of  the  year  is  shown  in  the  following  table  :  — 


Deaths. 


Flnt  quarter,    . 
Seoond  quarter. 
Third  quarter,  . 
Fourth  quarter. 
Total,  . 


10,666 
0,100 

10,880 
0,121 


80,176 


PuoBirrAOBa. 


18M. 


18*S. 


86.07 
28.26 
86.60 
28.88 


100.00 


28.60 
28.06 
28.06 
24.20 


100.00 
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The  foregoing  percentages  of  mortality  by  quarters  of  the  year 
differ  from  those  of  the  previous  four  years  in  the  high  percentage 
of  the  first  quarter,  which  in  1899  exceeded  that  of  each  of  the  other 
quarters,  a  fact  which  was  probably  due  to  an  unusual  prevalence  of 
pneumonia  in  that  quarter. 

The  intensity  of  the  seasonal  death-rate  is  shown  in  the  following 
table,  the  method  employed  being  explained  on  page  701  in  Section 
ni.,  relating  to  disease  notification :  — 


Mean  Dally 

Deaths 
per  Month. 

ISM. 

CiKTBSiMAL  Ratio. 

Mean  Dally 

Deaths 
per  Month. 

18M. 

Cbvtuim AL  Ratio. 

18»». 

18»8. 

ISM. 

18M. 

January,     . 
Febmary,  . 
March,        .       . 
April, .       . 
May,   .       .       . 

183.0 
110.2 
101.2 
109.2 
07.2 
08.6 
116.8 

128.0 

111.1 
04.8 

101.8 
00.6 
87.1 

107.0 

06.8 
06.4 
07.4 

100.7 
03.2 
83.6 

101.6 

August, 
September, . 
October,      . 
November,  . 
December,  . 
Annual  mean, . 

117.7 

104.7 

02.8 

06.8 

100.2 

100.7 
07.6 
80.6 
88.8 

101.8 

120.1 

114.0 

06.0 

Ol.S 

101.0 

Jane,  . 
Jnly,   . 

107.8 

100.0 

100.0 

The  figures  in  the  foregoing  table  indicate  an  excessive  departure 
in  excess  of  the  mean  death-rate,  in  January  and  February,  while 
that  of  May,  June  and  October  was  correspondingly  low. 

The  mean  maximum  departure  from  the  death-rate  for  each  month 
for  the  period  of  twenty  years,  1856-75,  was  32.9  per  cent,  in  Aug- 
ust, and  in  the  twenty-year  period  1876-95  it  was  20  per  cent,  in 
August,  while  that  of  August,  1899,  was  only  9.7  per  cent.,  and 
that  of  January,  1899,  was  23  per  cent. 

In  the  two  years  having  the  highest  death-rates  in  Massachusetts 
in  the  past  half  century  (1849  and  1872)  the  maximum  departures 
from  the  yearly  means  were,  respectively,  83.4  per  cent,  in  August, 
1849,  and  40  per  cent,  in  August,  1872.  That  of  January,  1890, 
the  month  in  which  the  epidemic  of  influenza  was  at  its  maximum, 
was  43.4  per  cent,  above  the  mean. 

Causes  of  Death. 

Table  lY.  presents  the  mortality  of  the  cities  and  towns  embraced 
in  this  summary,  classified  by  causes  of  death  for  the  year  1899. 
The  same  figures  are  again  presented  in  a  condensed  form  in  Table 
Y.,  wherein  the  comparative  mortality  from  different  diseases  and 
groups  of  diseases  for  the  past  five  years  may  be  examined. 
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It  appears  from  Table  V.  on  page  726  that  the  low  general  death- 
rate,  which  was  noted  in  the  last  annual  report,  has  continued 
tiironghout  1899,  so  £ir  as  can  be  judged  from  the  usual  estimates  of 
population,  the  principal  improvement  being  shown  in  the  infectious 
diseases  near  the  top  of  the  column.  It  is  a  source  of  much  satisfiio- 
tion  to  note  that  marked  changes  have  taken  place  in  the  death-rate 
from  those  diseases  which  are  clearly  preventable,  and  this  may  be 
taken  as  an  index  of  better  sanitary  organization  and  work  in  the 
cities  and  towns  named  in  the  list. 

Consumption,  measles,  scarlet  fever,  diphtheria,  whooping-cough, 
typhoid  fever,  puerperal  fever  and  cholera  infantum  are  diseases 
which  yield  to  the  action  of  human  agencies,  such  as  isolation,  dis- 
infection, cleanliness,  purification  of  water  supplies  and  improve- 
ment in  methods  of  infiint  care  and  feeding,  and  the  decided  decrease 
in  the  combined  death-rate  from  these  diseases  is  well  marked  in 
Table  V. 

The  combined  death-rate  per  10,000  of  the  population  from  these 
eight  diseases  was  as  follows  for  the  five  years  1895-99  in  the  cities 
and  towns  named  in  the  foregoing  list,  or  about  four-fifths  of  the 
total  population  of  the  State :  — 


1M6, 
189T. 


CombiiMd 

Deatb^imte  per 

lOgOOOfttMn 

CtfUin  DiMMCi. 


40.4 
46.8 
80.7 


DMth 
104XX) 
OefUln 


1808, 
1800, 


88.8 
88.2 


Comment  was  made  in  the  last  two  reports  upon  the  fact  that  esti- 
mates made  in  intercensal  years  are  liable  to  error  in  either  direction, 
and  that  no  method  of  estimating  populations  can  produce  exact 
results,  in  the  absence  of  other  definite  knowledge.  It  was  for  this 
reason  that  the  tables  of  death-rates  made  up  from  the  total  estimated 
population  have  been  published  in  parallel  columns,  together  with 
the  percentages  of  the  total  mortality  in  each  of  the  annual  reports 
since  and  including  1892  (see  pages  xlviii,  xlix,  twenty-fourth 
annual  report,  1892),  and  especially  in  the  very  full  report  of  1896, 
embracing  the  statistics  of  forty  years  (1856-95). 

The  table  of  percentages  of  total  mortality  acts,  in  a  measure,  as 
a  check  or  control  in  case  of  erroneous  estimates  of  population.    It 
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is  for  this  reason  that  a  similar  condensed  statement  is  here  intro- 
duced in  Table  V. 

The  changes  in  the  death-rate  from  consumption,  typhoid  fever 
and  puerperal  fever  (see  child-birth  in  report  of  1896,  page  804) 
have  been  quite  fully  treated  in  the  report  of  1896.  To  these  may 
be  added  the  later  comments  on  the  changes  in  the  death-rate  from 
diphtheria,  which  appear  in  the  figures  of  the  past  five  years. 

Examined  from  another  stand-point  (the  mortality  from  all  causes) 
these  eight  preventable  causes  of  death,  consumption,  measles,  scar- 
let fever,  diphtheria,  whooping-cough,  typhoid  fever,  puerperal  fever 
and  cholera  infantum,  together  constituted  27.2  per  cent,  of  the  total 
mortality  in  1894,  but  had  fallen  off  successively  to  24.2,  24.2,  21.9, 
21.1  and  20.4  in  the  five  succeeding  years,  while  the  principal  acute 
lung  diseases,  diseases  of  the  heart,  brain,  kidneys,  cancer,  suicide 
and  accident  had  increased  from  35.7  per  cent,  of  the  total  mortality 
to  36.9,  36.9,  38.5,  39.2  and  40.2  per  cent,  in  the  same  years. 

These  all  combined  constituted  the  greater  part  of  the  total  mor- 
tality in  each  of  the  six  years  1894-99,  and  of  the  diseases  specified 
in  the  table  entitled  the  *<  Balance  of  Mortality,''  in  the  annual 
report  of  1896,  page  812. 

The  most  notable  changes  in  the  figures  of  Table  V .  are  the  steady 
decrease  ib  the  death-rate  from  consumption  and  typhoid  fever,  each 
of  which  in  1899  presented  a  lower  death-rate  than  at  any  time  since 
the  beginning  of  registration  in  Massachusetts  in  1842.  The  death- 
rate  from  cholera  infantum  was  also  lower  than  it  was  in  any  one  of 
the  five  previous  years.  The  death-rate  from  pneumonia  was  higher 
than  that  of  any  year  since  1893.  That  of  heart  diseases  had  main- 
tained a  nearly  uniform  rate  for  the  3  years  1897,  1898  and  1899. 
That  of  brain  diseases  had  diminished  from  13.3  per  10,000  in  1895 
to  11.99  in  1899.  TJie  death-rate  of  kidney  diseases  has  slightly 
increased  since  1895.  The  death-rates  from  cancer,  suicide  and  acci- 
dent have  maintained  a  fairly  uniform  rate  for  the  past  four  years. 

The  figures  of  the  United  States  census  of  1900  had  been  partially 
published  at  the  time  of  compilation  of  the  foregoing  figures ;  those 
of  the  cities  having  a  population  of  more  than  25,000  being  first 
issued.  A  comparison  of  these  with  the  estimates  which  have  been 
published  by  the  Board  in  the  past  three  years  shows  that  the  death- 
rates  hitherto  presented  were  very  nearly  correct,  and  any  changes 
which  would  be  necessitated  by  the  figures  of  the  census  would  be 
limited  chiefly  to  the  second  place  of  decimals  in  the  death-rates. 


712 


STATE  BOARD   OF  HEALTH.         [Pub.  Doc. 


Table  I. 
PapulaHon  oj  CHties  and  Large  Ttwms  estimated  Jar  1899. 


SspOKinro  CiTiu  axd  Tomis. 


ErtlButtod 
PopnUtloo  for 


AdMIIB, 

Ametbiiry, 
AndoTer,    . 
ArUngtOD,  • 
Athol, 
Attleboroagh, 

BSTBBI.T,  . 

BlaekstoiM, 

BOflTOH,      . 

Bnlntree»  . 
Bridgvwmtor, 

BBOOKTOir, 

BrookUne,  • 
Oaxbbidob* 
Ohslsba,  . 
Cnoopn» 

Olinton,  . 
Oonoord,  • 
DftiiTera,  . 
Dedham,  . 
EuthamptOD, 
Btibbtt,  . 

FALLBmiB, 
FlTOHBUBAy 

FmnlnghMn, 
Vnnklin,    . 
Chirdner,    • 
Olooobstib, 
Grafton,     • 
Oreaoileld, 
Hatbbbill, 
Hlnghmm,  . 
HOLTOKS,  . 

Hndaon,  . 
Hyde  Park, 

IiAWllBNOB, 


6,786 

10,186 

6,U7 

7,288 

8,200 

8,8M 

12,604 

»,060 

880,416 

8,681 

5,088 

88,780 

10,412 

02,808 

84,286 

18,816 

12,886 

6,778 

8,762 

7,281 

6,106 

28,102 

108,142 

80,628 

0,780 

6,880 

0,788 

81,426' 

6,180 

7,010 

87,060 

6,028 

44,610 

6.818 

18,182 

60,072 


BBPOBinro  emu  aid  Tomia. 


Esttnated 
Popalationfcr 


Leominster, 

LOWKLL, 

Lthk,        • 

ICaldbh,    • 

Harblehead, 

ICablbobouoh* 

ICbdfobd,  • 

Mblbobb,  . 

tfethnen,    . 

Mlddleborovgii, 

MUford, 

lilUbniy,    . 

Milton, 

KaUek, 

Nbw  Bbdvobd, 

Nkwbubtfobt, 

Newtok,    . 

NoBTH  Adams, 

Nobtbaxftov, 

NOBTB  ATTLBBOBOUQB, 

North  Brookfleld, 

Orange, 

Palmer, 

Peabody, 

Plymouth, 

QULNUT, 

Beading, 

Berere, 

Boekland, 

Boekport, 

Sauex, 

SOXBBTIUiB, 

Sonthbridge, 
Speneer,     . 
SPBxxemu), 
Btoneham,  • 


10,764 

00,U4 

68,210 

86,418 

7,246 

18,014 

17,100 

14,711 

6,800 

7,188 

0,102 

8,887 

0,810 

8,810 

70,611 

16,086 

80,461 

21,668 

18,160 

6,466 

6,246 

6,006 

7.128 

10,786 

8,471 

24,678 


8,827 
8,7n 
6,261 
87,728 
64,808 
8,726 
6,707 


6^387 
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Table  I.  —  Concluded, 


BBPOxmro  OiTBt  amd  Towikb. 


Btoagbton, . 
Tjloiitor,  . 
Wak«fleld, 
Wajjtham, 

Watovtowa, 

WmihoTcnght 
WMlflald,  . 


Estimated 
Popnlatloii  tor 


6,eo8 

S8,627 
9,861 

21,791 
7,906 
8,860 
8,418 
8,267 

11,840 


BiFOBxaia  GITIS8  amd  Towsi. 


Estimated 
PopolatloD  tar 


Waat  Springfield,     • 
Waymonth,       .       . 
Whitman,  .       . 
WUliamatown,  . 
Wlnelieater, 
Wlntbrop,  . 

WOBUBH,    • 
WOBOBSTBB,      •         • 

Total,  .       .       . 


6,068 

11,681 

6,786 

6,419 

7,181 

8,284 

14,722 

111,782 


2,268,272 
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The  following  digest  consists  mainly  of  material  selected  from  the 
published  annual  reports  for  the  year  1899  of  such  cities  and  town& 
as  have  been  received  at  the  office  of  the  State  Board  of  Health.  In 
addition  to  this  information  the  results  of  such  inspections  as  have 
been  made  during  the  year  by  the  medical  inspector,  and  having  rela- 
tion to  the  prevalence  of  infectious  diseases ,  have  been  incorporated 
in  the  digest. 

Adams. 

At  present  the  town  has  no  sewerage  system,  the  sewage  being  emptied 
at  numeroos  points  along  the  Hoosac  River. 

This  method,  during  dry  periods,  when  there  is  a  small  amount  of  water 
in  the  river,  causes  a  stagnation  of  sewage  matter  at  various  places,  thus 
making  it  extremely  unhealthful  for  persons  residing  near  those  points  of 
infection. 

With  a  good  sewerage  system  all  this  would  be  radically  changed.  In- 
stead of  having  the  sewerage  matter  discharged  at  numerous  places  within 
the  residential  section,  as  it  is  at  present,  it  would  all  be  carried  by  a  main 
trunk  and  disposed  of  in  a  manner  to  be  decided  by  the  State  Board  of 
Health,  somewhere  outside  of  the  thickly  settled  portion  of  the  town. 

Ahesbubt. 

There  have  been  but  very  few  instances  of  violations  of  pur  regalations 
brought  to  our  notice.  One  Lawrence  firm  persisted  in  carting  through 
our  streets,  during  the  hot  months  of  summer,  tallow  and  decaying  scraps 
of  meat.  They  were  brought  into  court,  promised  to  abide  by  our  regula- 
tions, and  afterwards  used  tightly  sealed  barrels.  There  have  been  two 
violations  of  our  plumbing  regulations  by  out-of-town  parties. 

The  inspection  of  cattle,  provisions  and  milk  has  been  most  efficiently 
carried  out.  Many  of  the  slaughters  were  ordered  after  a  physical  exam- 
ination. Between  sixty  and  seventy  diseased  cows  have  been  killed  during 
the  official  term  of  one  of  this  board.  There  is  a  practice  with  some  parties, 
which  we  deplore,  but  for  which  we  are  in  no  sense  responsible,  namely, 
the  purchasing  of  cheap  and  sometimes  diseased  cows  in  New  Hampshire 
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and  running  them  over  the  line,  across  the  eastern  border  of  our  town,  to 
towns  the  other  side  of  the  Merrimac  River,  then  sub- selling  them  back  into 
this  town. 

Andover. 

The  following  report  of  inspection  made  by  Dr.  F.  L.  Morse,  medical 
inspector  of  the  board,  relates  to  a  limited  epidemic  of  typhoid  fever  which 
occurred  at  Andover  in  the  spring  of  1899 :  — 

JvLT  20, 1899. 

During  the  latter  part  of  March  aud  the  first  of  April  the  presence  of  an  un- 
usual number  of  cases  of  typhoid  fever  at  Andover  was  called  to  my  attention, 
and  at  the  request  of  the  local  board  of  health  an  investigation  as  to  the  origin  of 
the  cases  was  commenced.  From  the  20th  of  March  to  the  4th  of  April,  fifteen 
days,  11  cases  had  been  reported,  and  a  visit  was  made  to  each  patient,  the  sani- 
tary condition  of  the  premises  observed  and  inquiry  made  in  regard  to  their  milk 
and  other  supplies.  Seven  of  the  eleven  cases  were  children  of  sixteen  years  of 
age  or  under,  and  of  the  remaining  4  there  were  2  males  and  2  females,  each  pair 
aged  twenty-five  and  eighteen  respectively.  With  the  exception  of  1  male  (case 
No.  4)  none  of  the  patients  had  been  away  from  Andover  for  a  period  of  time 
longer  probably  than  the  Incubation  period  of  the  disease,  and  consequently  this 
circumstance  limited  the  origin  of  infection  to  some  local  cause,  and  as  the  inves- 
tigation progressed  this  proved  to  be  the  case,  as  10  of  the  11  cases  were  ex- 
posed to  a  common  source.  Disposing  of  case  No.  4  first,  which  is  the  exception 
in  this  epidemic,  we  have  a  male  twenty-five  years  of  age,  a  spinner  by  trade, 
living  at  Andover  and  working  nights  in  the  factory  at  North  Andover,  travelling 
to  and  fro  by  the  electric  cars,  and  taking  his  dinner  with  him  to  his  work.  It  was 
his  custom  at  times  to  visit  Lawrence  during  the  day,  and  as  typhoid  fever  had 
been  particularly  prevalent  there  during  January,  it  seems  to  be  admissible  that 
he  may  have  become  infected  on  a  visit  to  the  city,  as  he  admits  taking  meals  and 
drinking  water  while  there.  Aside  from  his  visits  to  Lawrence,  he  seems  to  have 
led  a  regular  life,  and  as  far  as  is  known  was  not  exposed  to  the  disease  in  any 
other  way.  The  milk  supply  of  the  family  was  not  in  common  with  that  of  the 
other  typhoid  cases. 

As  the  inquiry  in  regard  to  the  origin  of  the  other  cases  progressed,  and  their 
milk  supply  was  investigated,  it  was  found  that  all  of  them,  without  exception, 
had  access  to  a  single  man^s  milk ;  6  of  the  patients  taking  milk  of  him  directly 
and  the  remaining  4  obtaining  it  from  a  store  supplied  by  him.  The  patients 
supplied  from  the  store  also  had  a  regular  dealer,  and  only  sent  to  the  store  when 
necessary,  but  all  of  them  admit  sending  to  the  store  for  milk  within  a  period  cor- 
res}>onding  to  the  incubation  period  of  the  disease.  The  regular  milkman  of 
these  families  was  not  the  same,  except  where  more  than  one  case  occurred  in  the 
same  family. 

Attention  having  thus  been  drawn  to  the  milk  supply,  a  visit  was  made  to  the 
milkman  and  his  different  sources  investigated.  He  obtained  his  milk  from  six  dif- 
ferent farms,  in  amounts  varying  from  one  to  six  cans  of  eight  quarts  each.  Inquiry 
was  made  at  each  of  these  different  places,  but  the  history  of  any  case  of  sickness 
was  wanting,  and  the  dairies,  with  one  exception,  appeared  to  be  in  good  sanitary 
condition.    The  exception  was  his  own  farm,  where  he  obtained  about  six  cans 
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daily,  and  which  was  located  about  three  miles  from  the  town,  towards  North 
Andover,  the  milk  being  brought  to  his  house  at  Andover  daily.  At  this  farm  the 
cows  were  in  a  filthy  condition,  the  floors  and  stalls  improperly  cleaned,  and, 
although  not  actually  producing  the  disease,  these  conditions  in  themselves  were 
favorable  for  its  development,  once  having  become  infected.  The  proprietor 
himself  was  mildly  ill  about  the  10th  of  March,  and  his  sickness  increased  in 
severity  until  the  17th,  when  he  was  obliged  to  give  up  work  and  call  a  physi- 
cian. His  sickness,  which  was  diagnosed  as  influenza,  kept  him  from  work  until 
the  30th  of  the  month,  when  he  was  again  able  to  drive  his  team  and  deliver  the 
milk.  The  coincidence  of  these  cases  of  typhoid  fever,  all  with  one  exception 
having  the  same  milk  supply,  and  the  owner  of  the  route  being  sick  at  a  time 
from  ten  days  to  three  weeks  previous  to  the  occurrence  of  all  of  the  cases,  is 
certainly  suspicious,  and  when  it  is  considered  that  mild  cases  of  the  disease  do 
occur  and  are  more  apt  to  give  rise  to  an  epidemic  than  a  severe  case,  on  account 
of  their  ability  to  associate  with  other  inhabitants,  the  occurrence  of  these  cases 
may  be  more  clearly  understood. 

Two  other  cases  developed,  one  on  April  26  and  one  on  May  15,  but  they  ap- 
peared to  be  in  no  way  directly  connected  with  this  supply. 

These  suspicions  having  been  made  known  to  the  milkman,  he  wished  it  ex- 
plained how,  if  he  was  the  source  of  the  disease,  it  was  possible  for  no  cases  to 
develop  in  his  own  house,  where  about  twenty  boarders  were  taken,  but  on  enquiry 
it  was  found  that  the  milk  used  at  the  house  did  not  come  from  this  farm,  but 
came  from  two  of  the  other  sources  and  was  left  at  the  house  without  his  touching 
it,  and  if  any  surplus  was  left  this  was  distributed  by  him  from  his  house.  The 
conditions  at  the  house  for  washing  the  cans  and  bottles  seemed  to  be  adequate 
for  a  small  business,  and  as  these  cases  wore  limited  to  a  definite  period  it  is 
probable  that  the  infection  was  not  one  of  long  standing.  The  condition  at  the 
farm  was  made  known  to  the  local  board  of  health  and  a  change  in  the  conditions 

there  advised. 

F.  L.  Morse,  M.D., 

Medical  Inspector, 

Arlington. 

Within  the  year  many  houses  have  been  connected  with  the  sewer,  thereby 
generally  improving  the  sanitary  condition  of  the  town.  It  is  urgently 
recommended  that  all  dwellings  be  connected  at  the  earliest  possible  date. 
Measures  have  been  taken  rendering  it  possible  for  cesspools  to  be  promptly 
emptied  at  a  moderate  expense  by  applying  to  the  clerk  of  the  board  of 
health. 

The  entire  water  service  of  the  town  has  been  replaced  by  the  Metropoli- 
tan, which  promises  water  of  an  almost  unlimited  quantity  and  exceptional 
purity. 

Athol. 

We  have  been  fortunate  during  the  past  year  as  regards  contagions  dis- 
eases, there  having  been  no  epidemic  in  town,  and  the  few  cases  of  con- 
tagions diseases  that  have  occurred  have  been  of  a  light  character,  no  fatal 
cases  having  occurred  during  the  year. 
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Attlebobouoh. 

DnriDg  the  year  41  cases  of  diphtheria  were  reported  to  the  board  of 
healthy  37  of  them  in  the  months  of  October,  November  and  December. 
Nearly  all  occurred  in  the  Farmers  school  district.  As  soon  as  it  was 
apparent  that  the  health  of  the  papils  attending  the  school  was  imperilled, 
the  board  parchased  an  improved  formaldehyde  gas  generator,  the  school- 
hoDse  was  closed  and  thoronghly  fumigated,  as  were  also  the  homes  of  the 
pupils  where  cases  existed.  Later  the  Pleasant  Street  school-hoase  was 
closed  and  fumigated.  By  such  means,  and  by  the  almost  universal  use 
of  antitoxin  by  the  attending  physicians,  the  spread  of  the  disease  was 
checked. 

We  again  desire  to  express  our  most  hearty  approval  of  the  course 
adopted  by  the  State  Board  of  Health  of  furnishing  antitoxin  for  the  free 
use  of  physicians.  With  this  agent  many  lives  are  saved  and  epidemics 
prevented. 

Ater. 

The  occurrence  of  several  cases  of  typhoid  fever  during  the  last  few  yeare 
among  the  people  employed  at  the  railroad  station  led  to  an  investigation 
of  the  sanitary  conditions  at  the  station.  It  was  found  that  pond  water 
was  in  use  at  various  places  about  the  railroad  yard  and  station,  being 
accessible  for  use  as  drinking  water.  After  a  conference  with  officials  of 
the  Boston  &  Maine  Railroad  Company,  town  water  was  introduced  for  aU 
purposes  about  the  station.  The  toilet  rooms  were  renovated  and  the 
drainage  improved. 

Boston. 

[The  health  report  of  the  city  of  Boston  had  not  been  issued  at  the 
time  of  publication  of  this  report.] 

Bbocxtok. 

The  board  would  recommend  the  establishment  of  a  bacteriological 
laboratory  and  an  appropriation  made  therefor.  Our  experience  the  past 
year  has  demonstrated  the  need  of  this  work  being  done  in  our  own  city. 
The  work  is  at  present  done  by  the  State  Board  of  Health.  While  they 
have  been  very  obliging,  the  work  could  be  done  much  more  quickly  and 
conveniently  if  we  had  a  laboratory  where  the  work  could  be  done  without 
sending  it  out  of  the  city. 

The  board  has  adopted  the  plan  of  taking  charge  of  the  final  disinfection 
of  houses  where  there  have  been  contagious  diseases,  using  formaldehyde ; 
also  of  requiring  a  negative  culture  in  a  ease  of  diphtheria  before  releasing 
the  patient  from  quarantine. 
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The  following  table  shows  the  death-rate  for  the  past  ten  years :  — 


1890, 

17.12 

1891. 

15.78 

1892. 

13.06 

1898, 

15.30 

1894, 

14.17 

1895, 14.65 

1896, 18.11 

1897, 13.19 

1898, 12.28 

1899 11.81 


Brookline. 

The  namber  of  deaths  from  all  causes  betweea  Jan.  1,  1899,  and  Deo. 
31,  1899,  inclasive,  was  255,  as  against  264  in  1898,  220  in  1897,  and  239 
in  1896.  Dedncting  the  still-births,  18  in  number,  leaves  237  deaths  dur- 
ing the  year.  Two  hundred  and  thirty-seven  deaths  gives  a  mortality  of 
only  11.68  per  one  thousand  inhabitants  for  1899,  as  against  13.05  for  the 
previous  year. 

During  the  outbreak  of  diphtheria  the  board  of  health  hospital  had  un- 
precedented demands  made  upon  it,  but  with  two  exceptions  every  request 
of  a  physician  for  hospital  isolation  of  a  scarlet  fever  or  diphtheria  patient 
was  promptly  granted,  the  reasons  for  the  two  exceptions  being  lack  of 
room  at  the  time.  The  large  number  of  diphtheria  patients  and  convales- 
cents that  occasionally  had  to  be  provided  for  taxed  severely  the  capacity 
of  the  inadequate  hospital  buildings,  and  made  very  hard  the  work  of  the 
attendants.  It  is  easy  to  infer  what  serious  consequences  the  absence  of 
an  isolation  hospital  during  our  local  epidemic  might  have  entailed.  Though 
the  cost  of  maintenance  of  such  hospitals  is  necessarily  considerable,  the 
board  considers  that  money  spent  for  the  prevention  of  suffering  and  death 
from  the  more  or  less  preventable  diseases  is  money  wisely  expended.  Of 
the  89  patients  admitted  to  the  hospital  during  1899,  68  had  diphtheria  and 
21  scarlet  fever.  Of  the  68  diphtheria  patients,  all  except  3  recovered  (a 
mortality  of  4.4  per  cent.),  and  of  21  scarlet  fever  patients,  the  whole  num- 
ber recovered.  To  the  use  of  antitoxin,  generously  provided  by  the  State 
Board  of  Health,  the  very  small  death-rate  in  the  diphtheria  hospital  is  in 
large  part  due.  The  experience  of  the  past  year  has  clearly  shown  the 
present  and  future  need  of  more  adequate  hospital  accommodations. 

The  free  bacteriological  examinations  provided  by  the  board  for  the  early 
diagnosis  of  typhoid  fever,  diphtheria  and  consumption  have  been  much 
more  extensively  taken  advantage  of  the  past  year  than  in  previous  years, 
and  with  great  benefit  to  both  patients  and  their  families.  The  obvious 
advantages  of  a  local  laboratory,  among  others  the  securing  of  earlier 
reports  from  diphtheria  diagnosis  examinations,  are  so  great  that  the  board 
took  the  necessary  steps,  and  on  Feb.  1,  1899,  had  its  temporary  laboratory 
in  operation.  During  the  year  1,242  diphtheria  cultures,  91  specimens  of 
sputum,  suspected  to  be  tubercular,  and  25  typhoid  tests  (Widal's)  were 
examined. 
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Fonnaidehyde  disinfection  of  rooms,  bedding,  etc.,  After  scarlet  fever 
and  diphtheria  has  been  continned,  and  proves  to  be  effective*  After  cases 
of  these  diseases  the  disinfection  is  done  by  the  disinfector  appointed  by 
the  board,  and  is  done  free  of  expense  where  the  householder  is  anable  to 
pay  for  it.  Daring  the  year  ending  Jan.  31,  1900,  formaldehyde  disinfec- 
tion has  been  done  after  122  cases  of  diphtheria,  49  cases  of  scarlet  fever^ 
and,  by  special  request,  after  13  other  cases  of  infections  disease ;  for  ex- 
ample, consumption,  measles  and  typhoid  fever.  Infected  books  and  other 
articles  are  now  disinfected  by  fonnaidehyde  in  a  cabinet  specially  con- 
structed by  the  board  and  tested  by  the  bacteriol<^ist. 

Intermittent  fever  (malaria)  has  been  less  prevalent  than  in  previous 
years,  and  it  is  believed  this  may  be  attributed  in  part  to  the  draining  of 
certain  districts. 

The  appreciation  of  the  value  as  a  health  measure  of  frequent  bathing 
continues  to  be  shown  by  the  experience  at  our  public  bath  house,  where 
49,391  baths  were  taken  the  past  year,  a  good  increase  over  the  attendance 
of  any  previous  year. 

Cambbidob. 

Number  of  inspections  made, 4,571 

Number  of  subsequent  inspections,       .        •        .        ,        .        .6,617 


Total, 


11,188 


The  diseases  discovered  in  the  schools  during  1899,  and  the  number  of 
cases  of  each  disease,  were  as  follows :  — 


Chicken-pox, 
Diphtheria,  . 
Measles, 
Mumps, 
Pediculosis, . 
Scarlet  fever, 
Whooping-cough, 


18 
4 
24 
18 
67 
5 
11 


Diseases  of  ear,  . 
Diseases  of  eye,  , 
Diseases  of  skin, . 
All  other  diseases. 


11 
88 
86 

150 


Total, 372 


The  number  of  cases  reported  shows  an  increase  of  147  over  the  number 
reported  in  1898. 

During  the  past  year  the  city  has  suffered  severely  from  the  prevalence 
of  certain  infectious  diseases,  and  in  particular  from  diphtheria. 

It  became  apparent  to  the  board  of  health  at  an  early  date  that  active 
measures  must  be  taken  to  protect  the  public  health.  A  number  of  sta- 
tions, where  cultures  of  suspected  cases  of  diphtheria  could  be  taken,  were 
established  for  the  convenience  of  physicians,  and  a  laboratory  was  insti- 
tuted in  the  city  hall.  AJl  physicians  were  notified  that  their  co-operation 
was  expected,  and  that  in  return  the  board  would  give  them  every  assist* 
ance  by  the  prompt  examination  of  cultures  deposited  at  the  designated 
stations. 
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Hiroat  CfuUurea.  — Daring  the  two  months  505  caltares  were  examined. 
They  may  be  classified  as  follows :  — ' 


• 

November. 

December. 

Totol. 

New  cases,  positive, 

New  cases,  negative, 

New  cases,  ho  growth, 

48 

47 
3 

69 

68 
4 

112 
115 

7 

Total  new  cases, 

Re-examinations, 

98 
98 

141 

178 

234 
271 

Total  examinations, 

Cultures  for  diagnosis, 

Cultures  for  release, 

186 

57 
129 

819 

118 
201 

505 

175 
830 

186 

819 

505 

It  is  to  be  regretted  that  the  physicians  do  not  avail  themselves  more 
fully  of  the  opportunity  of  taking  cultures.  During  November  and  Decem- 
ber 176  cases  of  diphtheria  and  6  cases  of  membranous  croup  were  reported 
to  the  board  of  health.  Cultures  for  diagnosis  were  made  in  only  65  of 
these  cases.  Many  of  the  remaining  cases  were  reported  as  recovered, 
and  cultures  were  found  negative  within  a  week  from  the  beginning  of  the 
attack,  and  it  is  probable  that  a  certain  proportion  of  these  cases  were  not 
true  diphtheria  at  all. 

Wtdal  Testa  for  Typhoid.  — The  blood  of  31  cases  of  suspected  typhoid 
was  examined  for  the  Widal  reaction,  with  the  following  results :  — 


November. 


December. 


Total. 


Positive, 
Negative, 


5 

11 


16 


4 
11 


15 


9 
22 


31 


Sputum  Examinations.  —  Samples  of  sputum  from  34  cases  of  suspected 
pulmonary  tuberculosis  were  examined,  —  one  case  being  tested  twice,  — 
with  the  following  results :  — 


November. 

December. 

Total. 

Bacteria  of  tuberculosis  present,         .... 
Bacteria  of  tuberculosis  absent, 

10 
11 

7 
7 

14 

17 

18 

• 

21 

35 
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The  report  of  the  milk  inspector  contains  some  excellent  saggeetions 
apon  the  subject  of  milk  standards  and  the  sale  of  milk. 


Number 
Number 
Number 
Number 
Number 
Number 
Number 
Number 
Number 
Number 
Number 


of  samples  collected  and  analyzed,  . 

of  milk  samples  collected  and  analyzed,  . 

of  vinegar  samples  collected  and  analyzed, 

of  butter  samples  collected  and  analyzed, 

of  milk  samples  below  the  standard, 

of  vinegar  samples  below  the  standard,   . 

of  butter  samples  not  genuine  butter, 

of  warnings  sent  out  for  sale  of  poor  milk, 

of  warnings  sent  out  for  sale  of  poor  vinegar, 

of  complaints  made, 

of  convictions, 


4,459 

4,225 

172 

62 

867 

19 

217 
12 
18 
10 


Chelsba. 

Receiving  many  protests  against  the  indiscriminate  slaughter  of  chickens, 
the  board,  in  February,  provided  a  building  at  the  comer  of  Maple  and 
Second  Streets,  especially  arranged  for  this  purpose,  and  ruled  that  all 
such  slaughter  should  be  here  confined  and  subject  to  its  inspection. 

The  main  structure  is  14  by  82  feet.  It  has  a  cement  flooring  with  a 
gutter  along  one  side,  which  is  constantly  flushed  and  drained  into  the 
common  sewer  during  the  slaughter.  Along  the  waU  and  suspended  over 
this  gutter  are  arranged  a  number  of  funnel-shaped  tins,  into  which  the 
chicken  is  placed  to  bleed  after  being  killed.  Along  the  opposite  wall  is 
a  bin  to  receive  the  feathers  plucked  at  tbe  time  of  killing.  These  are 
later  collected,  dried  in  the  loft  above  and  sold ;  the  proceeds  being  a  part 
of  the  city's  profits  on  this  novel  investment. 

There  are  two  out-buildings,  accommodating  about  2,500  chickens.  A 
chaise  of  two  cents  and  three  cents  per  chicken  killed  is  made,  one-half 
which  goes  to  the  rabbi  officiating. 

Under  this  system,  which  has  met  with  considerable  favor,  the  board  is 
able  to  report  an  abatement  of  a  nuisance  which  was  a  source  of  oonsider- 
/ible  dissatisfaction  in  various  sections  of  the  city. 

The  board  wishes  to  emphasize  the  fact  that  it  still  feels  the  necessity 
x>f  a  suitable  isolation  hospital,  for  the  care  and  treatment  of  small-poz 
and  allied  diseases.  It  would  suggest  for  serious  consideration  the  ad- 
visabUity  of  prompt  action,  tending  to  an  agreement  with  one  of  the  neigh- 
boring towns  for  the  acquirement  of  a  location  for  such  an  establishment. 

In  a  city  as  thickly  populated  as  Chelsea,  the  practical  impossibility  of 
successfully  isolating  a  case  in  the  home  has  been  shown,  we  believe,  in 
these  last  few  cases  of  small-pox,  and  until  a  hospital  is  built  that  will  be 
suitable  for  the  reception  of  those  suffering  with  a  contagious  disease, 
without  subjecting  them  to  discomfort,  there  will  always  be  a  serious  dan- 
ger of  a  widespread  and  fatal  epidemic. 
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The  report  of  Medical  Inspector  Morse  apon  an  epidemic  of  typhoid 
fever  in  Chelsea  follows :  — 

July  31, 1899. 

During  the  early  pari  of  April  the  daily  reports  received  at  this  office  showed 
an  unusaal  number  of  typhoid  fever  cases  in  Chelsea,  more,  in  fact,  than  had 
occurred  during  the  whole  of  last  year,  and  in  a  communication  to  the  local 
board  of  health,  dated  April  12, 1  inquired  if  the  cause  had, been  found,  and  if 
not,  if  they  desired  any  assistance.  Under  date  of  April  14  the  agent  informed 
me  that  the  cases  were  being  investigated,  but  that  no  assistance  was  desired  at 
that  time.  The  number  of  cases  continuing  to  increase,  however,  the  agent 
wrote  to  me  on  April  27  that  they  would  be  glad  of  my  services,  and  on  the  fol- 
lowing day  an  investigation  of  the  cases  commenced. 

The  cases  reported  to  the  local  board  of  health  were  supplemented  by  cases  ill 
at  the  hospital  and  by  others  obtained  by  interviewing  other  doctors  who  had 
failed  to  make  the  reports  required  by  law.  In  this  manner  27  cases  were  col- 
lected and  plotted  on  the  map,  to  see  if  they  corresponded  to  any  definite  locality 
or  had  any  apparent  common  origin.  This  showed  a  certain  number  of  cases  in 
a  definite  locality,  near  the  junction  of  Broadway  and  Washington  Street,  and  the 
others  variously  distributed  over  the  more  thickly  populated  part  of  the  city. 

A  visit  was  then  made  to  each  case  and  careful  inquiries  made  in  regard  to  the 
sanitary  conditions  of  the  premises,  and  the  source  of  their  milk  supply  in  par- 
ticular. The  study  of  these  cases  had  not  proceeded  far  when  it  was  observed 
that  an  unusual  difficulty  presented  itself,  for  obviously  no  common  relation  ex- 
isted among  the  several  cases.  All  had  different  milk  dealers,  grocery  and  pro- 
vision supplies,  and  there  was  no  history  of  the  patients  being  away  from  Clielsea 
for  any  length  of  time  preceding  the  attack.  On  more  careful  inquiry  it  was 
learned  that  occasionally  it  was  necessary  for  some  of  the  families  to  supplement 
their  daily  milk  supply  by  sending  out  to  near-by  grocery  stores  and  bakeries, 
and  following  out  this  discovery  these  different  stores  were  visited  and  the  source 
of  their  supply  learned,  which  many  times  proved  to  be  a  common  one. 

As  in  past  reports,  the  date  of  the  patients  going  to  bed  being  most  reliable, 
the  patients  were  grouped  accordingly,  and  it  was  found  that  the  height  of  the 
epidemic  was  reached  during  the  first  ten  days  of  April,  when  21  cases  were  re- 
ported, and  only  4  in  the  following  six  days.  Here  again  appeared  to  be  an  in- 
fected milk  supply,  supplying  these  people  indirectly,  through  the  stores,  and  the 
infection  being  one  of  comparatively  short  duration.  Thirteen  of  the  cases  oc- 
curred in  females  and  12  were  in  children  under  fifteen  years  of  age.  At  about 
the  same  time  it  was  learned  through  the  Boston  board  of  health  that  a  large 
number  of  cases  of  typhoid  fever  had  occurred  in  this  city,  but  as  their  board  was 
busy  with  small-pox  at  the  time,  they  were  unable  to  pursue  the  investigation, 
but  would  furnish  data  for  this  purpose. 

Accordingly  the  list  of  cases  reported  to  the  board  was  procured,  supplemented 
by  the  cases  admitted  into  the  Massachusetts  General,  Boston  City  and  Carney 
hospitals.  The  homes  of  these  patients  were  plotted  upon  a  map,  and  groups 
could  be  thus  located  in  South  Boston,  the  North,  West  and  South  Ends,  and  in 
Charlestown.  With  the  knowledge  gained  by  the  study  of  the  cases  in  Chelsea, 
these  patients  were  investigated  in  the  same  way,  with  the  following  results :  — 

Of  25  cases  in  South  Boston,  22  procured  milk  indirectly  through  stores  from 
the  same  man  supplying  the  stores  in  Chelsea,  and  5  out  of  7  in  the  West  End, 
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6  out  of  8  in  the  South  End,  7  out  of  11  in  the  North  End,  and  4  out  of  12  in 
Charlestown,  developed  under  similar  circumstances,  making  a  total  of  64  out 
of  90  cases,  or,  omitting  Charlestown,  which  apparently  did  not  receive  its  infec- 
tion from  the  same  source,  60  out  of  78  cases.  Careful  inquiry  was  also  made 
when  these  patients  were  visited  in  regard  to  other  sources  of  infection,  and 
although  the  sanitary  conditions  were  not  always  satisfactory,  still,  the  milk  sup- 
ply was  considered  the  probable  source  of  infection. 

Attention  was  next  directed  to  the  probable  source  of  the  infection,  viz.,  the 
milk  supply.  The  conditions  present  are  a  contractor  receiving  milk  from  458 
different  dairies  situated  in  Massachusetts,  New  Hampshire  and  Vermont,  the 
milk  being  brought  into  Boston  daily  in  milk  cars  over  the  Fitchburg  Railroad. 
Strict  inquiry  was  made  by  the  men  coming  with  the  cars  in  regard  to  the  occur- 
rence of  any  cases  of  typhoid  fever,  but  in  every  case  a  negative  report  was  re- 
turned. At  about  the  same  time  it  was  learned  that  typhoid  fever  was  prevalent 
at  Ayer,  through  which  town  the  Fitchburg  Railroad  passes,  but  on  inquiry  from 
the  local  board  of  health  it  was  learned  that  of  the  railroad  employees  having  the 
disease  all  were  employed  by  the  Boston  &  Maine  Railroad. 

Attention  was  also  turned  to  the  men  employed  at  the  depot  in  Charlestown, 
where  the  milk  was  received,  and  also  to  the  drivers  of  the  teams.  The  milk 
received  here  is  first  tasted  and  then  mixed  in  a  large  mixer  holding  fifty  gallons. 
It  is  then  drawn  off  in  cans  and  set  away  in  the  refrigerator  until  the  following 
mornins:,  when  it  is  loaded  into  the  fourteen  different  teams  and  distributed  to 
all  parts  of  the  city,  together  with  a  part  of  Everett  and  Chelsea.  The  teams 
arrive  at  the  depot  in  no  regular  order,  and  do  not  have  the  same  milk  on  succes- 
sive days,  the  team  arriving  first  in  the  morning  getting  the  milk  nearest  the  door 
and  so  on.  The  business  of  the  company  being  strictly  wholesale,  and  delivered 
to  stores  and  bakeries,  compels  the  drivers  to  handle  only  the  cans,  the  milk  itself 
not  being  emptied  and  handled  until  sold  by  the  storekeeper,  and  as  the  cases  of 
the  disease  arising  were  not  limited  to  a  single  storekeeper,  the  infection  mnst 
have  taken  place  before  it  was  delivered  to  them.  At  the  depot,  the  taster  and 
the  man  running  the  mixer  are  the  only  ones  who  handle  the  milk.  Neither  one 
had  been  ill  with  any  disease  whatsoever,  nor  had  they  had  any  sickness  in  their 
families.  On  further  inquiry  it  was  learned,  however,  that  one  of  the  drivers  had 
been  ill  with  typhoid  fever  last  November,  and  being  particularly  ill  with  the 
disease  had  not  been  able  to  return  to  work  until  March  20.  At  this  time  he  was 
still  so  weak  as  to  be  able  to  do  almost  no  work  whatever,  and  his  work  at  first 
consisted  in  running  errands.  As  he  gained  in  strength,  however,  he  did  some 
work  about  the  milk  depot,  and  he  himself  admits  pouring  milk  into  the  mixer. 
Just  to  try  his  strength.  Here  appears  a  possible  source  for  the  development  of 
the  disease,  for  it  is  well  known  that  the  typhoid  bacilli  do  in  some  cases  remain 
in  the  urine  and  fseees  for  a  number  of  weeks  after  convalescence  has  been  estab- 
lished, and  the  cases  developing  in  this  case  are  such  as  would  arise  from  a  small 
portion  of  the  milk  being  infected  for  a  limited  time.  The  examination  of  this 
man*s  blood  for  the  Widal  reaction  and  the  urine  for  the  typhoid  bacilli  was, 
however,  negative. 

Again  there  is  the  possibility  of  an  unrecognizable  case  at  one  of  the  dairies 
infecting  the  milk,  and  subsequently,  as  it  was  mixed  with  other  supplies  at  the 
depot,  infecting  a  larger  amount,  and  thence  distributed  over  the  city,  but  in  view 
of  the  fact  that  this  man  did  have  typhoid,  that  he  subsequently  handled  the  milk, 
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and  that  the  cases  began  to  develop  within  ten  days  of  sach  occurrence,  it  seems 
that  this  was  the  most  probable  source  of  the  disease. 

F.  L.  Morse,  M.D., 

MediccU  Inspector, 

Chigopee. 

• 

The  condition  of  the  city  as  regards  health  was  never  better  than  it  has 
been  this  year.    We  have  had  no  epidemic  of  any  contagious  disease. 

It  is  a  pleasure  to  know  that  our  city  has  never  before  experienced  such 
a  degree  of  cleanliness,  which  is  largely  due  to  a  better  service  rendered  in 
the  collection  and  removal  of  house  offal,  over  which  a  strict  supervision 
has  been  kept,  while  all  complaints  have  received  immediate  attention,  and 
any  negligence  on  the  part  of  the  collectors  rectified,  though  in  some  cases 
the  blame  would  rest  upon  the  house  occupants  in  failing  to  comply  with 
our  regulations.  In  houses  containing  a  number  of  families  our  rules  are 
not  always  regarded,  and  it  is  a  difficult  matter  to  detect  those  who  violate 
them  at  such  places. 

Clinton. 

In  April,  1899,  in  consequence  of  the  epidemic  of  scarlet  fever,  every 
school-room  and  all  school-books  were  disinfected  during  the  spring  vaca- 
tion, and  afterwards,  as  soon  as  a  case  of  scarlet  fever  was  reported,  the 
school-room  where  the  person  went  to  school,  if  a  scholar,  was  at  once  dis- 
infected, and  in  every  case  the  rooms  of  the  house  and  all  infected  clothes, 
furniture,  etc.,  were  disinfected.  In  a  month  from  the  inauguration  of 
school-house  disinfection  the  epidemic  was  practically  controlled. 

A  contagious  ward  should  be  built  in  our  town,  as  we  have  now  no  place 
for  the  proper  care  and  isolation  of  such  cases  where  isolation  cannot  be 
properly  enforced  in  their  own  homes. 

Concord. 

This  year  has  been  an  average  one  in  the  amount  of  work  required  of  the 
board,  except  in  the  matter  of  examination  of  plumbing,  which  was  in- 
creased largely  upon  the  completion  of  the  sewer  system,  and  this  will 
undoubtedly  be  still  more  increased  the  coming  year. 

Danvers. 

During  the  year  a  recommendation  was  made  to  local  boards  of  health 
by  the  State  Board,  urging  the  importance  of  providing  free  vaccination 
for  the  people,  because  of  the  beginning  of  an  epidemic  of  small-pox  in 
Boston  and  vicinity.  Your  board,  believing  it  to  be  a  wise  measure,  pro- 
vided the  people  with  free  vaccination  accordingly,  at  considerable  ex- 
pense to  the  town,  as  696  people  availed  themselves  of  the  opportunity  thuB 
offered. 
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Dedham. 

For  the  last  five  years  the  board  has  called  attention  to  the  fact  that  a 
system  of  sewerage  is,  perhaps,  the  most  urgent  need  of  the  town.  Our 
centres  of  population  have  been  filled  to  overflowing  with  cesspools,  in 
many  places  two  or  three  of  these  unsanitary  receptacles  being  found  upon 
one  small  house  lot.  Perhaps  four-fifths  of  the  complaints  which  come  to 
the  board  are  from  overfiowing  cesspools  and  bad  drainage.  It  becomes 
the  duty  of  the  board  to  insist  that  the  owners  shall  put  the  same  in  a 
proper  sanitary  condition,  frequently,  at  no  small  expense.  This  can  be 
entirely  obviated  by  the  construction  of  sewers. 

The  Neponset  valley  sewer,  built  by  the  State  as  a  relief  for  Dedham 
and  other  towns,  has  been  ready  for  connection  since  1897.  The  town  is 
annually  paying  a  considerable  sum  towards  the  construction  and  main- 
tenance of  this  sewer.  We  may  liken  ourselves  in  this  respect  to  parties 
holding  a  lease  to  a  building,  forced  to  pay  a  yearly  rental  and  making  no 
use  of  the  advantages. 

Fairhaven. 

The  following  is  a  report  of  Medical  Inspector  Morse  upon  an  epidemic 
of  typhoid  fever  at  Fairhaven  :  — 

Oct.  so,  1899. 

On  October  4  a  physician  of  Fairhaven  came  to  the  office  of  the  State  Board  of 
Health  and  reported  that  a  large  number  of  cases  of  typhoid  fever  existed  in  that 
town.  He  also  stated  that  a  cerUiin  milkman,  whom  he  considered  in  no  way 
connected  with  the  cases,  either  through  prejudice  or  otherwise  had  been  men- 
tioned by  another  practising  physician  there  as  having  sold  milk  which  undoubt- 
edly produced  the  unnsual  number  of  cases,  thus  ruining  the  man^s  business. 
Feeling  sure  that  an  error  of  judgment  had  been  made,  he  brought  with  him  some 
of  the  milk  to  be  examined,  and  expressed  the  opinion  that  the  disease,  on  account 
of  the  distribution  of  the  cases,  was  due  rather  to  meteorological  conditions  than 
to  a  pai-ticular  man^s  milk  supply.  The  analysis  of  the  milk  showed  a  sample  of 
good  quality,  but  was  negative  in  regard  to  the  absence  or  presence  of  the  typhoid 
bacilli. 

On  the  following  day  I  went  to  Fairhaven,  obtained  a  list  of  the  reported  cases 
of  the  disease  from  the  board  of  health,  and  made  a  visit  to  each  patient  I  found 
21  cases  existing,  and  after  analyzing  them  came  to  the  following  results :  — 

Case  No.  1  was  taken  ill  on  August  4.  He  was  forty  years  of  age,  used  con- 
densed milk  and  drank  well  water  obtained  from  a  well  situated  in  the  centre  of 
the  town.    It  is  impossible  to  state  definitely  just  where  he  obtained  his  infection. 

Case  No.  2  was  a  male  thirty -one  years  of  age,  also  living  in  the  centre  of  the 
town  and  drinking  water  from  a  well  which  shows  by  analysis  much  pollution. 
He  obtained  his  milk  from  Gillette. 

Case  No.  3  was  a  child  three  years  of  age,  who  undoubtedly  received  his  in- 
fection from  another  child  visiting  at  the  house,  who  was  convalescing  from  the 
disease. 
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Case  No.  13  was  a  female  nineteen  years  of  age,  drinking  water  from  a  well  in 
the  centre  of  the  town  and  taking  milk  from  Gammons.  Sonrce  of  infection  not 
apparent. 

Case  No.  20  was  a  male  twenty  years  of  age,  a  farmer,  making  his  own  milk. 
The  water  was  obtained  from  a  well.    No  history  of  exposure  to  another  case. 

Of  the  remaining  16  cases,  all  of  them  had  milk  from  the  same  man  who,  as 
Dr. stated,  he  considered  in  no  way  connected  with  the  cases.  These  pa- 
tients came  down  with  the  disease  from  September  10  to  October  6,  6  of  them 
appearing  on  the  10th  and  the  remaining  10  being  scattered  through  the  rest  of 
the  month.  All  of  them  admit  drinking  milk,  and,  with  three  exceptions,  bad 
access  to  no  other  man^s  milk.  As  visits  were  made  to  those  different  patients,  it 
was  found  that  some  of  them  used  well  water  in  preference  to  the  public  supply. 
These  were  cases  Nos.  6, 8, 10  and  13,  and  the  wells  were  so  situated  as  to  be 
easily  contaminated  by  the  surface  drainage.  Samples  of  water  were  taken  from 
these  wells,  and  all  showed  much  pollution. 

The  milk  farm,  situated  about  two  miles  from  the  centre  of  the  town,  was  next 
yisited.  Six  cows  are  kept,  making  about  fifty  quarts  of  milk  daily.  The  hired 
roan  does  all  of  the  milking  and  also  distributes  the  milk  to  the  customers,  and 
as  no  other  man*s  supply  is  brought,  he  apparently  is  the  only  one  who  handles 
the  milk.  The  cans  are  washed  in  the  house  by  a  girl,  and  she  stated  that  all 
of  them  are  thoroughly  scalded.  The  well  is  situated  almost  directly  under  the 
pump  at  the  edge  of  the  house,  and  an  analysis  of  a  sample  from  it  shows  it  to 
be  polluted.  Careful  inquiry  revealed  no  sickness  about  the  farm  during  the 
month  of  August,  but  going  farther  back  it  was  learned  that  the  farm  hand  him- 
self had  been  sick  with  typhoid  fever  a  year  ago,  —  so  ill  with  it,  in  fact,  that  he 
had  not  come  back  to  work  until  the  middle  of  January^,  since  which  time  he  had 
been  perfectly  well.  In  view  of  the  fact  that  the  typhoid  bacilli  remain,  in  some 
cases,  in  the  urine  and  faeces  for  many  months  after  recovery,  we  may  conclude 
that  at  some  time  during  the  month  of  August  the  milk  was  infected  by  him. 

The  analyses  of  the  different  well  waters  showing  pollution  were  made  known 

to  the  local  board  of  health,  and  they  were  advised  to  close  the  wells  and  prevent 

the  water  from  being  used  for  domestic  purposes. 

F.  L.  Morse,  M.D., 

Medical  Inspector. 

FiTCHBURG. 

The  poor  sanitary  condition  of  a  number  of  onr  school-houses  seems  to 
warrant  another  argent  appeal  from  the  board  of  health  that  something  be 
done  in  the  way  of  modern  sanitary  arrangements  to  replace  the  present 
systems  of  privies  and  overflowing  cesspools.  Good  health  is  as  essential 
as  knowledge,  and  to  obtain  the  best  results  from  instruction  the  scholars 
should  be  supplied  with  pure  air  and  healthy  and  wholesome  surround- 
ings. 

The  namber  of  contagious  diseases  has  increased  this  year,  largely  on 
accoant  of  the  poor  isolation  of  the  patients  from  other  members  of  the 
family.  This  state  of  affairs  could  be  greatly  improved  and  the  number 
of  cases  reduced  to  a  low  figure  had  we  the  means  for  isolating  them.  This 
thought  is  worthy  of  consideration.    To  do  this  work  effectively  a  con- 
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tAgiooB  disease  hospital  is  very  much  needed,  and  we  would  earnestly  orge 
the  necessity  of  providing  a  suitable  building  for  that  purpose. 

There  were  1,513  cases  of  measles  reported  to  this  board  during  the 
year.    This  is  a  larger  number  than  occarred  in  the  epidemic  of  1897. 

Not  a  little  feeling  was  indulged  in  at  the  height  of  this  epidemic  among 
those  who  did  not  take  in  the  gravity  and  the  wide  spread  of  the  disease, 
and  the  board  was  mildly  censured  for  its  endeavor  to  stem  the  tide  of  it, 
but  they  have  the  satisfaction  of  knowing  that  their  work  was  rational  and 
in  the  interest  of  the  public  generally,  and  as  a  result  of  it  our  schools, 
with  the  exception  of  one  for  a  very  short  time,  were  not  closed ;  and  in 
this  respect  we  were  vastly  better  off  than  some  of  our  neighboring  cities, 
who  were  obliged  to  close  the  schools  entirely  during  the  progression  of  the 
disease. 

Great  Barrikgton. 

During  the  prevalence  of  diphtheria  a  part  of  the  public  schools  were 
closed  for  a  short  time,  the  step  being  deemed  a  wise  one  by  the  school 
committee  and  board  of  health,  inasmuch  as  the  anxiety  of  parents  would 
have  resulted  in  a  small  attendance  had  the  sessiona  continued. 

Greekfield. 

During  the  earlier  months  of  the  year  the  usual  number  of  cases  of  scar- 
let fever  were  reported.  During  the  summer,  however,  two  or  three  cases 
were  reported  where  it  was  exceedingly  difficult  to  maintain  strict  quaran- 
tine, and  to  these  few  cases  the  board  feels  that  the  mild  epidemic  of  the 
past  few  months  can  be  traced.  As  the  summer  began  to  wane  cases  were 
being  reported  regularly,  so  that  all  of  the  time  there  were  a  few  cases  of 
scarlet  fever  in,  or  supposed  to  be  in,  quarantine.  In  the  month  of  Novem* 
ber  19  cases  were  reported,  an  unusually  large  number.  The  early  weeks 
of  December  brought  the  same  proportionate  number  of  cases  reported. 
The  continued  increase  was  in  a  measure  accounted  for  by  the  fact  that 
nearly  all  the  cases  were  of  a  very  mild  type,  many  of  them  seeming  hardly 
ill  enough  to  be  seen  by  a  physician.  As  a  result  one  or  two  cases  were 
found  during  the  stage  of  desquamation  mingling  with  other  children.  The 
question  of  closing  certain  or  all  schools  came  up  for  decision  about  the 
middle  of  December,  and  while  the  board  of  health  could  see  no  benefit 
from  such  a  plan  in  such  a  small  epidemic,  it  felt  that  a  public  expression 
of  opinion  would  perhaps  be  of  value,  so  an  invitation  was  extended  to  all 
physicians  in  active  practice  to  meet  the  board  of  health,  with  the  chairman 
of  the  school  committee  and  the  school  superintendent,  and  discuss  the  best 
methods  to  pursue  in  combatting  the  further  progress  of  the  disease.  This 
meeting  was  held  and  it  seemed  to  be  the  concensus  of  opinion  of  nearly 
all  those  present  that  the  spread  of  the  disease  could  be  better  prevented 
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in  BO  small  an  epidemic,  not  by  cloBing  the  schools,  but  by  systematic  daily 
school  inspection. 

This  was  done  for  the  two  weeks  preceding  the  Christmas  recess,  and  on 
the  re-opening  of  the  schools  again,  following  the  Christmas  recess,  all  the 
children  were  required  to  be  examined  before  re-entering  school.  The  cost 
of  this  examination  was  about  $230,  but  without  doubt  this  measure  acted 
very  ix>werfully  toward  quieting  popular  excitement  and  preventing  more 
extended  spread  of  the  disease ;  a  few  cases  occurred  during  January  but 
by  the  end  of  January  the  epidemic  was  at  an  end.  In  all,  up  to  Jan.  1, 
1900,  for  the  entire  year,  62  cases  were  reported,  and  of  these  1  only 
proved  fatal.  The  board  feels  that  the  town  is  to  be  congratulated,  not 
only  upon  the  mildness  of  the  epidemic,  but  upon  the  fact  that  it  has  prac- 
tically come  to  an  end  so  quickly  in  contradistinction  to  the  course  of  most 
scarlet  fever  epidemics  occurring  during  the  cold  season  of  the  year. 

The  board  has  continued  the  practice  of  having  all  disinfecting  done  by 
an  agent  of  the  board,  properly  instructed  in  his  work.  A  few  cases  of 
recurrences  have  occurred  following  the  board  of  health  disinfection,  but 
the  board  feels  satisfied  that  they  are  much  fewer  than  would  have  occurred 
under  the  old  plan  of  individual  disinfection. 

Typhoid  fever  has  been  seen  but  three  times  this  year  and  one  of  these 
cases  was  reported  from  the  Franklin  County  public  hospital,  the  patient 
being  sent  to  that  institution  from  a  neighboring  town.  Of  the  three  cases 
reported  one  proved  fatal. 

Haverhill. 

Notices  have  been  sent  to  the  owners  of  all  wells  shown  by  analyses  to 
be  polluted  advising  against  the  further  use  of  these  waters  for  drinking 
purposes.  For  a  city  as  large  as  Haverhill,  supplied  with  surface  water, 
and  surrounded  with  thickly  settled  suburbs,  it  is  a  difficult  problem,  and 
an  expensive  one,  to  keep  its  water-sheds  free  from  pollution  ;  but  notwith- 
standing the  difficulty,  measures  should  be  taken  to  guard  against  it,  no 
matter  how  great  the  expense. 

The  board  of  health  and  the  department  of  the  public  schools  have,  as 
in  previous  years,  worked  in  unison  through  the  year  in  the  interest  of  the 
school  children.  In  every  instance  there  has  been  an  immediate  and  hearty 
response  to  all  requests  and  suggestions  addressed  to  the  superintendent  of 
schools  and  the  teachers,  and  much  of  the  success  that  has  attended  our 
efforts  at  the  restriction  of  scarlet  fever  and  diphtheria  may  be  attributed 
to  the  faithful  enforcement  of  the  statutes  and  the  regulations  of  the  school 
board.  Onr  notes  show  that  mistakes  by  some  practitioners  in  the  diagnosis 
of  diphtheria  and  scarlet  fever,  and  the  neglect  of  some  parents  to  have 
any  medical  attendance,  were  the  causes  of  at  least  two  outbreaks  in  the 
schools. 
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Unqaeationably,  our  schools  should  have  some  system  of  medical  inspec- 
tion. The  greatest  damage  is  done  by  children  being  in  school  during  the 
infection  and  development  of  contagions  disease,  and  by  too  early  retam 
to  school  after  convalescence.  There  should  be  a  daily  inspection  of  at 
least  all  the  schools  in  the  city  proper  by  qualified  physicians,  whose  duties 
should  be  to  trace  sources  of  infection,  to  examine  suspicious  cases  and  to 
guard  a  class-room  of  children  when  any  contagion  has  developed.  This 
would  reduce  to  a  minimum  the  spread  of  contagious  diseases  in  our 
schools. 

An  appropriation  should  also  be  made  for  chemical  and  bacteriolc^cal 
work.  The  number  of  physicians  in  the  city  availing  themselves  of  the 
facilities  provided  by  the  State  Board  of  Health  for  a  bacterial  diagnosis 
in  cases  of  diphtheria  has  steadily  increased.  This  is  in  itself  the  best 
proof  of  the  usefulness  of  the  method  and  confidence  it  has  already  ac- 
quired. But  to  depend  wholly  upon  the  State  Board  of  Health  for  bac- 
teriological examinations  is  at  best  but  a  half-way,  slow  and  uncertain 
method.  We  ought  to  have  a  bacteriologist  of  our  own,  with  the  necessary 
apparatus  for  his  use.  All  well-regulated  cities  are  provided  with  such 
necessities  for  the  carrying  on  of  such  work,  and  we  would  recommend 
that  your  honorable  body  consider  the  matter  seriously  and  make  provision 
for  the  same  in  the  near  future. 

In  conformity  with  the  Acts  of  1896,  chapter  418,  which  places  all 
bakeries  under  the  supervision  of  boards  of  health,  the  board  caused  the 
usual  inspection  of  them  to  be  made.  An  examination  of  the  agent's  re- 
port shows  that  at  the  time  these  inspections  were  made  there  were  19 
bakeries ;  of  this  number  but  4  were  reported  as  ''  clean  and  in  good  con- 
dition," 12  were  reported  as  "filthy,"  3  as  "fairly  clean,"  while  2  bad 
filthy  water-closets  and  apartments  ventilating  into  the  bake-rooma  dose 
to  the  mixing  troughs.  In  some  of  the  bakeries,  the  conditions  which  are 
described  as  "  filthy  "  are  fully  justified  by  the  remainder  of  his  report. 

The  report  of  Medical  Inspector  Morse  upon  typhoid  fever  in  Haverhill 
follows :  — 

Jam.  5, 1899. 

The  continuance  of  cases  of  typhoid  fever  in  Haverhill  during  the  past  year  to 
a  somewhat  greater  number  than  should  be  expected  in  a  city  of  that  size,  but  to 
a  less  degree  in  point  of  numbers  than  for  the  two  preceding  years,  has  led  to  a 
further  investigation  of  the  cases  with  the  hope  of  finding  the  source  of  infection. 
These  cases  have  been  collected  by  the  clerk  of  the  board  of  health  of  Haverhill. 
Although  the  epidemics  of  1896  and  1897  pointed  to  Crystal  Lake  as  the  probable 
source  of  infection,  rather  than  to  any  other  water  supply,  still  a  chemical  exam- 
ination of  the  water  failed  to  show  the  presence  of  the  contamination.  In  addi- 
tion, a  careful  consideration  of  the  milk  and  ice  supplies  showed  no  possible 
means  of  infection. 

During  the  past  jear,  dating  from  Dec.  1, 1897,  to  Dec.  1, 1898,  there  have  been 
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93  cases  of  typhoid  fever  reported  to  the  board  of  health  of  Haverhill,  being  28 
less  than  in  1897  and  24  less  than  in  1896,  indicating  that  although  the  cause  of 
the  infection  still  exists,  the  virulence  of  the  organism  is  somewhat  impaired  or 
it  is  resisted  more  successfully. 

During  the  ten  years  from  1885  to  1895  there  were  470  cases  of  typhoid  fever 
in  Haverhill,  being  an  average  of  47  for  each  year,  and  taking  the  population  of 
1890  as  an  average,  one  case  to  each  583  inhabitants  would  be  obtained.  The 
population  for  this  year  is  estimated  at  36,986  and  with  the  average  obtained  for 
these  ten  years  the  city  would  expect  63  cases  in  place  of  93. 

Nineteen  have  occurred  in  children  under  fifteen  years  of  age  and  74  in  those 
over  fifteen  years ;  54  were  males  and  39  females,  showing  that  if  Crystal  Lake 
is  still  to  be  considered  as  the  source  of  infection,  the  preponderance  of  males 
over  females  became  infected  at  their  work  where  Crystal  Lake  water  was  sup- 
plied.   There  were  9  deaths,  a  rate  of  9.6  per  cent. 

A  careful  study  has  been  made  of  the  water  supply  with  reference  to  this 
unusual  prevalence  of  illness. 

Of  the  93  cases  in  question,  5  were  ill  when  they  came  to  the  city  and  21  others 
were  in  all  probability  infected  from  sources  outside  the  public  water  supply,  as 
follows :  — 

First.  —  Thirteen  from  wells  or  springs.  Of  these  cases,  5  were  supplied  from 
one  well  from  which  well  cases  probably  developed  last  year,  as  an  examination 
of  the  water  showed  much  pollution  and  the  cesspool  collecting  the  sewage  from 
the  house  is  only  ten  feet  distant  from  the  well.  Four  of  these  5  cases  were  resi- 
dents at  the  house,  while  the  fifth  was  the  nurse  who  came  to  care  for  them,  and 
she  was  taken  ill  a  few  days  after  arriving,  either  from  drinking  the  well  water 
or  from  direct  infection  from  the  patients  themselves.  Another  case  was  one 
where  the  cesspool  was  only  twenty  feet  from  the  well  from  which  the  patient  ob- 
tained water;  another  from  a  well  known  to  have  been  infected  in  1894,  and  2 
more  cases  from  another  well  which  was  the  cause  of  a  case  last  year,  the  well 
being  a  public  one  on  the  street,  and  an  analysis  showing  much  pollution  of  the 
water.  The  remaining  4  cases  are  from  three  wells  and  one  spring,  not  known 
to  have  been  infected,  while  the  patients  themselves  claim  that  these  were  the 
only  sources  of  their  water  supply. 

Second.  —  Eight  others  comprise  those  cases  which  had  been  out  of  town  for  a 
number  of  days,  and,  having  returned  to  Haverhill,  were  taken  ill  with  the  dis- 
ease within  fifteen  days  of  the  date  of  their  return. 

Of  this  number  3  were  probably  infected  by  visits  to  Salisbury  Beach ;  another 
after  returning  from  a  vacation  of  two  weeks,  which  was  spent  in  ♦'camping 
out;^^  another  was  taken  ill  thirteen  days  after  returning  from  Natick;  another 
eleven  days  after  coming  from  Nashua,  N.  H.,  where  her  son  was  ill  with  the 
disease;  and  the  2  remainder  were  taken  ill  thirteen  and  fifteen  days,  respec- 
tively, after  returning  from  Effingham  and  Gloucester.  Of  the  five  imi>orted 
cases,  3  were  soldiers  returning  from  the  south,  and  the  other  cases  came  from 
Brockton  and  Chocorua,  N.  H.,  ill  with  the  disease. 

'  Deducting  these  26  cases  of  outside  infection,  i.e.,  those  not  to  be  considered  in 
connection  with  possible  infection  from  the  city  water,  there  remain  67  cases  to 
be  accounted  for,  as  compared  with  63  which  has  been  shown  to  be  the  average 
number  for  the  city  per  year.    The  water  supply  of  Haverhill  is  derived  chiefly 
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from  Crystal  and  Kenoza  lakes,  a  limited  portion  bj  Pentncket  Lake,  and  the 
district  of  Bradford  bj  Johnson's  Pond.  Having  these  variable  supplies  compli- 
cates the  tracing  of  an  epidemic  of  typhoid  fever  to  any  one  supply,  for  a  man 
working  in  one  of  the  factories  may  have  Kenoza  Lake  water  at  home  and  Crystal 
Lake  water  at  his  work,  or  a  person  living  in  Bradford  and  having  Johnson's  Pond 
water  there  will  have»  Crystal  Lake  water  at  his  place  of  bosiness  in  Haverhill 
proper. 

By  an  analysis  of  the  various  cases,  however,  it  has  been  observed  that  32 
cases,  or  47  per  cent.,  had  access  to  Crystal  Lake  water  and  that  supply  alone,  6 
had  only  Kenoza  Lake  water  and  3  had  Johnson's  Pond  water  alone.  Of  the 
remaining  26  cases,  12  had  Kenoza  at  home  and  Crystal  Lake  at  school  or  at 
their  place  of  business,  3  had  Johnson's  Pond  at  home  and  Crystal  at  the  place  of 
occupation,  2  had  Pentueket  at  home  and  Crystal  Lake  at  their  work,  2  had  Pen- 
tucket  and  Kenoza  together,  2  each  had  Crystal  and  a  well,  Kenoza  and  a  well 
and  Johnson's  and  a  well,  while  the  remaining  1  had  access  to  both  Pentueket 
water  and  a  well. 

Grouping  these  cases  together  it  will  be  seen  that  51  of  them,  or  76  per  cent., 
had  access  to  Crystal  Lake  water  at  one  time  or  another,  while  only  22  cases,  or 
32  per  cent,  had  access  to  Kenoza  Lake  water  at  one  time  or  another. 

By  figures  obtained  from  the  Haverhill  water  board  it  was  found  that  3,671 
families  were  supplied  from  Crystal  Lake  water,  3,434  from  Kenoza  Lake,  208 
from  Pentueket  Lake  and  955  from  Johnson's  Pond.  These  figures,  averaged 
with  the  population,  give  approximately  ik  persons  in  each  family,  and,  therefore, 
16,569  inhabitants  to  Crystal  Lake,  15,453  to  Kenoza  Lake,  936  to  Pentueket  Lake 
and  4,297  to  Johnson's  Pond.  It  was  further  seen,  however,  that  all  of  the  shoe 
and  other  factories,  nearly  all  of  the  stores  and  shops,  hotels  and  saloons,  and 
most  of  the  public  buildings  were  supplied  by  Crystal  Lake  water,  and  some  of 
the  inhabitants,  although  living  in  the  Kenoza  Lake  district,  were  exposed  to 
Crystal  Lake  water  at  their  place  of  business.  On  this  account  all  of  the  cases  of 
typhoid  fever  occurring  and  having  been  exposed  to  Crystal  Lake  water  for  drink- 
ing purposes  have  been  grouped  together  and  thus  plotted  upon  the  map,  while 
the  remainder,  t.e.,  those  drinypg  Kenoza,  Pentueket  or  Johnson*s  Pond  water 
and  that  only  have  been  so  grouped,  the  preponderance  of  cases  thus  clearly 
showing  some  important  connection  with  the  drinking  of  Crystal  Lake  water. 
The  last  analysis  of  the  water  shows  no  unusual  amount  of  contamination,  the 
infection  being  probably  in  a  very  dilute  form  and  only  developing  under  very 
favorable  conditions. 

The  milk  and  ice  supplies  of  these  cases  have  also  been  considered  as  pos- 
sible means  of  infection  but  a  study  of  tlie  cases  fail  to  implicate  any  of  the 
dealers. 

Concerning  the  milk  dealers,  with  the  exception  of  three  dealers,  not  one  of 
them  supplied  more  than  two  cases  having  typhoid  fever  where  the  origin  of  the 
disease  was  unknown,  and  in  many  instances  the  milkman  was  as  variable  as  the 
cases  themselves.  The  three  men  in  question  supplied  six,  six  and  three  cases, 
respectively,  but  as  they  each  had  large  milk  routes,  and  no  history  of  the  disease 
appearing  in  connection  with  their  supply,  it  was  decided  that  the  larger  number 
of  cases  on  their  routes  were  apparently  on  account  of  the  larger  number  of 
people  supplied  by  them. 
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The  ice  of  Haverhill  is  gathered  from  Lake  Pentucket  and  is  considered  of 
good  quality.  If  the  cases  of  typhoid  fever  were  due  to  an  infected  supply  we 
should  expect  them  more  closely  connected  with  a  particular  supply  and  occur- 
ring in  the  summer  time,  fuid  not  continuing  into  the  fall  of  the  year,  as  is  the 
case. 

A  further  analysis  of  the  cases  occurring  from  August,  1895,  to  Jan.  1, 1897, 
shows  that  cU  their  homes  79  of  the  cases  were  supplied  by  Crystal  Lake  water,  54 
by  Kenoza  Lake,  and  10  by  either  Round  Pond  or  Lake  Saltonstall.  Even  in  this 
group  of  cases  the  proportion  points  very  suspiciously  toward  Crystal  Lake  sup- 
ply, and  if  a  proportionate  number  of  these  cases  which  derived  their  home  sup- 
ply from  Kenoza  Lake  and  Round  Pond,  and  who  at  their  place  of  business  had 
Crystal  Lake  water  to  drink,  is  added  to  the  79  cases  in  question  it  becomes  al- 
most an  assured  fact  of  the  source  of  pollution.  The  data  in  regard  to  these  cases 
from  August,  1895,  to  January,  1897,  cannot  be  obtained,  however,  and  the  cases 
cannot  be  studied  as  carefully  as  these  are  at  the  present  time. 

The  five  camps  upon  the  shore  of  Crystal  Lake  are  in  much  the  same  condition 
as  stated  in  the  last  report,  and  have  been  occupied  occasionally  for  pleasure  par- 
ties during  the  summertime.  Of  the  persons  having  typhoid  fever,  however, 
none  have  been  known  to  have  gone  to  the  lake  at  any  time,  but  it  is  possible  that 
of  persons  living  outside  of  Haverhill  and  who  have  been  at  the  lake  one  of  them 
may  have  been  ill  with  the  disease.  The  Haverhill  water  board  have  caused 
notices  to  be  placed  at  the  most  frequented  localities  prohibiting  the  disposal  of 
garbage  and  refuse  matter  upon  the  shores  of  the  lake.  This  regulation  has 
been  enforced  to  a  certain  degree,  for  two  peraons  have  been  arrested  and  fined 
in  court  for  violation  of  it.  With  proper  precautions  it  is  apparent  that  about  20 
per  cent,  of  these  cases  could  be  prevented.  Three  of  the  wells  infecting  eight 
persons  were  known  to  have  been  infected  and  had  previously  caused  cases  of 
typhoid  fever,  and  the  sanitary  conditions  surrounding  some  of  the  remainder  of 
the  wells  where  cases  developed  were  in  an  unhealthful  condition.  The  local 
board  of  health  should  take  measures  to  suppress  any  further  development  of  the 
disease  from  these  sources.  The  evidence  still  points  to  some  dilute  contamina- 
tion of  Crystal  Lake  water  of  unknown  origin,  and  as  the  conditions  about  the 
lake  are  much  the  same  as  were  present  one  year  ago,  it  is  advisable  for  the 
water  board  to  prohibit  picnic  parties  from  gathering  upon  the  shores  and  to  keep 
the  watershed  in  as  uninfected  a  condition  as  possible. 

Fkank  L.  Morse,  M.D., 

Medical  Inspector, 

The  followiDg  communication  was  sent  to  the  sanitary  authorities  of  the 
city :  — 

Feb.  3,  1899. 
To  Uie  Board  of  Health  of  the  City  of  Haverhill. 

Gentlemen:  —  The  continuance  of  cases  of  typhoid  fever  in  Haverhill  during 
the  past  year  has  led  to  a  further  investigation  of  the  cases,  in  which  this  Board 
has  been  ably  assisted  by  the  clerk  of  your  local  board. 

During  the  year  commencing  Dec.  1, 1897,  there  were  93  cases  of  typhoid  fever. 
This  number  is  less  than  the  number  of  cases  in  each  of  the  years  1896  and  1897, 
but  is  nearly  50  per  cent,  greater  than  occurred  with  the  same  population  in  the 
ten-year  period  previous  to  the  excessive  outbreak  of  those  two  years. 
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Of  these  93  cases,  5  were  ill  when  they  came  to  Haverhill  and  21  others  may 
have  been  infected  from  sources  oatside  the  public  water  supply.  Of  these  latter 
cases  5  were  supplied  by  water  from  a  well  shown  by  a  previous  examination  to 
have  been  polluted.  The  cesspool  in  these  cases,  as  also  in  another  case,  was 
within  twenty  feet  of  the  well,  while  S  other  cases  developed  in  houses  where 
water  was  obtained  from  wells  also  known  to  have  been  polluted. 

In  addition  to  these  cases  8  others  may  have  become  infected  from  outrof-town 
sources ;  for,  having  been  absent  from  Haverhill  for  a  number  of  day^  and  re- 
turning, they  were  taken  ill  with  the  disease  within  fifteen  days. 

Deducting  these  2G  questionable  cases,  there  are  67  remaining  who  probably 
received  their  infection  while  in  Haverhill.  A  careful  examination  of  their  water 
supplies,  both  at  home  and  at  place  of  business,  shows  that  51  of  them,  or  76  per 
cent.,  had  access  to  Crystal  Lake  water  at  one  time  or  another,  while  under  the 
same  conditions  only  22  cases,  or  32  per  cent.,  had  access  to  Kenoza  Lake  water. 
A  further  inquiry  was  made  into  the  milk  and  ice  supplies  of  the  patients,  but  no 
one  supply  was  suspected  of  infection. 

The  present  examination  confirms  the  conclusions  reached  last  year,  with  the 
addition  that  a  larger  percentage  of  cases  may  be  attributed  to  the  water  of 
Kenoza  Lake  than  at  that  time,  and  it  so  intimately  associates  several  wells 
which  are  evidently  polluted,  situated  upon  Bateman  Street,  Eastern  Avenue, 
East  Broadway  and  Ferry  Street,  Bradford,  that  the  Board  recommends  that  the 
use  of  these  wells  be  immediately  prevented  and  repeats  its  advice  of  Jan.  21, 
1898,  as  follows:^ 

**  In  view  of  all  the  circumstances,  the  Board  would  advise  that  it  is  their  judg- 
ment that  the  recent  excessive  sickness  and  mortality  from  typhoid  fever  have 
been  due  to  the  pollution  of  the  water  supply,  principally  of  that  from  Crystal 
Lake,  and  it  becomes  necessary  that  all  possible  sources  of  pollution  within  the 
water-shed  of  Crystal  Lake  and  of  all  other  sources  of  public  water  supply  of  the 
city  be  cut  off,  and  that  hereafter  all  access  to  the  shores  of  the  lakes  and  ponds 
from  which  the  supply  of  any  portion  of  the  city  is  drawn  be  under  the  super- 
vision and  control  of  a  board  having  authority  if  necessary  to  exclude  all  persons, 
and  that  such  measures  be  taken  that  the  city  authorities  can  feel  sure  that  all 
danger  of  contamination  from  visitors  or  others  has  been  provided  against^^ 

By  order  of  the  Board, 

S.  W,  Abbott,  M.D., 

Secretary, 

HOLTOKB. 

The  following  is  a  report  of  Medical  Inspector  Morse  upon  an  epidemio 

of  dysentery  at  Holyoke  :  — 

April  4, 1899. 

On  March  20,  1899,  the  State  Board  of  Health  received  a  communication  from 
the  water  registrar  of  Holyoke  conveying  information  of  the  presence  of  a  large 
number  of  cases  of  dysentery  in  that  city,  and  on  the  following  day  an  investiga- 
tion was  commenced.  Upon  interviewing  eight  of  the  leading  practitioners  of 
that  city,  it  was  found  that  91  cases  of  dysentery  and  95  cases  of  diarrhoea  had 
occurred  in  their  practice  during  the  preceding  eight  days.  The  cases  classetl  as 
dysentery  were  characterized  by  vomiting,  a  temperature  of  103®  to  106°,  marked 
prostration,  diarrhoea  followed  by  a  bloody  mucous  discharge,  considerable  pain 
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and  tenesmus,  and  lasting  from  three  to  five  days  in  duration.  The  cases  of 
diarrhoea  were  marked  by  milder  symptoms,  with  some  abdominal  pain  and 
tenesmus,  looseness  of  the  bowels,  headache,  slight  rise  in  temperature  and 
general  feelings  of  malaise.  Many  of  the  later  cases  were  up  and  about  daily 
and  consulted  the  doctor  at  his  office,  while  all  of  the  former  cases  were  sicls  in 
bed  at  their  homes. 

The  first  cases  appeared  on  the  moiming  of  March  18,  and  during  the  three  fol- 
lowing days  the  greater  number  of  all  of  the  cases  appeared.  They  then  grad- 
ually disappeared  in  frequency,  and  on  the  20th  and  21st  only  7  cases  could  be 
located,  and  those  of  a  much  milder  character  than  those  appearing  in  the  early 
part  of  the  epidemic. 

The  situation  of  the  cases  first  appearing,  with  but  very  few  exceptions,  was  in 
a  definite  locality  bounded  practically  by  Hampshire,  Beech,  Appleton  and  High 
streets,  and  as  the  cases  increased  in  number,  those  not  found  in  this  locality  were 
in  lis  immediate  vicinity  in  wards  2,  4  and  5.  Wards  1,  3  and  7  had  practically 
DO  cases  which  could  be  connected  with  the  present  epidemic. 

Some  of  the  patients  were  seen  personally  and  inquiry  made  as  to  their  milk 
supply,  their  grocery  and  provision  dealer,  the  use  of  canned  goods,  their  private 
water  supply,  and  other  possible  common  sources  of  infection,  but  with  negative 
results.    All  of  the  cases  recovered  and  rapidly  subsided  under  proper  treatment. 

The  occurrence  of  this  large  number  of  cases  of  diarrhoea  and  dysentery,  ap- 
proximately 200  cases,  among  a  well-to-do  class  of  people,  living  under  proper 
hygienic  conditions,  with  apparently  no  common  source  of  infection  with  the 
exception  of  the  public  water  supply  is,  indeed,  somewhat  confusing,  but  when 
it  is  observed  that  the  locality  in  which  these  people  lived  is  probably  one  of  the 
first,  if  not  the  first,  supplied  by  water  from  the  Wright  and  Ashley  reservoir, 
perhaps  the  origin  of  the  cases  may  be  understood. 

The  water  supply  of  the  city  is  derived  from  two  sources,  the  Wright  and 
Ashley  reservoir  supplying  approximately  two  and  three-fourths  millions  gallons 
daily,  and  the  Whiting  Street  reservoir  supplying  about  three-fourths  of  a  million 
gallons  daily,  the  pipes  of  each  of  which  intersect  the  other  and  therefore  each 
being  capable,  at  times,  of  supplying  the  whole  city.  If  the  source  of  infection 
were  the  Whiting  Street  reservoir  water  we  would  expect  that  Ward  7  would 
contain  the  first  and  the  larger  number  of  cases,  when,  in  fact,  it  contains  few  or 
none ;  while  on  the  other  hand,  the  inhabitants  of  the  city  first  supplied  by  the 
Wright  and  Ashley  reservoir  water  were  the  ones  first  attacked,  and  the  later 
cases  developing  (which  were  also  milder  in  character)  were  located  in  the  dis- 
tricts, prob<ab]y  supplied  from  the  same  source  but  further  from  its  centre. 

The  chemical  analysis  of  the  water  from  this  reservoir  throws  no  light  upon  the 
cause  of  the  sickness,  but  there  were  present  in  the  water  Synura  and  Uroglena, 
with  a  characteristic  cucumber  odor  present.  The  presence  of  these  organisms 
is  not  conclusive  as  to  the  origin  of  the  sickness,  but  more  of  a  coincidence,  for 
they  are  known  to  exist  in  other  supplies  without  producing  an  epidemic,  and 
they  are  even  now  present  in  this  supply  after  the  cases  have  all  recovered  and 
no  new  ones  developed. 

Hudson. 

It  should  be  possible  to  ascertain  from  a  well-organized  board  of  health 
the  number  and  causes  of  the  deaths  which  have  occurred  in  any  given 
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honse  or  section  of  the  town,  the  kinds  of  the  diseases  that  have  prevailed 
in  it,  and  the  character  and  location  of  its  drainage  and  sewer  connections. 
Such  records  wonld  be  valuable,  not  only  in  investigating  the  outbreak  of 
a  disease,  but  to  one  proposing  to  buy  or  rent  a  house  it  would  be  more 
important  than  a  record  of  title.  The  healthfulness  of  a  house  should  be 
Judged  in  part  from  this  history  of  the  diseases  and  deaths  that  have 
occurred  in  it  and  in  part  from  a  careful  examination  of  its  premises  and 
drainage ;  also  its  fresh-air  supply.  The  numbering  of  houses  is  a  great 
aid  to  such  a  record,  and  it  is  hoped  that  all  the  physicians  —  as  most  do 
already  —  will  kindly  assist  in  perfecting  the  record  by  giving  the  number 
of  the  house  in  making  out  their  certificates  of  deaths  and  contagious 
diseases. 

Htde  Park. 

The  question  of  garbage  collection  has  been  brought  to  our  attention 
several  times  during  the  past  year  in  connection  with  numerous  complaints 
in  regard  to  the  general  custom  prevailing  in  the  town  of  dumping  refuse 
matter  in  any  convenient  place  or  places  that  may  be  found  about  the 
town.  There  are  probably  twenty  or  more  such  places  in  and  about  the 
town,  and  as  the  matter  usually  dumped  on  them  is  not  such  as  to  create 
noisome  odors  by  decaying,  there  is  no  present  remedy  if  the  owners  of  the 
land  desire  to  use  the  same  as  a  dump.  However,  if  suitable  provisions 
were  made  for  the  collection  of  house  and  store  dirt,  ashes,  etc.,  and  a 
dump  properly  cared  for  or  the  waste  matter  destroyed,  the  town  would 
present  a  much  cleaner  appearance. 

The  method  of  quarantine  in  contagious  cases  has  been  the  same  as  in 
former  years,  and  the  disinfection  and  fumigation  by  formaldehyde  gas  has 
been  continued  by  the  board  with  very  gratifying  results. 

During  the  summer  we  had  cause  to  investigate  several  cases  of  typhoid 
fever  that  seemed  to  show  common  cause  or  causes  for  infection.  It  was 
found  that  the  trouble  could  be  attributed  almost  wholly  to  the  milk  supply 
in  the  families.  The  milkmen  were  instructed  as  to  the  proper  methods 
for  the  care  of  their  product,  and  since  then  there  have  been  no  cases  that 
could  be  traced  to  that  source. 

Leomikster. 

This  board  feels  that  at  last  one  source  of  danger  to  the  health  of  this 
town  has  been  removed.  Monoosnock  Brook,  which  runs  directly  through 
the  centre  of  the  town  and  which  for  years  has  been  a  sewer  into  which  the 
sewerage  of  many  factories,  houses  and  stores  lining  its  banks  has  emptied 
itself,  has  at  last  been  freed  from  this  condition  of  things  and  rendered  as 
pure  as  it  is  possible  to  make  it.  The  shops  and  factories  which  line  its 
banks  have  all  been  compelled  to  withdraw  their  sewerage  from  it  and 
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empty  into  sewers  which  have  been  pat  in  for  this  purpose.    The  same 
applies  to  the  houses  which  formerly  made  the  same  use  of  this  brook. 

Cases  of  contagions  diseases  reported  have  received  the  same  attention 
as  in  previous  years,  the  houses  quarantined  or  placarded  as  the  case  re- 
quired, and  proper  fumigation  resorted  to  afterwards.  The  board,  recog- 
nizing the  fact  that  formaldehyde  gas  is  at  the  present  time  considered  to 
be  the  proper  destroyer  of  germs  and  bacilli,  and  •that  it  is  used  to-day  by 
nearly  all  the  larger  cities  and  towns  in  fumigating,  to  the  exclusion  of  all 
other  methods,  has  this  past  year  purchased  a  formaldehyde  generator, 
which  is  used  in  all  cases  requiring  fumigation,  as  after  cases  of  diphtheria 
and  scarlatina. 

This  board  would  suggest  that  every  family  in  which  there  is  a  case  with 
a  sore  throat,  or  with  any  eruption  or  redness  of  the  skin  whatever,  should 
immediately  call  in  some  physician  and  ascertain  what  the  nature  of  the 
trouble  may  be.  If  it  be  a  simple  case,  no  harm  is  done  by  so  doing,  while 
on  the  other  hand  there  may  be  the  danger  that  either  diphtheria  or  scarlet 
fever  may  be  present.  Families  are  sometimes  too  apt  to  let  these  cases 
go  and  allow  them  to  mingle  with  others  until  the  nature  of  the  disease 
becomes  apparent  to  every  one.  In  such  cases  it  is  impossible  to  estimate 
the  damage  done,  or  the  number  who  have  been  needlessly  exposed.  There 
has  been  one,  and  we  are  quite  sure  more,  cases  the  past  year  which  have 
thus  been  allowed  to  go  on  and  no  physician  called.  These  cases  are,  in  our 
minds,  in  a  measure  responsible  for  a  larger  number  of  cases  reported  than 
should  be.  With  care  on  the  part  of  families  in  this  direction  the  conta- 
gious diseases  should  diminish  in  numbers  and  much  unnecessary  sickness 
and  some  deaths  perhaps  prevented.  It  might  be  well  were  there  a  penalty 
imposed  for  being  careless  in  this  direction. 

This  board  would  also  suggest  that  the  physician  who  has  been  called  to 
attend  the  case  be  notified  when  the  three  weeks  have  elapsed  in  cases  of 
scarlet  fever,  in  order  that  he  may  send  in  a  recovery  card,  with  which  he 
is  supplied  by  the  board  of  health,  so  that  the  board  may  know  when  it  is 
possible  to  fumigate  the  premises.  Cases  which  go  on  peeling  for  a  longer 
period  should  wait  until  they  have  apparently  finished,  and  then  call  in  the 
physician  for  the  proper  examination.  No  case  of  either  diphtheria  x>r 
scarlet  fever  is  fumigated  until  the  attending  physician  sends  in  the  recov- 
ery card. 

Lexington. 

Until  otherwise  ordered,  all  persons  are  prohibited  from  driving,  or  caus- 
ing to  be  driven,  any  diseased  cattle  within  the  limits  or  upon  any  of  the 
streets  of  the  town  of  Lexington  from  other  towns  or  cities,  under  penalty 
of  arrest. 

The  board  of  health  hereby  adjudges  that  the  exercise  of  the  trade  or 
employment  of  keeping  swine  within  the  limits  of  the  town  is  a  nuisance, 
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and  hurtful  to  the  inhabitants  thereof  and  dangerous  to  the  public  health. 
No  person,  firm  or  corporation  shall  engage  in,  or  exercise  within  the  limits 
of  the  town  of  Lexington,  the  trade  or  employment  of  keeping  swine  with- 
out haying  first  obtained  a  permit  thereof  in  writing  from  the  board  of 
health,  and  such  permit  may  be  revoked  at  any  time  by  said  board. 

The  board  of  health  hereby  adjudges  that  the  exercise  of  the  trade  or 
employment  of  slaughtering  cattle,  swine,  sheep  or  other  animals,  or  con- 
ducting a  melting  or  rendering  establishment,  is  a  nuisance,  and  hurtful 
to  tbe  inhabitants  of  the  town  and  dangerous  to  the  public  health.  No 
person,  firm  or  corporation  shall  engage  in,  or  exercise  within  the  limits 
of  the  town  of  Lexington,  the  trade  or  employment  of  slaughtering  cattle, 
swine,  sheep  or  other  animals,  or  of  conducting  a  melting  or  rendering 
establishment;  but  this  regulation  shall  not  apply  to  any  person,  firm  or 
corporation  who  may  be  engaged  in  such  business  or  employment  within 
the  limits  of  the  town  of  Lexington  at  tbe  date  of  the  adoption  hereof. 

Lincoln. 

Early  in  the  year  a  report  reached  the  board  that  certain  parties  con- 
templated the  establishment  of  extensive  slaughtering  houses  in  the  south 
part  of  the  town  of  Lincoln,  and  that  they  had  bonded  lands  for  that  pur- 
pose ;  the  experience  of  the  past,  as  well  as  the  fact  that  the  parties  had 
been  urged  to  leave  their  former  location  because  of  the  offensive  character 
of  the  business,  led  this  board  to  take  active  measures  against  this  innova- 
tion. A  meeting  of  the  citizens  of  the  town  was  called  to  consider  the 
proposition,  which  was  promptly  vetoed  by  a  large  majority  of  the  voters 
present.  The  slaughter-house  that  has  stood  in  the  south  part  of  the  town 
for  several  years  was  within  the  line  of  the  water-shed  of  the  Cambridge 
water  works,  and  was  so  conducted  as  to  induce  the  Cambridge  authorities 
to  purchase  and  destroy  the  same.  Later,  petitions  from  two  different 
parties  in  the  north  part  of  Lincoln  were  presented  to  the  board  of  select- 
men, praying  for  licenses  to  conduct  slaughter-houses  in  that  part  of  the 
town.  Both  parties  were  refused,  as  being  inconsistent  with  the  higher 
interests  of  tbe  town,  as  well  as  the  rules  established  by  the  board  of 
health. 

Lowell. 

In  order  to  escape  from  the  constant  embrace  of  death,  five  long  years 
and  large  expenditures  of  money  have  been  made  in  experimenting  with  a 
driven-well  supply  of  water  that  would  supplant  the  necessity  of  allowing 
the  fatal  poison  contained  in  the  Merrimack  River  from  being  distributed 
in  our  mains  as  a  drinking  supply  to  our  citizens,  and  we  have  looked 
forward  with  the  hope  that  the  yearly  visitations  of  suffering  and  disease 
might  be  prevented  and  controlled  by  the  substitution  of  some  other  source 
of  water  supply. 
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The  exhibit  for  the  year,  in  relation  to  typhoid  fever,  is  extremely 
gratifying  to  the  department,  as  the  mortality  is  the  smallest  since  1865, 
thirty-five  years. 

Deaths  fnjm  8mall-pox  since  1837. 

1887,      

1840 

1841,      

1846, 

1847,      

1848 

1849,      

1860,      

1852 

1858 

1854,      

1856,      

1856,      

1859,      


1860, 

1861, 

1862, 

1864, 

1866, 

17 

1866, 

41 

1870, 

1871, 

1872, 

2 

1873, 

18 

1877, 

20 

1880, 

1 

1894, 

12 

1899, 

1 
1 
1 

2 
8 

18 
3 
178 
1 
1 
6 
1 
3 
I 


Cost  of  8mdllrpox,  1871-1899. 


Cases 
B«poit«d. 


Deaths. 


Cost 


1871, 
1877, 

1886, 
1894, 
1899, 


4 
8 
2 


178 
6 

8 

1 


122,794  27 
6,246  88 
1,603  64 
7350  86 
1,038  62 


Garbage  and  Market  Refuse  burned  at  Cremator  Jan.  1  to  Dec,  31, 1899* 


Tons  swill, 105 

Tons  market  refuse,     .  .  485 

Dogs 206 

Cats, 320 

Bags  rags, 237 


Mattresses,    . 

Pigs,      .        . 
Loads  bedding, 
Calf,      . 
Carpets, 


867 

17 

6 

1 

3 


The  swill  from  the  hospitals  (105  tons),  the  market  refuse  from  meat 
and  fish  markets  (435  tons) ,  with  the  miscellaneous  articles  enumerated  in 
the  above  table,  have  been  burned  at  the  cremator,  thereby  preventing  the 
foul  odors  that  would  surely  have  been  a  source  of  complaint  and  danger 
to  those  living  near  the  various  dumps  used  by  the  department  for  the 
waste  material  of  the  city,  if  the  amount  burned  had  been  thrown  on  them 
during  the  year. 

If  no  other  use  is  made  of  the  cremator  than  to  take  care  of  such  refuse, 
it  will  more  than  compensate  for  the  cost  of  disposal.    The  cremator  has 
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been  in  commission  nine  years,  and  with  a  small  oaflay  for  repairs,  with 
the  work  it  is  now  called  upon  to  perform,  it  ought  to  last  as  many  more 

years. 

Ludlow. 

The  following  is  the  report  of  Medical  Inspector  Morse  npon  typhoid 
fever  at  Lndlow :  — 

OcTOBut,  1899. 

On  September  25  the  chairman  of  the  board  of  health  of  Ludlow  came  to  this 
office  with  the  report  that  a  large  number  of  cases  of  typhoid  fever  had  existed 
there  throughout  the  summer,  and  that  it  was  still  quite  prevalent.  It  was  his 
opinion  that  the  public  water  supply,  which  is  the  same  as  that  supplied  to  the 
city  of  Springfield,  might  be  the  cause  of  the  sickness,  and  he  requested  an 
investigation  as  to  the  origin  of  the  epidemic.  I  immediately  went  to  Ludlow 
for  that  .purpose,  and  found  dO  cases  of  the  disease  which  had  occurred  since 
July  8 ;  none  of  these  had  been  reported  to  this  Board  and  only  a  very  few  to 
the  local  board,  as  required  by  the  laws  of  the  State.  Thus  there  was  nothing 
authentic  to  start  with,  and  it  was  necessary  to  interview  the  doctors  of  the  town 
and  also  those  living  at  Indian  Orchard  to  get  reliable  information  in  regard  to 
the  cases.  This  was  given  frequently  from  memory,  and,  therefore,  at  the  begin- 
ning a  certain  handicap  was  attached  to  the  study  of  the  cases. 

Such  a  list  having  been  prepared,  visits  were  made  to  the  houses  where  cases 
existed,  and  as  such  houses  were  investigated,  other  cases  were  found  ill  with 
the  disease,  or  information  was  obtained  of  cases  existing  in  other  houses.  On 
account  of  the  character  and  nationality  of  most  of  the  patients — they  being  for 
the  most  part  Poles  —  it  was  necessary  to  have  an  interpreter,  and  an  intelligent 
young  man  was  obtained  from  the  mill  who  did  his  work  quite  satisfactorily,  in 
view  of  the  difficulties  present. 

The  disease  was  confined  principally  to  the  tenement-houses  on  Joy  Street,  a 
large  house  on  North  Street  near  the  railroad  track,  and  across  the  Chicopee 
River  at  Indian  Orchard.  The  cases  existing  at  the  house  on  North  Street  were 
7  in  number,  extending  over  a  period  of  time  from  July  8,  when  probably  the 
original  case  appeared.  Several  families  live  in  this  house,  aggregating  about 
100  people,  most  of  whom  work  in  the  mills.  It  is  stated  that  18  were  seen 
sleeping  in  one  room  at  night.  The  house  is  supplied  with  the  city  water  and 
the  milk  is  from  one  man,  who  supplies  most  of  the  Polish  families  in  the  village. 
The  privies  are  back  of  the  house,  about  40  feet  distant,  and  are  most  offensive, 
both  regarding  odor  and  sight,  and  a  fool  smelling  stream  could  be  seen  slug- 
gishly running  from  underneath  them.  There  was  also  evidence  that  the  tenants 
had  not  on  every  occasion  used  the  privies. 

On  Joy  Street,  six  houses  had  cases  of  typhoid  fever  in  them,  in  numbers  of 
from  1  to  6.  The  conditions  existing  here  were  of  much  the  same  nature  as  at 
the  North  Street  house,  and  with  two  exceptions  were  owned  by  the  same  man. 
It  was  further  learned  that  these  people  had  formerly  lived  in  tenements  owned 
by  the  mill  people,  but  on  account  of  their  filthy  habits  had  been  ordered  to 
move  and  had  sought  refuge  in  these  tenements.  The  faculties  for  taking  care 
of  the  patients  were  of  the  meanest  kind,  many,  I  believe,  had  no  medical  attend- 
ance during  their  illness,  and  most,  if  not  all  of  them,  little  or  no  nursing,  being 
obliged  to  wait  upon  themselves  usually ;  and  I  saw  many  of  the  sick  ones  with 
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their  clothes  on  and  lying  on  the  bed  or  lounge.  The  sanitary  conditions  exist- 
ing at  these  houses,  together  with  the  lack  of  any  precautions  whatsoever,  seemed 
to  nie  sufficient  to  propagate  the  disease  for  an  indefinite  time,  and  I  so  informed 
the  chairman  of  the  local  board  of  health. 

Another  locality  where  cases  had  developed  was  across  the  river  at  Indian 
Orchard.  Three  houses  were  involved  here,  with  a  total  of  8  cases.  The  fami- 
lies here  were  of  a  somewhat  better  class  and  their  houses,  although  much  the 
same  in  general  appearance,  were  more  tidily  kept.  On  account  of  not  having 
the  public  water  supply,  the  tenants  are  obliged  to  use  well  water,  which  appar- 
ently had  been  used  since  the  time  of  the  first  inhabitant.  Two  of  these  houses 
had  wells  from  which  the  water  was  obtained  by  means  of  a  bucket  and  rope, 
and  samples  from  them  showed  the  foulest  pollution ;  one,  in  fact,  showing  that 
it  had  been  polluted  to  an  extent  twice  as  great  as  crude  Natick  sewage,  but  had 
subsequently  purified  itself  somewhat  by  its  passage  through  the  ground.  An* 
other  well  was  midway  between  the  back  of  the  house  and  privy,  hardly  ten  feet 
from  either,  and  a  sample  taken  also  showed  much  pollution. 

On  account  of  many  of  the  patients  working  at  the  mills,  a  visit  was  made  to 
them  and  their  condition  studied.  The  drinking  water  was  taken  from  two  driven 
wells  situated  in  the  mill  yards.  One  was  found  of  questionable  purity,  but  not 
sufficiently  polluted  to  warrant  it  being  condemned.  The  well  existing  at  Mill 
No.  5  was  much  polluted  and  should  not  be  used  for  drinking  purposes.  An- 
other driven  well,  at  Mill  No.  4,  also  showed  pollution,  but  had  long  ago  been 
abandoned,  although  water  could  be  pumped  from  it. 

The  mills,  with  the  exception  of  the  machine  shop,  have  both  Springfield  water 
and  Chicopee  River  water  running  in  pipes  throughout  the  buildings,  and  either 
is  available  for  drinking  purposes.  The  Springfield  water  is  used  in  the  fire 
sprinklers  and  in  the  hydrants,  the  river  water  in  the  sanitaries,  and  for  washing 
and  manufacturing  purposes  the  pipes  connecting  one  with  the  other ;  but  a  valve 
is  so  placed  as  to  shut  off  either  supply,  and  usually  no  Springfield  water  is  used 
except  for  fire  purposes,  thus  leaving  the  river  water  in  the  pipes  where  it  is 
available  although  not  customarily  used  for  drinking  purposes.  There  is  also  a 
pump  at  the  mills  which  can  be  used  in  times  of  fire  to  pump  river  water  into  the 
street  mains  about  the  town ;  in  fact,  to  supplement  the  Springfield  water  should 
such  an  occasion  be  necessary.  Last  October,  about  a  year  ago,  such  a  test  was 
made  for  fifteen  minutes,  and  the  river  water  got  into  the  service  pipes  of  the 
town,  but  it  is  alleged  that  when  the  pumps  stopped  the  river  water  would,  by 
gravity,  flow  back  to  the  river  and  be  replaced  by  the  Springfield  water,  which 
seems  to  be  perfectly  possible.  On  June  6  of  this  year  another  fire  test  was 
made.  The  pump  was  run  fifteen  minutes,  but  the  valve  was  closed  so  that  no 
river  water  could  get  into  the  service  pipes. 

In  view  of  these  facts  it  seems  possible  that  river  water  can  at  any  time  be  in- 
troduced for  drinking  purposes,  and  therefore  the  inhabitants  of  the  town  are  at 
the  mercy  of  the  mill  owners.    Such  a  condition  ought  certainly  to  be  remedied. 

Samples  of  water  from  other  springs  and  wells  which  were  used  publicly'for 
drinking  purposes  were  taken  and  analyzed,  and  where  they  were  found  polluted 
the  local  board  of  health  were  advised  to  close  them. 

In  view  of  these  facts  it  seems  probable  that  most  of  the  cases  of  typhoid  fever 
existing  at  Ludlow  were  caused  by  the  poor  sanitary  conditions  existing  at  such 
houses  where  cases  of  the  disease  were  present  rather  than  to  any  specific  infec- 
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tion  of  the  milk  or  water,  and  in  a  communication  dated  October  6  the  board  of 
health  of  Ludlow  were  advised  to  remedy  these  existing  conditions  by  compelling 
such  houses  to  connect  with  the  sewers.  This  has  been  partially  accomplished  at 
the  present  time,  andVith  more  satisfactorj'  sanitary  arrangements  only  four  new 
cases  have  developed  in  the  Joy  Street  district  during  the  month. 

F.  L.  M0B8B,  M.D., 

Medical  Inspector, 

Boston,  Oct.  6, 1899. 
Chairman  Board  of  Health^  Ludlow^  Mass, 

Dear  Sir  :  —  In  connection  with  the  investigation  of  the  cases  of  typhoid  fever 
recently  occurring  in  your  town,  several  samples  of  water  were  collected  from 
wells  and  springs  which  people  of  the  town  were  known  to  have  used  for  drink- 
ing purposes.  The  analysis  of  these  samples  shows  some  of  doubtful  parity  and 
others  which  ought  not  to  be  used  under  any  conditions.  The  wells  supplying 
the  houses  where  Mrs.  M and  Mrs.  McH lived  are  most  foully  pol- 
luted and  should  be  immediately  abolished.  As  there  are  also  other  wells  in  the 
same  neighborhood,  samples  should  be  taken  to  determine  their  purity. 

Well  at  Ludlow  Mill  No.  2  is  of  questionable  purity,  although  not  sufficiently 
polluted  to  warrant  its  being  condemned  at  the  present  time. 
.    Well  at  Mill  No.  4  is  very  much  polluted  and  should  be  abolished. 

Well  at  P^s  and  S^s  house  much  polluted  and  should  be  abolished. 

Well  at  Mill  No.  6  much  polluted  and  should  be  abolished. 

Well  on  Whitney  Street  is  probably  safe  to  use  for  drinking  purposes. 

Well  at  Poor  House  is  of  doubtful  purity  and  another  analysis  should  be  made 
later. 

Spring  near  railroad  track  much  polluted  and  should  be  abolished. 

From  a  further  study  of  the  cases  it  is  evident  that  the  patients  were  not  all 
exposed  to  a  common  origin,  but  that  the  later  cases  developed  by  infection  from 
those  first  having  the  disease,  and  the  conditions  existing  at  most  of  the  houses 
are  consistent  with  this  theory. 

In  view  of  these  facts  your  board  should  confer  with  the  agent  of  the  mills 
and  those  wells  under  their  control  and  showing  pollution  be  immediately  closed. 
The  conditions  about  the  houses  where  cases  have  occurred,  particularly  on  Joy 
Street,  should  be  immediately  remedied  by  proper  sewer  connections. 

Respectfully, 

F.  L.  Morse,  M.D., 

Medical  Inspector  ^ 
Maldek. 

During  the  year  the  city  has  enjoyed  full  immunity  from  epidemic  of  any 
and  every  character,  notwithstanding  contiguous  territory  was  less  fortu- 
nate. During  October  the  attention  of  the  board  was  called  to  an  instance 
of  infection  by  small-poz  of  a  child,  resident  of  a  neighboring  city,  but 
attending  a  private  school  within  our  borders.  The  board's  action  was  the 
prompt  closing  and  disinfection  of  the  school  and  vaccination  of  the  attend- 
ing pupils. 

At  the  suggestion  of  the  board,  the  school  committee  proceeded  to  ascer- 
tain how  many  of  the  pupils  of  our  public  schools  had  been  duly  vaccinated^ 
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discloBing  the  fact  that  28  per  cent,  were  withoat  this  protection.  As  a 
matter  of  precaution,  free  vaccination  was  established,  and  1,331  availed 
themselves  of  this  privilege. 

To  the  physicians  of  the  city  the  board  has  freely  famished  culture  tubes 
for  the  determining  of  diphtheria,  and  antitoxin  for  its  subsequent  treat- 
ment where  not  within  the  means  of  the  patient  to  provide  it,  and  we  ex- 
press our  gratitude  for  hearty  co-operation.  By  order  of  the  board,  it  is 
now  compulsory  in  all  cases  of  diphtheria  for  the  physician  in  charge  to 
secure  a  negative  culture  before  quarantine  restrictions  can  be  removed 
from  the  patient  and  premises. 

For  several  years  past  the  board  of  health  in  its  annual  reports  has  called 
the  attention  of  the  city  government  to  the  urgent  need  of  a  contagious  hos- 
pital. Daring  the  year  several  instances  have  been  brought  to  the  attention 
of  the  board  of  contagious  diseases  occurring  among  the  servants  of  fami- 
lies, boarders  in  boarding-houses  and  transient  visitors  to  the  city,  causing 
great  inconvenience,  suffering  and  financial  loss  to  some  of  our  citizens, 
where  the  prompt  removal  of  the  cases  to  a  proper  hospital  would  have 
avoided  such  loss  and  inconvenience,  at  the  same  time  diminishing  the 
chances  of  the  spread  of  the  contagion  through  the  city. 

MiLFORD. 

The  board  made  a  thorough  work  of  visiting  every  school  and  examina- 
tion of  every  scholar.    Over  one  thousand  were  vaccinated  and  the  results 

were  very  satisfactory. 

Milton. 

The  annual  tour  of  the  piggeries  was  made  in  June,  and  all  but  two  were 
found  in  excellent  condition.  Permits  were  granted  to  eight  persons  to 
keep  245  pigs.  But  a  single  complaint  was  made  against  a  piggery  daring 
the  entire  year.  There  is  now  very  little  swill  carted  into  the  town  from 
Boston,  and  the  number  of  pigs  kept  here  is  diminishing  every  year. 

We  have  been  fortunate  in  escaping  severe  epidemics  of  the  preventable 

diseases,  but  the  number  of  cases  must  certainly  increase,  and  we  are  liable 

to  have  serious  trouble  in  the  more  thickly  settled  portions  of  the  town 

unless  there  is  adequate  provision  made  for  the  disposal  of  sewage.    We 

would  also  urge  all  property  holders,  on  streets  where  sewers  have  already 

been  constructed,  to  connect  their  plumbing  with  the  sewer  as  soon  as 

possible. 

New  Bedford. 

The  death-rate  of  children  in  this  city  under  one  year  of  age  has  been 
excessive  the  past  year.  From  an  investigation  as  to  the  cause  we  are  led 
to  believe,  inasmuch  as  the  greater  percentage  of  such  deaths  have  been  in 
families  where  the  heads  are  employed  in  mills,  that  the  little  ones  are  not 
properly  nurtured.  Cow's  milk  has  been  the  principal  food  and  while  the 
board  has  succeeded  in  a  measure  in  bettering  the  condition  of  cow  stables 


758  STATE   BOARD   OF  HEALTH.         [Pub.  Doc. 

maintained  in  the  city,  yet  we  are  unable  to  reach  many  deliveries  of  the 
product  which  come  from  oat  of  town. 

We  believe  that  the  inspector  of  milk  should  license  only  such  producers 
and  dealers  as  are  acceptable  to  the  board,  and  that  legislative  action 
should  be  taken  to  more  fully  control  this  food  supply. 

Last  year  in  our  annual  report  we  called  attention  to  the  need  of  a  con- 
tagious disease  hospital.  At  the  time  it  will  be  remembered  we  did  not 
urge  the  building  of  an  elaborate  structure,  but  the  occupancy  of  a  suitable 
place  for  the  isolation  of  such  cases  of  scarlet  fever  and  diphtheria  as 
cannot  be  treated  in  the  families  where  discovered.  During  the  year  just 
ended  we  had  two  emphatic  illustrations  of  the  wisdom  of  maintaining  such 
a  hospital.  In  one  case  scarlet  fever  was  discovered  in  a  family  occupying 
a  public  building  in  the  centre  of  the  city,  a  building  in  which  hundreds 
enter  every  day  of  the  year,  and  had  it  not  been  for  the  kindness  of  the 
relatives  of  the  patient,  this  building  would  of  necessity  have  been  closed 
to  the  public,  which  would  have  caused  great  inconvenience. 

The  use  of  the  culture  in  assisting  in  the  diagnosis  of  diphtheria  we  are 
pleased  to  say  increased  during  the  year,  and  is  now  very  general  through- 
out the  city,  although  a  few  physicians  decline  to  make  use  of  this  recog- 
nized method.    There  were  taken  last  year  186  cultures. 

During  the  past  year  there  have  been  513  vaccinations,  of  which  number 
101  were  revaccinations. 

Newton. 

During  the  summer  there  was  a  large  number  of  cases  of  dysentery, 
which  caused  some  alarm  in  certain  sections  of  the  city.  As  no  reports  of 
this  disease  are  required  by  the  board,  it  is  impossible  to  state  how  many 
cases  occurred,  but  the  existence  of  the  disease  was  recognized  by  the 
board  and  steps  taken  to  prevent  its  spread.  The  greater  number  of  cases 
occurred  in  the  southern  part  of  the  city,  and  in  one  locality  where  a  num- 
ber of  cases  occurred  a  very  unsatisfactory  condition  was  found.  Steps 
were  at  once  taken  to  improve  the  sanitary  condition  of  this  locality,  and 
changes  were  ordered  to  be  made  in  some  of  the  houses,  while  others, 
whose  condition  was  such  as  to  preclude  all  hope  of  improvement,  were 
ordered  vacated. 

A  new  departure  in  the  method  of  taking  cultures  for  diagnosis  in  diph- 
theria was  inaugurated  in  November,  swabs  being  substituted  for  the  wire 
loop.  This  is  a  step  looking  towards  a  more  rapid  diagnosis,  always  most 
valuable  in  cases  of  suspected  diphtheria.  By  the  use  of  swabs,  a  positive 
diagnosis  can  be  made  in  a  few  moments  after  the  culture  is  received  at  the 
laboratory.  This  is  a  gain  of  twelve  hours  over  the  old  method  in  cases 
where  the  disease  is  present.  If  the  examination  of  the  swab  proves 
negative,  it  is  necessary  to  wait  the  usual  time,  i.e.^  twelve  hours,  in  order 
to  make  sure  that  the  disease  is  not  present. 

The  total  number  of  cases  sent  to  the  hospital  by  order  of  the  board  was 
142,  divided  as  foUows :  diphtheria,  102 ;  scarlet  fever,  28 ;  measles,  12. 
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Daring  the  epidemic  of  diphtheria  in  the  latter  part  of  the  year  the 
hospital  was  of  the  greatest  possible  value  in  combating  the  disease.  One 
handred  and  two  cases,  or  55-|-  per  cent,  of  the  total  number  reported, 
were  removed  to  the  contagious  wards,  which  were  several  times  taxed  ta 
their  fullest  capacity.  There  can  be  no  doubt  of  the  very  great  value  of 
these  wards  to  the  board  in  the  handling  of  an  outbreak  of  infectious  disease* 

The  board  believes  that  Newton  sends  a  larger  percentage  of  her  in- 
fectious cases  to  the  hospital  for  treatment  with  less  difficulty  than  any 
other  city  in  the  Commonwealth.  This  is  due  in  great  measure  to  the 
hearty  co-operation  of  the  physicians,  who  have  always  most  heartily 
seconded  the  efforts  of  the  board  in  removing  patients  to  the  hospital. 

It  was  necessary  on  several  occasions  to  use  all  of  the  apparatus  at  one 
time  for  disinfecting  a  large  school-house,  and  when  this  was  the  case,  dis- 
infection of  private  dwellings  was  unavoidably  delayed.  Should  it  be 
necessary  to  disinfect  the  school-houses  often,  the  board  would  recommend 
the  purchase  by  the  city  of  one  of  the  larger  and  more  expensive  forms  of 
generator,  which  delivers  a  large  quantity  of  gas  in  a  comparatively  short 
time.  This  could  be  kept  exclusively  for  use  in  the  schools  if  thought  best, 
and  would  allow  the  smaller  generators  to  be  used  in  private  houses.  It 
would  also  prevent  the  unavoidable  delay  which  occurred  several  times 
during  the  year.  It  is  only  fair  to  a  family  which  has  been  held  in  quaran- 
tine for  several  weeks  to  disinfect  and  discharge  them  from  quarantine  at 
the  earliest  possible  moment,  and  to  be  compelled  to  keep  them  shut  up  for 
twenty-four  hours  or  longer  after  they  could  be  released  causes  unfavorable 
comment,  and  makes  others  less  willing  to  submit  to  the  requirements  of 
the  board.  It  is  true  that  persons  must  submit  whether  they  wish  it  or  not, 
but  the  less  obnoxious  the  rules  are  made,  the  more  quietly  the  public  will 
submit  to  them,  and  they  will  soon  learn  that  the  rules  are  not  made  espe- 
cially to  discommode  them  but  for  their  own  protection  and  that  of  their 
families  and  friends.  When  the  public  once  learns  this  fact,  the  work  of 
the  board  will  be  much  easier  and  people  will  assist  it  in  its  work  instead 
of  booking  upon  it  as  an  evil,  as  is  now  too  often  the  case. 

The  low  death-rate  for  the  year  is  undoubtedly  due  in  great  measure  to 
the  prompt  use  of  antitoxin.  The  board  has  distributed  305  bottles  of 
antitoxin  to  the  physicians  of  the  city  and  to  the  hospital,  all  of  which  was 
furnished  by  the  State  Board  of  Health. 
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The  board  has  continued  in  its  established  policy  of  requiring  all  houses 
on  the  line  of  a  common  sewer  to  become .  connected  with  it.  Its  work  in 
this  direction  has  been  more  general  than  heretofore,  and  instead  of  con- 
fining its  consideration  to  any  particular  section,  an  effort  has  been  made 
to  complete  the  work  heretofore  begun  in  various  parts  of  the  city. 

The  milk  farms  have  been  inspected  each  month  by  the  agent,  and  a 
report  of  their  condition  made  to  the  board.  An  effort  has  been  made  to 
improve  the  sanitary  condition  of  the  cow  bams  and  their  surroundings  on 
these  fai*ms.  For  the  most  part  the  proprietors  have  been  prompt  to  carry 
out  the  orders  and  suggestions  of  the  board.  Absolute  cleanliness  has  been 
insisted  upon,  and  improved  methods  of  caring  for  the  drainage  of  the  stables 
have  been  adopted  in  several  instances  at  the  suggestion  of  the  board. 

The  report  of  Medical  Inspector  Morse  is  as  follows :  — 

Auo.  2,  1890. 

About  ten  days  ago  information  was  received  at  this  office  that  an  unusual 
number  of  cases  of  dysentery  had  occurred  at  Newton  Centre,  and  an  inquiry  was 
made  among  the  local  doctors  in  order  to  see  if  there  was  any  common  origin. 

All  of  the  cases  seemed  to  have  occurred  in  the  three  weeks  preceding  the  re- 
port, and  as  the  cases  were  investigated  they  were  apparently  limited  to  two  lo- 
calities, viz. :  (1)  a  district  known  as  Cork  City,  and  (2)  a  limited  number  of 
cases  residing  along  the  Boulevard  in  Newton  Centre.  No  other  suburb  of  New- 
ton was  affected. 

One  physician  had  reported  15  cases  of  both  diarrhoea  and  d3rsenteiy,  mostly 
among  children,  and  in  his  opinion  the  cases  could  be  attributable  to  something 
which  had  been  eaten,  but  not  of  common  origin.  There  were  no  deaths  among 
his  cases. 

A  second  physician  had  8  cases,  with  one  death,  a  child. 

A  third  had  8  cases  in  Cork  City  and  one  in  the  Boulevard  district. 

A  fourth  had  6  cases  in  the  Boulevard  district. 

A  fifth  had  13  cases,  with  3  deaths,  all  children.  Five  of  the  13  were  in  Cork 
City  and  the  remainder  near  the  Boulevard. 

Cork  City  is  a  district  of  Newton  Centre  in  the  rear  of  the  power  station  of  the 
street  railway  company,  comprising  a  small  number  of  houses.  Back  of  these 
houses  is  a  small  brook,  the  water  of  which  is  used  by  some  of  the  inhabitants  to 
wash  both  dishes  and  clothes.  The  conditions  about  the  houses  were  also  unsan- 
itary, and  in  view  of  the  present  number  of  cases  of  the  disease  ensting  here,  the 
board  of  health  took  measures  to  have  them  improved. 

The  Boulevard  district  comprises  a  number  of  well-built  houses  occupied  by 
people  living  under  good  sanitary  conditions. 

The  specific  cause  of  these  cases  could  not  be  definitely  located,  few  or  none  of 
them  having  the  same  milk  supply,  or  in  fact  anything  in  common  which  many 
other  people  did  not  also  have.  The  ice  is  supplied  by  the  Crystal  Lake  Ice  Com- 
pany to  all  of  the  inhabitants  of  Newton  Centre,  but  the  cases  of  the  disease 
arising  were  limited  to  two  definite  districts. 

The  water  is  supplied  to  the  whole  city  of  Newton ;  and  in  regard  to  the  milk, 
although  the  Elm  Hill  farm  supplies  more  people  than  any  other  one  dealer, 
still,  all  of  those  who  were  affected  did  not  have  this  supply. 
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In  view  of  the  fact  that  a  majoritj^  of  the  cases  occurred  among  children,  and 

of  the  fatal  cases  all  of  them  were  children,  it  is  reasonable  to  infer  that  possibly 

these  cases  were  cholera  infantum  of  a  severe  type,  while  among  the  adults  some 

predisposing  cause  existed  which  was  aggravated  by  some  injudicious  article  of 

diet. 

F.  L.  Morse,  M.D., 

Medical  Inspector. 
North  Adaus. 

All  the  bakeries  in  the  city  have  been  inspected,  and  a  continued  im- 
provement in  regard  to  sanitary  condition  has  been  insisted  on  and  effected. 
The  same  report  will  apply  to  meat  and  fish  markets. 

All  the  stables  in  the  city  in  which  more  than  four  horses  are  kept  have 
been  inspected  and,  so  far  as  practicable,  the  changes  and  improvements 
required  by  the  stable  ordinance  have  been  effected. 

The  stables  of  all  dealers  selling  milk  or  milk  products  in  the  city  have 
been  inspected,  as  required  by  the  milk  ordinance.  The  dealers  have  prao- 
tically  complied  with  the  requirements  of  the  same,  and  the  board  believes 
this  has  materially  reduced  infantile  diseases  and  disorders.  There  were 
76  stables  inspected  and  the  reports  and  orders  for  changes  and  improve- 
ments filed  with  the  city  clerk,  as  required  by  the  ordinance. 

Northampton. 

The  number  of  cases  of  infectious  disease  has  been  less  than  the  average, 
and  the  deaths  resulting  therefrom  have  been  few.  An  epidemic  of  typhoid 
fever  occurred  at  the  Northampton  Insane  Hospital,  beginning  early  in 
September  and  continuing  into  November.  In  all  there  were  reported 
from  the  hospital  63  cases,  and  the  number  of  deaths  resulting  from  the 
epidemic,  including  those  who  died  after  being  removed  to  their  homes  or 
elsewhere,  was  5.  The  cause  of  the  outbreak  was  thought  to  be  celery 
from  a  bed  that  may  have  been  fertilized  with  compost  containing  the  germs 
of  the  disease. 

The  report  of  Medical  Inspector  Morse  follows :  — 

OCTOBVR,  1899. 

On  Sept.  27, 1899, 1  received  information  of  the  presence  of  an  epidemic  of 
typhoid  fever  at  the  Northampton  Insane  Hospital,  and  at  once  commenced  an 
investigation  as  to  the  origin  of  the  disease. 

Previous  to  September  10  of  this  year  there  had  been  only  two  characteristic 
cases  of  typhoid  fever  and  2  other  suspicious  ones  at  the  hospital  in  the  past  ten 
years.  On  Feb.  S,  1889,  a  suspicious  case  appeared  (a  definite  diagnosis  of  the 
disease  was  never  made)  and  no  further  results  occurred  from  the  sickness. 
During  October,  1898,  one  of  the  assistant  physicians  at  the  hospital,  a  few  days 
after  returning  from  his  vacation  began  to  have  the  prodromal  symptoms  of  the 
disease.  They  were  not  thought  of  in  their  true  light,  however,  and  his  dejec- 
tions went  undisinfected  into  the  sewage  and  continued  to  do  so  during  the  larger 
part  of  his  illness. 
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The'next  case,  a  suspicions  one,  appeared  in  March,  1899.  A  positive  diagnosis 
was  never  made  and  the  dejections  went  untreated  into  the  sewage.  The  fourth 
case  was  another  assistant  physician,  who  was  taken  ill  on  April  1,  and  probably 
received  his  infection  by  working  over  culture  tubes  upon  which  the  typhoid 
bacilli  were  being  cultivated.  His  sickness  was  recognized  early  and  he  was 
removed  to  the  citj-  hospital  for  treatment,  where  he  remained  during  the  rest  of 
his  illness. 

The  sewerage  system  deserves  special  mention,  for  it  was  probably  by  this 
means  that  the  disease  was  developed.  The  sewage  for  the  whole  hospital  is 
conveyed  through  a  large  iron  pipe  several  hundred  yards  from  the  hospital  and 
deposited  upon  one  of  two  filter-beds  which  are  side  by  side.  While  one  is  being 
used  the  other  is  drained  and  subsequently  cleaned.  The  sewage  last  fall  and 
winter  went  on  to  bed  which  may  be  called  No.  1,  and  consequently  contained 
the  discharges  of  one,  and  perhaps  two,  typhoid  fever  patients  in  an  undisinfected 
condition.  The  liquid  portion  of  the  sewage  drains  off  into  an  adjoining  brook 
and  subsequently  into  Mill  River,  while  the  solid  part  remains  upon  the  filter-bed 
itself.  During  the  latter  part  of  the  winter  the  current  of  sewage  was  turned 
from  bed  No.  I  to  bed  No.  2,  and  the  former  bed  allowed  to  drain  off  entirely. 
Still  later  the  bed  was  scraped  and  the  contents  spread  upon  the  adjoining  grass 
ground  and  the  celery  bed. 

About  September  10  the  cases  commenced  to  appear  to  an  alarming  degree,  and 
in  five  days  15  cases  had  been  reported.  During  the  following  five  days  10  cases 
appeared,  in  the  next  five  days  14  cases,  and  in  the  next  five-days  12  cases.  By 
this  time,  suspicion  having  become  attached  to  the  celery  as  the  cause  of  the  dis- 
ease, orders  were  issued  to  prevent  its  further  use.  and  some  which  had  already 
been  gathered  was  locked  up  in  the  store-house.  Synchronously  with  the  stop- 
ping of  the  use  of  the  celery  the  cases  diminished  in  number,  and  during  the  first 
ten  days  of  October  only  4  cases  were  reported. 

A  systematic  study  was  made  of  all  of  the  cases  and  il  was  found  that  patients, 
nurses,  farm  help  and  kitchen  help  were  affected  with  the  disease,  but  in  regard 
to  the  patients  all  (with  but  four  exceptions)  were  of  a  certain  definite  class  In 
explanation  of  this  statement  it  should  be  said  that  in  this  hospital,  as  is  custom- 
ary with  many  others,  two  classes  of  patients  are  received,  paying  and  non-paying. 
In  the  main,  all  receive  much  the  same  class  of  food  and  treatment,  but  in  addition 
the  paying  class  receive  certain  articles  of  food  which,  although  not  necessary 
for  their  subsistence,  are  supplied  to  them  rather  as  extra  articles  of  diet.  All 
patients  throughout  the  hospital  have  the  same  milk,  water,  etc.,  and  their  food 
is  all  handled  by  the  same  help  in  the  kitchen,  and  necessarily  what  would  infect 
the  paying  class  of  patients  would  also  infect  the  non-paying  class ;  but  when 
the  cases  were  more  carefully  analyzed  it  was  found  that  the  paying  class,  to- 
gether with  the  help,  were  affected  with  the  disease,  and,  with  but  the  four  excep- 
tions mentioned  above,  no  cases  had  appeared  among  the  non-paying  class  (who, 
however,  exceeded  twice  in  numbers  the  former  class),  so  necessarily  the  ques- 
tion resolved  itself  into  what  article  of  food  had  the  paying  class  used  which 
could  cause  the  development  of  this  unusual  number  of  cases. 

The  different  articles  of  food  constituting  the  extra  articles  of  diet  were,  for 
the  most  part,  fruits  and  vegetables  raised  on  the  farm,  but  either  from  the  time 
that  they  were  used  or  from  the  manner  in  which  they  were  prepared  all  were 
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eliminated  as  to  their  being  a  factor  in  the  cause  of  the  disease  with  but  one 
exception.  This  exception  was  the  celery,  and  from  further  developments  it  was 
finally  decided  upon  as  the  cause  of  the  disease. 

It  will  be  remembered  that  when  the  filter-bed  No.  1  was  cleaned  last  winter 
it  was  stated  that  the  solid  portions  were  taken  to  fertilize  the  grass  ground  and 
celery  bed,  and  that  these  solid  portions  did  contain  the  undisinfected  stools  of  a 
typhoid  fever  patient.  On  account  of  the  method  used  in  cultivating  celery  by 
banking  the  stalk  of  the  plant  with  earth,  it  appears  to  be  a  very  favorable 
medium  for  the  transmission  of  the  disease,  particularly  if  it  is  not  most  carefully 
cleaned.  The  use  of  celery  on  the  table  was  commenced  during  the  month  of 
August,  and  particularly  in  the  latter  part  of  the  month  was  quite  a  common 
article  of  diet  among  the  paying  class  of  patients,  and  it  was  also  served  to  the 
nurses  and  farm  help,  and  consequently  was  accessible  to  the  kitchen  help  who 
prepared  it. 

At  this  hospital  some  of  the  non-paying  patients  are  employed  about  the  build- 
ing in  the  serving-room,  dining-room,  etc.,  and  these  patients  had  access  to  the 
celery  and  are  consequently  included  among  the  other  class. 

Of  the  four  exceptions  noted  above,  all  were  taken  ill  on  the  27th  of  September 
and  had  been  attended  by  nurses  who  were  ill  with  the  disease,  thus  probably  re- 
ceiving the  disease  directly  from  them.  It  is  a  significant  fact,  and  perhaps 
somewhat  of  a  confirmatory  nature,  that  one  of  the  farm  hands,  probably  not 
realizing  the  danger  of  using  the  celery  even  after  instructions  had  been  issued 
to  that  effect,  did  eat  some  and  in  eight  days  was  taken  ill  with  the  disease. 

The  water  at  the  hospital  is  for  the  most  part  obtained  from  a  spring  situated 
on  the  farm.  It  is  pumped  continuously  to  a  tank  in  the  top  of  the  building  and 
thence  distributed  over  the  hospital.  At  times  during  the  day  when  the  con- 
sumption is  large  the  supply  from  the  spring  is  not  sufficient  and  then  it  is  sup- 
plemented by  the  city  supply,  but  only  to  such  an  extent  as  to  make  up  the 
deficiency.  The  examination  of  the  spring  water  shows  evidence  of  pollution 
and,  together  with  the  sewage  disposal,  is  being  considered  at  the  present  time. 

F.  L.  Morse,  M.D., 

Medical  Inspector, 

NORTHFIELD. 

The  report  of  Medical  Inspector  Morse  is  as  follows  upon  a  limited 
epidemic  of  typhoid  fever  at  Northfield  :  — 

OOTOBBB,    1899. 

In  the  latter  part  of  September,  1899, 1  received  information  in  regard  to  sev- 
eral cases  of  typhoid  fever  at  Northfield,  supposed  to  be  in  some  way  connected 
with  the  water  supplied  to  the  seminary  in  that  town,  and  on  September  29  I  com- 
menced an  investigation  of  the  cases.  On  my  arrival  there  I  found  that  5  cases 
existed.  The  first  one,  a  girl  of  nineteen  years  of  age,  was  taken  ill  on  August 
10.  She  had  attended  school  here  during  the  preceding  year,  and  during  the  lat- 
ter part  of  June  and  the  first  of  July  went  away  to  Mount  Hermon  for  two 
weeks^  vacation.  After  returning,  she  had  not  been  out  of  the  village  at  any 
time,  and  was  employed  at  the  school  in  doing  work  about  the  buildings.  Just 
in  what  way  she  received  her  infection  it  is  impossible  to  say,  hers  being  the  only 
case  which  has  developed  on  the  seminary  grounds. 
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On  September  8,  A.  B.,  a  boy  fire  years  of  age  and  living  on  the  opposite  side 
of  the  street  from  the  grounds,  was  taken  ill.  The  house  was  rather  old-fash* 
ioned  in  appearance,  the  well  supplying  the  house  with  water  being  directly 
under  the  sink  and  kitchen  floor.  The  sink  water  was  carried  by  means  of  an 
earthen  pipe  a  distance  of  about  ten  feet  from  the  well  and  then  allowed  to  soak 
into  the  ground.  A  sample  of  water  was  taken  from  the  well  and  showed  much 
pollution.  A  few  days  previous  to  the  boy^s  illness,  however,  on  account  of  the 
unpleasant  odor  and  taste  of  the  water  it  was  discontinued,  and  water  was  ob- 
tained from  the  house  on  the  other  side  of  the  street,  which  was  furnished  with 
the  seminary  supply.  The  drain  pipe  in  the  meantime  had  been  dug  up,  and  on 
examination  was  found  to  be  filled  nearly  entirely  with  grease,  accumulating  for 
years  from  the  sink-drain  water. 

On  September  10,  two  days  later,  and  on  September  15, 2  other  cases  developed 
in  the  house  adjoining.  These  2  cases  were  children  thirteen  and  nine  years  old, 
respectively,  who  had  been  down  to  Mr.  B.^s  house  repeatedly,  drank  of  the  water 
of  the  polluted  well  and  played  with  his  boy.  The  well  supplying  their  house 
with  water  was  located  under  the  piazza,  and  a  sample  taken  showed  evidence  of 
pollution,  but  to  a  less  degree  than  the  first  well. 

On  September  21,  the  fifth  case  appeared,  and  was  a  younger  child  of  the  sec- 
ond family.  This  child  was  known  to  have  used  the  same  chamber  vessel  as  his 
older  sister,  and  probably  received  the  infection  directly  from  her. 

On  account  of  the  fact  that  one  of  the  cases  (the  first  one)  had  appeared  on  the 
seminary  grounds,  and  that  Mr.  B.  had  used  seminaiy  water  for  a  few  days  pre- 
ceding his  boy^s  illness,  a  visit  was  made  to  their  water  supply  and  the  following 
conditions  found :  — 

The  original  supply  is  obtained  from  a  natural  spring  about  one-quarter  of  a 
mile  from  the  grounds  on  a  small  knoll.  At  times  the  quantity  of  water  from 
this  spring  alone  is  sufficient  for  the  needs  of  the  seminary,  but  about  five  years 
ago,  during  a  dry  summer  and  at  a  time  when  a  large  number  of  people  were  at 
the  grounds,  it  became  insufficient  and  was  supplemented  by  the  water  from  a 
near-by  brook.  In  about  two  weeks  nearly  30  cases  of  typhoid  fever  developed 
among  the  users  of  the  water,  and  on  further  investigation  the  brook  was  found 
to  have  been  polluted  higher  up  in  its  course  by  a  patient  probably  having 
typhoid  fever.  It  still  being  necessary  to  have  an  additional  supply,  two  dams 
were  constructed  on  the  course  of  the  brook  for  the  purpose  of  settling  the 
water,  and  before  it  was  mixed  with  the  natural  spring  water  it  passed,  not  inter- 
mittently, however,  through  about  five  feet  of  sand  and  gravel  and  collected  in 
a  small  reservoir  from  which  it  was  subsequently  mixed  with  the  natural  spring 
water.  Samples  of  water  were  taken  from  the  spring  and  also  from  the  reservoir 
containing  the  filtered  water.  The  former  showed  a  water  of  good  quality ;  the 
latter  showed  some  pollution.  The  manager  of  the  school  was  notified  of  these 
facts,  and  the  water  supply  is  being  further  investigated  at  the  present  time. 

Although  these  facts  in  regard  to  the  seminary  supply  exist,  I  do  not  think  the 
water  was  the  cause  of  the  disease,  but  rather  that  it  was  produced  by  drinking 
water  from  a  polluted  well  at  Mr.  B.'s. 

F.  L.  MOBSE,  M.D., 

Medical  Inspector. 


No.  34.]  HEALTH   OF  TOWNS.  765 

Plymouth. 

As  the  present  board  of  health  entered  upon  its  duties  without  a  single 
member  who  had  previously  served  the  town  in  that  capacity  it  was  some- 
what hampered  at  first,  but  a  working  knowledge  of  methods  and  its  own 
powers  came  with  experience. 

As  is  customary,  the  rules  and  regulations  adopted  by  the  board  were 
published  in  the  local  newspapers  and  posted  in  a  number  of  places  in  town. 

During  the  year  there  have  been  thirty-two  complaints  of  nuisances  made^ 
and  nearly  all  of  them  have  been  personally  investigated  by  members  of 
the  board.  In  some  of  the  cases,  as  the  conditions  complained  of  did  not 
menace  the  public  health  in  any  way,  no  action  was  taken.  In  fifteen  cases 
owners  were  ordered  to  connect  their  houses  with  the  sewer,  and  all  of  them 
complied.  Among  the  more  serious  complaints  was  that  of  a  house  on  the 
Sandwich  road,  owned  by  the  Plymouth  Woolen  and  Cotton  Company. 
The  place  was  deemed  unfit  for  habitation  and  ordered  vacated.  The 
house  has  been  torn  down.  Complaint  was  made  that  the  water  of  Brewster 
Spring  was  unfit  for  drinking  purposes.  The  State  Board  of  Health  was 
requested  to  investigate  and  report  on  the  matter.  One  of  its  engineers 
visited  the  spring,  and  as  a  result  of  his  investigation  the  State  Board 
sent  a  letter  of  advice,  dated  July  7,  1899.  (A  copy  of  this  letter  may  be 
found  on  page  37.) 

The  board  needs  better  accommodations.  Besides  a  place  where  its 
books  and  papers  may  be  kept  and  its  business  transacted,  there  should  be 
facilities  for  making  simple  tests  of  water  or  other  matter  which  may  be 
under  suspicion. 

Complaints  are  frequently  made  which  involve  a  question  as  to  whether 
water  appearing  upon  certain  premises  is  derived  from  springs  or  from  a 
cesspool,  privy,  sewer  or  other  unwholesome  source.  A  few  laboratory 
conveniences  would  place  the  board  in  a  position  to  decide  the  matter 
quickly  and  scientifically,  without  delay  or  expense.  Perhaps  the  greatest 
present  need  of  the  board  is  the  hearty  co-operation  and  support  of  the 
community.  Although  invested  with  certain  power  and  authority,  its  suc- 
cess depends  upon  the  willingness  of  the  people  of  the  community  both  to 
report  unwholesome  conditions  and  to  act  promptly  and  conscientiously 
when  notified. 

QUINOT. 

It  is  the  opinion  of  the  board  and  those  members  of  the  school  committee 
with  whom  we  have  talked  that  some  provision  should  hereafter  be  made  so 
that  a  system  of  medical  supervision  of  the  school  children  could  be  carried 
out  more  extensively  in  the  future  than  has  been  done  in  the  past.  Parents 
do  not  exercise  sufficient  care  in  keeping  their  children  out  of  school  when 
they  show  any  symptoms  of  a  contagious  or  infectious  disease  that  is  preva- 
lent in  their  neighborhood. 
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Rbybre. 

The  namber  of  infectioos  diseases  reported  shows  a  marked  increase  over 
last  year.  The  cases  fortunately  haye  been  scattered,  and  no  connection 
was  apparent  between  any  two  households  affected,  showing  the  usefulness 
of  thorough  disinfection. 

A  severe  epidemic  of  small-pox  visited  Chelsea  during  the  year,  and  we 
entertained  grave  fears  for  Revere,  which  led  us  to  offer  free  vaccination, 
which  was  availed  of  by  between  seven  and  eight  hundred  persons. 

Salem. 

About  864^  cords  of  swill  have  been  collected.  This  is  an  increase  of 
285^  loads  more  than  last  year. 

There  have  been  11,534  loads  of  ashes  and  rubbish  collected,  an  increase 
of  1,623  more  than  last  year. 

Inspection  of  milk  is  becoming  more  important  each  year,  and  some 
measures  should  be  taken  not  only  to  have  more  than  a  perfunctory  in- 
spection, as  exists  at  present,  but  the  sources  of  supply  should  be  known 
and  carefully  watched.  The  office  of  inspector  of  milk  should  be  under 
the  supervision  of  this  board,  conducted  in  an  up-to-date  manner,  and 
rigidly  enforced.  This  matter  is  of  great  importance,  and  will  well  repay 
the  city  to  consider  a  change  from  present  methods. 

Shirlet. 
The  report  of  the  medical  inspector  is  as  follows :  — 

Dbo.  29,  1890. 

On  December  6  a  letter  was  received  from  the  chairman  of  selectmen  of  Shirley 
containing  the  information  that  a  large  number  of  cases  of  scarlet  fever  and  a  few 
of  diphtheria  existed  in  that  town,  and  as  complaints  had  been  made  to  that  board 
about  the  river  which  flows  through  that  village  being  the  cause  of  the  disease,  he 
desired  an  investigation  made. 

I  accordingly  went  to  Shirley  the  following  day  and  found  that  since  the  9d 
of  September  19  cases  of  scarlet  fever  had  appeared,  with  one  death,  and  since 
November  8  6  cases  of  diphtheria,  with  one  death.  The  cases  were  plotted  apon 
a  map  of  the  town,  and  visits  were  made  for  the  purpose  of  canying  on  the  study 
of  the  cases. 

The  first  case  of  scarlet  fever  appeared  on  September  8,  in  a  girl  six  years 
of  age,  living  about  one-half  mile  from  the  middle  of  the  village.  She  with  her 
mother  and  another  child  had  been  to  Hollis,  N.  H.,  during  the  last  part  of  August 
on  a  visit,  and  returning  she  was  taken  ill  with  the  disease  in  eight  days.  Two 
other  children  in  the  same  famUy  attended  the  primary  school  and  one  other  the 
intermediate,  both  of  which  schools  commenced  at  the  time  of  her  illness. 

The  next  cases  appeared  fourteen  days  later,  in  two  children,  both  of  whom 
attended  the  primary  school  and  probably  received  their  infection  from  the  rister 
of  the  first  case  attending  the  same  school.    On  the  29th  of  September  3  more 
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cases  appeared,  2  among  children  attending  school  and  all  living  in  the  centre  of 
the  village.  The  selectmen  conferred  with  the  school  committee  at  this  time  and 
all  schools  were  closed  temporarily  to  prevent  the  spread  of  the  disease.  Whether 
this  measure  really  did  or  did  not  prevent  any  further  cases  it  is  impossible  to 
say,  but  it  is  a  fact  that  for  over  three  weeks  there  were  no  new  cases. 

On  October  22  a  boy  nine  years  of  age  and  attending  the  intermediate  school 
was  taken  ill,  and  up  to  November  12  11  other  cases  developed  in  succession, 
some  of  them  appearing  in  the  same  families  where  previous  cases  had  existed. 
Since  that  date  only  2  new  cases  have  been  reported. 

The  fii*st  case  of  diphtheria  was  reported  on  November  8,  in  a  man  sixty  years 
of  age,  working  in  the  cordage  mill.  The  same  day  a  boy  twelve  years  of  age, 
and  living  directly  across  the  street,  was  taken  ill.  Where  they  received  their 
infection  it  is  impossible  to  state,  for  neither  had  been  away  from  the  village  for 
some  time.  Of  the  4  remaining  cases,  2  attended  the  same  school  as  the  boy  just  re- 
ferred to  and  the  other  2  were  infants  living  in  the  same  neighborhood,  and  only  a 
short  distance  from  the  infected  houses.    The  last  case  appeared  on  December  1. 

Complaint  having  been  made  to  the  board  of  selectmen  that  the  river  was  in 
some  way  connected  with  the  development  of  the  disease  the  existing  sniTound- 
ings  were  investigated.  The  river  has  its  source  in  the  Shirley  reservoir,  about 
three  miles  above  the  village.  It  flows  down  to  the  village,  where  it  is  dammed, 
to  supply  a  cotton  jnill  with  power.  This  mill  employs  14  hands  and  no  disease 
of  an  infectious  nature  had  appeared  among  them.  In  the  process  of  manufact- 
ure in  this  mill  the  cotton  and  wool  are  separated  by  a  chemical  process,  the 
wool  being  saved  and  the  cotton  reduced  to  a  fine  brown  powder.  During  the 
first  part  of  the  month  of  October  this  cotton  refuse  was  put  into  the  raceway 
«nd  allowed  to  go  into  the  next  mill-pond,  where  it  eventually  blocked  the  screen 
of  the  raceway  supplying  the  next  mill.  The  owner  objected  and  since  then  it 
has  been  discontinued.  The  privy  of  this  cotton  mill  is  on  the  edge  of  the  stream, 
the  contents  passing  into  it  unmodified.  The  next  mill-pond  supplies  a  saw-mill 
with  power.  On  the  bank  of  this  pond  is  situated  the  Edgarton  suspender  fac- 
tory, employing  about  45  people.  There  is  little  refuse  from  manufacturing, 
but  the  contents  of  the  water-closets  all  over  the  factory  are  poured  unmodified 
into  this  pond.  At  times  the  odor  is  considerable  and  has  been  objected  to,  but 
jiothing  has  ever  been  done  to  restrict  the  nuisance.  After  supplying  the  saw- 
mill with  power,  the  water  continues  in  a  natural  channel  through  an  old  mill- 
pond,  which  was  formerly  used  before  its  factory  was  burned.  Some  complaint 
had  been  made  last  summer  on  account  of  the  odors  arising  from  the  bottom  of 
the  pond,  but  at  the  present  time  nothing  objectionable  could  be  seen  or  smelled. 
Still  lower  down  are  two  more  ponds,  supplying  the  Sampson  cordage  works, 
-employing  150  people  with  power.  Nothing  objectionable  was  present  about 
these  works  although  during  the  summer  time  it  was  stated  that  considerable 
•odor  was  present  on  account  of  the  low  water.  This  river  eventually  flows  into 
the  Nashua  River. 

As  far  as  could  be  seen  the  condition  of  this  stream  was  in  no  way  the  cause  of 
.the  diseases  present,  although  it  may  have  influenced  their  development. 

As  a  case  of  typhoid  fever  existed  in  the  town,  a  visit  was  made  to  the  hotel 

where  it  existed  and  the  sanitary  surroundings  noted.    The  hotel  accommodated 

: about  50  people,  most  of  whom  were  boarders  who  worked  in  the  mills.    As 

»there  is  no  public  water  supply,  a  driven  well  is  used  for  sanitary  and  domestic 
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purposes,  but  od  aocount  of  the  dry  summer  no  water  has  been  available  from 
this  well  since  last  August.  As  a  result,  it  has  been  necessary  to  carry  water 
from  an  adjoining  house  to  the  second  and  third  floors  of  the  hotel,  where  the 
water-closets  are  located,  and  the  bowls  are  flushed  by  pouring  the  water  from 
the  pails  into  them.  This  practice  has  certainly  been  very  unsuccessful,  for  the 
traps  have  been  repeatedly  clogged  and  the  contents  of  the  closets  have  leaked 
through  to  the  ceiling  underneath.  When  the  closets  are  working  saUsfactorily 
the  contents  are  carried  by  sewer  pipes  out  of  the  hotel  to  a  large  brick  cesspool 
cemented  on  the  inside.  The  liquid  part  of  the  sewage  overflows  through  another 
pipe  a  distance  of  about  fifty  feet  and  leaches  into  the  ground.  The  solid  parts 
remaining  in  the  cesspool  are  removed  twice  a  year  and  sold  to  the  farmers  for 
fertilizing  purposes.  On  account  of  this  arrangement,  the  local  board  of  health 
were  advised  to  inform  the  owner  of  the  hotel  that  on  account  of  the  danger  of 
using  this  sewage  for  fertilizing  purposes  this  practice  would  not  be  allowed,  and 
such  a  notice  was  accordingly  sent  to  him. 

Conclusions.  —  The  19  cases  of  scarlet  fever  and  6  cases  of  diphtheria  were  not 
caused  by  the  sanitary  condition  of  the  river  flowing  through  the  town  of  Shirley 
but  were  caused  by  the  introduction  of  a  case  from  an  adjoining  town,  which  sub> 
sequently  spread  itself  by  direct  infection,  the  schools  being  the  probable  medium. 

The  sanitary  conditions  of  the  river  and  those  existing  at  the  hotel  are  very 
objectionable,  but  this  matter  is  one  which  should  be  remedied  by  the  local  board 
of  health,  which  has  power  to  abate  such  nuisances. 

F.  L.  Morse,  M.D., 

Medical  Inspector. 

SOMRBYILLB. 

Number  of  nuisances  abated, 925 

Number  of  nuisances  referred  to  board  of  1900,     .  .        .112 

Number  of  nuisances  complained  of, 1,037 

Number  of  complaints  (many  covering  more  than  one  nuisance), .      669 

Number  of  notices  mailed, 568 

Number  of  notices  served  by  constables, 2 

In  addition  to  the  above,  175  dead  animals  have  been  removed  from  the 
public  streets,  and  many  nuisances  have  been  abated  on  verbal  notice  from 
the  agent,  without  action  by  the  board,  of  which  no  record  has  been  made. 
Each  spring  the  whole  city  is  examined,  and  cellars,  yards  and  alleyways 
where  rubbish  and  filth  have  collected  are  required  to  be  cleaned. 

This  board  has  adjudged  that  the  diseases  known  as  small-poz,  scarlet 
fever,  diphtheria,  membranous  croup,  typhus  fever,  typhoid  fever  and 
cholera  are  infectious  or  contagious,  and  dangerous  to  the  public  health 
and  safety  within  the  meaning  of  the  statutes.  Physicians  are  required  to 
report  immediately  to  the  board  every  case  of  either  of  these  diseases  and 
all  cases  of  measles  coming  under  their  care,  and  postal  cards  conveniently 
printed  and  addressed  are  supplied  to  them  for  the  purpose.  On  receipt 
of  a  card  from  a  physician,  the  superintendent  of  schools,  the  principal  of 
the  school  in  the  district  in  which  the  patient  resides,  and  the  librarian  of 
the  public  library  are  notified. 
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Springfield. 

On  the  13th  of  July  8  cases  of  typhoid  fever  were  reported  to  the  city 
physician,  and  he  found  that  the  three  families  reported  had  a  common 
milk  supply.  Upon  investigation  it  was  learned  that  a  privy  vault  had 
been  cleaned  out  on  the  30th  day  of  June  upon  one  of  the  farms  supplying 
milk  to  these  families,  and  that  the  work  was  done  by  one  of  the  men  hav- 
ing care  of  the  cows.  Within  a  few  days  following  the  13th  of  July  more 
cases  developed  on  the  suspected  milk  supply,  so  there  were  in  all  some  22 
cases,  of  which  2  proved  fatal. 

Advice  was  given  to  the  milk  peddlers  and  farmers  regarding  the  care  of 
milk,  and  no  other  infection  took  place.  It  is  probable  in  this  case  only 
one  day's  supply  was  infected. 

A  system  of  daily  medical  inspection  of  the  public  schools  would  exclude 
from  our  school-rooms  some  mild  cases  of  diphtheria  and  scarlatina,  for  not 
infrequently  persons  so  infected  are  able  to  attend  school  during  the  entire 
period  of  infection,  the  disease  not  being  recognized. 

The  fact  that  the  bacilli  of  diphtheria  remain  in  the  throat  of  an  infected 
person  long  after  the  symptoms  of  disease  have  disappeared  is  evidence 
that  convalescents  maybe  more  dangerous  to  the  community  than  those 
suffering  from  the  invasion  of  diphtheria.  It  has  been  the  duty  of  our 
bacteriologist  to  determine  the  time  when  convalescents  from  diphtheria ~ 
were  no  longer  capable  of  transmitting  the  disease. 

Isolation  Hospital.  —  This  hospital,  which  provides  for  the  reception  and 
care  of  persons  suffering  from  infectious  diseases,  was  opened  for  use  April 
4,  since  which  time  47  persons  have  been  admitted.  Of  these,  38  had 
diphtheria,  2  scarlet  fever,  5  erysipelas  and  2  were  not  ill. 

The  hospital  was  built  to  accommodate  24  patients  and  will  be  ample  for 
our  purpose  for  some  time  to  come.  The  hospital  is  valuable  for  the  treat- 
ment of  those  taken  ill  in  boarding-houses  or  hotels,  and  for  the  care  of 
certain  families  who  cannot  provide  for  themselves  proper  care  at  home. 

Stonehah. 

The  report  of  the  medical  inspector  upon  the  prevalence  of  typhoid  fever 
in  Stoneham  is  as  follows :  — 

Oct.  27»  1899. 

On  August  24  I  received  a  comwunication  from  the  town  clerk  of  Stoneham 
informing  me  of  the  presence  of  an  unusually  large  number  of  cases  of  typhoid 
fever  in  that  town,  with  the  request  for  an  investigation.  It  was  further  stated 
that  the  public  water  supply  was  considered  the  cause  of  the  disease,  and  it  was 
also  requested  that  samples  of  the  public  supply  be  taken  and  analyzed. 

I  immediately  went  to  Stoneham  and  from  the  cases  repoilcd  to  the  local  board 
of  health,  supplemented  by  others  obtained  by  inteiTiews  with  the  doctors,  such 
cases  not  having  been  reported,  however,  1  was  able  to  find  a  total  of  25  cases  of 
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the  disease.  I  then  commenced  a  house-to-house  canvass  of  the  cases,  with  the 
result  of  finding  20  of  the  25  obtaining  milk,  without  any  doubt,  from  one  and  the 
same  milkman,  at  the  same  time  also  making  other  inquiries  as  to  other  possible 
sources  of  infection. 

The  histories  of  the  exceptional  5  cases  are  as  follows :  — 

Cases  7  and  13  are  two  children,  aged  respectively  9  and  11,  who  were  taken 
ill  on  the  9th  and  12th  of  August,  which  were  dates  corresponding  exactly  to 
dates  consistent  with  the  other  20  cases  which  could  be  traced  to  the  milk.  These 
children  lived  on  the  same  street,  had  not  been  out  of  town  during  the  whole 
summer,  derived  their  milk  from  the  same  milkman,  and  used  the  same  public 
water  supply.  Should  the  supply  of  milk  at  either  house  ran  short,  however,  dif- 
ferent stores  were  visited  for  an  additional  supply,  but  none  of  the  milk  dealers 
supplying  these  two  families  had  access  to  the  milk  supplied  by  the  first  dealer 
mentioned,  f.e.,  the  one  on  whose  route  the  other  20  cases  developed.  It  is  fair 
to  suppose,  however,  both  on  account  of  the  fact  that  the  cases  developed  in  the 
midst  of  an  epidemic  and  also  because  they  were  children  playing  at  other  chil- 
dren's houses,  which  were  supplied  by  the  suspected  milkman,  that  in  one  way  or 
another  they  drank  some  of  his  infected  milk. 

The  third  case  (case  No.  12)  was  that  of  a  female,  twenty-six  years  of  age,  who 
was  also  taken  ill  on  Auo:ust  12.  No  direct  connection  can  be  established  in  her 
case  as  to  her  having  access  to  the  infected  milk,  and,  in  addition,  we  have  the 
history  of  her  being  away  on  a  vacation  to  Maine  and  returaing  on  July  19.  She 
then  began  to  feel  poorly  about  July  29,  ten  days  after  her  return,  but  was  not  ill 
enough  to  go  to  bed  until  August  12.  Whether  she  returned  ill  with  the  disease 
or  at  some  time  unknowingly  drank  some  infected  milk  it  is  impossible  to  state. 

The  remaining  2  cases,  Nos.  11  and  16,  are  sisters  who  were  taken  ill  on  August 
11  and  14.  Roth  were  out  of  town  in  June  and  did  not  return  until  July  10  from 
New  Hampshire.  On  June  23  they  both  were  known  to  have  drunk  polluted 
well  water  from  which  3  other  cases  of  typhoid  fever  are  supposed  to  have  de- 
veloped. They  did  not  knowingly  have  access  to  the  infected  milk,  and  the 
mother  in  addition  states  that  all  milk  is  scalded  before  being  used.  In  view  of 
the  fact  that  they  were  feeling  poorly  for  three  or  four  weeks  previous  to  the 
time  they  were  taken  ill,  they  may  possibly  be  considered  as  having  received 
their  infection  from  the  polluted  well.  But,  on  the  other  hand,  the  date  on  which 
they  went  to  bed  corresponds  to  the  date  of  the  epidemic,  and  the  possibility  also 
exists  of  them  receiving  their  infection  by  the  milk  in  some  unknown  way. 

Of  the  20  cases  remaining,  all  having  milk  from  the  same  man,  8  appeared  in 
a  large  boarding-house.  It  was  at  this  house  that  pailicular  complaint  was  made 
concerning  the  public  water  supply,  it  being  alleged  that  it  was  foul  tasting  and 
smelling.  Accordingly  a  sample  of  water  was  taken  here  and  another  one  from 
a  building  in  the  centre  of  the  town.  There  was  practically  no  difference  in  the 
analyses  nor  was  any  expected.  Both  showed  microscopically  the  presence  of 
vegetable  organisms  which  probably  caused  the  unpleasant  features  noted  above. 

The  12  remaining  cases  dated  over  a  period  extending  from  the  17th  of  July  to 
the  21st  of  August.  A  visit  was  next  made  to  the  milk  farm  of  Mr.  X.,  which 
was  located  about  one  mile  out  from  the  centre  of  the  town.  He  obtsiins  his  milk 
from  four  different  farms  besides  his  own,  selling  altogether  about  eighty-five 
cans  daily.    No  history  of  any  illness  whatever  appeared  at  any  of  the  farms 
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wiUi  bot  one  exceptioD,  which  will  be  mentioned  later.  The  milk  is  collected 
twice  daily  and  also  distributed  twice,  but  the  afternoon  delivery  is  much  smaller 
than  the  morning  one.  Two  wagons  are  used  over  two  different  routes,  supply- 
ing two  different  localities  in  the  town.  With  but  two  exceptions  all  of  the  cases 
appeared  on  the  route  which  was  supplied  by  the  team  driven  by  Mr.  X.  himself. 
The  other  team  was  driven  by  a  man  who  had  worked  at  the  farm  for  the  past 
three  years,  during  which  time  he  had  never  lost  a  day^s  work  on  account  of  sick- 
ness until  August  17.  On  that  day,  having  been  feeling  poorly  for  three  days 
previous,  he  gave  up  work  and  went  to  bed,  where  he  remained  until  the  27th. 
He  was  attended  by  a  physician  who  pronounced  the  disease  appendicitis.  An 
examination  of  his  blood  taken  by  me  at  the  time  of  my  visit  did  not  respond  to 
the  Widal  test.  Aside  from  this  one  case,  no  other  case  of  sickness  had  appeared 
with  anybody  connected  with  the  handling  of  the  milk,  and  as  the  date  of  this 
man^s  sickness  was  August  17,  it  does  not  seem  possible,  even  if  he  had  typhoid 
fever,  for  him  to  have  caused  other  cases,  but,  on  the  other  hand,  he  may  have  re- 
ceived the  disease  in  the  same  manner  and  from  the  same  source  by  which  the 
other  cases  were  infected. 

The  first  case  of  this  epidemic  appeared  on  July  17;  one  week  before  this 
patient  was  taken  ill  he  was  known  to  have  visited  Revere  Beach  and  perhaps 
been  exposed  in  some  unknown  way  to  the  disease.  At  any  rate  he  was  ill  and 
subsequently  died  of  typhoid  fever.  During  his  illness  milk  was  obtained  from 
Mr.  X.,  and  at  times  when  the  supply  was  exhausted  an  additional  amount  was 
procured  from  a  store,  also  supplied  by  X.  The  habits  of  the  family  were  ap- 
parently of  such  a  character  that  infection  could  be  easily  transmitted,  and  per- 
haps by  the  milk  cans  or  pitcher  as  readily  as  by  any  other  source,  and  when 
by  further  investigation  it  was  found  that  16  of  the  20  patients  ill  with  the 
disease  procured  milk  at  one  time  or  another  from  this  store,  it  is  apparent  that  a 
very  close  relationship  exists.  The  remaining  4  cases  (Nos.  3,  6, 19  and  25)  had 
access  to  X.'s  milk  directly  from  the  farm  only,  but  it  was  possible,  although  not 
probable,  for  them  also  to  have  received  their  infection  through  unclean  cans. 
The  facilities  for  washing  cans  at  the  farm  were  good.  The  city  water  was  used 
and  each  can  was  said  to  be  thoroughly  scalded  before  again  being  used.  No 
further  cases  have  developed,  and  apparently  with  the  death  of  case  No.  1  the 

source  of  the  disease  was  stopped. 

F.  L.  Morse,  M.D., 

Medical  Inspector. 
Wakefield. 

All  cases  of  diphtheria  and  scarlet  fever  the  past  year  have  been,  and 
will  be  in  the  future,  thoroughly  fumigated  by  a  member  of  this  board, 
which  we  hope  will  minimize  the  chances  of  spreading  said  diseases. 

We  have  turned 'our  attention  to  the  purification  of  Lake  Quannapowitt, 
and  have  caused  notices  to  be  served  on  several  parties  directing  them  to 
discontinue  emptying  sewage  into  the  lake.  All  the  notices  were  acted 
upon  promptly,  and  the  drains  were  cut  off,  cesspools  being  put  in  to  take 
care  of  the  sewage.  This  work  will  be  continued  by  the  board  as  soon  as 
the  weather  permits. 
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Waltham. 

Daring  the  year  the  statute  relative  to  bakeries  entered  into  effect,  uid 
copies  of  the  statute  were  printed  in  the  daily  papers  and  posted  in  the  dif- 
ferent bakeries  throughout  the  city.  This  statute  has  been  the  means  of 
bringing  about  some  important  changes  in  the  sanitary  construction  of 
bake-houses,  and  in  order  to  know  that  the  law  was  being  complied  with 
the  board  recommended  a  quarterly  inspection  of  all  the  buildings  in  which 
bakeries  were  located. 

Beginning  with  the  opening  of  the  school  year  in  September  an  epidemic 
of  scarlet  fever  began  which  was  of  a  very  mild  type,  so  mild  in  fact  that 
the  children  attended  school  without  attracting  the  attention  either  of  the 
parents  or  teachers  to  the  fact  that  these  children  were  victims  of  the  dis- 
ease, and  not  until  some  other  member  of  the  family  was  taken  down  and 
a  physician  called  was  it  discovered  that  one  or  more  of  the  same  family 
were  desquamating  and  had  been  in  regular  attendance  in  school.  In  this 
manner  the  disease  spread  over  the  city  and  made  it  very  difficult  to  control. 

During  the  year  627  cultures  have  been  taken  and  examined  for  the 
presence  of  the  diphtheria  bacillus.  Of  these,  195  were  positive  and  432 
negative. 

The  type  of  the  disease  has  been  qaite  severe,  but  except  in  those  cases 
that  were  neglected  the  early  use  of  antitoxin  has  been  found  of  inestimable 
value  in  stopping  the  course  of  the  disease. . 

Ware. 

A  general  inspection  of  all  the  premises  throughout  the  town  was  made 
last  spring,  and  a  list  of  facts  bearing  upon  the  sanitary  condition  of  each 
place  obtained.  These  are  kept  on  file  for  reference  and  to  facilitate  the 
future  work  of  the  board  in  this  direction.  In  reference  to  the  use  of  the 
public  sewers  the  inspector  found  in  this  examination  as  follows :  — 

Number  of  houses  connected  with  sewer  and  water-closet,       .        .  220 

Number  of  houses  connected  with  sewer  without  water-closet,        .  156 

Number  of  houses  not  connected  with  sewer  or  water-closet,  .        .  145 

Number  of  houses  in  bad  condiiion 88 

Of  those  in  bad  condition  many  old  waste  pipes  were  found  to  be  without 
traps,  and  this  evil  was  remedied  as  rapidly  as  possible  by  the  board. 

Our  board  petitioned  the  State  Board  of  Health  for  advice  in  reference 
to  the  source  of  ice  supply  of  the  town,  and  an  examination  of  the  water 
of  Wesson's  pond  and  Muddy  Brook  at  Snow's  pond  was  made  by  its 
chemist,  and  the  surroundings  of  the  two  sources  of  supply  examined  by 
one  of  its  engineers.  The  analyses  of  the  waters  were  satisfactory,  show- 
ing them  to  be  of  good  quality  and  free  from  contamination,  and  the  ex- 
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amination  by  the  engineers  indicated  that  the  only  source  from  which  the 

pond  might  be  polluted  was  the  cow-yard  on  the  farm  just  above  the  Wesson 

Fond.     We  had  this  yard  removed  and  filled  in  with  new  earth,  which 

does  away  with  any  possibility  of  foul  drainage  getting  into  the  brook  at 

that  point. 

Watertown. 

The  town's  sanitary  condition  is  very  good  and  the  death-rate  is  1  per 

cent,  less  than  that  of  last  year.    The  town  has  been  remarkably  free  from 

contagious  diseases. 

Westfield. 

One  hundred  and  forty-seven  complaints  have  been  attended  to  during 
the  year. 

A  bacteriological  examination  is  made  in  all  reported  cases  of  diph- 
theria, and  will  be  made  for  typhoid  fever  and  malaria  on  application  of 

a  physician. 

Weston. 

Twelve  houses  in  which  there  had  been  cases  of  contagion  were  thor- 
oughly fumigated.  One  box  car  and  one  carriage  were  also  treated  with 
'  formaldehyde  gas. 

In  January,  there  having  been  6  cases  of  diphtheria  reported  within  a 
short  time,  and  with  the  knowledge  that  the  disease  was  prevalent  in  other 
towns,  the  medical  adviser  and  the  board  of  health,  after  due  deliberation, 
decided  to  close  the  schools  for  a  few  days  and  disinfect  the  buildings. 
The  school  committee  heartily  endorsed  this  decision  and  on  January  10 

the  schools  were  closed. 

Westport. 

The  report  of  the  medical  inspector  upon  the  prevalence  of  scarlet  fever 
at  Westport  is  as  follows :  — 

Dec.  30,  1899. 

On  December  19  a  letter  was  received  from  a*  physician  of  Adamsville,  R.  L, 
containing  the  information  that  cases  of  scarlet  fever  existed  at  Central  Village 
in  the  town  of  Westport,  Mass.,  that  the  local  board  of  health  had  taken  little,  if 
any,  precautions  for  the  purpose  of  stopping  the  disease,  that  no  disinfection  had 
been  attempted,  and  that  children  in  the  same  families  where  the  sickness  existed 
were  allowed  to  go  to  school  as  usual.  Furthermore,  as  a  result  of  their  care- 
lessness 6  other  cases  had  occnrred  across  the  boundary  line  in  Rhode  Island  by 
direct  infection  from  the  cases  at  Central  Village,  and  as  one  of  the  local  doctors 
called  his  cases  measles  and  not  scarlet  fever  he  wished  something  done  to  pre- 
vent the  further  spread  of  the  disease. 

I  accordingly  went  to  Central  Village  on  December  21  and  investigated  all  of 
the  available  eases. 

The  first  cases  of  which  any  definite  information  could  be  obtained  appeared 
last  October.  On  the  fifth  of  the  month  the  first  child  was  tiken  ill,  and  within 
the  following  two  weeks  4  other  children  in  the  same  family  were  also  ill  with 
the  disease.  The  description  which  the  mother  gives  of  the  character  of  the 
eruption  is  more  consistent  with  the  rash  of  scarlet  fever  rather  than  that  of 
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measles,  and  as  the  mother  said  she  was  acquainted  with  the  characteristics  of  the 
disease  and  as  all  of  the  children  desquamated,  it  is  fair  to  consider  the  possibility 
of  the  affection  being  scarlet  fe^er.  On  the  other  hand,  the  attending  physician 
who  made  only  occasional  visits  at  the  hoase,  because  the  children  were  not  par- 
ticularly ill,  stated  that  the  illness  was  German  measles.  With  that  diagnosis  no 
quarantine  was  placed  on  the  house  and  the  other  children  in  the  family  were  al- 
lowed to  go  to  school,  where  they  associated  with  other  children. 

On  October  26  and  the  few  remaining  days  of  that  month  6  children  in  another 
family  were  taken  ill  with  unquestionable  scarlet  fever.  These  children,  with 
the  exception  of  the  youngest  one,  all  attended  the  same  school  as  the  children  in 
the  first  group  and  came  necessarily  in  close  contact  with  them.  These  cases  were 
reported  to  the  local  board  of  health  and  a  card  was  placed  upon  tiie  door,  but  at 
that  point  the  board  of  health  evidently  thought  that  their  labors  ended,  for  no 
restrictions  were  placed  upon  the  occupants  of  the  house  and  when  recovery  had 
taken  place  no  disinfection  was  even  attempted.  The  card  was  simply  removed 
and  with  it,  I  suppose,  it  was  thought  the  disease  yanished.  Such  was  not  the 
case,  for  the  nurse  who  attended  the  children  went  to  an  adjoining  town  in 
Rhode  Island  to  take  care  of  a  woman  in  confinement,  and  within  ten  days  3  of 
the  children  in  that  family  were  taken  ill  with  scarlet  fever. 

The  next  cases  appeared  among  three  members  of  the  family  of . 

They  were  taken  ill  on  November  17,  21  and  27,  respectiyely.  The  attending 
physician  pronounced  the  disease  German  measles,  but  even  at  the  time  of  my 
visit  the  child,  a  girl  of  four  years  of  age,  was  desquamating  on  her  hands,  the 
character  of  it  being  similar  to  that  of  scarlet  fever,  and  the  subsequent  history, 
I  think,  is  confirmatory  of  that  diagnosis,  for  upon  November  30  a  cousin  of  this 
family,  having  visited  at  the  house  three  days  previously,  was  taken  ill  with  un- 
doubted scarlet  fever,  and  upon  December  7,  Alice  D ,  a  domestic  in  Cen- 
tral Village,  was  taken  ill  with  the  disease  after  exposure  to  the  same  source. 

The  next  cases  to  appear  were  Charles  and  Gertrude  W ,  five  and  three 

years  of  age,  and  living  in  a  house  directly  opposite  that  of  the  family  just  men- 
tioned.   Alice  D ,  the  domestic  just  mentioned,  worked  for  this  family,  and 

these  2  children  were  taken  ill  three  and  eight  days  after  the  date  of  her  going 
to  bed.  Two  other  cases,  one  at  Little  Compton  and  the  other  at  Tiverton,  R.  I., 
were  said  to  have  developed  from  exposure  to  these  cases.  In  five  houses  at 
Central  Village  where  the  disease  was  present  only  two  of  them  had  a  notification 
card  of  the  presence  of  the  disease,  and  that  was  the  only  official  notice  or  act  by 
the  local  board  of  health. 

The  following  letter  was  sent  to  the  chairman  of  the  board  of  health  of  West- 
port.  With  the  letter  was  sent  the  circular  of  scarlet  fever  issued  by  this  board 
for  their  instruction  in  regard  to  the  way  the  disease  is  disseminated  and  the 

proper  methods  of  controlling  it. 

F.  L.  Morse,  M.D., 

Medical  Inspector. 

Dbc.  23, 1899. 
Chairman  Board  of  Healthy  Westport, 

Dear  Sir  :  —  This  Board  has  not  received  from  you  the  reports  of  infections 
diseases  required  by  chapter  302,  Acts  of  1893,  and  upon  learning  that  cases  of 
scarlet  fever  were  present  at  Central  Village  I  have  recently  made  a  visit  there 
to  investigate  them. 
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I  find  that  a  total  of  17  cases  have  appeared  since  the  first  of  October  in  that 
place,  and  that  6  other  cases  have  appeared  in  other  adjoining  towns  as  a  result 
of  your  improper  and  negligent  manner  of  isolating  those  patients  ill  with  the 
disease. 

By  referring  to  chapter  469  of  the  Acts  of  1898  you  will  find  the  law  states  that 
'*  no  child  who  is  a  member  of  a  household  in  which  a  person  is  sick  with  small- 
pox, diphtheria,  5car/e^ /ever  or  measles  shall  attend  any  public  school  during 
such  sickness,^*  etc.  On  inquiry  I  find  that  this  law  has  been  violated  to  a  con- 
siderable extent,  as  6  cases  have  apparently  contracted  the  disease  by  attending 
school  where  other  children  came  from  such  a  household. 

Section  102,  Acts  of  1890,  requires  that  the  rooms  and  articles  therein  which 
have  been  subjected  to  infection  shall  be  disinfected.  As  you  well  know,  nothing 
in  regard  to  disinfection  has  even  been  attempted  by  your  board,  and  hence  every 
house  where  the  disease  has  appeared  is  a  focus  for  the  spread  of  the  sickness, 
and  although  no  serious  cases  have  as  yet  developed,  the  next  one  to  appear  may 
be  a  fatal  one,  which  if  ordinary  measures  of  isolation  and  disinfection  had  been 
observed  would  have  been  prevented. 

At  the  present  time  there  are  at  least  two  houses  having  cases  of  scarlet  fever 
in  them  which  are  under  no  restrictions  whatever  and  are  consequently  a  menace 
to  the  public  health.  In  such  a  case  as  you  have  at  Central  Village  every  house 
in  which  a  disease  dangerous  to  the  public  health  exists  should  be  rigidly  quaran- 
tined, and  after  recovery  from  the  disease  should  be  thoroughly  disinfected.  As 
a  help  to  you,  I  forward  also  a  circular  in  regard  to  scarlet  fever. 

Yours  respectfully, 

Frank  L.  Morse. 

WiNCHBNDON. 

At  times  the  schools  were  very  carefully  examined  every  morning  by 
physicians  detailed  for  the  purpose,  in  order  to  prevent,  if  possible,  the 
spreading  of  scarlet  fever  and  diphtheria.  The  board  of  education  was 
reqaested  to  enforce  the  law  requiring  school  children  to  be  vaccinated. 
Over  700  children  were  thus  treated. 

The  number  of  cases  of  typhoid  fever  has  been  very  largely  reduced, 
from  a  usual  number  of  20  to  30  down  to  6  ;  we  attribute  this  fact  largely 
to  the  introduction  of  town  water. 

The  conditions  attending  the  production  and  sale  of  milk  have  been  very 
greatly  improved  during  the  last  two  years.  The  professional  milk  men, 
those  who  really  make  a  business  of  milk  selling,  have  all  put  their  barns 
and  apparatus  in  admirable  condition.  It  is  now  a  pleasure  to  visit  their 
establishments.  The  clean  white  walls  and  well-cared-for  cows  are  a  credit 
to  the  owners. 

WiNTHROP. 

There  has  been  an  increase  in  typhoid  cases  for  the  past  two  years.  For 
five  years  previous  to  1898,  the  largest  number  of  typhoid  cases  in  any  one 
year  was  7 ;  in  1898  there  were  11  cases,  and  in  1899,  15. 

A  careful  investigation  has  been  made  both  last  year  and  the  year  pre- 
vious as  to  the  source  or  origin  of  the  various  cases,  but  it  has  not  been 
possible  to  connect  the  cases  in  any  way. 
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In  1898  the  increase  in  the  number  of  typhoid  cases  was  largely  due,  no 
doubt,  to  the  return  to  our  town,  and  to  Boston,  of  many  soldiers  suffering 
with  and  convalescing  from  attacks  of  typhoid  fever. 

It  is  more  difficult  to  locate  the  source  of  the  disease  in  a  great  city 
suburb,  like  Winthrop,  where  so  many  residents  go  back  and  forth  to 
business,  taking  one  meal  and  perhaps  two  meals  away  from  home,  and 
intermingling  during  the  day  with  perhaps  a  score  or  more  of  people. 

Quite  a  percentage  of  typhoid  cases  were  very  likely  contracted  else* 
where. 

About  the  time  of  the  closing  of  the  schools,  in  June,  the  board  received 
a  circular  letter  from  the  State  Board  of  Health  relative  to  vaccination. 

Included  in  the  circular  letter  were  extracts  from  the  existing  statutes 
relating  to  small-pox  and  vaccination. 

Immediately  upon  receipt  of  this  notice  from  the  State  Board  the  schools 
were  visited  by  the  physician  of  the  board  and  over  800  pupils  were  ex- 
amined. Two  hundred  and  nineteen  pupils  were  notified  to  be  vaccinated, 
either  by  the  board  of  health  or  by  their  regular  family  physician. 

The  board  has  vaccinated  180  children  and  9  adults.  Twenty  children 
were  vaccinated  the  second  time  and  2  were  vaccinated  the  third  time. 
Out  of  this  number,  so  far  as  the  board  has  been  able  to  get  a  report,  there 
were  139  successful  vaccinations.  These  were  primary  and  secondary  cases 
together. 

In  a  number  of  cases  there  has  been  negligence  on  the  part  of  parents  to 
have  their  children  report  whether  the  vaccination  has  been  successful  or 
not,  but,  as  a  whole,  parents  have  very  willingly  co-operated  with  the  board 
in  this  work,  and  the  results  have  been  very  satisfactory  and  without  force 
or  unpleasantness. 

The  resident  physicians  have  reported  54  vaccinations,  40  of  which  were 
known  to  be  successful. 

The  glycerinated  lymph  in  capillary  tubes  is  the  only  virus  which  has 
been  used  by  the  board,  as  recommended  by  the  State  Board,  and  vaccina- 
tion has  been  performed  in  the  most  approved  manner,  and  the  utmost  care 
and  attention  has  been  given  to  each  and  every  case. 

Out  of  all  the  vaccinations  made  by  resident  physicians  and  the  board 
there  has  not  been  a  single  instance  where  harm  has  resulted  from  it. 

The  persistence  of  the  diphtheria  germs  in  the  throat  of  persons  who  have 
recovered  fi*om  the  disease  has  been  frequently  demonstrated,  and  because 
of  these  facts  the  board  adopted  the  past  year  the  following  health  regula- 
tion :  — 

*'  In  all  cases  of  diphtheria  the  isolation  of  the  patient  shall  be  continued 
until  two  cultures  shall  have  been  taken,  following  the  disappearance  of  the 
membrane,  the  results  of  which  shall  be  negative.  The  first  culture  to  be 
taken  by  the  physician  in  attendance,  the  second  culture  to  be  taken  a  week 
later  by  the  physician  of  the  board  of  health." 
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Worcester. 

The  number  of  deaths  during  the  year,  exclusive  of  still-bom,  was  1 ,800, 
a  mortality  of  15.89.  This  is  considerably  lower  than  that  of  last  year 
(16.84)  of  which  we  said  that  ''it  is  the  lowest  death-rate  of  which  we 
have  any  record.''  Consumption,  as  usual,  heads  the  list,  with  218  deaths, 
which  is  8  less  than  in  1898.  Tuberculosis  in  other  forms  added  19  deaths, 
a  total  of  282.  This  is  12.08  per  cent,  of  all  the  deaths  during  the  year. 
Lung  and  throat  troubles  caused  523  deaths,  20.9  per  cent,  of  the  whole 
number  of  deaths.  Pneumonia  is  second,  with  200  deaths  ;  heart  disease 
is  third,  with  168  deaths.  There  were  59  deaths  less  from  preventable 
diseases  than  in  1898.  These  include  diphtheria,  scarlet  fever,  typhoid 
fever,  measles,  whooping  cough,  membranous  croup  and  cholera  infantum. 

Seven  hundred  and  seventy-three  plans  of  plumbing  were  filed  at  the 
office  during  the  year. 

Seventeen  hundred  and  twenty-five  cultures  were  examined  in  all ;  986 
were  first  primary  cultures,  352  of  which  were  positive  and  634  negative  ; 
49  were  second  primary  cultures,  9  being  positive  and  40  negative;  11 
were  third  primary  cultures,  2  being  positive  and  9  negative. 

The  bath-houses  were  opened  to  the  public  June  5  and  closed  September 
16 ;  17,774  men  and  boys  used  the  bath-house  set  apart  for  them  during 
the  season. 

This  was  the  first  year  the  women  and  girls  had  the  exclusive  use  of  a 
bath-house  for  the  entire  season ;  3,048  women  and  girls  made  use  of  the 
house  during  the  season. 

The  isolation  hospital  has  completed  its  third  full  year  of  existence,  and 
the  results  continue  to  be  very  satisfactory.  Two  hundred  and  three  cases 
were  treated  during  the  year,  more  than  double  that  of  the  year  previous, 
thus  uomistakably  endorsing  the  position  the  board  took  at  the  beginning, 
that  it  would  not  force  any  patient  to  enter,  preferring  to  let  the  hospital 
do  its  own  work  in  obtaining  the  confidence  and  good- will  of  physicians 
and  public. 

This  year's  experience  has  shown  conclusively  that  our  accommodations 
are  too  small.  We  have  been  obliged  to  refuse  patients  for  lack  of  room, 
and  this,  too,  without  any  epidemic  prevailing.  We  are  handicapped,  also, 
by  lack  of  accommodations  for  cases  of  mixed  infection,  that  is,  patients 
who  are  suffering  with  both  scarlet  fever  and  diphtheria,  a  very  common 
complication.  It  is  dangerous  to  keep  mixed  cases  in  either  the  diphtheria 
or  scarlet  fever  wards,  because  of  the  liability  of  infecting  the  patients 
suffering  with  either  of  these  diseases  singly.  In  our  opinion  the  most 
economical  way  to  meet  this  demand  would  be  to  raise  the  wards  one  story, 
making  them  two  stories  in  height  each  instead  of  one,  as  they  are  at 
present.     This  would  double  our  accommodations  and  would  at  the  same 
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time  give  as  room  for  the  mixed  infection  cases.  We  are  informed  that 
this  can  be  done  at  a  cost  not  exceeding  $12,000. 

We  earnestly  recommend  that  this  matter  receive  early  attention,  be- 
lieving that  it  is  better  to  be  prepared  to  meet  any  epidemic  which  may 
arise  and  thus  be  the  means  of  checking  its  spread  and  saving  many  valu- 
able lives. 

We  have  relied  more  and  more  npon  antitoxin  in  the  treatment  of  diph- 
theria, and  still  place  the  utmost  confidence  in  its  efficacy.  We  are  in- 
debted to  the  State  Board  of  Health  for  our  supply,  and  daring  the  past 
year  have  administered  340,000  units.  The  largest  amount  given  to  any 
one  person  was  12,000  units ;  6,000  units  are  given  to  very  septic  cases  for 
an  initial  dose,  3,000  to  an  ordinary  case,  and  for  a  patient  who  has  little 
or  no  membrane  and  no  constitutional  symptoms  1 ,500  units  are  deemed 
sufficient.  The  dose  is  occasionally  repeated  in  ten  or  twelve  hours,  but  it 
has  been  our  experience  that  if  there  is  no  response  to  the  first  and  second 
doses  a  third  seldom  benefits. 

Inspection  of  Summer  Besorts. 

In  the  reports  of  1896  and  1897  reference  was  made  to  the  rapid 
increase  of  summer  resorts,  picnic  and  camp  grounds  in  the  State, 
chiefly  on  the  lines  of  new  electric  railroads,  and  to  the  evident  dis- 
regard of  sanitary  precautions  which  were  noticeable  in  many  of 
them. 

An  inspection  of  these  places  was  then  made  under  the  direction 
of  Professor  Sedgwick,  and  a  report  upon  their  condition  was  made 
to  the  Board. 

During  the  past  year,  in  consequence  of  a  continued  increase  in 
the  number  of  these  places,  further  inspection  has  been  made  of 
them  by  Dr.  F.  L.  Morse,  medical  inspector  of  the  Board,  whose 
report  is  herewith  appended  :  — 

Daring  the  month  of  August,  1899,  the  inspection  of  summer  resorts  was 
continued,  but  to  a  less  extent  than  daring  the  year  1897,  when  the  work 
was  quite  extensively  done.  Seventeen  cities  and  towns  were,  however, 
visited,  and  32  different  resorts  investigated,  as  follows :  — 

Salisbury  Beach. 

The  Hotel  Cashing,  accommodating  150  guests,  obtains  its  drinking 
water  from  two  springs  located  on  a  hill  about  midway  between  Salisbury 
centre  and  the  beach,  and  is  brought  to  a  tank  located  on  the  beach  through 
an  iron  pipe,  which,  during  a  portion  of  its  course,  lies  on  the  surface  of 
the  ground.  From  this  tank  the  water  is  supplied  to  the  hotel  and  some 
other  houses  on  the  beach.    The  hotel  is  equipped  with  a  sewerage  system, 
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the  contents  being  carried  to  a  creek  back  of  the  hotel  and  thence  into  the 
ocean.  No  objection  could  be  learned  as  to  this  method  of  disposal.  In 
addition  to  this  water  supply  there  is  also  a  well  in  the  cellar  from  which 
water  is  used  for  bath  and  fire  purposes  only. 

The  Seaside  House  is  located  just  across  the  street  from  the  Gushing. 
The  drinking  water  is  obtained  from  a  well  in  the  square  at  Salisbury  cen- 
tre, and  two  barrels  are  brought  daily  to  the  hotel  for  table  use.  The 
water  for  bath  and  domestic  use  is  obtained  from  a  well  in  the  yard,  and 
the  ice  is  obtained  from  BuzzeU's  Pond.  The  sink  and  bath  drainage  is 
conveyed  through  a  pipe  to  the  barn  cellar,  some  100  feet  distant,  where  it 
percolates  into  the  ground.  The  privies  at  both  the  hotel  proper  and  the 
annex  were  in  a  filthy  condition  and  were  apparently  cleaned  quite  infre- 
quently.    Fifty  guests  are  accommodated  at  this  hotel  daily. 

The  Cable  House  accommodates  25  guests.  The  table  water  for  drink- 
ing purposes  is  obtained  from  Rocky  Hill  Spring,  and  the  water  for  other 
purposes  comes  from  the  tank  supply  mentioned  in  connection  with  the 
Hotel  Gushing.  The  privies  connected  with  the  hotel  were  in  a  filthy  con- 
dition, and  the  vaults  were  emptied  only  once  a  year. 

The  Salisbury  House  accommodates  30  guests.  The  water  supply  is  ob- 
tained from  the  above-mentioned  tank,  and  the  sink-drainage  water  flows 
into  the  sand  of  the  driveway  at  the  side  of  the  house.  The  privies  were 
in  an  offensive  condition,  were  cleaned  twice  yearly  and  the  contents  buried. 

The  Atlantic  House  accommodates  25  to  30  guests.  The  drinking  and 
other  water  was  obtained  from  the  above-mentioned  tank,  and  the  sink 
drainage  was  carried  through  a  pipe  under  the  house,  where  it  soaked  into 
the  sand.  Although  the  privies  were  cleaned  only  twice  a  year,  they  were 
not  in  a  particularly  offensive  condition. 

The  Gastle  Mona  accommodates  about  30  guests.  The  privies  were  lo- 
cated back  of  the  hotel,  were  very  offensive  in  character,  and  had  not  been 
cleaned  since  the  hotel  was  opened  early  in  the  summer.  The  water  sup- 
ply was  obtained  from  a  well  located  under  the  house,  and  the  drainage 
was  carried  by  an  iron  pipe  to  the  marsh  back  of  the  house,  where  it 
eventually  flowed  into  the  ocean. 

The  sanitary  conditions  of  five  of  these  houses  being  especially  bad  and 
a  menace  to  the  public  health,  the  chairman  of  the  board  of  health  of  Salis- 
bury was  notified. 

RocKPORT,  Pigeon  Govb. 

At  Pigeon  Cove,  which  is  located  in  the  town  of  Rockport,  are  the  Pigeon 
Cove  and  Linwood  hotels  and  the  Ocean  View  House.  All  of  them  are 
supplied  by  the  public  water  supply  of  the  town  of  Rockport  and  all  have 
sewage  connections,  the  contents  of  the  sewers  being  carried  directly  into 
the  ocean.  No  complaints  have  been  made  in  regard  to  the  sanitary  con- 
ditions existing  at  the  hotels,  and  to  all  appearances  the  conditions  existing 
were  first  class. 
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Gloucester. 

Long  Beach  is  sitaated  in  Gloucester,  aboat  three  miles  from  the  centre 
of  the  city,  and  is  reached  by  the  cars  of  the  Gloucester  street  railway  com- 
pany. It  is  also  controlled  and  managed  by  the  street  railway  company. 
For  attractions  it  has  a  vaudeville  entertainment  given  twice  daily,  a  merry* 
go-round,  flying  horses,  and  a  caf6  for  the  accommodation  of  the  patrons. 
At  times  the  resort  is  patronized  by  2,000  to  3,000  people.  The  water 
supply  is  obtained  from  a  dug  well  located  upon  the  beach  in  the  midst  of 
the  buildings,  the  water  being  pumped  to  the  surface  by  a  hand  pump. 
The  women's  privy  is  about  200  feet  and  the  men's  100  feet  distant  from 
the  well,  both  on  higher  ground  and  sloping  towards  the  beach.  Both 
privies  were  in  a  filthy,  offensive  condition,  and  apparently  not  cleaned 
during  the  summer  season. 

On  account  of  the  existing  conditions,  the  following  communication  was 
sent  to  the  manager  of  the  Gloucester  Street  Railway  Company :  — 

Avo.  14, 1889. 

To  the  Manager  of  the  Olouoesier  Street  Railway  Oompany^  Qloucester^  M<ms8. 

Dear  Sir  :  —  A  visit  has  been  made  to  Long  Beach,  a  summer  resort  in  Glouces- 
ter, managed  at  the  present  time  by  your  railway  company,  and  the  sanitary 
conditions  there  investigated. 

As  you  may  know,  the  water  is  obtained  from  a  well  situated  in  the  midst  of 
the  buildings.  The  privies  are  situated  about  100  and  200  feet  distant,  on  higher 
ground,  the  slope  of  the  ground  being  towards  the  well.  Both  privies  were  in  an^ 
unsanitary  condition  and  were  offensive  at  the  time  of  my  visit  In  view  of  the 
fact  that  this  resort  is  much  frequented  by  visitors,  it  becomes  necessary  to  advise 
you  to  improve  such  conditions,  in  the  interest  of  the  public  health.  Should  jon 
wish  for  further  information,  it  will  be  given  you  on  application. 

Yours  respectfully, 

Fbai^k  L.  Morse,  M.D., 

Medical  Inspector, 
Sprikofield. 

Bear's  Hole  is  a  resort  patronized  for  the  most  part  by  small  parties  who 
go  there,  for  the  day  only,  for  a  clam  bake.  There  are  no  street  cars  to 
the  place,  and  it  is  reached  only  by  carriage.  At  this  place  is  located 
the  Massasoit  spring,  which  is  apparently  a  water  of  considerable  purity. 

Riverside  Grove  is  located  on  the  Connecticut  River,  below  Springfield, 
and  is  reached  only  by  a  steamer,  which  is  run  by  private  parties  and  is 
chartered  for  picnic  parties  principally.  The  water  supply  is  derived  from 
a  dug  well,  and  privies  exist  at  the  place,  but  as  far  as  could  be  learned 
there  was  little  or  no  objection  or  complaint  concerning  them* 

Forest  Park  is  located  three  miles  from  the  centre  of  the  city,  is  reached 
by  the  electric  cars,  and  is  under  the  control  of  the  park  commissioners  of 
the  city  of  Springfield.    It  is  supplied  by  the  public  water  supply,  and  the 
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privies  at  the  park  are  cleaned  daily,  being  in  excellent  condition.  The 
park  covers  many  acres  of  land,  and  is  patronized  freely  on  account  of  the 
beautiful  scenery  which  it  affords.  There  are  also  many  varieties  of  ani- 
mals to  be  seen  here. 

Chicopee  Camp  Grounds. 

These  grounds  are  located  in  Spriogfield,  on  the  route  of  the  street  cars 
running  to  Chicopee  Falls.  They  are  extensively  patronized  during  the 
summer  time  by  the  Adventists,  who  hold  camp  meetings  here,  there  being 
at  times  1,000  to  1,500  people  present,  some  of  whom  live  here  in  cottages 
during  the  entire  summer  season.  The  water  supply  is  obtained  from  three 
dug  wells,  walled  on  the  inside,  and  located  at  different  parts  of  the  grounds. 
From  their  location  near  the  several  cottages,  it  is  practically  impossible 
to  prevent  them  from  being  extensively  polluted.  There  is  no  sewerage 
system  on  the  grounds,  and  the  sink  drainage  is  allowed  to  run  to  waste, 
usually  upon  the  surface  of  the  ground.  Two  privies  are  located  on  the 
borders  of  the  grounds.  Both  were  in  a  foul,  offensive  condition,  appar- 
ently infrequently  cleaned,  and  in  addition  a  large  pile  of  stable  manure 
was  close  by. 

The  assistant  superintendent  was  informed  of  the  danger  existing  from 
these  conditions,  and  advised  to  remedy  them  before  another  season. 
Three  samples  of  water  were  taken  from  the  three  wells,  and  the  analyses 
are  appended  (see  page  787). 

HOLYOKE. 

Springdale  Park  is  located  on  the  outskirts  of  the  city  and  oo  the  line  of 
the  street  cars  running  to  Springfield.  Horse  racing  is  the  principal  attrac- 
tion, and  the  park  is  not  open  constantly  to  the  public.  The  grounds  were 
in  good  sanitary  condition. 

Mountain  Park  is  located  about  three  miles  from  the  centre  of  the  city 
of  Holyoke,  at  the  foot  of  Mount  Tom,  and  is  reached  by  the  Holyoke 
Street  Railway.  For  attractions  it  has  flying  horses,  vaudeville  entertain- 
ment, roller  coaster,  animals,  etc.,  and  a  caf6  is  located  on  the  grounds  for 
the  accommodation  of  the  patrons.  The  water  supply  is  obtained  from  a 
spring  located  on  an  adjacent  hill,  and  the  water  is  brought  to  the  park 
through  an  iron  pipe.  It  is  apparently  of  good  qaality  and  not  polluted. 
The  privies  were  located  on  the  grounds  and  were  in  good  condition,  being 
cleaned  apparently  at  frequent  intervals,  and  the  grounds  of  the  park  itself 
were  in  excellent  condition.  The  Whiting  Street  reservoir,  one  of  the  city's 
public  water  supplies,  is  located  adjacent  to  this  park,  but  a  barbed -wire 
fence  affords  additional  protection  from  pollution  by  the  patrons  of  the 
park. 

Mount  Tom  is  reached  from  Mountain  Park  by  a  trolley  car  running  to 
its  top,  and  is  also  under  the  control  of  the  street  railway  company.  A 
building  located  at  the  summit  of  the  mountain  affords  a  fine  view  of  sur- 
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roanding  country,  and  an  entertainment  is  offered  several  times  daily. 
The  water  supply  is  obtained  from  a  spring  located  on  the  hillside,  the 
water  being  pumped  to  a  tank  at  the  top  of  the  building,  and  the  sewage  is 
conveyed  down  the  mountain  side  to  a  cesspool.  The  sanitary  conditions 
existing  were  exceptionally  good.  In  addition  there  was  a  ladies'  privy  on 
the  west  side  of  the  mountain,  being  the  side  opposite  the  Whiting  Street 
reservoir. 

Lake  Pleasant. 

Lake  Pleasant  is  situated  in  the  town  of  Montague,  and  is  the  public 
water  supply  of  Turner's  Falls ;  it  is  also  the  location  of  the  Spiritualists' 
camp  ground,  which  occupies  the  south  shore  of  the  lake,  the  pumping  sta- 
tion being  on  the  opposite  side.  During  the  summer  season  there  are 
about  1,000  permanent  residents,  and  this  number  is  increased  by  many 
thousands  daily  who  come  to  attend  the  lectures  given  under  the  direction 
of  the  Spiritualists.  The  water  supply  is  derived  from  the  lake,  the  intake 
being  about  200  feet  from  the  shore,  and  the  water  pumped  to  a  tank  on 
the  grounds,  whence  it  is  distributed  through  pipes  to  the  cottages.  A 
small  steamer  and  about  15  row  boats  are  on  the  lake.  The  water-closets 
are  located  some  200  feet  away  from  the  shore  of  the  lake  and  separated 
from  it  by  a  divide,  so  that  pollution  from  this  source  is  impossible.  Two 
public  privies  are  located  still  farther  away  and  were  apparently  frequently 
cleaned,  but  many  private  ones  accommodating  only  single  cottages  were 
filthy  and  offensive.  Lectures  and  dances  are  the  principal  attractions 
offered. 

Orange. 

Brookside  Park  is  located  in  the  town  of  Orange,  about  midway  between 
that  town  and  Athol,  being  owned  by  the  Athoi  &  Orange  Street  Railway 
Compaify.  This  is  a  new  park,  opened  during  the  present  season,  and 
offers  the  usual  attractions  present  at  such  resorts.  The  water  was  ob- 
tained from  a  driven  well  20  feet  deep,  located  in  the  middle  of  the 
grounds,  and  an  analysis  of  a  sample  taken  at  the  time  of  my  visit  shows 
it  to  be  unpolluted.  The  privies  were  located  100  feet  distant  on  lower 
ground,  and,  being  new,  they  were  no  guide  as  to  their  sanitary  condition. 
The  manager  was  instructed  in  methods  which  would  keep  the  grounds  in 
a  good  condition,  and  promised  to  follow  out  the  suggestions  offered. 

Athol. 

The  grounds  of  the  Worcester  North-western  Agricultural  Society  are  lo- 
cated here,  and  meetings  are  held  occasionally  during  the  summer  and  fall. 
Horse  racing  and  the  exhibition  of  farm  produce  are  the  principal  attrac- 
tions offered.  The  well  from  which  the  water  is  obtained  is  located  in  the 
middle  of  the  field,  and  is  apparently  not  subjected  to  much  pollution. 
The  privies  are  located  100  feet  distant  from  it,  on  lower  ground,  and  both 
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were  in  a  filthy  condition,  apparently  not  cleaned  for  many  months.  As 
there  was  to  be  a  meeting  there  soon,  the  following  letter  was  sent  to  the 
manager :  — 

Aug.  26|  1899. 

Manager  Worcester  North-western  Agricultural  Society^  Athol^  Mass. 

Dear  Sir  :  —  A  visit  has  been  recently  made  to  the  grounds  of  this  society,  and 
the  sanitary  conditions  investigated.  The  privies  were  found  to  be  in  a  bad  con- 
dition ;  and,  in  view  of  the  coming  meeting  next  month,  the  Board  advises  you  to 
take  such  measures  as  are  necessary  to  place  them  in  a  wholesome  condition. 

Respectfully  yours, 

Frank  L.  Morse,  M.D., 

Medical  Inspector, 
Gardner. 

Crystal  Lake  is  the  public  water  supply  of  the  town  of  Gardner,  and  on 
the  shore  of  the  lake  is  located  a  pleasure  resort.  The  grounds  were  kept 
in  a  good  sanitary  condition,  the  privies  being  supplied  with  removable 
boxes,  which  were  changed  daily  and  the  contents  removed.  The  water 
supply  is  obtained  from  a  dug  well  located  on  the  grounds  about  20  feet 
distant  from  a  stable  accommodating  about  twenty-five  horses,  but,  as  it  is 
on  a  higher  level,  it  is  not  probably  polluted  from  that  source.  For  enter- 
tainment, a  merry-go-round,  bowling,  dancing  and  refreshments  are  sup- 
plied. Several  hundred  people  attend  this  resort  daily,  the  street  cars 
running  to  the  grove  nearby.  About  twelve  or  fifteen  row  boats  were  on 
the  lake,  and  sticks  and  tin  cans  were  seen  in  the  water  near  the  boat  land- 
ings. In  addition  to  this  resort,  there  were  a  number  of  private  cottages 
located  on  the  lake. 

FiTCHBURG. 

The  principal  pleasure  resort  near  Fitchburg  is  at  Whalom  Lake,  which 
is  located  in  Lunenburg,  and  is  controlled  by  the  Fitchburg  &  Leominster 
Street  Railway  Company.  The  grounds  of  the  resort  were  found  to  be 
clean,  well  kept  and  in  excellent  condition,  and  several  thousands  visit 
here  daily.  For  amusement  there  is  boating,  dancing,  bowling,  and  a 
vaudeville  entertainment  given  in  a  temporary  theatre  erected  in  the  woods. 
The  water  is  obtained  from  the  Leominster  public  water  supply  and  from 
one  well  located  on  the  grounds.  A  sample  of  water  from  this  well  was 
analyzed  and  found  to  be  polluted.  Two  good  water-closets  are  located 
on  the  grounds,  both  emptying  into  cesspools  10  feet  distant,  the  latter 
being  cleaned  frequently  as  occasion  requires.  The  superintendent  of  the 
street  railway  company  was  notified  of  the  pollution  of  the  well,  and,  as 
there  was  already  a  good  water  supply  on  the  grounds,  advised  to  close  it 
at  once,  and  this  was  done. 

Essex. 

Centennial  Gcove  is  located  on  the  shore  of  Chebacco  Lake  in  the  town 
of  Essex,  on  the  Essex  branch  of  the  Boston  &  Maine  Railroad.    The  water 
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18  obtained  from  a  dog  well  located  in  the  middle  of  the  groands,  and  both 
men's  and  women's  privies  are  on  the  shore  of  the  lake  hardly  20  feet  from 
the  water.  Both  privies  were  fonl  smelling  and  apparently  not  cleaned  for 
many  months.  The  grove  is  not  open  to  the  public  continuously,  and  is 
only  patronized  by  picnic  parties  on  special  occasions.  Considerable  ice 
is  cut  from  the  lake  in  the  winter  season,  and  two  of  the  ice  houses  are 
located  quite  near  the  picnic  grounds.  On  account  of  the  unsanitary  con- 
ditions present,  the  following  letter  was  sent  to  the  proprietor :  — 

Aug.  26,  1899. 
Proprietor  Centennial  Orove^  Essex^  Mass, 

Dear  Sir  :  —  A  visit  has  been  recently  made  to  this  grove,  and  the  sanitary 
conditions  investigated.  The  privies  were  found  to  be  in  a  filthy  condition,  and 
apparently  not  cleaned  for  some  time.  In  view  of  the  large  number  of  people 
who  visit  this  grove,  the  Board  advises  you  to  have  the  privies  immediately 
cleaned,  and  the  contents  removed  to  a  locality  so  that  they  will  not  pollute  the 
waters  of  the  lake,  from  which  much  ice  is  obtained. 

Respectfully  yours, 

Frank  L.  Morse,  M.D., 

Medical  Inspector, 
Hamilton. 

Asbury  Grove  is  located  in  the  town  of  Hamilton,  well  known  as  one  of 
the  Methodist  camp  grounds,  and  is  reached  by  the  street  cars  of  the  Lynn 
&  Boston  Railway  and  the  steam  cars  of  the  Boston  &  Maine  Railroad. 
The  water  supply  is  obtained  from  three  dug  wells  located  at  different  parts 
of  the  grounds,  but  in  the  midst  of  the  cottages.  The  privies,  four  in  num- 
ber, are  located  from  200  to  400  feet  distant  from  the  cottages.  The  deposits 
are  not  removed  during  the  summer  season,  but  are  daily  covered  with 
earth,  and  hence  the  conditions  are  not  especially  disagreeable. 

Lowell. 

The  principal  pleasure  resorts  near  the  city  of  Lowell  are  located  at  Tyng's 
Pond,  on  the  line  of  the  Lowell  &  Suburban  Street  Railway  Company. 

Lakeview  is  on  the  shore  of  Tyng's  Pond,  in  the  town  of  Dracut,  and  is 
owned  and  managed  by  the  street  railway  company,  having  the  usual  at- 
tractions found  at  such  places.  The  water  supply  is  obtained  from  six 
driven  wells  located  in  the  meadow  back  of  the  theatre,  and  is  pumped  to  a 
tank  located  on  the  grounds,  and  then  distributed  about  them.  No  water 
is  taken  from  the  pond.  The  women's  water-closet  is  located  on  the  shore 
of  the  pond,  the  cesspool  into  which  the  sewage  is  discharged  being  within 
10  feet  of  the  water,  and  apparently  filtering  into  it ;  the  men's  privy  is  20 
feet  from  the  shore  of  the  pond  and  adjacent  to  a  large  ice  house.  The 
vault  is  cleaned  once  in  two  months,  and  at  the  time  of  my  visit  was  in 
good  condition,  having  been  cleaned  the  previous  week.  Two  other  privies 
were  located  on  the  opposite  side  of  the  road,  and  were  in  a  filthy  condi- 
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tion,  the  one  located  near  the  theatre  apparently  draining  towards  the 
wells.  One  pump,  with  a  well,  was  located  in  the  midst  of  the  grounds, 
and  about  30  feet  from  the  stable.  The  grounds  in  general  were  in  good 
condition.  The  following  commnnication  was  sent  to  the  manager  of  the 
street  railway  company,  on  account  of  the  danger  of  pollution  to  the  lake 
from  the  men's  privy. 

Aro.  26, 1896. 
Manager  Lowell  A  Suburban  Street  Railway  Company^  Lowell^  Mass, 

Dear  Sir:  —  A  yisit  has  been  made  recently  to  Lakeview,  and  the  sanitary 
conditions  investigated.  The  grounds  were  found  clean  and  in  good  condition. 
On  account  of  the  fact  that  ice  is  obtained  from  the  pond  for  domestic  use,  and 
that  the  men's  privy  is  within  a  few  feet  of  one  of  the  large  ice  houses,  it  is  ad- 
visable for  you  to  have  this  privy  in  as  clean  a  condition  as  possible,  and  the  con- 
tents removed  frequently  to  a  place  bo  situated  that  the  pond  could  not  possibly 

be  polluted  from  it. 

Respectfully  yours, 

Frank  L.  Morse,  M  D., 

Medical  Inspector, 

WlLLOWDALE. 

Willowdale  is  also  located  on  the  shore  of  Tyng*s  Pond,  in  the  town  of 
Tyngsborough.  The  street  cars  run  to  the  shore  of  the  pond,  and  the 
grove,  about  one-half  mile  distant,  is  reached  by  a  path  through  the  woods 
or  by  a  small  steamer,  which  runs  frequently.  The  principal  amusements 
offered  are  boating,  vaudeville  entertainments  and  refreshments.  The 
domestic  water  is  obtained  from  the  pood,  the  intake  pipe  being  about  30 
feet  from  the  shore,  and  is  pumped  to  a  tank  at  the  top  of  the  building, 
from  which  place  it  is  distributed  about  the  grounds.  The  drinking  water 
was  said  to  be  obtained  from  a  well  located  under  the  ell  of  the  house  some 
100  yards  away.  A  pipe  carried  the  water  from  this  well  to  the  picnic 
grounds,  but  the  water  in  the  well  was  so  low  at  the  time  of  my  visit  that 
it  could  not  be  conveyed  in  that  way,  and  it  was  said  to  be  carried  in  bar- 
rels to  the  grounds  as  often  as  was  necessary.  The  men's  and  women's 
privies  were  located  on  the  shore  of  the  pond  about  20  feet  from  the  water, 
and  were  said  to  be  cleaned  once  a  week.  Their  condition  at  the  time, 
however,  was  rather  offensive.  The  possibility  and  danger  of  using  lake 
water  for  drinking  purposes  was  pointed  out  to  the  owners,  and  they  were 
advised  to  find  a  proper  water  supply,  in  order  to  avoid  using  the  pond  water. 

Grovel  AND. 

*'  The  Pines  "  at  Groveland  is  located  on  the  bank  of  the  Merrimac  River, 
and  is  owned  and  managed  by  the  Haverhill  Street  Railway  Company. 
Dancing,  vaudeville  entertainments,  refreshments  and  the  exhibition  of 
animals  are  the  principal  attractions.  The  water  supply  is  obtained  from 
two  wells  on  the  grounds,  but  so  situated  that  pollution  is  improbable. 
The  privies  are  located  on  the  river  bank,  and  apparently  had  not  been 
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cleaned  for  some  time,  for  they  were  in  a  very  foal  condition  and  had  an 
exceedingly  objectionable  odor.  The  sewage  from  the  restaurant  was  con- 
veyed through  an  iron  pipe  into  the  river.  On  accoont  of  the  existing 
conditions  at  the  grounds  the  following  letter  was  sent  to  the  superinten- 
dent of  the  street  raUway  company :  — 

Aug.  26,  1899. 

SuperirUenderU  Latvell^  Lawrence  S  Haverhill  Street  Baiboay  Company^  Haver' 

hill^  Mass. 

Deab  Sir  :  —  A  visit  has  been  recently  made  to  "  The  Pines,^  and  the  sanitary 
conditions  investigated.  The  privies  were  in  a  filthy  and  foul-smelling  condition, 
and  the  contents  apparently  had  not  been  removed  for  some  time.  In  view  of  the 
fact  that  large  numbers  of  people  congregate  here  almost  daily,  it  is  advisable  for 
yon  to  have  these  privies  immediately  cleaned,  the  contents  removed,  and  the  sur- 
roundings placed  in  a  wholesome  condition. 

Respectfully  yours, 

Frank  L.  Morse,  M.D., 

Medical  Inspector. 
PiTTSFiBLD,  JPoirroosnc  Lake. 

Point  Pleasant  is  located  on  the  shore  of  the  lake,  and  is  managed  by  the 
street  railway  company.  The  water  is  obtained  from  the  public  supply, 
which  is  considered  of  good  quality.  The  privies  were  found  to  be  in  a 
foul  condition,  located  on  rather  higher  ground  than  the  buildings  and 
draining  towards  the  lake.  The  grounds  were  kept  in  a  clean  condition. 
The  manager  of  the  street  railway  company  and  the  local  board  of  health 
were  notified  of  the  existing  conditions  and  advised  to  remedy  them. 

Hoedecker's  Grove  is  located  at  the  other  end  of  Lake  Pontoosuo,  in  the 
town  of  Lanesborough.  The  drinking  water  is  obtained  from  a  spring  in 
the  lake,  the  spring  having  been  found  at  the  bottom  of  the  lake,  a  barrel 
placed  over  it  and  the  top  of  the  barrel  covered.  An  iron  pipe  conveys  the 
water  to  the  pavilion.  The  privies  were  in  fair  condition,  with  but  little  odor. 
An  analysis  of  the  water  shows  it  to  be  of  good  quality  (see  page  788). 

These  are  the  two  principal  public  grounds  located  at  the  lake,  but  there 
are  numerous  private  cottages  located  on  the  shores,  some  of  which  drain 
their  cesspools  directly  into  the  lake. 

Westfield. 

Woronoco  Park  is  located  about  two  miles  out  from  the  centre  of  Uie 
city,  and  is  owned  by  the  street  railway  company.  Dancing,  refreshments, 
horse  racing  and  athletic  sports  are  the  principal  attractions.  The  water 
is  obtained  from  the  Montgomery  public  supply,  and  in  addition  Crystal 
Spring  is  located  on  the  grounds,  from  which  water  is  accessible.  The 
grounds  were  in  good  condition,  but  the  privies  were  foul  smelling,  dirty 
and  apparently  not  cleaned  for  some  time.  The  street  railway  company 
and  the  board  of  health  of  Westfield  were  notified  of  this  condition,  and 
advised  to  have  it  changed. 
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Palmer. 

Forest  Lake  is  located  on  the  line  of  the  Palmer  &  Monson  Street  Rail- 
way Company.  The  water  supply  is  in  part  obtained  from  the  lake,  the 
intake  pipe  being  located  aboat  200  feet  from  the  shore.  The  water  is 
then  pumped  to  a  tank,  and  then,  after  passing  through  a  charcoal  filter,  is 
distributed  to  the  pavilion.  The  drinking  water  is  obtained  from  a  well 
located  on  the  grounds  about  200  feet  from  the  lake,  the  drainage  from 
several  cottages  being  towards  the  well.  The  sewage  from  the  pavilion  is 
carried  by  a  wooden  trough  to  the  lake.  The  privies  were  both  in  an 
offensive  condition.  Many  other  cottages  were  located  on  the  shore  of  the 
lake,  and  from  their  location  would  drain  into  it.  Samples  of  water  were 
taken,  and  the  results  are  appended  (see  page  788) . 
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Beverly,  consumption  of  water  in 401 

Water  supply  of,  examination  of  (see  Salem) 159 

Billerica,  consumption  of  water  in 401 

Water  supply  of,  examination  of 159 

Blackstone,  advice  of  Board' with  reference  to  a  proposed  water  supply     .  7 

Water  supply  of,  examination  of 160 

Blackstone  River,  examination  of          .     ' 361 

AtMillville 364,368 

AtUxbridge     .        ; 864.368 

Above  Worcester  Sewage  Purification  Works 864 

Below  Worcester  Sewage  Purification  Works 364 

Blancmange  (vanilla),  inspection  of .  639 

Boston,  water  supply  of  (see  Metropolitan  Water  District)        ...  160 

Brain,  diseases  of,  mortality  from  (tables) 722,  726 

Braintree,  consumption  of  water  in 401 

Water  supply  of,  examination  of 161 

Brant  Rock,  Marshfleld,  water  supply  of,  examination  of     •        «        .        •  255 

Brldgewater  and  East  Bridgewater,  consumption  of  water  in      •        •        >  401 

Water  supply  of,  examination  of 162 

Brockton,  consumption  of  water  in       .        . 401 

Examination  of  Salisbury  Plain  River  below 891 

Health  of 732 

Sewage  disposal  at 557 

Water  supply  of,  examination  of 162 

Bronchitis,  mortality  ft^om  (tables) 722,  726 

Brookline,  advice  of  Board  with  reference  to  present  soarces  of  water 

supply 8 

Consumption  of  water  in 401 

Health  of. 733 

Water  supply  of,  examination  of 164 
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Brookside  Park,  Orange,  Inspection  of 782 

Batter,  inspection  of 588 

Method  of  testing    .        .        * 622 

Cambridge,  consumption  of  water  in 401 

Health  of 734 

Throat  Cultares 736 

Widal  tests  for  typhoid 735 

Sputum  examinations 735 

Rules  and  regulations  in  regard  to  sanitary  protection  of  the  waters  of 

Stony  Brook  Beseryoir 116 

Water  supply  of,  examination  of 167 

Cancer,  increase  of xxxix 

Death-rates  from,  per  10,000  liying,' Massachusetts,  1856-95                 .  xl 

Mortality  from  (tables) 722,  726 

Canned  food,  inspection  of 588 

Method  of  testing 623 

Method  for  determining  tin  in 625 

Canton,  consumption  of  water  in 401 

Water  supply  of,  examination  of 173 

Cassia,  inspection  of 635 

Cayenne,  Inspection  of 635 

Centennial  Groye,  Essex,  inspection  of 783 

Cerebro-splnal  meningitis,  weekly  summary  of  deaths  ftom                .       •  690 

Mortality  from  (tables) 722,  726 

Charles  Rlyer,  examination  of,  at  Milford 369 

AtNeedham 369 

AtWaltham 870 

At  West  Roxbury 370 

Cheese,  inspection  of 583,  626 

Chelsea,  health  of 736 

Typhoid  feyer  at 737 

Cheshire,  ^yice  of  the  Board  with  reference  to  a  proposed  additional 

water  supply 10 

Water  supply  of,  examination  of 173 

Chestnut  Hill  Reseryolr  (Metropolitan  Water  District),  examination  of  . 

water  of  Sudbury  aqueduct  at 148 

Chicopee,  health  of 739 

Lead  poisoning  at xxxii 

Water  supply  of,  examination  of 174 

Chicopee  Camp  Grounds,  Springfield,  inspection  of 781 

Chicopee  River,  examination  of  water  of,  aboye  Palmer      ....  371 

Below  Palmer 371 

At  Barrett's  Junction 372 

Below  Ludlow 872 

Chocolate  and  cocoa,  method  of  testing 626 

Cholera  infantum,  mortality  from  (tables) 722,  726 

Cholera  morbus,  mortality  f^om  (tables) 722,  726- 

Cider,  Inspection  of 639 

Cider  Jelly,  inspection  of 639- 

Cinders,  use  of,  as  filtering  material 46& 
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Cities  and  towns  advised  witl)  regard  to  water  supply  and  sewerage  .        .  S 

Date  of  constmction  of  water  works  in 400 

From  which  reports  were  received  relative  to  the  ose  of  antitoxin  659 

Kamber  of,  having  public  water  supplies 899 

Sewage  purification  of 657 

Statistics  relating  to  consumption  of  water  in 401 

Visited  relative  to  lead  poisoning xxxll 

Clinton,  health  of 789 

Clinton  and  Lancaster,  water  supply  of,  examination  of      ...        .  166 

Cloves,  inspection  of 685 

Coal,  straining  sewage  through 460 

Cochltuate  Lake,  Wayland,  examination  of  water  of  (Metropolitan  Water 

District) 146 

Cocoa,  method  of  testing 626 

Codfish,  inspection  of     , 689 

Coffee,  inspection  of 626 

Coffee  and  tea.  Inspection  of  .... 585 

Cohasset,  consumption  of  water  in 401 

Water  supply  of,  examination  of 175 

Coke,  filtration  of  water  through 545 

Straining  sewage  through 454 

Cold  Brook  Station,  examination  of  Ware  River  at 898 

Cold  Spring  Brook  ( Metropolitan  Water  District) ,  examination  of  water  of  140 

CoUlnsville,  Dracut,  advice  of  Board  relative  to  pollution  of  water  supply  101 

Concord,  health  of 789 

Concord  and  Lincoln,  water  supply  of,  examination  of        ...        .  176 

Condensed  milk 588 

Condiments,  inspection  of 684 

Confectionery,  inspection  of 587,  626 

Connecticut  River,  examination  of  water  of,  at  Northfleld  Farms        .        .  878 

At  Northampton 878 

Below  Springfield 878 

Consumption,  examinations  of  sputum  and  other  materials  suspected  of 

contalningthe.bacilliof  tuberculosis  (see  Tuberculosis)     .        .  674 

Mortality  fW>m  (tables) 722,  726 

Weekly  summary  of  deaths  from 687 

Consumption  of  water  in  various  cities  and  towns 401 

Cottage  City,  water  supply  of,  examination  of 177 

Cream  of  tartar,  inspection  of •        .        .        •  586 

Method  of  tesUng     . 627 

Creamery  waste,  purification  of 466 

Croup  (see  Diphtheria  and  Croup) xxv 

Crystal  Lake.  Gardner,  inspection  of  grounds 788 

Danvers,  consumption  of  water  in  ...««...        .  401 

Health  of 789 

Danvers  and  Mlddleton,  water  supply  of,  examination  of    •       •        .        .  177 
Dartmouth  (Salter*?  Point),  advice  of  the  Board  relative  to>Jproposed 

water  supply  for  Salter's  Point     .......  10 

(Bay  View),  water  supply  of,  advice  of  Board       »       .        .        •        .  U 

Water  supply  of,  examination  of 177 
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Deaths,  total  repor^d  mortality,  1899 686 

From  small-pox  in  Lowell  since  1837 758 

Returns  of,  from  cities  and  towns  having  a  population  of  more  than 

6,000 707-726 

Under  five  years  of  age,  reported,  1899 686 

Weekly  mortality  returns 688 

Dedbam,  consumption  of  water  in 401 

Health  of 740 

Water  supply  of,  examination  of 178 

Diarrhoea  and  cholera  morbus,  mortality  from  (tables)        ....  722,  726 

Diarrhoeal  diseases,  weekly  summary  of  deaths  from 688 

Diphtheria  antitoxin,  report  upon  the  production  and  use  of       .        .        .  655 
Cases  in  which  no  bacteriological  examination  was  made  for  the  year 

ended  March  81,  1900 664 

List  of  cities  and  towns  from  which  reports  were  received  relative  to 

the  use  of 659 

Number  of  bottles  distributed  from  April  1,  1899,  to  March  81,  1900    .  658 

Operations 665 

Sequelae    ^ 665 

Summary  observations  upon  the  use  of,  for  the  year  ended  March  81, 

1900 661 

Summary  of  the  five  years  ended  March  31,  1900 663 

Diphtheria  an<l  croup,  prevalence  of xxv 

Death-rate  and  fatality  of,  in  Massachusetts,  1891-99    ....  xxvi 

Mortality  from  (tables) 722,  726 

Reported  cases  of 692,  696,  699 

Weekly  summary  of  deaths  from 689 

Diphtheria  cultures  examined  during  the  year  ended  March  81,  1900  .        .  669 
Persistence  of  <liphtheria  bacilli  in  the  throats  of  patients  convalescent 

from  diphtheria 671 

Relation  of  clinical  to  bacteriological  diagnosis 673 

Summary  of  the  four  years  ended  March  81, 1900 678 

Drabbletail  Brook  (Uxbridge),  advice  of  Board  relative  to  pollution  of     .  103 

Dracut,  inspection  of  Lakevlew 784 

Water  supply  of,  advice  of  Board  relative  to  pollution  of     .        .        .  101 

Draper  Company  (Hopedale),  advice  of  Board  relative  to  sewage  disposal  66 

Drugs :    (See  Food  and  Drug  Inspection.) 

Adulterated,  cities  and  towns  notified  on  account  of     .        .        .  591 

Inspection  of 642 

Miscellaneous  drugs 650 

Dysentery,  mortality  Arom  (tables) 722,  726 

East  Bridgewater,  water  supply  of  (see  Bridge  water)         ....  179 

Easthampton,  consumption  of  water  in 401 

Sewage  disposal  of,  advice  of  Board 58 

Water  supply  of,  examination  of 179 

Easton,  consumption  of  water  in 401 

Easton,  North  Easton  Village  District,  water  supply  of,  examination  of    •  179 

Erysipelas,  mortality  from  (tables) 722,  726 

Weekly  summary  of  deaths  from 691 

Essex,  Inspection  of  Centennial  Grove 788 
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ETerett,  water  sappl  J  of  (see  MetropoUtaa  Water  IMstrlct)        ...  179 

gyinlfnitiop  of  riren S59 

Examination  of  water  supplies 126 

Expendltnres  of  the  Board,  classified  bj  d^iartaieatB 1t1 

Experiments  apon  the  parlflcatlon  of  sewage  bj  filtration  at  the  Lawrence 

«        Experiment  Station 417-4dS 

Experiments  upon  the  purification  of  water  bj  filtration  at  the  Lawrence 

Experiment  Station i8S-5S$ 

FairhaTen,  consumption  of  watCT  in 401 

Healthof 740 

Lead  poisoning  at xxxiy 

Water  supply  of,  examination  of 180 

Fall  River,  consumption  of  water  In 401 

Water  supply  of,  examination  of 180 

Falmouth,  water  supply  of,  examination  of 184 

'  Falmouth  Water  Company,  adrice  of  Board  zelattTe  to  proposed  water 

supply  for  the  town  of  Falmouth 1% 

Filters,  bacterial  or  contact 434-447 

Application  to,  of  difTering  yolnmes  of  sewage 461 

Ck>mpari8on  of,  with  aerated  filters 440 

Intermittent  experimental,  operation  of 475 

Operation  of,  in  winter  weather 445 

Results  obtained  from     . 441 

Sand  filtration  of  the  efllnent  of 444 

Filtration  of  sewage.    (See  Sewage.) 

Filtration  of  water.    (See  Water  Filtration.) 

Fitchbnrg,  examination  of  Nashua  River  at 882 

Healthof 741 

Inspection  of  pleasure  resort  at  Whalom  Lake 788 

Water  supply  of,  examination  of 185 

Flow  of  streams 410 

Food  and  drug  Inspection 577 

Work  of  Board  relating  to xli 

Number  of  samples  examined 577 

Summary  of  work  during  the  year 578 

Summary  of  work  of  previous  years 579 

Table  showing  results  of  Inspection  in  earlier  and  later  years  of  the 

work 581 

Milk  and  milk  products 589 

Condensed  milk 588 

Butter 588 

Cheese 588 

Vinegar 584 

Lard 584 

Olive  oU 584 

Spices  and  condiments 584 

Coffee  and  tea 585 

Wheat  flour 588 

Cream  of  tartar 586 

Baking  powders 586 
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Food  and  drug  inspection —  Concluded. 

Molasses 586 

Syrnps 587 

Honey 587 

Confectionery 587 

Canned  food 588 

Jellies  and  jams 589 

Drags 590 

Cities  and  towns  to  which  notices  were  sent  on  account  of  adulterated 

milk        >        .        •                ••••••••  591 

Cities  and  towns  to  which  notices  were  sent  on  acconnt  of  adulterated 

food  other  than  milk     ••..,....  591 

Cities  and  towns  to  which  notices  were  sent  on  account  of  adulterated 

drugs 591 

Prosecutions 592 

Summary 597 

t      Fines 600 

Expenditures 601 

Report  upon  analyses  of  food  and  drugs,  by  Albert  E.  Leach,  analyst .  605 

Milk,  methods  of  testing,  for  solids ;  for  fat 605 

For  artificial  coloring  matter       ........  606 

For  preservatives 606 

Diagram  showing  variation  in  milk  adulteration  from  year  to  year      .  607 

Local  inspection  of  milk 608 

Milk  from  suspected  producers 610 

Summary  of  milk  statistics 610 

Preservatives  in  milk 611 

Action  of,  on  milk 612 

General  quality  of  milk  sold  during  December  and  June        .        •        .  615 

Quality  of  milk,  by  months 617 

Cream 617 

Condensed  milk  and  evaporated  cream 617 

Foods,  exclusive  of  milk 621 

Diagram  showing  variation  in  adulteration 621 

Methods  of  testing 622 

Method  for  determining  tin  in  canned  goods 625 

Diagram  showing  variation  in  spice  adulteration       ....  634 

Preservatives  in  food 637 

Miscellaneous  articles  of  food 638 

Salt  codfish  preserved  with  boracic  acid 639 

Brands  of  ketchup  containing  preservative 640 

Summary  of  food  statistics 641 

Inspection  of  drugs 642 

Summary  of  drag  statistics 651 

Summary  of  milk,  food  and  drag  statistics 652 

Forest  Lake,  Palmer,  inspection  of  grounds 787 

Forest  Park,  Springfield,  inspection  of 780 

Foxl)orough,  consumption  of  water  in 401 

Sewage  disposal  of,  advice  of  Board 59 

(Massachusetts  Hospital  for  Dipsomaniacs  and  Inebriates),  sewage  dis- 
posal of,  advice  of  Board 61 


FoxboroaglL,  Water  Sopplj  IMstriet,  Fazboroog^  witer  sapplj  of,  ezBBi- 

luukmof 18« 

ynmitfigham,  coosooifrtSoB  of  water  in 401 

Sewflge  disposal  at MO 

Water  wapplj  of,  examlnatioD  of 196 

Franringhain  Beaerrofr  No.  S  (MetropoUtaa  Water  Dtatrlct),  rmoifiiirtnn 

of  water  of 144 

Fcamliigfaaai  Beaerroir  So.  3  (Metn^ioUtaB  Water  District),  ^^«"*«*«*Vm 

of  water  of 136 

Fnuniogbam,  State  Camp  Groand,  water  supply  of,  adTlce  of  Board  IS 

Water  aopplj  of,  eramfnatloB  of 187 

FraoUin,  conaumption  of  water  In        .        • 401 

Water  aopplj  of,  ezamliiation  of 187 

French  Rlrer,  ezamioatloB  of  water  of,  below  Webster       ....  S74 

Gardner,  consamptlon  of  water  In 401 

Inspection  of  groands  aboot  Crystal  I^ake  7^ 

Sewage  disposal  at 564 

AdTice  of  Board 6S 

Water  snpplj  of,  examination  of 188 

General  report  of  Board y\\ 

Ginger,  inspection  of 6S5 

Gloucester,  consumption  of  water  in 401 

Water  supply  of ,  examination  of 188 

Gloucester,  Long  Beach,  inspection  of 780 

Gluten,  inspectioo  of 640 

Graftoo,  consumption  of  water  in  .        .  « 401 

Water  supply  of,  examination  of 190 

Granyille,  advice  of  Board  with  reference  to  a  proposed  water  snpply        .  15 

Water  snpply  of,  examination  of 191 

Great  Barrington,  health  of 748 

Water  supply  of,  adylce  of  Board 16 

Examination  of 191 

Greenfleldt  health  of 742 

Water  supply  of,  examination  of 198 

Groton,  consumption  of  water  in 401 

Water  supply  of,  examination  of 198 

Groveland,  inspection  of  **  The  Fines" 785 

Hamilton,  Inspection  of  Asbury  Grove 784 

Hanrard,  water  supply  of,  examination  of 194 

Harvard,  Hildreth  Bros.,  advice  of  Board  relative  to  water  of  a  certain 

well 17 

Haverhill,  examination  of  Merrimack  River  at 880,  S81 

Health  of 748 

Sewage  disposal  of,  in  certain  districts,  advice  of  Board     ...  68 

Water  supply  of,  examination  of 195 

Health  of  towns U,  789 

Heart,  diseases  of,  mortality  fk'om  (tables) 728,  786 

Heights,  In  feet,  of  water  in  lakes  and  storage  reservoirs  of  the  Metropoli- 
tan Water  Works 158 
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High-service  reservoir  at  Middlesex  Fells  (Metropolitan  Water  District), 

examination  of  water  of 151 

Hildreth  Bros.  (Harvard),  advice  of  Board  relative  to  water  of  a  certain 

weU 17 

Hingham  and  Hull,  water  supply  of,  examination  of 201 

Hinsdale,  water  supply  of,  examination  of 204 

Hoedecker's  Grove,  Pittsfleld,  inspection  of 786 

Holbrook,  consumption  of  water  in  (see  Randolph) 402 

Water  supply  of  (see  Randolph) 204 

HoUlston,  water  supply  of,  examination  of 204 

Holyoke,  advice  of  Board  relative  to  a  proposed  high-service  system  of 

water  supply 18 

Advice  of  Board  relative  to  proposed  location  of  ice  houses         .  106 

Health  of 748 

Inspection  of  summer  resorts 781 

Water  supply  of,  examination  of 205 

Holyoke,  American  Thread  Co.,  advice  of  Board  relative  to  quality  of 

water  of  certain  wells 20 

Homicide,  mortality  from 725 

Honey,  inspection  of 587 

Method  of  testing 627 

Hoosac  River,  examination  of 375 

At  North  Adams 876 

At  Williamstown 376 

Hopedale,  consumption  of  water  in  (see  Mllford) 402 

Water  supply  of,  examination  of  (see  Milford) 209 

Hopedale,  The  Draper  Company,  advice  of  Board  relative  to  sewage  dis- 
posal fh>m  mills  and  several  houses  in  the  village       ...  66 

Hopkinton,  consumption  of  water  in 401 

Hopklnton  Reservoir  (Metropolitan  Water  District),  examination  of  water 

of 138 

Hotels,  inspection  of.    (See  Inspection  of  Summer  Resorts.) 

Housatonic  River,  examination  of,  at  New  Lenox 378 

At  Pittsfleld 376 

At  Sheffield 379 

At  Stockbridge 378 

Hudson,  health  of 749 

Examination  of  water  of  Assabet  River  below 860 

Water  supply  of,  examination  of 210 

Hull,  water  supply  of  (see  Hingham) 212 

Huntington   Fire   District,  Huntington,  water  supply   of,  examination 

of .        .  212 

Hyde  Park,  consumption  of  water  in 401 

Examination  of  Neponset  River  at 390 

Health  of 750 

Water  supply  of,  advice  of  Board 21 

Hyde  Park  and  Milton,  water  supply  of,  examination  of      ...       .  212 

Ice  supplies,  action  of  Board  in  regard  to  applications  for  advice  concern- 
ing    105 

Indian  Brook  (Metropolitan  Water  District) ,  examination  of  water  of  138 
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Infectious  diseases,  prevalence  oft  In  Biassachosetts vil 

Deaths  and  general  death-rates,  Massachusetts,  1891-99       .        .  vlii 

Deaths  from  principal  infections  diseases Ix 

Small-pox,  prevalence  of iz 

Sex;  season ix 

Cases  of,  reported  to  the  Board  in  1899 x 

General  sammary xiii 

Cases  and  deaths  from,  reported  to  the  Board,  188S-99     .        .  xiil 

Comparative  natality  of  vaccinated  and  nnvacclnated         •  xiv 

Sex;  nationality;  occupations xvi 

By  ages,  and  the  inflaence  of  vaccination xvi 

Typhoid  fever,  prevalence  of xxi 

Deaths  and  death-rates  from,  in  Massachusetts  cities  (tables)  . '  xxiii 

Consumption,  prevalence  of 

Diphtheria  and  croup,  prevalence  of 

Death-rate  and  fatality  of,  In  Massachusetts,  1891-99         .        .  xxvl 

Isolation  hospitals  for xxvi 

Circular  letter  issued  by  the  Board xxvii 

Replies  to  circular  letter xxvii 

Cases  of,  reported  to  the  Board,  1899 699 

Cases  of,  reported  to  local  boards  of  health,  1899 698 

Influenza,  mortality  flrom  (tables) 722,  726 

Inspection  of  food  and  drugs.     (See  Food  and  Drug  Inspection.) 

Inspection  of  summer  resorts 778 

Ipswich,  consumption  of  water  in 401 

Water  supply  of,  examination  of 215 

Iron,  acUon  of,  in  filters .  469 

Experiments  on  the  removal  of,  by  the  use  of  lime       ....  550 

Filtration  of  water  through 547,  548 

Removal  of,  by  potassium  permanganate 549 

Isolation  hospitals  for  infectious  diseases xxvl 

Jam,  inspection  of 589,  640 

JelUes  and  Jams,  inspection  of 589,  689 

Ketchup,  method  of  testing 640 

Kidneys,  diseases  of,  mortality  from  (tables) 722,  726 

Kingston,  lead  poisoning  at xxxlv 

Lake  Pleasant,  Montague,  inspection  of 782 

Lakeview  (Dracut)  (see  Lowell) 784 

Lancaster,  examination  of  Nashua  River  at 388,  884 

Water  supply  of  (see  Clinton) 218 

Lard,  inspection  of 584 

Method  of  testing 627 

Lawrence,  consumption  of  water  in 401 

Water  supply  of,  advice  of  Board 22 

Examination  of 218 

Lawrence  city  filter,  operation  of,  with  tables  of  dally  results     ...  486 

Lawrence  Experiment  Station,  detailed  account  of  work  at,  in  1899  .        .  417-558 

Lead  poisoning xxxi,  24 

Cities  and  towns  visited  relative  to xxxii-xxxix 
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Lead  service  pipes,  action  of  water  npon  (Lowell) 28 

Lee,  water  supply  of,  examination  of 220 

Leicester,  water  supply  of,  examination  of 222 

Sewage  disposal  at 565 

Leicester  Poor  Farm,  sewage  disposal  at 567 

Lemon  syrup,  inspection  of 640 

Lenox,  water  supply  of,  examination  of 222 

Leominster,  examination  of  Nashua  River  at 888 

Healtbof 750 

Water  supply  of,  examination  of 223 

Lexington,  consumption  of  water  in 401 

Health  of 751 

Water  supply  of,  examination  of 228 

Lime,  removal  of  iron  by  the  use  of 550 

Lincoln,  health  of 752 

Water  supply  of  (see  Concord) 280 

Long  Beach,  Gloucester,  inspection  of 780 

Longmeadow,  consumption  of  water  in 401 

Sewage  disposal  of,  advice  of  Board 69 

Lowell,  adyice  of  Board  relative  to  the  action  of  water  of  the  public  water 

supply  upon  lead  service  pipes 28-25 

Advice  of  Board  relative  to  certain  sources  of  water  supply        .        .  26 

Consumption  of  water  in 401 

Health  of 752 

Inspection  of  pleasure  resorts 784 

Lead  poisoning  at xxxiv 

Water  supply  of,  examination  of 280 

Lowell  Bleachery  and  Dye  Works,  Lowell,  advice  of  Board  relative  to  use 

of  water  at  the  bleachery  for  drinking  purposes  ....  28 
Ludlow,  advice  of  Board  with  reference  to  discharge  of  sewage  into  the 

Chicopee  River 70 

Examination  of  water  of  Chicopee  River  at 872 

Health  of 754 

Water  supply  of  (see  Springfield) 236 

Lunenburg,  inspection  of  Whalom  Lake 788 

Lung  diseases,  acute,  weekly  summary  of  deaths  from        ....  688 
Lyman  School  for  Boys,  Westborough,  advice  of  Board  relative  to  sewage 

disposal 100 

Lynn  and  Saugus,  consumption  of  water  in 402 

Water  supply  of,  examination  of 286 

Mace,  method  of  testing 686 

Malaria,  report  upon  work  of  the  Board  relating  to 678 

Mortality  from  (tables) 722,  726 

Malarial  fever,  weekly  summary  of  deaths  from 691 

Maiden,  health  of 756 

Water  supply  of  (see  Metropolitan  Water  District)        ....  248 

Malignant  pustule,  mortality  f^om 725 

Manchester,  consumption  of  water  in 402 

Water  supply  of,  examination  of 249 

Mansfield,  consumption  of  water  in 402 
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Mansfield  Water  Supply  District,  Mansfield,  water  supply  of,  examina- 
tion of    .        . 249 

Maple  sugar,  method  of  testing 628 

Maple  syrup,  method  of  testing 628 

Marblehead,  consumption  of  water  in 402 

Experimental  filtration  of  water  at 541,548 

Water  supply  of,  examination  of 250 

Marblehead  Water  Company,  Swampscott,  water  supply  of,  examination 

of 818 

Marlborough,  consumption  of  water  In 402 

Sewage  disposal  at 567 

Water  supply  of,  examination  of    .       .        • 251 

Marshfleld,  Brant  Rock,  water  supply  of,  examination  of  .        .        .        .  255 
Massachusetts  Hospital  for  Dipsomaniacs  and  Inebriates  (Foxborough), 

sewage  disposal  of,  advice  of  Board 61 

Maynard,  consumption  of  water  in 402 

Examination  of  water  of  Assabet  River  below 861 

Water  supply  of,  examination  of 255 

Measles,  mortality  from  (tables) 722,  726 

Reported  cases  of 692,  697,  699 

Weekly  summary  of  deaths  from 691 

Medfield,  examination  of  water  from  a  spring  used  as  a  source  of  water 

supply 256 

Sewage  disposal  at 569 

Medfield  Insane  Asylum,  water  supply  of,  examination  of  .       .        .  257 

Medford,  sewage  disposal  at 570 

Water  supply  of  (see  Metropolitan  Water  District)       ....  257 
Medway,  advice  of  Board  with  reference  to  water  supply  for  the  town  poor 

farm 29 

Examination  of  water  from  well  at  the  Medway  poor  farm  .        .  257 

Melrose,  water  supply  of  (see  Metropolitan  Water  District)       ...  257 

Merrimack  River,  average  weekly  fiow  of,  1899    .        .        .       *.                .  411 

Examination  of  (see  also  Lawrence  and  ^Lowell) 879 

At  Haverhill 880 

At  Lawrence 218 

At  Lowell 280 

Experiments  upon  purification  of  water  of 511 

Methuen,  consumption  of  water  in 402 

Water  supply  of,  examination  of 258 

Metropolitan  Water  Board,  rules  and  regulations  for  the  sanitary  protec- 
tion of  waters  used  by  110 

Metropolitan  Water  District,  consumption  of  water  in       ...        .  401 

Water  supply  of,  examination  of 127 

Examination  of  water  of  Quinepoxet  River  in  Holden  ....  128 

Stillwater  River  in  Sterling 129 

Nashua  River,  south  branch  of,  above  Clinton 180 

Walker's  Brook,  Marlborough 131 

Sudbury  Reservoir 182 

Framlngham  Reservoir  No.  8,  Framingham 186 

Indian  Brook,  at  head  of  Hopkinton  Reservoir 188 
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Metropolitan  Water  District—  Concluded. 

Examination  of  water  of  Hopklnton  Reservoir 189 

Cold  Spring  Brook,  at  head  of  Ashland  Reservoir     ....  140 

Ashland  Reservoir 141 

Sudbury  River,  at  head  of  Framingham  Reservoir  No.  2   .        .        .  143 

Framingbam  Reservoir  No.  2,  Framingham 144 

Lake  Cochituate,  in  Way  land 146 

Sudbury  Aqueduct,  at  Chestnut  Hill  Reservoir 148 

Spot  Pond,  Stoneham  .        .        .        .       ^ 149 

High-service  Reservoir,  at  Middlesex  Fells 151 

Faucet  at  the  State  House,  Boston 151 

Heights,  in  feet,  above  tide-marsh  level  of  water  In  lakes  and  storage 

reservoirs 152 

MIddleborough,  consumption  of  water  in 402 

Examination  of  Nemasket  River  at 885 

Sewage  disposal  of,  advice  of  Board 71-74 

MIddleborough  Fire  District,  MIddleborough,  water  supply  of,  examina- 
tion of    258 

Middlesex  Fells,  high-service  reservoir  at  (Metropolitan  Water  District), 

examination  of  water  of 151 

Middleton,  water  supply  of,  examination  of  (see  Danvers)  ....  259 

Milford,  advice  of  Board  relative  to  case  of  lead  poisoning ....  29 

Examination  of  water  of  Charles  River  at 889 

Health  of 757 

Lead  poisoning  at xxxli 

Milford  Water  Company,  Milford,  advice  of  Board  relative  to  use  of  small 
pond  near  present  pumping  station,  and  with  reference  to  use  of 

Milford  water  drawn  through  lead  service  pipes  ....  81 

Milford  and  Hopedale,  consumption  of  water  in 402 

Water  supply  of,  examination  of 259 

Milk  and  milk  products 582 

Adulterated,  cities  and  towns  notified  on  account  of     ...        .  591 

Condensed,  inspection  of 588 

Millard,  N.  L.  &  Co.  (North  Adams),  advice  of  Board  relative  to  use  of 

water  of  certain  wells 85 

Mlllbury,  consumption  of  water  in 402 

Lead  poisoning  at xxxli 

Water  supply  of,  examination  of 262 

Miller's  River,  examination  of,  at  Athol 881 

At  Orange 881 

Millis,  water  supply  of,  examination  of 262 

Milton,  consumption  of  water  In 402 

Health  of 757 

Water  supply  of,  examination  of 262 

MiUville,  examination  of  Blackstone  River  at 864 

Molasses,  inspection  of 586 

Method  of  testing 628 

Monson,  water  supply  of,  examination  of 268 

Montague,  consumption  of  water  in 402 

Inspection  of  Lake  Pleasant 782 
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KoDta^e,  Tnrner'fl  Falls  Fire  District,  water  mq^ply  of,  czvmliMtkm  <rf  .  MS 
Mortalltj  reports : 

Statistics  of  disease  and  mortalitj Ml 

Weekly  mortalitj  retoms 688 

Total  deaths 686 

Deaths  under  Are  yean  of  age 686 

CoDsamption 687 

Acute  limg  diseases 688 

Diarrhoeal  diseases 688 

Typhoid  feyer 689 

Diphtheria  and  croup 689 

Scarlet-feTcr 690 

Cerebro-splnal  meningitis 690 

Whooping-cough,  measles,  malarial  ferer,  erysipelas  and  puerperal 

fever 691 

Mountain  Park,  Holyoke,  inspection  of 781 

Mount  Tom,  Holyoke,  inspection  of 781 

Mount  Tom  Sulphite  Pulp  Company  (Northampton),  advice  of  Board  rela- 
tive to  the  water  of  certain  wells S6 

Mustard,  inspection  of 686 

Nahant,  water  supply  of  (see  Swampscott) MS 

Nantucket,  consumption  of  water  in 409 

Water  supply  of,  examination  of 264 

Nashua  River,  examination  of  water  of : 

South  Branch,  above  Clinton  (Metropolitan  Water  Dlstri<^)  180 

AtFitchbnrg 882 

At  Lancaster 888,884 

At  Leominster 888 

AtPepperell 885 

Natick,  consumption  of  water  in 402 

Sewage  disposal  at 571 

Water  supply  of,  examination  of 265 

Needham,  advice  of  the  Board  relative  to  an  additional  water  supply  82 

Consumption  of  water  in 402 

Examination  of  water  of  Charles  River  at 809 

Water  supply  of,  examination  of 266 

Nemasket  River,  examination  of,  at  Mlddleborough 885 

Neponset  River,  examination  of 885-890 

At  Hyde  Park 890 

New  Bedford,  advice  of  Board  relative  to  locating  a  public  bath  place       .  102 

Consumption  of  water  In 402 

Health  of 757 

Water  supply  of,  examination  of 268 

Newburyport,  consumption  of  water  in 402 

Water  supply  of,  examination  of 272 

New  Lenox,  examination  of  Housatonic  River  at 878 

Newton,  consumption  of  water  in 402 

Health  of 758 

Sewage  disposal  at 572 

Water  supply  of,  examination  of    ...       .         •        .        .        •  278 
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North  Adams,  advice  of  Board  relatlye  to  a  source  of  ice  supply       •  107 

Examination  of  Hoosac  River  at 875 

Health  of 761 

Sewage  disposal  of,  advice  of  Board 74 

Water  supply  of,  advice  of  Board 85 

Examination  of 278 

North  Adams  (N.  L.  Millard  &  Co.)»  advice  of  Board  relative  to  use  of 

water  of  certain  wells 35 

Northampton,  examination  of  water  of  Connecticut  River  at      .        •        .  878 

Health  of 761 

Sewage,  disposal  of,  under  provisions  of  section  2  of  chapter  854, 

Acts  of  1888 75 

Water  supply  of,  examination  of 275 

Northampton  (the  Mount  Tom  Sulphite  Pulp  Ck>mpany),  advice  of  Board 

relative  to  the  water  of  certain  wells 36 

North  Andover,  consumption  of  water  In 402 

Water  supply  of,  examination  of 279 

North  Attleborough,  consumption  of  water  in 402 

Water  supply  of,  examination  of 280 

Northborough,  water  supply  of,  examination  of 281 

North  Brookfleld,  consumption  of  water  in  •                .        . ,      .        .        .  402 

Lead  poisoning  at xxxiii 

Water  supply  of,  examination  of 288 

North  Easton  Village  District,  Easton,  lead  poisoning  at    .               .       .  xxxiv 

Water  supply  of,  examination  of 179 

Northfleld  Farms,  examination  of  water  of  Connecticut  River  at       .  878 

Northfleld,  health  of 768 

Norwood,  consumption  of  water  in 402 

Water  supply  of,  examination  of 285 

Offensive  trades 1 

Olive  oil.  Inspection  of 584 

Onset  Bay,  Wareham,  consumption  of  water  in 402 

Orange,  consumption  of  water  In 402 

Examination  of  Miller's  River  at 881 

Water  supply  of,  examination  of 287 

Orange,  Brookside  Park,  inspection  of .        . 782 

Organic  matter,  removal  of,  by  filtration 504 

Oysters,  inspection  of 64 1 

Palmer,  examination  of  water  of  Chlcopee  River  at 871 

Inspection  of  pleasure  grounds  at  Forest  Lake 787 

Lead  poisoning  at xxxli 

Water  analysis,  wells  In  Orange,  Fltchburg  and  Sprlngtield         .  787 

In  Palmer  and  Pittsfleld 788 

Palmer  Fire  District,  Palmer,  water  supply  of,  examination  of  •               .  287 

Paris  Exposition  of  1900 xli 

Catalogue  of  Massachusetts  Exhibit,  State  Board  of  Health  xlil 

Pathological  Department  of  the  Board,  work  of xliil 

Peabody,  consumption  of  water  in 402 

Water  supply  of,  examination  of 288 
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Pembroke,  water  sapply  of,  examiaation  of 889 

Pepper,  inspection  of 636 

Pepperell,  examination  of  Nashua  Blver  at 365 

Pigeon  Cove,  Rockport,  inspection  of  hotels 779 

Plttsfield,  advice  of  Board  relative  to  a  system  of  sewerage  and  sewage 

disposal 75 

Examination  of  Housatonic  River  at 876,877 

Inspection  of  pleasare  resorts 786 

Water  sapply  of,  examination  of 291 

Plymouth,  health  of 765 

Water  sapply  of,  advice  of  Board 36 

Examination  of     .        • 294 

Pneamonla,  mortality  fh>m  (tables) 722,  726 

Point  Pleasant,  Pittsfleld,  inspection  of 786 

Pollation  of  ponds,  streams  and  other  bodies  of  water,  action  of  Board  In 

regard  to  applications 101 

Pontoosac  Lake,  Pittsfleld,  inspection  of  grounds  about     ....  786 

Potassium  permanganate,  removal  of  iron  by 549 

Powow  Hill  Water  Company,  Amesbury,  water  supply  of,  examination 

of 154 

Preservaline,  inspection  of 641 

Provincetown,  consumption  of  water  In 402 

Experimental  filtration  of  water  at 548 

Water  supply  of,  advice  of  Board 87 

Ptomaine  poisoning,  mortality  from 725 

Puerperal  fever,  mortality  from  (tables) 722,  726 

Weekly  summary  of  deaths  from 691 

Pulmonary  actinomycosis,  mortality  from 725 

Purification  of  sewage  and  water.    (See  Sewage,  Experiments  upon  Fil- 
tration of ;  and  Water,  Experiments  upon  Filtration  ot.) 

Purification  of  sewage  of  cities  and  towns  in  Massachusetts        .        .        .  557 

Qnlncy,  health  of 765 

Quinebaug  Biver,  examination  of,  below  Southbridge 891 

Quinepoxet  River,  examination  of  water  of,  at  Holden  (Metropolitan 

Water  District) 128 

Rainfall,  at  nine  places  in  Massachusetts,  geographically  selected  404 

Normal,  in  Massachusetts 408 

Randolph,  advice  of  Board  relative  to  the  water  of  a  certain  well       .  89 

Randolph  and  Holbrook,  consumption  of  water  in 402 

Water  supply  of,  examination  of 296 

Reading,  consumption  of  water  in 402 

Water  supply  of,  examination  of 298 

Reading  water,  experiments  with,  in  the  removal  of  iron     ....  552 

Recommendations  of  the  Board  to  the  Legislature Iv 

Revere,  health  of 766 

Rivers,  examination  of 859 

Flow  of  (see  also  Sudbury  and  Merrimack  Rivers)        ....  410 

Riverside  Orove,  Springfield,  inspection  of 780 

Rockland,  water  supply  of  (see  Abington)    . 299 
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Bockport,  consomptioii  of  water  in 402 

Inspection  of  hotels 779 

Water  supply  of,  examination  of 800 

Routine  work  of  the  Board lii 

Bnles  and  regulations  of  the  State  Board  of  Health  for  the  sanitary  protec- 
tion of  sources  of  water  supply 110 

In  regard  to  sanitary  protection  of  the  waters  of  Stony  Brook            .  116 

Russell,  advice  of  Board  relative  to  a  proposed  water  supply      ...  89 

Water  supply  of,  examination  of 801 

Bntland,  consumption  of  water  in 402 

Water  supply  of,  examination  of 802 

Sage,  inspection  of 641 

Salem,  consumption  of  water  in 402 

Health  of 766 

Water  supply  of,  advice  of  Board 40,  41 

Salem  and  Beverly,  water  supply  of,  examination  of 808 

Saleratus  or  baking  soda 689 

Salisbury  Beach,  inspection  of  hotels 778 

Salisbury  Plain  River,  examination  of,  below  Brockton      ....  891 
Salter's  Point  (Dartmouth),  advice  of  the  Board  relative  to  a  proposed 

water  supply 10 

Sand,  filtration  of  water  through 547,  548 

Saugus,  consumption  of  water  in  (see  Lynn) 402  . 

Water  supply  of  (see  Lynn) 808 

Scarlet  fever,  mortality  from  (tables) 722,  726 

Reported  cases  of 692,  696,  699 

Weekly  summary  of  deaths  from 690 

Septic  sewage 420 

And  winter  weather 447 

Sewage: 

Experiments  upon  filtration  of,  at  Lawrence  Experiment  Station         .  417 

Purification  of  sewage 417 

Septic  sewage 420 

Treatment  of  the  sludge  only  in  a  septic  tank         ....  422 

Septic  tanks  need  not  be  air-tight 428 

Qbb  formed  in  the  septic  tank 428 

Discussion  of  septic  tank  results 424 

Changes  taking  place  in  the  septic  tank 425 

Bacteria  in 426 

Application  of  septic  sewage  from  tank  A  to  filters    ....  427 

Discussion  of  the  results  of  filtration  of 480 

Prolongation  of  the  ansrobic  action  may  impede  sequent  purification 

of  sewage 480 

Bacterial  or  contact  filters 484 

Permanency  of 485 

Methods  of  operation  of 487 

Limit  of  period  of  time  that  sewage  should  remain  within             .  488 

Theory  of  the  action  within 489 

Ck>mpari8on  of  aerated  filters,  Nos.  15  B  and  16  B,  with  bacterial  or 

contact  filters 440 
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Sewage  —  Coneiwded. 

Experiments  apoo,  etc.,  at  Lawrence  Experiment  Station —  Camdwded, 

Besoltfl  obtained  fh>m  contact  filters,  1699 441 

Dooble  contact  filters,  Nos.  107  and  108 442 

Filter  No.  as 44S 

Comparison  of  the  result  of  filters  Nos.  107  and  106  with  No.  88  .  444 

Sand  filtration  of  tlie  efflnent  of  contact  filters 444 

Operation  of  contact  filters  in  winter  weather  in  New  England  446 

Septic  sewage  and  winter  weather 447 

Continnoos  filtration  throogh  a  filter  of  broken  stone  104  feet  in  depth  448 

Straining  sewage  through  colce 454 

Besalts  In  regard  to  percentage  removal  of  organic  matter  454 

Straining  sewage  through  bitnmlnona  coal 460 

Application  to  filters  of  dUTering  rolames  of  sewage  containing  equal 

amounts  of  organic  matter 461 

Purification  of  wool  liquor 463 

Purification  of  creamery  waste 466 

Cinders  and  ashes  as  filtering  materials 468 

On  the  action  of  Iron  in  the  filtration  of  sewage         ....  469 

Operation  of  large  intermittent  filters 475 

Filter  No.  1 ,  experiments  upon  purification  of  sewage  bj  coarse  sand  476 

Analyses  of  sewage  applied  to  filter 419 

Average  purification      .       •        . 476 

Filter  No,  2,  experiments  upon  purification  of  sewage  by  fine  sand  477 

Average  purification 476 

Filter  No.  4,  experiments  upon  purification  of  sewage  by  fine  river 

silt  with  trenches  filled  with  coarse  sand 477 

Average  purification 476 

Filter  No.  5  B,  experiments  upon  purification  of  sewage  by  cinders 

and  ashes 478 

Average  purification 476 

Filter  No.  6,  experiments  upon  purification  of  sewage  by  mixed 

coarse  and  fine  sand 479 

Analyses  of  sewage  applied  to  filter     ......  419 

Average  purification 476 

Filter  No.  9  A,  experiments  upon  purification  of  sewage  by  medium 

fine  sand 480 

Analyses  of  sewage  applied  to  filter 419 

Average  purification 476 

Filter  No.  10,  experiments  upon;  purification  of  sewage  by  mixed 

coarse  and  fine  sand 481 

Average  purification 476 

Sewage,  purification  of,  of  cities  and  towns  In  Massachusetta      ...  557 

At  Brockton 557 

AtFramingham 560 

At  Gardner 564 

At  Leicester 565 

At  Leicester  Poor  Farm 567 

At  Marlborough 567 

AtMedfleld 569 

AtMedford 570 
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Sewage,  pnriflcatioa  of—  Concluded. 

AtNatick 671 

At  Newton 672 

At  Spencer 678 

Sewerage,  review  of  the  work  of  the  Board  relating  to       ...        .  xlv 

Sewerage  and  sewage  disposal,  action  of  the  Board  in  regard  to  applica- 
tions for  advice  concerning 66 

Sewerage  and  water  supply,  report  upon 3 

Sharon,  consumption  of  water  in 402 

Water  supply  of,  examination  of 808 

Sheffield,  examination  of  Housatonic  River  at 879 

Water  supply  of,  examination  of 808 

Shirley,  health  of 766 

Small-pox,  and  vaccination xviil 

By  ages,  and  the  influence  of  vaccination xvl 

Comparative  fatality  of  vaccinated  and  unvaccinated    ....  xlv 

Cases  and  deaths  from,  reported  to  the  Board,  1888-99         .               .  xiii 

Cases  of,  reported  to  the  Board  in  1899 x 

Cost  of,  in  Lowell,  1871-99 763 

Deaths  Arom,  in  Lowell  since  1887 763 

Mortality  from  (tables) 722 

Prevalence  of,  in  Massachusetts ix 

Reported  cases  of 699 

Somerville,  health  of 768 

Sewage  disposal  of,  advice  of  Board 76 

Water  supply  of  (see  Metropolitan  Water  District)      ....  808 

Sonthbridge,  examination  of  Quiuebaug  River,  below 891 

Sewage  disposal  of,  advice  of  Board 82 

Water  supply  of,  examination  of 809 

South  Hadley  Fire  District,  South  Hadley,  water  supply  of,  examination  of  309 

Spencer,  sewage  disposal  at 578 

Water  supply  of,  examination  of 810 

Spices  and  condiments,  inspection  of 684 

Method  of  testing 634 

Spinal  cord,  diseases  of,  mo'rtallty  from  (tables) 722,  726 

Spot  Pond,  Stoneham,  examination  of  water  of  (Metropolitan  Water  Dis- 
trict)         149 

Springdale  Park,  Holyoke,  inspection  of 781 

Springfield,  examinationof  water  of  Connecticut  River,  below  .        .        .  378 

Health  of 769 

Ice  supply  of,  advice  of  Board  relative  to  preventing  pollution  of 

source  of 108 

Inspection  of  summer  resorts 780-781 

Isolation  hospital 769 

Lead  poisoning  at xxxli 

Water  supply  of,  advice  of  Board 42 

Examination  of 311 

State  Camp  Ground  (Framlngham),  water  supply  of,  advice  of  Board  13 

Water  supply  of,  examination  of 187 

Statistical  summaries  of  disease  and  mortality 681 

The  weekly  mortality  returns 688 


808  INDEX. 

TAQM 

Statistical  snmmaries  of  disease  and  mortality —  Concluded, 

Fatality  of  certain  diseases 692 

Certain  Infections  diseases  reported  to  local  boards  of  liealth,  1899  •  69S 
Reported  cases  of  infections  diseases  in  BCassachnsetts,  diphtheria 

and  cronp,  scarlet  fever,  typhoid  fever  and  measles    •        .        .  CBS 
Reported  cases  of  infections  diseases  in  Massachusetts  for  nine  yean 
1891-99 ;  diphtheria  and^cronp,  scarlet  fever,  typhoid  fever  and 

measles €96 

Fatality  from  diphtheria  and  cronp  in  England  for  1890-98       .  697 
Fatality  fh>m  diphtheria  and  cronp,  scarlet  fever  and  typhoid  fever 

in  England  for  1890-98 698 

Reports  of  diseases  dangerous  to  the  public  health  fh>m  cities  and 

tovms,  under  the  provisions  of  chapter  802  of  the  Acts  of  1893  .  699 
Cases  of  infections  diseases  reported  to  tlie  Board  from  219  cities  and 

towns  during  1899 702 

List  of  towns  fh>m  which  no  reports  were  received       ....  705 
Returns  of  deaths  from  cities  and  towns  liaving  a  population  of  more 

than  5,000 707 

Names  of  reporting  towns  and  cities  with  estimated  population  for 

1899 712 

Total  deaths,  deatlis  by  sexes  and  age  periods  and  still-blrths  (table)  714 

Deaths  by  montlis  (table) 718 

Deaths  from  specified  causes  (table) 722 

(Tanses  of  death,  death-rates  and  percentages  of  total  mortality  (table)  726 

Statistical  tables  for  the  year  ending  Sept.  80,  1899 liil 

Stillwater  River,  examination  of  water  of,  at  Sterling  (Metropolitan  Water 

District) 129 

Stockbrldge,  examination  of  Housatonlc  River  at        .....  378 

Sewage  disposal  of,  advice  of  Board 86 

Water  supply  of,  examination  of 316 

Stoneham,  consumption  of  water  in  (see  Wakefield) 402 

Examination  of  water  of  Spot  Pond  (Metropolitan  Water  District)    .  149 

Health  of 769 

Water  supply  of  (see  Wakefield) 316 

Stony  Brook  Reservoir,  Cambridge,  rules  and  regulations  In  regard  to 

sanitary  protection  of 116 

Stoughton,  consumption  of  water  in 402 

Lead  poisoning  in xxxiv 

Water  supply  of,  advice  of  Board 43-45 

Examination  of 316 

Strawberry  syrup 641 

Sudbury  Aqueduct,  examination  of  water  at  Chestnut  HUl  Reservoir  .  148 
Sudbury  Reservoir  (Metropolitan  Water  District),  examination  of  water 

of 133 

Sudbury  River,  average  monthly  flow  of,  in  1899 410 

Average  weekly  flow  of  Sudbury  River  and  Merrimack  River,  1899  411 
Examination  of  water  of,  at  head  of  Framlngham  Reservoir  No.  2 

(Metropolitan  Water  District) 143 

Rainfall  received  and  collected  on  water-shed  of,  1899  ....  412 

Yield  of  water-shed,  1875-99 418 

Suicide,  mortality  fh>m  (Ubles) 722,  7S6 
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Sammary  of  food  Statistics 641 

Snmmary  of  water  supply  statistics 899 

Sommer  resorts,  inspection  of 778 

Review  of  the  worlc  of  the  Board  relating  to li 

Swampscott  and  Nahant,  water  supply  of,  examination  of  .        .  318 

Symps,  inspection  of 587,  640,  641 

Method  of  testing 628 

Tannton,  consumption  of  water  in 402 

Examination  of  Taunton  River  at 892 

Water  supply  of,  examination  of 819 

Taunton  River,  examination  of,  at  Taunton 892 

Tea,  inspection  of .  686 

Method  of  testing 629 

Ten  Mile  River,  examination  of,  below  Attleborough 898 

Tetanus,  mortality  from 725 

**  The  Pines,"  Groveland,  inspection  of 785 

Tlsbury,  consumption  of  water  in 402 

Water  supply  of,  examination  of 821 

Towns,  advised  with  regard  to  water  supply  and  sewerage.    (See  Cities 
and  Towns.) 
Health  of.    (See  Health  of  Towns.) 

Toys,  examination  of 629 

Tuberculosis,  examination  of  sputum  and  other  material  suspected  of  con- 
taining the  bacilli  of      674 

Prevalence  of xxv 

Summary  of  the  four  years  ending  March  81,  1900        ....  677 
Turner's  Falls  Fire  District,  Montague,  water  supply  of,  examination 

of 268 

Tyngsborough,  inspection  of  Willowdale 785 

Water  supply  of,  advice  of  Board 46, 46 

Examination  of 822 

Tyng's  Pond,  Dracut,  inspection  of  Lakeview 784 

Tyngsborough,  inspection  of  Willowdale 785 

Typhoid  fever,  deaths  and  death-rates  from : 

In  Massachusetts  cities  (tables) xxili 

In  Andover 780 

InAyer 782 

In  Cambridge 785 

In  Chelsea 787 

InFairhaven 740 

In  Haverhill 744 

In  Ludlow 754 

In  Northampton • .  761 

InNorthfleld 763 

In  Stoneham 769 

In  Winthrop •        .  776 

Mortality  flrom  (Ubles) 722, 726 

Prevalence  of xxl 

Reported  cases  of 692,  697,  699 

Weekly  summary  of  deaths  from 689 
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Unknown  or  ill-4eflned  causes,  mortality  from  (tables)        ....    722, 726 
Uxbridgei  advice  of  Board  witli  reference  to  preventtng  the  pollution  of 

Drabbletail  Broolc 108 

Examination  of  water  of  Blackstone  River  at       ...        .    364,  865,  868 

Vanilla  extracts,  method  for  estimation  of  vanillin 629 

Vinegar,  inspection  of 584 

Method  of  testing 688 

Vineyard  Haven  Water  Company,  Tisbnry,  examination  of  water  snpply 

ofTisbnry 821 

Wakefield,  health  of 771 

Sewage  disposal  of,  advice  of  Board 89 

Wakefield  and  Stoneham,  consumption  of  water  in 402 

Water  snpply  of,  examination  of 822 

Walker's  Brook,  Marlborough  (Metropolitan  Water  District),  examination 

of  water  of 181 

Walpole,  consumption  of  water  in 402 

Water  supply  of,  examination  of 828 

Waltham,  consumption  of  water  in        ....        ...        .  402 

Examination  of  water  of  Charles  River  at 870 

Health  of 772 

Water  snpply  of,  examination  of 824 

Wannacomet  Water  Company,  Nantucket,  water  supply  of,  examination 

of 264 

Ware,  advice  of  Board  with  reference  to  certain  springs  and  wells    .        •  46,  47 

Consumption  of  water  in 402 

Examination  of  Ware  River  at 894 

Health  of 772 

Ice  supply  of,  advice  of  Board 109 

Water  supply  of,  examination  of 826 

Ware  River,  examination  of,  at  Cold  Brook  Station,  Barre ....  898 

At  Ware 894 

Wareham,  Onset  Bay,  consumption  of  water  in 402 

Warren,  advice  of  Board  relative  to  a  proposed  water  sapply     •        .        .  48 

Water  supply  of 827 

Water: 

Experiments  upon  the  filtration  of,  at  Lawrence  Experiment  Sta- 
tion          488 

B.  coll  communis 488,  510 

Lawrence  city  filter,  operation  of,  with  tables  of  daily  results     .  486 

Summary . 499 

Rates  of  operation  and  depth  and  volume  of  sand  removed  499 

Gallons  of  water  passed  per  scraping 501 

Bacterial  efficiency  at  diiferent  rates 502 

Number  of  bacteria  in  the  effluent               .        .        .      '.        .       '.r  503 

Maximum  rate  of  sand 504 

Removal  of  organic  matter 504 

Detailed  account  of  the  work  of  the  several  filters,  1899        .        .        .    510, 588 
The  occurrence  of  iron  in  ground  waters  and  experiments  upon  methods 

of  removal 687, 558 
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Water  — .  Conclrtded . 

The  occurrence  of  iron  In  gronnd  waters,  etc.  —  Concluded. 

Experiments  on  filtration 539 

AtWatertown 540 

AtMarblehead 541 

DllTerence  of  results  at  Watertown  and  Marblehead               .  548 

At  Provincetown 548 

Through  coke 545 

Through  iron,  followed  by  filtration  through  sand          .  547 

Contact  with  iron  strips,  followed  by  sand  filtration      .  548 

Removal  of  iron  by  potassium  permanganate 549 

Experiments  on  the  remoyal  of  iron  by  the  use  of  lime              .  550 

Experiments  with  Reading  water 552 

Water  supply,  action  of  the  Board  in  regard  to  applications  concerning  .  4 

Report  to  the  Legislature 3 

Review  of  the  work  of  the  Board  relating  to xlv 

Statistics,  summary  of 899 

Records  of  rainfall 408 

Flow  of  streams 410 

Watertown,  experimental  filtration  of  water  at 540, 548 

Health  of 778 

Way  land.  Lake  Cochituate,  examination  of  water  of 146 

Water  supply  of,  examination  of 828 

Webster,  consumption  of  water  in 402 

Examination  of  water  of  French  River  below 874 

Sewage  disposal  of,  advice  of  Board 94 

Wellesley,  advice  of  Board  relative  to  an  additional  water  supply      .  49,  50 

Consumption  of  water  In 402 

Water  supply  of,  examination  of 881 

West  Springfield,  advice  of  Board  relative  to  increasing  the  present  water 

supply 51 

Advice  of  Board  relative  to  outlet  of  a  sewer  near  the  mill  of  the 

Springfield  Glazed  Paper  Company 105 

Water  supply  of,  examination  of 885 

Westborough,  examination  of  water  of  Assabet  River  at     ...        .  360 
Sewage  disposal  of,  advice  of  Board  relative  to  proposed  plans  for 

enlarging  filtration  area 98 

Water  supply  of,  examination  of 888 

Westborough  Insane  Hospital,  Westborough,  water  supply  of,  examinar 

tionof 884 

Westborough  (Lyman  and  Industrial  Schools),  advice  of  Board  relative  to 

sewage  disposal 100 

Westfleld,  examination  of  Westfield  River  at 895 

Health  of 778 

Inspection  of  Woronoco  Park 786 

Water  supply  of,  examination  of 884 

Westfleld  River,  examination  of,  at  Westfield 895 

Weston,  advice  of  Board  relative  to  a  proposed  water  supply     ...  50 

Consumption  of  water  in 402 

Health  of 778 

Weston  Aqueduct  Company,  Weston,  water  supply  of,  examination  of      .  885 
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Westport,  health  of 778 

West  Roxbary,  examination  of  water  of  Charles  River  at    .        .  870 

Weymonth,  water  supply  of,  examination  of 8S7 

Whalom  Lake,  Lnnenbarg,  Inspection  of 788 

Wheat  floor,  inspection  of 586 

Whitman,  consumption  of  water  in 402 

Whooping-cough,  mortality  from  (tables) 722, 726 

Weekly  summary  of  deaths  from 691 

Williamstown,  examination  of  Hoosac  River  at 876 

Willowdale,  Tyngsborough,  inspection  of 786 

Wilmington,  advice  of  Board  relative  to  quality  of  water  used  for  drinking 

purposes  at  a  certain  school-house 66 

Examination  of  water  from  a  well  In 838 

Winchendon,  consumption  of  water  in 408 

Health  of 775 

Water  supply  of,  examination  of 888 

Winchester,  water  supply  of,  examination  of 889 

Winthrop,  health  of 775 

Water  supply  of  (see  Metropolitan  Water  District)        ....  845 

Woburn,  consumption  of  water  in                 .       .    * 402 

Water  supply  of,  examination  of 846 

Wool  liquor,  purification  of 468 

Worcester,  consumption  of  water  in 402 

Health  of 777 

Water  supply  of,  examination  of 846 

Worcester  North-western  Agricultural  Society  grounds  (Athol),  inspection 

of 788 

Worcester  Sewage  Purification  Works,  examination  of  Blackstone  River  at   864-867 

Woronoco  Park,  Westfield,  inspection  of 786 
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BOABD  OF  RbOISTBATION  IN  MbDIOINB, 

Statb  Hovsb,  Dec.  31, 1899. 

To  His  Excellency  Rogeb  Wolcott,  Qovemor. 

Sib  :  —  In  compliance  with  the  requirements  of  chapter 
458  of  the  Acts  of  the  year  1894,  the  Board  of  Registration 
in  Medicine  submits  the  following  report  for  the  current 
year. 

The  number  of  persons  examined  by  the  Board  during  the 
year  is  481,  the  number  registered  is  346,  the  number  re- 
jected 135. 

Besides  the  three  regular  meetings  provided  for  by  the 
registration  act,  one  in  March,  one  in  July  and  one  in 
November,  the  Board  has  held  two  special  meetings  for  the 
examination  of  applicants,  one  in  May  and  the  other  in  Sep- 
tember. 

The  results  obtained  in  the  several  examinations  are  shown 
in  tabular  form  as  follows :  — 


Examined. 


Registered. 


Rejected. 


Percentage 
Rjeoted. 


March  examination, 
May  examination,  . 
July  examination,  . 
September  examination, 
November  examination. 


101 

59 

42 

68 

41 

27 

193 

154 

39 

24 

24 

—  'i 

95 

68 

27 

481 

846 

135 

40 
40 
20 

28 


28 


Each  meeting  for  the  examination  of  applicants  occupies 
the  time  of  the  full  Board  two  days  in  the  class  room,  and 
from  three  to  six  days  in  rating  the  written  work  submitted. 
Ten  questions  are  given  in  each  of  the  subjects  on  which  the 
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examination  is  condacted,  and  two  hoars  allowed  in  which 
to  answer  the  same.  Each  applicant  is  required  to  designate 
his  papers,  not  by  signature,  bat  by  the  namber  which  des- 
ignates his  application.  This  requirement  assures  an  incog- 
nito rating  of  all  papers.  When  the  general  average  of  the 
ratings  of  the  several  papers  of  an  applicant  falls  below  70, 
his  examination  is  regarded  as  unsatisfactory,  and  registra- 
tion is  refused.  Applications  for  examination  must  be  made 
upon  blanks  furnished  by  the  Board,  and  must  be  accom- 
panied by  the  required  fee,  which  is  twenty  dollars.  Cer- 
tificates of  registration  in  other  States,  or  diplomas  of 
graduation  from  medical  colleges,  do  not  exempt  from  ex- 
amination. 

Applicants  refused  registration  by  reason  of  an  unsatis- 
fiictory  examination  may  return  for  a  re-examination  at  any 
regular  meeting  of  the  Board,  without  paying  an  additional 
fee,  within  two  years  from  the  date  of  their  first  examination. 
Referring  in  the  last  annual  report  to  such  recurring  oppor- 
tunities for  a  re-examination,  the  Board  said :  — 

Undoabtedly  it  was  the  intention  of  the  Legislature  in  1894  to 
provide  in  the  registration  act  for  but  one  re-examination  of  a  re- 
jected applicant  without  additional  payment ;  bat  it  is  held  that 
the  law,  strictly  interpreted,  entities  a  rejected  applicant  to  a  re- 
examination at  any  and  every  regalar  meeting  of  the  Board  vrithin 
the  two  years  next  following  the  date  of  his  first  ansnccessf al  ex- 
amination. It  happens,  therefore,  that  a  considerable  namber  of 
rejected  applicants  appear  at  each  regalar  meeting,  jost,  as  they 
say,  to  try  their  luck.  In  the  opinion  of  the  Board,  such  fre- 
quent re-examinations  do  not  resalt  advantageonsly  to  the  indi- 
vidual. They  may  indeed  prove  disastrous  to  him,  from  the  fact 
that  he  may  rely  upon  the  possibilities  of  success  as  a  chance  re- 
salt  from  frequent  attempts,  rather  than  on  farther  study  to  eqaip 
himself  for  the  test.  To  provide  for  one  re-examination  would  be 
a  just  and  a  reasonable  provision  of  the  law.  The  Board  recom- 
mends that  the  law  be  so  amended. 

The  above  and  all  other  recommendations  made  in  the  last 
annual  report  and  referred  to  or  reprinted  in  this  report  are 
deemed  important,  and  should  receive  the  careful  considera- 
tion of  the  Legislature. 

The  law  requires  that  the  examination  shall  be  of  an  **  ele- 
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meotary  and  practical  character,  and  shall  embrace  the  gen- 
eral sabjects  of  surgery,  physiology,  pathology,  obstetrics 
and  the  practice  of  medicine ;  **  but,  inasmuch  as  the  law  also 
requires  that  the  examination  shall  be  **  sufficiently  strict  to 
test  the  qualifications  of  the  candidate  as  a  practitioner  of 
medicine,"  the  Board  could  not  discharge  its  duty  fully 
should  it  limit  its  list  of  questions  to  the  particular  branches 
mentioned.  A  thorough  knowledge  of  anatomy  is  indis- 
pensable ;  without  it  no  one  can  be  considered  qualified  to 
practice  medicine. 

At  the  examination  in  November,  the  last  held,  95  appli- 
cants were  present.  The  questions  submitted  were  the  fol- 
lowing :  — 

Surgery. 

1.  DiscasB  abscess  of  the  antram  of  Highmore,  —  diagnosis  and 
treatment. 

2.  Discuss  hemorrhoids,  —  varieties,  causes  and  treatment. 

3.  Discass  operation  and  after-treatment  for  amputation  of  leg 
at  any  point  of  election.  ^ 

4.  What  structures  would  be  severed  in  amputation  of  the  thigh 
in  the  middle  third  ? 

5.  Name  two  causes  of  ulcer  of  the  leg,  and  treatment  of  each. 

6.  Discuss  symptoms  and  treatment  of  aneurism. 

7.  State  in  detail  the  technique  of  cerebral  operations. 

8.  Differentiate  acute  prostatitis  from  acute  cystitis. 

9.  Acute  iritis,  —  diagnosis  and  treatment. 

10.  Strictures  of  the  male  urethra,  —  causes,  symptoms  and 
treatment. 

Phynology. 

1.  Describe  the  nervous  mechanism  of  respiration. 

2.  State  the  functions  of  the  red  blood  corpuscles. 

8.  Describe  the  eustachian  tube,  and  state  its  functions. 

4.  Name  the  three  distinctive  forms  of  digestion,  and  state  the 
function  of  each. 

5.  State  the  appearance  of  bile ;  also  its  source,  normal  quantity 
secreted  in  twenty-four  hours  in  the  adult,  and  its  function. 

6.  What  is  peristalsis,  and  its  purpose? 

7.  How  is  the  nutritive  portion  of  food  taken  up  during  diges- 
tion? 

8.  Define  chyme,  also  chyle.     Where  is  the  latter  found? 

9.  Name  the  acid  constituents  of  gastric  juice,  and  their  source. 

10.  How  is  the  sense  of  smell  excited? 
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Paihologp. 

Give  a  brief  synopBia  of  the  pathology  of  the  following  dia* 
eases:  — 


1.  Diphtheria. 

2.  Rubeola. 

8  •  PneaiDODia  (aca  te  croapons)  • 

4.  Pericarditis. 

5.  Addison's  disease. 


6.  Groat. 

7.  Rachitis. 

8.  Filariasis. 

9.  Erysipelas. 
10.  Pott's  disease. 


Obitetric8. 

1.  Name  the  articulations  of  the  pelvic  bones. 

2.  Name  the  pelvic  organs,  and  their  anatomical  relations. 

8.  What  conditions  wonld  prompt  you  to  induce  premature  labor  ? 

4.  State  briefly  etiology,  pathology  and  treatment  of  phlegmasia 
dolens. 

5.  In  breech  presentation,  what  obstacles  hindering  delivery  are 
likely  to  be  met  with? 

6.  Write  a  page  on  icterus  neonatorum, — stating  briefly  etiol* 
ogy,  pathology,  treatment  and  prognosis* 

7.  Differentiate  ovarian  cyst  from  pregnancy. 

8.  Differentiate  infanticide  from  foeticide. 

9.  How  would  you  manage  a  case  of  infantile  colic?    Describe 
best  substitutes  for  a  mother's  milk. 

10.  Discuss  eclampsia  in  the  lying-in-period,  —  causes,  treat- 
ment and  prognosis. 

Medicine, 

1.  State  the  symptoms,  diagnosis  and  treatment  of  carbolic  acid 
poisoning. 

2.  Define  scarlet- fever,  —  stating  varieties,  etiol<^y,  diagnosis 
and  sequelaB. 

8.  Define  lithsemia,  and  give  dietetic  treatment. 

4.  Differentiate  diphtheria  from  follicular  tonsillitis. 

5.  State  the  characteristic  symptoms  and  most  serious  sequels 
of  lead  poisoning. 

6.  Give  etiology,  symptoms,  dietetic  treatment  and  prognosis  of 
diabetes  mellitus. 

7.  State  the  period  of  incubation  of  any  three  contagions  diseases. 

8.  Define  and  diagnose  progressive  bulbar  paralysis. 

9.  State  symptoms  and  diagnosis  of  pericarditis. 

10.  State  dietetic  and  hygienic  treatment  of  chronic  interstitial 
nephritis. 
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In  seyeral  of  the  States  under  the  existing  laws  any  one  is 
permitted  to  practise  medicine  who  holds  a  diploma  from  a 
legally  chartered  medical  school.  Under  such  statutory 
regulations  many  incompetent  persons,  on  securing  a  so-called 
diploma,  either  by  an  out-and-out  purchase  in  abserUiaj  or 
**  after  a  mere  formal  attendance  at  lectures"  in  some  weak, 
poorly  equipped  medical  school,  find  their  way  into  the 
profession.  Under  the  wise  provisions  of  the  law  in  this 
Commonwealth,  the  holder  of  a  diploma,  irrespective  of  the 
standing  of  the  medical  school  granting  the  same,  is  not  per- 
mitted to  register  without  an  examination  by  the  State  Board. 

Ten  per  cent,  of  the  graduates  examined  this  year  have 
been  refused  registration.  The  following  excerpts  from  their 
examination  papers  may  be  of  interest.  In  every  instance 
the  answer  is  exact  as  to  spelling,  punctuation,,  capitalization 
and  phraseology,  and  no  one  is  quoted  more  than  once. 

Q.  Acute  Iritis,  —  diagnosis  and  treatment. 

A.  With  this  trouble  there  is  trouble  in  the  sight  owing  to  the 
inflamation  which  causes  a  blur  of  the  sight  the  treatment  would  be 
to  treat  the  system  internally  and  then  send  to  an  optician  and 
have  the  eyes  fitted  with  the  proper  glasses. 

Q.  Give  a  brief  synopsis  of  the  pathology  of  pericarditis. 

A.  Is  an  acute  inflamation  of  the  covering  of  the  Heart,  in 
which  we  have  hyperaemia  and  swelling  and  a  little  later  infiltra- 
tion through  the  tissues  which  may  become  purulent  and  form 
abscesses  and  pluricy. 

Q.  In  the  second  stage  of  labor  what  conditions  would  require 
the  application  of  forceps? 
A.  I  think  a  transverse  position  would  require  the  use  of  forceps. 

Q.  Differentiate  infanticide  from  foeticide. 

A.  The  first  is  an  instance  in  which  the  mother  kills  the  new 
bom,  the  next  is  an  instance  in  which  the  child  is  bom  alive,  but 
immediately  upon  birth  dies  as  a  result  of  its  own  strange  conduct. 

Q.  State  symptoms  and  diagnosis  of  pericarditis. 

A.  In  Pericarditis  Pain,  tightness  of  chest,  fullness  fever,  diffi- 
cult breathing,  shortness  of  breat,  irregular  action  of  heart,  all 
signs  of  inflamation  Diagnosis  f  allness  of  chest,  patient  lies  on  the 
effected  size,  face  is  anxious  pale.    Fluid  draw  by  aspiration. 
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Q.  Describe  emphysema  of  the  lung. 

A.  Emphysema  of  the  long  is  air  in  the  pleural  cavity,  we  get 
the  barrel  shaped  chest. 

Q.  Describe  operation  and  after  treatment  for  amputation  of 
the  leg  at  any  point  of  election. 

A.  In  operating  the  leg  at  the  middle  of  the  thibia  I  wHl  first 
put  my  mbber  band  little  below  the  knee,  made  a  circular  incision 
to  cat  the  skin,  made  my  flap,  saw  the  thibia  and  ulna  attach  the 
thibial  and  ulnal  arteries,  stop  the  others  little  hemorrhages  by 
compression  and  made  an  antiseptic  dressing  with  iodoform  gauze. 

Q.  Give  a  brief  synopsis  of  the  pathology  of  gout. 

A.  Gout  Synopsis  is  a  disease,  charactize  by  a  lesion  that  attack 
tEe  Serous  membrane  of  the  joints,  throught  the  circulation  of  the 
Blood. 

Q.  State  the  functions  of  the  red  blood  corpuscles. 

A.  The  red  blood  corpuscles  are  the  oxygen  carriers  of  the  Cir- 
culation. It  takes  it  from  the  lungs  to  the  Heart,  then  to  the 
Lymphatics  and  from  their  to  the  capillaries,  and  from  there  it  is 
carried  all  over  the  body. 

Q.  Give  a  brief  synopsis  of  the  patholc^  of  rubeola. 

A.  There  is  an  enlargement  of  the  capillaries,  and  an  increase 
of  epithelium,  also  increase  of  corpuscles.  Hyperiamia  and  con- 
gestion of  the  parts,  due  to  Infiltration. 

Q.  State  symptoms  and  diagnosis  of  pericarditis. 
A.  Precordal  distress,  bulging  of  the  left  side.    Apex  beat  in  to 
the  Left  of  sternum  and  transmited  round  to  left  Shoulder. 

FlNANGiAL  Statement. 

Receipts, 

Fees  from  applicants  received  and  paid  into  the  treasury  of 
the  Commonwealth  since  Jan.  1, 1899, .....  |6,910  00 


Esq>endUures. 

Services  of  members  of  the  Board, 
Incidental  expenses  of  Board,  . 
Clerical  service, 
Printing  and  material. 
Detective  service. 
Books  and  other  office  supplies. 
Postage  and  messages. 
Balance  credited  to  the  Board, . 


14,680  00 

482  01 

669  00 

38  20 

158  95 

165  84 

180  44 

685  56 

•6,910  00 
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Commonwealth  v.  St.  Pierre. 

This  is  a  case  in  which  a  person  in  Fall  River  was  accused 
of  practising  medicine  without  registration.  His  profes- 
sional sign  was  that  of  an  <<  eye  specialist."  He  was  sen- 
tenced in  the  municipal  court  to  three  months'  imprisonment 
and  to  pay  a  fine  of  five  hundred  dollars,  the  maximum 
penalty.  The  case  was  carried  to  the  superior  coui*t,  where 
sentence  was  sustained ;  but  certain  exceptions  were  taken 
by  the  defendant's  counsel  to  the  rulings  of  the  court.  The 
exceptions  were  finally  disposed  of  in  the  following  opinion 
of  the  supreme  judicial  court,  rendered  on  the  thirteenth 
day  of  December,  1899  :  — 

LoRiKG,  J.  The  exception  to  the  exclusion  of  testimony  offered 
by  the  defendant  on  cross-examination  must  be  sustained.  The 
govemment  had  introduced  in  evidence  testimony  of  a  number  of 
persons  to  the  effect  that  they  had  visited  the  defendant  at  various 
times ;  that  he  gave  to  them  medicines,  and  advised  them  how  to 
use  them ;  that  at  these  times  they  had  conversations  with  him 
about  the  nature  of  their  complaints ;  that  he  afterwards  visited 
some  of  them  at  their  houses  and  treated  them  there,  and  that 
they  paid  him  money,  and  the  bottles  and  packages,  which  the 
witnesses  testified  were  given  to  them,  had  been  put  in  evidence. 

The  defendant  offered  to  prove  that  **  on  each  and  every  occa- 
sion at  the  time  the  parties  were  told  by  the  defendant  that  he 
was  not  a  doctor,  and  that  he  did  not  charge  anything  for  his  ser- 
vices."   This  evidence  was  excluded. 

If  the  defendant  sold  the  medicines,  receiving  payment  therefor, 
and  gave  advice  gratuitously  as  to  the  use  to  be  made  of  them,  he 
was  not,  so  far  as  those  instances  were  concerned,  holding  himself 
out  as  a  physician ;  his  declarations  accompanying  the  acts  and 
showing  the  character  of  them  were  admissible  as  part  of  the 
res  gestcB. 

Of  course  it  was  open  to  the  govemment  to  contend  that  in 
these  instances  he  was  really  acting  as  a  physician,  and  was  paid 
as  such  for  his  services,  and  that  these  statements  were  efforts  to 
evade  the  statutory  provisions  here  in  question. 

But  when  the  Commonwealth  put  in  testimony  to  the  effect  that 
he  had  given  directions  and  advice  as  to  the  use  of  the  contents  of 
the  packages  and  bottles  sold  by  him,  and  had  been  paid  by  the 
persons  to  whom  the  contents  were  sold,  it  was  the  right  of  the 
defendant  to  prove  that  in  each  instance  he  was  paid  not  for  the 
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advice  bat  only  for  the  drags,  and  that  he  declared  that  he  was 
not  a  physician ;  and  in  that  way  to  raise  the  qnestion  whether, 
so  far  as  these  instances  were  concerned,  he  was  selling  the  drags 
and  giving  information  grataitoasly  as  to  their  ase,  and  therefore 
not  thereby  holding  himself  oat  as  a  physician,  or  whether  he  was 
really  acting  as  a  physician,  taking  payment  therefor,  and  was 
seeking  by  sach  declarations  to  evade  the  effect  of  his  actions. 
This  qnestion  was  a  question  for  the  jary,  ander  all  circamstances, 
and  the  testimony  offered  shonld  have  been  admitted.  ^ 

As  the  qaestions  involved  in  the  other  exceptions  may  arise  in 
a  new  trial,  they  may  be  briefly  disposed  of  here :  — 

2.  The  harden  was  on  the  defendant  to  show  that  he  was  a 
registered  physician,  if  he  relied  on  sach  a  jastification.  Pab. 
Sts.,  c.  214,  §  12 ;  this  applies  in  cases  where  the  absence  of  a 
license  is  made  part  of  a  description  of  the  offence.  Common- 
wealth V.  Kelly,  10  Cash.  69.  Commonwealth  v.  Tattle,  12  Cash. 
502.  Commonwealth  v,  Barnes,  138  Mass.  152.  Commonwealth 
V.  McCarthy,  141  Mass.  420. 

8.  Proof  that  the  defendant  acted  either  as  a  physician  or  sar- 
geon  was  safficient  to  sapport  the  complaint,  which  charged  him 
with  holding  himself  oat  as  a  physician  and  sargeon.  There  is 
bat  one  offence,  and  that  may  be  committed  by  the  defendant's 
holding  himself  oat  as  a  physician  or  a  sargeon ;  if  the  complaint 
charges  that  the  offence  is  committed  by  the  defendant's  holding 
himself  oat  both  as  a  physician  and  sargeon,  the  whole  offence  is 
proved  if  he  is  shown  to  have  held  himself  oat  as  either.  Com- 
monwealth V.  Dolan,  121  Mass.  874. 

4.  The  raling  that,  if  the  defendant  held  himself  out  as  an  eye 
specialist,  he  held  himself  oat  as  *'  one  who  devoted  himself  to  a 
branch  of  the  healing  art  which  is  the  profession  of  the  physician 
and  sargeon,"  and  that  ^<  if  the  defendant  held  himself  oat  as  an 
eye  specialist,  he  held  himself  oat  as  a  physician  and  sargeon 
within  the  meaning  of  the  statnte,"  was  correct. 

New  iricU  ordered. 

ReOOMHEND  ATIONS  • 

The  following  recommendations  are  quoted  from  the  last 
annual  report  of  the  Board :  — 

Referring  in  the  last  annual  report  to  the  passage  of  the  regis- 
tration act  in  1894,  and  to  the  fact  that  prior  thereto  there  were  no 
statutory  provisions  in  this  Commonwealth  for  the  protection  of 
the  people  from  incompetent  practitioners,  the  Board  said :  — 
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In  no  other  direction,  or  affairs  of  State,  can  the  police  power  be  exer- 
cised more  in  accordance  with  an  intelligent  sense  of  public  duty  than  in 
the  enforcement  of  laws  enacted  for  the  protection  of  health  and  the 
alleyiation  of  disease.  To  require,  of  persons  who  desire  to  practise 
medicine,  certain  qualifications,  or  knowledge  of  the  human  body  in 
health  and  disease,  is  indeed  most  reasonable.  ...  In  most  of  the  other 
States  such  laws  are  far  in  advance  of  ours  in  their  restrictiye  provisions, 
and  in  their  requirements  regarding  preliminary  education,  medical 
instruction  and  examination  tests  for  fitness  to  practise.  The  Board 
believes  that  the  time  has  arrived  for  this  Commonwealth  to  consider 
further  in  what  directions  the  scope  of  the  registration  act  should  be 
extended  so  as  to  afford  still  further  protection  along  the  lines  originally 
contemplated. 

Since  the  passage  of  the  act  in  1894  some  minor  perfecting 
amendments  have  been  made ;  still,  the  law  is  unsatisfactory  in 
many  important  respects.  It  should  be  provided  in  the  law  that 
persons  holding  certificates  of  registration  should  be  required  to 
record  the  same  in  the  clerk's  oflSce  of  the  city  or  town  in  which 
they  reside  or  practise.  Such  a  provision  would  prevent  imposition 
by  itinerants  and  other  unregistered  persons. 

More  definite  provisions  than  the  present  should  be  made  regard- 
ing the  practice  in  our  border  towns  by  physicians  residing  in,  and 
qualified  to  practise  in,  the  adjoining  towns  in  other  States. 

Section  10,  in  its  amended  form  in  chapter  412  of  the  Acts  of 
1895,  is  liable  to  different  interpretation  in  different  courts  as  to 
the  intended  meaning  of  its  text,  also  as  to  its  bearing  on  the  last 
clause  of  section  11.  It  should  therefore  be  amended  by  a  new 
draft.  In  view  of  such  imperfections  and  deficiencies  in  the 
present  statutes,  the  Board  submits  recommendations  as  follows :  — 

Section  9  of  chapter  458  of  the  Acts  of  1894  should  be  amended 
so  as  to  provide  as  follows :  — 

The  examinations  for  registration  as  physicians  or  surgeons  under  the 
provisions  of  chapter  four  hundred  and  fifty-eight  of  the  acts  of  the  year 
eighteen  hundred  and  ninety-four,  shall  be,  in  whole  or  in  part,  in  writ- 
ing in  the  English  language,  and  shall  be  of  a  scientific  and  practical 
character,  and  sufficiently  thorough  to  test  the  applicant's  fitness  to 
practise  medicine.  They  shall  embrace  the  general  subjects  of  surgery, 
physiology,  pathology,  obstetrics  and  gynecology,  practice  of  medicine, 
anatomy,  and  such  other  subjects  as  the  board  may  determine. 

Section  10  of  said  chapter  should  be  amended  so  as  to  read 
substantially :  — 

Any  person  who,  not  being  then  lawfully  authorized  to  practise  med- 
icine within  this  Commonwealth,  and  so  registered  according  to  law, 
shall  hold  himself  out  to  the  public  as  a  practitioner  of  medicine, 
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whether  by  appending  to  his  name  the  title  Dr.,  or  M.D.,  or  any  other 
title  or  designation  implying  a  practitioner  of  medicine,  or  attempting 
to  practise  medicine,  in  any  of  its  branches,  within  the  limits  of  this 
Commonwealth,  shall  be  deemed  guilty  of  a  misdemeanor,  and  shall  be 
punished  by  a  fine  of  not  less  than  one  hundred  nor  more  than  five  hun- 
dred dollars  for  each  offence,  or  by  imprisonment  in  jail  for  three 
months,  or  both ;  and  in  no  case  where  any  provision  of  this  law  has 
been  violated,  shall  the  person  so  violating  be  entitled  to  receive  com- 
pensation for  services  rendered. 

SectioD  1 1  of  said  chapter  should  read  substantially  as  follows :  — 

Nothing  in  this  act  shall  be  so  construed  as  to  discriminate  against 
any  particular  school  or  system  of  medicine,  or  to  prohibit  service  in  a 
case  of  emergency,  or  the  domestic  administration  of  family  remedies ; 
and  this  act  shall  not  apply  to  a  commissioned  medical  officer  of  the 
United  States  army,  navy  or  marine  hospital  service,  in  the  discharge  of 
his  official  duty ;  nor  to  a  physician  or  surgeon  from  another  state,  who 
is  a  legal  practitioner  in  the  state  in  which  he  resides,  when  in  actual 
consultation  with  a  legal  practitioner  of  this  Commonwealth ;  nor  to  a 
physician  or  surgeon  residing  in  another  state  and  legally  qualified  to 
practise  therein,  whose  general  practice  extends  into  the  border  towns 
of  this  Commonwealth,  provided  such  physician  does  not  open  an  office 
nor  designate  a  place  in  such  towns  where  he  may  meet  patients  or 
receive  calls ;  nor  to  a  physician  duly  authorized  to  practise  medicine  in 
another  state,  called  as  the  family  physician  to  attend  a  person  tem- 
porarily abiding  in  this  Commonwealth. 

Section  4  of  said  chapter,  as  amended  in  chapter  196  of  the 
Acts  of  1897,  should  be  amended  in  the  second  sentence  thereof, 
so  as  to  provide  that :  — 

Any  applicant  failing  to  pass  an  examination  satisfactory  to  the  board, 
and  therefore  refused  registration,  shall  be  entitled  within  one  year 
after  such  refusal  to  another  examination  at  a  meeting  of  the  board 
called  for  the  examination  of  applicants,  without  the  payment  of  an 
additional  fee ;  and  one  such  re-examination  shall  exhaust  his  privilege 
under  his  original  application. 

The  law  should  provide  that :  — 

Authority  to  practise  medicine  in  this  Commonwealth  under  said  act^ 
or  the  several  later  acts  relating  thereto,  shall  be  a  certificate  issued  by 
the  board  of  registration  in  medicine ;  and  it  shall  be  unlawful  for  any 
person  to  practise  medicine  in  any  of  its  branches,  within  the  limits  of 
this  Commonwealth,  who  has  not  registered  in  the  city  or  town  clerk^s 
office  of  the  city  or  town  in  which  he  resides  or  maintains  an  office,  his 
authority  for  practising  medicine ;  and  the  person  so  registering  shall 


1900.]         PUBLIC  DOCUMENT  — No.  56.  13 

subscribe  and  verify,  by  oath  before  such  clerk,  an  affidavit  containing 
the  number  of  his  certificate  of  registration  and  the  date  of  its  issue, 
which  if  false  shall  subject  the  affiant  to  conviction  and  punishment  for 
perjury. 

In  Appendix  A  will  be  found  a  copy  of  the  laws  relating 
to  registration,  and  in  Appendix  B  the  names  of  all  the 
practitioners  registered  in  this  Commonwealth. 

Respectfully  submitted, 

C.  EDWIN   MILES,  Oiairman, 
EDWIN   B.  HARVEY,  Secretary. 
WALTER  P.  BOWERS. 
SAMUEL  H.  CALDERWOOD. 
AUGUSTUS   L.  CHASE. 
NATHANIEL  R.  PERKINS. 
AUGUSTUS  C.  WALKER. 
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Appendix  A, 


[CuAPTBX  458,  Acts  of  1894.] 
AN  AOT  to  provide  for  the  Registration  of  Physicians  and  Surgeons. 
Be  U  encieled,  etc,^  as  follows : 

Section  1.  The  governor,  with  the  advice  and  consent  of  the 
council,  shall  appoint  seven  persons,  residents  in  this  Common- 
wealth, who  shall  be  graduates  of  a  legally  chartered  medical 
college  or  university  having  the  power  to  confer  degrees  in  medi- 
cine, and  who  shall  have  been  actively  employed  in  the  practice  of 
their  profession  for  a  period  of  ten  years,  who  shall  constitute  a 
board  of  registration  in  medicine.  Such  persons  shall  be  appointed 
and  hold  office  for  terms  of  one,  two,  three,  four,  five,  six  and 
seven  years,  respectively,  beginning  with  the  first  day  of  July 
in  the  present  year,  and  until  their  respective  successor  ai*e  ap- 
pointed, and  thereafter  the  governor,  with  the  advice  and  consent 
of  the  council,  shall  appoint,  before  the  first  day  of  July  in  each 
year,  one  person  qualified  as  aforesaid,  to  hold  office  for  seven 
years  from  the  first  day  of  July  next  ensuing.  No  member  of  said 
board  shall  belong  to  the  faculty  of  any  medical  college  or  univer- 
sity. Vacancies  in  said  board  shall  be  filled  in  accordance  with 
the  provisions  of  this  act  for  the  establishment  of  the  original 
board,  and  the  person  appointed  to  fill  a  vacancy  shall  hold  office 
during  the  unexpired  term  of  the  member  whose  place  he  fills. 
Any  member  of  said  board  may  be  removed  from  office  for  cause 
by  the  governor,  with  the  advice  and  consent  of  the  executive 
council,  and  not  more  than  three  members  of  said  board  shall  at 
one  time  be  members  of  any  one  chartered  state  medical  society. 

Sect.  2.  The  members  of  said  board  shall  meet  on  the  second 
Tuesday  of  July  next,  at  such  time  and  place  as  they  may  deter- 
mine, and  shall  immediately  proceed  to  organize  by  electing  a 
chairman  and  secretary,  who  shall  hold  their  respective  offices  for 
the  term  of  one  year.  The  secretary  shall  give  to  the  treasurer 
and  receiver  general  of  the  Commonwealth  a  bond  in  the  penal 
sum  of  five  thousand  dollars,  with  sufficient  sureties  to  be  ap- 
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proved  by  the  governor  and  connefl,  for  the  faithfal  discharge  of 
the  duties  of  his  oflSce.  The  said  board  shall  hold  three  r^ular 
meetings  in  each  year,  one  on  the  second  Tuesday  of  March,  one 
on  the  second  Tuesday  of  Jnly  and  one  on  the  second  Toesday  of 
November,  and  snch  additional  meeting3  at  such  times  and  places 
as  it  may  determine. 

Sect.  3.  It  shall  be  the  doty  of  said  board  immediately  upon 
its  organisation  to  notify  all  persons  practising  medicine  in  this 
Commonwealth  of  the  provisions  of  this  act,  by  publication  in  one 
or  more  newspapers  in  each  county,  and  every  such  person  who  is  a 
graduate  of  a  legally  chartered  medical  college  or  university  having 
power  to  confer  degrees  in  medicine,  and  every  person  who  has 
been  a  practitioner  of  medicine  in  this  Commonwealth  continuously 
for  a  period  of  three  yeai-s  next  prior  to  the  passage  hereof,  shall 
upon  the  payment  of  a  fee  of  one  dollar  be  entitled  to  registration, 
and  said  board  shall  issue  to  him  a  certificate  thereof  signed  by 
the  chairman  and  secretary. 

Sect.  4.  Any  person  not  entitled  to  registration  as  aforesaid 
shall,  upon  payment  of  a  fee  of  ten  *  dollars,  be  entitled  to  exami- 
nation, and  if  found  qualified  by  four  or  more  members  of  said 
board  shall  be  registered  as  a  qualified  physician,  and  shall  receive 
a  certificate  thereof  as  provided  in  section  three.  Any  person 
refused  registration  may  be  re-examined  at  any  regular  meeting 
of  said  board,  within  two  years  of  the  time  of  such  refusal,  with- 
out additional  fee,  and  thereafter  he  may  be  examined  as  often  as 
he  may  desire,  upon  the  payment  of  the  fee  of  ten  dollars  for  each 
examination.  Said  board,  after  a  conviction  before  a  proper  court 
for  crime  in  the  course  of  professional  business  has  been  shown, 
and  after  hearing,  may  by  unanimous  vote  revoke  any  certificate 
issued  by  them  and  cancel  the  registration  of  the  person  to  whom 
the  same  was  issued.  All  fees  received  by  the  board  under  this 
act  shall  be  paid  by  the  secretary  thereof  into  the  treasury  of  the 
Commonwealth  once  in  each  month. 

Sect.  5.  The  compensation,  incidental  and  travelling  expenses 
of  the  boai*d  shall  be  paid  from  the  treasury  of  the  Commonwealth. 
The  compensation  of  members  of  the  board  shall  be  ten  dollars 
each  for  every  day  actually  spent  in  the  discharge  of  their  duties, 
and  three  cents  per  mile  each  way  for  necessary  travelling  expenses 
in  attending  the  meetings  of  the  board,  but  in  no  case  shall  any 
more  be  paid  than  was  actually  expended.  Such  compensation 
and  the  incidental  and  travelling  expenses  shall  be  approved  by 


*  Sm  am«ndm«Dt,  ebaptar  106,  AeU  of  1M7. 
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the  board  and  sent  to  the  auditor  of  the  Commonwealth,  who  shall 
certify  to  the  governor  and  council  the  amounts  due  as  in  case 
of  other  bills  and  accounts  approved  by  him  under  the  provisions 
of  law :  provided^  that  the  amounts  so  paid  shall  not  exceed  the 
amount  received  by  the  treasurer  and  receiver  general  of  the  Com- 
monwealth from  the  board  in  fees  as  herein  specified,  and  so  much 
of  said  receipts  as  may  be  necessary  is  hereby  appropriated  for  the 
compensation  and  expenses  of  the  board  as  aforesaid. 

Sect.  6.  The  board  shall  keep  a  record  of  the  names  of  all 
persons  registered  hereunder,  and  a  record  of  all  moneys  received 
and  disbursed  by  said  board,  and  said  records  or  duplicates  thereof 
shall  always  be  open  to  inspection  in  the  office  of  the  secretary 
of  the  Commonwealth.  Said  board  shall  annually  report  to  the 
governor  on  or  before  the  first  day  of  January  in  each  year,  the 
condition  of  medicine  and  surgery  in  this  Commonwealth,  which 
report  shall  contain  a  full  and  complete  record  of  all  its  official 
acts  during  the  year,  and  shall  also  contain  a  statement  of  the 
receipts  and  disbursements  of  the  board. 

Sect.  7.  It  shall  be  the  duty  of  the  boaixl  to  investigate  all 
complaints  of  disregard,  non-compliance  or  violation  of  the  pro- 
visions of  this  act,  and  to  bring  all  such  cases  to  the  notice  of  the 
proper  prosecuting  officers. 

Sect.  8.  On  and  after  the  first  day  of  January  in  the  year 
eighteen  hundred  and  ninety-five  the  board  shall  examine  all  appli- 
cants for  registration  as  licensed  physicians  or  surgeons.  Appli- 
cants must  give  satisfactory  proof  of  being  twenty-one  years  of 
age  and  of  good  moral  character ;  and  every  applicant  who  is  a 
graduate  of  and  has  received  a  degree  of  doctor  of  medicine  from 
a  legally  chartered  medical  college  or  university  having  power  to 
confer  degrees  in  medicine  in  this  Commonwealth,  shall  be  entitled 
prima  facie  to  be  registered  under  this  act,  upon  the  payment  of 
the  fees  herein  provided. 

Sect.  9.  Examinations  shall  be,  in  whole  or  in  part,  in  writing, 
and  shall  be  of  an  elementary  and  practical  character.  They  shall 
embrace  the  general  subjects  of  surgery,  physiology,  pathology, 
obstetrics  and  practice  of  medicine,  and  shall  be  sufficiently  strict 
to  test  the  qualifications  of  the  candidate  as  a  practitioner  of 
medicine. 

Sect.  10.*  Whoever  not  being  registered  as  aforesaid  shall 
advertise  or  hold  himself  out  to  the  public  as  a  physician  or  sur- 
geon in  this  Commonwealth,  by  appending  to  his  name  the  letters 

*  Sm  section  10,  m  mmeDded,  ehapter  412,  AeU  of  1896. 
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^'M.D."  or  using  the  title  of  doctor,  meaning  thereby  a  doctor 
of  medicine,  shall  be  punished  by  a  fine  of  not  less  than  one  hun- 
dred nor  more  than  five  hundred  dollars  for  each  offence,  or  by 
imprisonment  in  jail  for  three  months,  or  both. 

Sect.  11.  This  act  shall  not  apply  to  commissioned  officers  of 
the  United  States  army,  navy  or  marine  hospital  service,  or  to  a 
physician  or  surgeon  who  is  called  from  another  state  to  treat  a 
particular  case,  and  who  does  not  otherwise  practice  in  this  state, 
or  to  prohibit  gratuitous  services ;  nor  to  clairvoyants,  or  to  per- 
sons practising  hypnotism,  magnetic  healing,  mind  cure,  massage 
methods,  christian  science,  cosmopathic  or  any  other  method  of 
healing:  providedy  such  persons  do  not  violate  any  of  the  pro- 
visions of  section  ten  of  this  act. 

Sect.  12.  For  the  purposes  of  the  appointment  of  said  board, 
and  of  registration  of  persons  by  it  hereunder,  this  act  shall  take 
effect  upon  its  passage,  and  shall  take  full  effect  on  the  first 
day  of  January  in  the  year  eighteen  hundred  and  ninety-five. 
[Approved  June  7,  1894. 

[Chaftbr  412,  Acts  op  1896.] 
AN  AOT  relative  to  the  Begiatratlon  of  Physlolana  and  Surereons. 
Be  it  enacted,  etc,,  <m  follows : 

Section  ten  of  chapter  four  hundred  and  fifty-eight  of  the  acta 
of  the  year  eighteen  hundred  and  ninety- four  is  hereby  amended 
by  striking  out  in  the  third  line,  after  the  word  *'  Commonwealth  ", 
the  words  '^  by  appending*',  and  inserting  in  place  thereof  the 
words :  —  or  appends,  —  also  by  striking  out  in  the  fourth  line,  the 
word  '*  using",  and  inserting  in  place  thereof  the  word :  —  uses,  — 
so  as  to  read  as  follows :  —  Section  10.  Whoever  not  being  reg- 
istered as  aforesaid  shall  advertise  or  hold  himself  oat  to  the  public 
as  a  physician  or  surgeon  in  this  Commonwealth,  or  appends  to 
his  name  the  letters  '^  M.D.",  or  uses  the  title  of  doctor,  meaning 
thereby  a  doctor  of  medicine,  shall  be  punished  by  a  fine  of  not 
less  than  one  hundred  nor  more  than  five  hundred  dollars  for  each 
offence,  or  by  imprisonment  in  jail  for  three  months,  or  both. 
[Approved  May  10^  1895. 

[Chaptbr  230,  Acts  of  1896.] 
AN  AOT  relative  to  the  Befirlstratlon  of  Physicians  and  Surgeons. 
Be  it  enacted,  etc.,  as  follows: 

Section  1.     All  applications  for  registration  as  physicians  or 
surgeons  under  the  provisions  of  chapter  four  hundred  and  fifty- 
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eight  of  the  acts  of  the  year  eighteen  hundred  and  ninety- four, 
shall  be  made  upon  blanks  to  be  furnished  by  the  board  of  regis- 
tration in  medicine,  and  shall  be  signed  and  sworn  to  by  the 
applicants. 

Sect.  2.  Said  board  shall  examine  all  applicants,  and  only  such 
as  are  found  qualified  and  shall  give  satisfactory  proof  of  being 
twenty-one  years  of  age  and  of  good  moral  character,  shall  receive 
certificates  of  registration  as  provided  in  said  act :  provided^  how- 
ever^ that  said  board  shall  register  without  examination  any  appli- 
cant whom  it  may  find  to  be  of  good  moral  character,  of  more  than 
sixty  years  of  age,  atfd  a  graduate  of  a  legally  chartered  medical 
college  having  power  to  confer  degrees  in  medicine,  and  who  has 
been  a  practitioner  of  medicine  in  this  Commonwealth  for  a  period 
of  ten  years  next  prior  to  the  passage  of  this  act,  and  who  other- 
wise complies  with  the  provisions  of  this  act. 

Sect.  3.  Said  board  may  by  a  unanimous  vote,  after  a  hearing, 
revoke  any  certificate  issued  by  it  to,  and  cancel  the  registration 
of  any  person  convicted  of  any  crime  in  the  practice  of  his  profes- 
sional business,  or  convicted  of  a  felony. 

Sect.  4.  Any  person  who  shall  practice  medicine  or  surgery 
under  a  false  or  assumed  name,  or  under  a  name  other  than  that 
under  which  he  is  registered,  or  who  shall  personate  another  practi- 
tioner of  a  like  or  different  name,  shall  be  punished  by  a  fine  of  not 
less  than  one  hundred  nor  more  than  five  hundred  dollars  for  each 
offence,  or  by  imprisonment  in  jail  three  months,  or  both.  [Ap- 
proved April  2,  1896, 


[Chapter  196,  Acts  or  1897.] 
AN  AOT  relative  to  the  Befflstration  of  Physicians  and  Sursreons. 
Be  U  enacted^  etc ,  as  follows : 

Section  1.  Section  four  of  chapter  four  hundred  and  fifty- 
eight  of  the  acts  of  the  year  eighteen  hundred  and  ninety- four  is 
hereby  amended  by  striking  out  in  the  second  line,  after  the  woixls 
"  fee  of",  the  word  "  ten",  and  by  inserting  in  place  thereof  the 
word :  —  twenty,  —  so  as  to  read  as  follows  :  —  Section  4,  Any 
person  not  entitled  to  registration  as  aforesaid  shall,  upon  pay- 
ment of  a  fee  of  twenty  dollars,  be  entitled  to  examination,  and 
if  found  qualified  by  four  or  more  members  of  said  board,  shall  be 
registered  as  a  qualified  physician,  and  shall  receive  a  certificate 
thereof  as  provided  in  section  three.  Any  person  refused  regis- 
tration may  be  re-examined  at  any  regular  meeting  of  said  board, 
within  two  years  of  the  time  of  such  refusal,  without  additional 
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fee,  and  thereafter  he  may  be  examined  as  often  as  he  may  desire, 
upon  the  payment  of  the  fee  of  ten  dollars  for  each  examination. 
Said  board  after  a  conviction  before  a  proper  court,  for  crime  in 
the  coarse  of  professional  basiness  has  been  shown,  and  after  hear- 
ing, may  by  unanimous  vote  revoke  any  certificate  issued  by  them 
and  cancel  the  registration  of  the  person  to  whom  the  same  was 
issued.  All  fees  received  by  the  board  under  this  act  shall  be  paid 
by  the  secretary  thereof  into  the  treasui^  of  the  Commonwealth 
once  in  each  month. 

Sect.  2.     This  act  shall  take  effect  on  the  first  day  of  August 

of  the  current  year.      [^Approved  March  24^  1897, 
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Appendix  B. 


Official   List  of  Practitioners  of   Medicine   registered  in 
THE  Commonwealth  to  this  Date,  Deo.  31,  1899. 

Note.  —  The  following  are  the  forms  of  certificates  issued :  — 

Form  A,  to  graduates  of  legally  chartered  medical  colleges  or 
universities  having  power  to  confer  degrees  in  medicine,  who 
applied  for  registration  before  the  law  went  into  full  effect,  on 
Jan.  1,  1895,  graduation  and  residence  in  the  Commonwealth  at 
the  time  of  the  passage  of  the  law  being  the  only  requirements  for 
registration. 

Foim  B,  to  those  who  applied  for  registration  before  Jan.  1, 
1895,  under  the  three  years'  practice  clause  in  section  3,  three 
years'  continuous  practise  in  the  Commonwealth  next  prior  to  the 
passage  of  the  law  June  7,  1894,  being  the  only  requirement  for 
registration. 

Form  C,  to  graduates  of  legally  chartered  medical  colleges  in 
this  Commonwealth  who  applied  for  registration  subsequent  to 
Jan.  1,  1895,  and  previous  to  May  1,  1896,  during  which  period 
the  law  permitted  their  registration  without  an  examination,  a 
diploma  from  such  sources  being  by  the  law  considered  satisfac- 
tory evidence  of  fitness  to  practise  medicine.  This  provision  of 
the  law  was  repealed  May  1,  1896. 

Form  D,  to  graduates  examined  by  the  Board. 

Form  £,  to  non-graduates  examined  by  the  Board. 

Form  F,  to  gi*aduates  of  more  than  sixty  years  of  age,  who, 
prior  to  the  passage  of  the  law,  had  practised  ten  years  in  this 
Commonwealth,  being  exempt  from  an  examination  by  an  act 
approved  April  1,  1896. 

Certificates  D,  £  and  F  are  the  only  forms  now  in  use. 


a 

Abbe,  Alanaon  Joseph. 

B 

Abbott,  AdeUlde. 

A 

Abbe,  Edward  Hooper. 

A 

Abbott,  Charles  Edward. 

C 

Abbe,  Frederick  Randolph. 

A 

Abbott,  Charles  Shewell. 

A 

Abbot,  Edward  Stanley. 

D 

Abbott,  Bdson  Moses. 

D 

Abbot,  Florence  Hale. 

D 

Abbott,  Enlalle  Marie. 

A 

Abbot,  Samuel  Leonard. 

A 

Abbott,  Fred  Lincoln. 

u 
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Oficial  List  of  Practitioner*  of  Medicine — Continued. 


A 

Abbott,  Frederick  Wallace. 

A 

Allen,  G^eorge  Edwin. 

D 

Abbott,  Howard  Edwin. 

A 

Allen,  GranviUe  Stevens,  Jr. 

A 

Abbott,  John  Hammill. 

D 

Allen,  James  Henry. 

A 

Abbott,  Samael  Warren. 

A 

Allen,  Justin. 

A 

Abbott,  Solon. 

A 

Allen,  Lamson.                            ^ 

A 

Abbott,  Stephen  Wendell. 

A 

Allen,  Louis  Edmund. 

B 

Abbott,  SyMna  Apphla. 

D 

Allen,  Lyman. 

A 

Abell.  Paul  White. 

B 

Allen,  Nathan  Leverett. 

A 

Achom,  John  Warren. 

A 

Allen,  Samuel  Johniwn. 

A 

Acken,  Thomas  Moore. 

D 

Allen,  Seabury  Wells. 

A 

Adams,  Charles  £11. 

A 

Allen,  Stephen  Arthur. 

A 

Adams,  Charles  Snmner. 

A 

Allen,  William  George. 

A 

Adams,  Edward  Hitchcock. 

A 

Allen,  WllUam  Howard. 

A 

Adams,  Edwin  Boardman. 

D 

Alley,  Ernest  Jason. 

C 

Adams,  Francis  Wayland. 

A 

Allison,  George  Freeman. 

A 

Adams,  George  Edwin. 

D 

Amadon,  Alfred  Mason. 

D 

Adams,  George  Francis. 

A 

Amadon,  Arthur  Frank. 

A 

Adams,  Creorge  Smith. 

A 

Amerige,  Charles  Wardwell. 

A 

Adams,  Henry  Oscar. 

A 

Ames,  Charles  Edwin. 

A 

Adani8,  Herbert  Williams. 

A 

Ames,  John  Lincoln. 

A 

Adams,  James  Forster  Alleyne. 

A 

Ames,  Joseph  Stanford. 

D 

Adams,  James  Thacher. 

A 

Ames,  Robert  Parker  Man*. 

D 

Adams,  John. 

D 

Ames,  Wlnfield  Howard. 

A 

Adams,  John  Quincy. 

A 

Amesbury,  Ivon  Cuthbert  Ra> 

D 

Adams,  Walter  Henry. 

lelgh. 

A 

Adams,  Wendell  Holmes. 

A 

Amesbury,  Walter  Baleigh. 

D 

Adams,  William  Carlton. 

A 

Amory,  Robert. 

D 

Adams,  William  Gray. 

D 

Amsden,  Henry  Hubbard. 

A 

Adams,  Zabdiel  Boylston. 

D 

Anderson,  Hyrum  Andrew. 

A 

Aheame,  Cornelius  Augustine. 

A 

Anderson,  Martha  Ann. 

A 

Aheame,  Cornelius  Augustine, 

D 

Anderson,  Thomas. 

Jr. 

A 

Andrews,  Brainard  Alge. 

A 

Ahlbom,  Henry  Christian. 

D 

Andrews,  Edward  Austin. 

A 

Aiken,  Frank  Jonatlian. 

D 

Andrews,  Harold  Virgil. 

O 

Aiken,  Thomas  Francis,  Ju. 

A 

Andrews,  John  Burbank. 

A 

Ainsworth,  Frank  Henley. 

A 

Andrews,  Mary  Annette. 

A 

Albee,  George  Macdonald. 

D 

Andrews,  Oren. 

A 

Albee,  George  Sumner. 

D 

Andrews,  Robert  Foster. 

D 

Alcorn,  Thomas  Grant. 

A 

Andrews,  William  Henrj-. 

D 

Albro,  Christopher  Durfee. 

A 

Angell,  Henry  Clay. 

B 

Alden,  Flora  Sweet. 

D 

Angeny,  Granvillo  Louis. 

A 

Aldrich,  Albert  Clinton. 

A 

Anthony,  Francis  Wayland. 

A 

Aldrich,  Eben  True. 

A 

Anthony,  Jeremiah  Christopher. 

A 

Aldrich,  James  Mott. 

A 

Appleton,  Lucy. 

A 

Aldrich,  Nathaniel  Borden. 

C 

Appleton,  William. 

A 

Alexander,  Clara  Jane. 

A 

Archambeault,  Charles  Francis. 

D 

Alfred,  James. 

D 

Armstrong,  William  Lucius. 

A 

A  Hard,  Frank  Ellsworth. 

D 

Armstrong,  William  WlUard. 

B 

A  Hard,  Joseph. 

A 

Arnold,  Horace  David. 

B 

Allen,  Alfred  Morton. 

A 

Aronowitsch,  Anna. 

A 

Allen,  Carl  Addison.  ' 

B 

Aronson,  Harris. 

D 

Allen,  Clarence  Jean. 

A 

Arthur,  Asa  Adgate. 

D 

Allen,  David  Edmund. 

C 

Ash,  John  Henry. 

D 

Allen,  Edward  Eyerett. 

D 

Atkins,  Franc4fl  Grant. 

A 

Allen,  Edwin  Howard. 

D 

Atkins,  Grace  Elizabeth. 

A 

Allen,  Emery  A. 

C 

Atkinson,  Leonard  Woods. 

C 

Allen,  Frank  Neute. 

A 

Atkinson,  Llzxle  Daniel  Rose. 

A 

Allen,  Franklin  Haley. 

D 

Atkinson,  Roger  Trowbridge. 

A 

Allen,  Gardner  Weld. 

A 

Atwater,  James  Billings. 
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Official  List  of  Fraciitionen  of  Medicine  —  ContiDiied. 


A  Atwood,  Albert  John. 

A  Atwood,  Charles  Angoetas. 

£  Atwood,  Charles  Fenner. 

A  Atwood,  Frank  Snmner. 

A  Atwood,  George  Manley. 

A  Anger,  Adolphe  Alphonse. 

A  Anger,  Henri  Michel. 

A  Anger,  Lonis  Lemattre. 

A  Angnst,  Albert. 

A  Anstln,  Arthur  Everett. 

B  Austin,  Charles  Gorham  Stnbbs. 

D  Austin,  James  Cornelius. 

A  Austin,  Lewis  King. 

D  Ayedisian,  Avedis  Der. 

C  Averill,  George  Goodwin. 

A  Averill,  Jesse  Howes. 

B  Averill,  Mehitable  Merrill. 

A  Ayer,  James  Bourne. 

A  Ayer,  Silas  Hubbard. 

D  Ayer,  Thomas  Herbert. 

A  Babbitt,  Henry  Bradford. 

A  Babbitt,  Warren  Morris. 

A  Babcock,  Daniel  Arnold. 

D  Babcock,  Elisha  Franklin. 

A  Babcock,  Francis  Lester. 

D  Bachand,  Joseph. 

B  Bacon,  QrenviUe. 

D  Bacon,  John  Lowell,  Jr. 

A  Bacon,  Jonas  Edward. 

A  Bacon,  Jonas  Ambrose  Patrick. 

£  Bacon,  Newton  Samuel. 

D  Bacon,  Theodore  Spaulding. 

D  Badanes,  Ida. 

D  Badger,  Fremont  Dayton. 

B  Badger,  George  Augustus. 

D  Badger,  Greorge  Sherwin  Clarke. 

A  Bailey,  Charles. 

A  Bailey,  Charles  Hardy. 

D  Bailey,  Ernest  Harry. 

A  Bailey,  George  Guy. 

B  Bailey,  George  Henry. 

£  Bailey,  G«orge  Samuel. 

B  Bailey,  Henry  Flummer. 

D  Bailey,  Marshall  Henry. 

A  Bailey,  Stephen  Goodhue. 

D  Bailey,  Walter  Channing,  Jr. 

A  Bailey,  William  Henry. 

B  Bailey,  William  How^ard. 

A  Baird,  Julian  William. 

A  Baird,  William  Perry. 

D  Baker,  Albert  Sherburne. 

D  Baker,  Chester  Monroe. 

A  Baker,  Flint  Almena  Jane. 

A  Baker,  David  Brastns. 

A  Baker,  Frank. 

A  Baker,  Frederick  Herbert. 

A  Baker,  Harry  Beecher. 

A  Baker,  Jane  Rogers. 

B  Baker,  Joseph  Calbeck. 


A 

D 

A 

A 

D 

A 

D 

A 

C 

A 

A 

A 

C 

D 

A 

A 

A 

A 

B 

B 

A 

A 

A 

D 

A 

A 

A 

D 

A 

D 

A 

D 

A 

A 

D 

A 

A 

D 

A 

A 

D 

D 

A 

A 

E 

A 

D 

A 

D 

A 

B 

A 

D 

E 

A 

A 

D 

D 

D 


Baker,  Leland  Madden. 
Baker,  Lewis  Forrester. 
Baker,  Lucius  Willard. 
Baker,  William  Henry. 
Balch,  Alfred  William. 
Balch,  Franklin  Greene. 
Baloom,  Elmer  Irving. 
Balcom,  George  Franklin. 
Baloom,  John  Alvin. 
Baloom,  Lafayette. 
Baldwin,  Frederick  William. 
Baldwin,  Henry  Cutler. 
Baldwin,  Herman  Trost. 
Baldwin,  Sanford  Oscar. 
Ball,  Charles  Dickens  Evans. 
Ball,  Thomas  Joseph. 
Ballance,  William  Fell. 
Ballard,  George  Tyler. 
Ballon,  Henry  Edmund. 
Bamji,  Manak. 
Bancroft,  Edward  Erastus. 
Bancroft,  George  Andrew. 
Bancroft,  Winfred  Baxter. 
Bandiera,  John. 
Banfleld,  Francis  Lorlng. 
Bangs,  Charles  Howard. 
Bannon,  Bernard  James. 
Bannon,  John  Hugh. 
Barbrick,  John  Eraser. 
Bardwell,  Frederick  Albert. 
Baribault,  William  Alfred. 
Baright,  Herbert  Edwin. 
Barker,  Emilie  Jones. 
Barker,  Frank  Justin. 
Barnard,  Belle  Strickland. 
Barnard,  Rebecca. 
Bamaud,  Elie. 
Barnes,  George. 
Barnes,  Francis  Henry. 
Barnes,  Francis  John. 
Barnes,  Harry  Aldrich. 
Barnes,  Harry  Lee. 
Barnes,  Henry  Jabec. 
Barnes,  Ida  Florence. 
Barnes,  James  Arthur. 
Barnes,  William  Ellsworth. 
Barney,  Charles  Norton. 
Barney,  Lucy  Robinson. 
Barraclough,  Alfred  Whitley. 
Barr6,  Joseph  Aladin. 
Barrell,  Charles  Sewell. 
Barren,  George  Morton. 
Barrell,  Mary  Elizabeth. 
Barrett,  Joel  Lewis. 
Barrett,  William  Marshall. 
Barrows,  William  Ezra. 
Barry,  Emmet  William. 
Barry,  James  Henry. 
Barry,  John  Aloyslus. 


26 


REGISTRATION  IN   MEDICINE. 


[Jan, 


Official  List  of  PrctclUioners  of  Medicine  —  Continued. 


B  Barry,  William  Copinger. 

A  Barstow,  Benjamin  Packer. 

A  Baretow,  Henry  Taylor. 

A  Bartlett,  Benjamin  Webber. 

D  Bartlett,  Charles  Watson. 

D  Bartlett,  Clarence  Samnei. 

A  Bartlett,  Frederic  Russell. 

B  Bartlett,  George  Pinkham. 

A  Bartlett,  Oliver  Leslie. 

D  Bartlett,  RolMsrt  Lander. 

E  Bartlett,  Samuel  Danforth. 

A  Bartlett,  Solon. 

A  Bartol,  John  Washburn. 

A  Barton,  Charles  Herbert. 

A  Barton,  Chester  Manley. 

A  Barton,  Jededlah  Marcus. 

D  Barton,  John  Alfred. 

D  Barton,  Walter  Emery. 

B  Basford,  James  Lendale. 

A  Bass,  William. 

D  Bassett,  Alice  Haley. 

A  Bassett,  Elton  James. 

D  Bassow,  George  Joseph. 

A  Batchelder,  Frederick  Prescott. 

C  Batchelder,  Henry  Flanders. 

A  Batchelder,  John  Couch. 

A  liatchelder,  Mary  Ann. 

A  Batchelder,  William  Burdett. 

A  Bateman,  Frank  Elliot. 

A  Bates,  Everett  Alanson. 

C  Bates,  Mary  Elizabeth. 

D  Bates,  Walter  Simpson. 

A  Battershall,  Joseph  Ward. 

A  Battershall,  Mary  Hannah  Wolf- 

cnden. 

A  Baxter,  Edward  Hooker. 

A  Baxter,  John. 

D  Baxter,  William  Elihu. 

D  Bayliss,  Andrew. 

A  Baynnm,  Mary  Ilerrick. 

A  Bazin,  Adelard. 

A  Beach,  Henry  Harris  Aubrey. 

D  Beal,  Herman  Alaric. 

D  Beal,  Howard  Walter. 

D  Beals,  Arthur  Lorlng. 

A  Bean,  Charles  Pierce. 

A  Bean,  George  Henry. 

A  Bean,  Jacob  Walter. 

A  Beane,  Newell  Wesley. 

D  Beaton,  Alexander  Angus. 

D  Beaton,  Archibald  Edward. 

D  BeatUe,  John. 

D  Beattie,  Robert  Fowler. 

A  Beatty,  Franklin  Thomason. 

A  Beauchamp,  Aim6. 

A  Beauchamp,  Joseph  Octave. 

A  Beauchamp,  Zenophlde. 

A  Beaudet,  Napoleon. 

D  Beckley,  Chester  Charles. 


A  Bedard,  Joseph  Armand. 

A  Beebe,  George  Hatch. 

A  Beebe,  John  Belcher. 

A  Beebe,  Richard. 

B  Beecher,  John  Asbnry. 

D  Beede,  M.  Josephine. 

E  Beering,  Frederick  WiUiaro,  Jr. 

D  BeAarrell,  Sarah  Elizabeth. 

A  Beland,  Henry  Sever! n. 

A  Belanger,  David  Simeon. 

D  Beldcn,  Albert  Mataon. 

B  Bell,  Christina  Eunice  Craw- 
ford. 

A  Bell,  George.Parson. 

A  Bell,  Homer  Simpson. 

A  Bell,  James  Bachelder. 

A  1^1 1,  Robert. 

D  Bell,  Robert  Eddv. 

A  Bell,  William  Appleton. 

D  Bellehumeur,  Stanislas  David. 

A  Bellows,  Howard  Perry. 

A  Bemis,  Charles  Albert. 

A  Bemis,  Charles  Vose. 

A  Bemis,  John  Merrick. 

A  Bemis,  Merrick. 

£  Bemis,  Oscar  Adclbert. 

D  Bender,  Prosper. 

D  Benjamin,  Walter  Robinson. 

A  Benner,  Bumham  Boswell. 

D  Benner,  Herbert  Orray. 

D  Bennett,  Ernest  Walsworth. 

A  Bennett,  Frederick  Sherwin. 

A  Bennett,  John  Hilman. 

A  Bennett,  William  Henry. 

D  Bennett,  William  Huriburt. 

A  Bennltt,  Francis  Marion. 

A  Benolt,  Benjamin. 

A  Benoit,  Louis  Raymond. 

D  Benson,  Charles  Swectser. 

A  Bent,  Gilbert  Wesley  Warren. 

D  Berg,  Tekla  AmalU  Joseflna. 

B  Bergengren,  Frederick  Wiihelm 

Alexis. 

A  Bergeron,  Francois  de  Borgia. 

A  Bergeron,  Seraphin  Enafebe. 

D  Bergwall,  Walter. 

B  Berkman,  David  Wulf. 

D  Berlin,  Fanny. 

A  Bernard,  Barnard  Lecherzack. 

D  Bernard,  Flocker. 

D  Bemaudr,  Emil  ConstanUne. 

E  Bemler,  Joseph  Adolphe. 

E  Berry,  Charles  Francis. 

D  Berry,  John  Cutting. 

A  Berry,  Lauriston. 

D  Berry,  Walter  DuraoL 

A  BertraiDi  W  Uliam  Henry . 

D  Bertr&nd,  Alexis  Evariste. 

I>  Berwick,  James  Roderick. 
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A 

Best,  Enoch  George. 

A 

Blodgett,  Albert  Greorge. 

A 

Bethune,  Donald  John. 

A 

Blodgett,  Albert  Novatus. 

A 

BeitB,  Helen  Loretta. 

A 

Blodgett,  Charles. 

E 

BScknell,  William  Horace. 

D 

Blodgett,  John  Hammond. 

A 

Bigelow,  Charles  Edwin. 

D 

Blodgett,  John  Henry. 

A 

Bigelow,  Enos  Hoyt. 

A 

Blodgett,  Stephen  Haskell. 

A 

Bigelow,  William  Sturgis. 

A 

Blood,  Robert  Allen. 

A 

Bill,  Harriet  Pannentor. 

A 

Blossom,  Anne  Mooers. 

A 

Billings,  William  Chester. 

D 

Boardman,  Albcrtus  Kellogg. 

A 

Bilodean,  Wencelas. 

A 

Boardman,  William  Elbrldge. 

E 

Blnford,  Ferdinand  Augustus. 

A 

Boardman,  William  Sydney. 

B 

Bingham,  Edna  Melvia. 

D 

Bohemicr,  Joseph  Eugene  Na- 

D 

Bingham,  Russell. 

poleon. 

B 

Birch,  Sylvanus  Jutklns. 

A 

Boland,  Elisha  Shepherd. 

D 

Birchard,  George  Grant. 

A 

Bolles.  William  Palmer. 

A 

Birdseye,  Frederick  Gould. 

D 

Bolster,  Augustus  Sargent. 

A 

Blrge,  Ella  Freeman. 

A 

Bolton,  Charles  James. 

A 

Birge,  William  Spafard. 

D 

Bolton,  William  Jackson. 

B 

Birmingham,  Lewis  Haydn. 

A 

Bond,  Aaron  John. 

D 

Birmingham,  Louis  Howland. 

A 

Bond,  Sarah  Adams. 

A 

Birmingham,  Robert  Michael. 

A 

Bond,  WllUs  George. 

D 

Blron,   Joseph   Frederic   Ro- 

A 

Bongartz,  Walter  Eugene. 

dolphe. 

D 

Bonney,  Charles  Austin,  Jr. 

A 

Blrtwell,  Charles  Ebenezer. 

A 

Bonney,  Franklin. 

B 

Bishop,  Henry  Earl. 

D 

Bonney,  Robert. 

B 

Bishop,  Jane  Emma. 

C 

Bonyman,  Harry  Evan. 

D 

Blxby,  Ernest  Pierre. 

D 

Boodro,  William  Henry. 

A 

Blxby,  Joslah  Peet. 

A 

Boody,  Charles  Hayes. 

D 

Black,  George  Luke. 

A 

Booth,  Anthony  Francis. 

D 

Black,  Jotham  Freathy. 

C 

Booth,  Edward  Chaunoey. 

A 

Blackmer,  John. 

A 

Booth,  Robert. 

A 

Black  wood-Chamberlain,  Ellen 

A 

Boothby,  Alonzo. 

Ramsdell. 

A 

Boom,  Augustus  Reefer. 

A 

Blair,  Arthur  Walter. 

D 

Borden,   Charles  Richardson 

A 

Blair,  James  Franklin. 

Cobb. 

A 

Blair,  John. 

A 

Borden,  Henry  Francis. 

D 

Blair,  OrUnd  Rossini. 

A 

Bossldy,  John  Collins. 

A 

Blals,  Pierre  Gaspard. 

A 

Bosworth,  John  William. 

A 

Blaisdell,  George  Warren. 

A 

Bothfeld,  James  Francis. 

A 

Blalsdell,  James  Edward. 

A 

Bottomlcy,  John  Taylor. 

A 

Blaisdell,  Walter  Channlng. 

A 

Boucher,  George  Alphonse. 

A 

Blake,  Charles  Abbott. 

A 

Boucher,  Joseph  Adelard. 

A 

Blake,  Clarence  John. 

A 

Bough,  Irvin  Gustavus. 

A 

Blake,  Harrison  Gray. 

A 

Boulay,  Josephus  Charles. 

A 

Blake,  John  Bapst. 

A 

Bourbonnals,  Hermengllde. 

A 

Blake,  John  George. 

D 

Bontelle,  Harry  Clifton. 

A 

Blake,  Le  Grand. 

A 

Bowdltch,  Vincent  Yardley. 

B 

Blake,  Mary  Jane. 

E 

Bowen,  Alfred  Preston. 

A 

Blake,  Warren  Perkins. 

A 

Bowen,  Charles  Wesley. 

D 

Blakely,  David  Newton. 

A 

Bowen,  John  Templeton. 

A 

Blancbard,  Albert  Henry. 

A 

Bowen,  Merritt  Alphonso. 

A 

Blanchard,  Benjamin  Seaver. 

A 

Bowen,  Seabnry  Warren. 

D 

Blanchard,  Randall  Howard. 

A 

Bowers,  Walter  Prentice. 

A 

Blanchard,  Walter  Irving. 

A 

Bowker,  Alphonso  Varion. 

A 

Blanche^te,  Alexander. 

A 

Bowker,  Charles. 

D 

Blanchette,  William  Henry. 

C 

Bowker,  Everett  M. 

A 

Bliss,  George  Danforth. 

B 

Bowker,  Horace  Leander. 

D 

Bliss,  Jesse  Leontl. 

A 

Bowker,  John  Copps. 

A 

BlisB,  Wilbur  Howard. 

B 

Bowker,  Samuel  Dawes. 
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A  Bowlee,  George  Hall. 

A  Bowles,  Stephen  Wallace. 

D  Bowman,  Anthony  William. 

A  Bowman,  Fred  Raymond. 

C  Bowman,  Wlnthrop  Height. 

A  Boyd,  Herbert  Dmmmond. 

D  Boyd,  James  Van  Wagner. 

D  Boyoe,  Alvin. 

B  Boyer,  Joel. 

D  Boyer,  Joseph  Napoleon. 

D  Boylan,  Thomas  Edward. 

C  Boyle,  Alfred  John. 

D  Boyle,  Frank  Meagher. 

C  Boynton,  Edwin  Dana. 

B  Boynton,  Edwin  Moses. 

B  Boynton,  Henry  Ballard. 

B  Boynton,  Stella. 

A  Brace,  George  Welles. 

A  Brackett,  Ellxabeth  Annastatia. 

A  Brackett,  Elliott  Gray. 

A  Brackett,  Humphrey  Fall. 

A  Bradbnry,  Charles  Hontress. 

A  Bradbury,  John  Elmer. 

A  Bradford,  Gary  Carpenter. 

A  Bradford,  Edward  Hickling. 

A  Bradford,  Henry  Withlngton. 

A  Bradford,  Oliver  Leach. 

A  Bradley,  Charles  How. 

A  Bradley,  Charles  Seymour. 

A  Bradley,  Hannah  Laura. 

A  Bragdon,  George  Albert. 

C  Bragdon,  Horace  Elwood. 

A  Bragg,  Francis  Adelbert 

A  Bralnerd,  John  Bliss. 

A  Braird,  William  Henry. 

A  Braley,  Henry  Hudson. 

D  Branch,  Charles  Franklin. 

B  Brande,  Charles  Drake. 

A  Brandt,  William  Eugene. 

A  Branscomb,  William  Gower. 

A  Bray,  Amanda  Currier. 

A  Bray,  Edward  Van  Deusen. 

A  Breck,  Samuel. 

A  Breck,  Theodore  Frelinghuysen. 

D  Breitling,  Joseph  Cushman. 

A  Brennan,  John  Joseph. 

B  Brennan,  Joseph  Thomas  Louis. 

A  Bresenham,  Charles  Wilson. 

B  Breton,  Joseph  Henry. 

D  Brett,  Edward  Joseph. 

A  Brett,  Frank  Wallace. 

A  Brewster,  George  Washington 

Wales. 

A  Brewster,  James  Bartlett. 

A  Brewster,  Mary  Jones. 

A  Brick,  Francis. 

D  Briokett,  Beatrice  Hannah. 

D  Bridge,  Emma  Frances. 

A  Brldgham,  Charles  Burr. 


D  Brldgham,  Samuel  Crosby. 

D  Bridgman,  Burt  Nichols. 

A  Biiggs,  Charles  Albert. 

D  Brlggs,  Charles  Edwin. 

A  Briggs,  Charles  Poor. 

A  Brlggs,  Clifton  Dean. 

A  Briggs,  Edward  Cornelius. 

A  Brlggs,  Frederic  Melanctbon. 

B  Brlggs,  James  Henry. 

A  Brlggs,  Joseph  Emmons. 

D  Brlggs,  Lloyd  Vernon. 

D  Brlgham,  Clarence  Sumner. 

A  Brlgham,  Edwin  Howard. 

A  Brlgham,  Frank  Fontelle. 

D  Brlgham,  Fred  Clayton. 

A  Brlgham,  Hubbard  Hammond. 

D  Brlghtman,  Helen. 

A  Brimmer,  Ida  Ludnda. 

D  Brindamour,  Joseph  Bdmond. 

A  Brindisl,  Bocco. 

A  Brissett,  Henry  Bupert. 

A  Brock,  Charles  Fremont. 

E  Brock,  Laurence  Ambrose. 

A  Brockway,  Charles  Henry. 

D  Broderlck,  Frank  Patrick. 

A  Broderlck,  Thomas  Joseph. 

D  Broga,  William  Wallace. 

A  Broldrlck,  James  Patrick. 

B  Brooks,  Frank. 

B  Brooks,  George  Frederick. 

A  Brooks,  James  Fenner. 

A  Brooks,  Lawton  Stickney. 

A  Brooks,  Samuel  Doollttle. 

D  Brooks,  Simeon  Pomeroy. 

A  Brooks,  William  Allen,  Jr. 

D  Brosseau,  Wilfrid  Arthur. 

A  Brough,  David  Dandle. 

A  Brougb,  Frank  Thomson. 

D  Brougbton,  Arthur  Nicholson. 

A  Broughtoo,  Henry  White. 

D  Brousaeau,  William  Gilbert. 

A  Brown,  Alden  Woodbrldge. 

D  Brown,  Alphonso  BIckford. 

A  Brown,  Anthony  Leopold. 

A  Brown,  Charles  Robinson. 

A  Brown,  Daniel  Eugene. 

A  Brown,  Daniel  Joseph. 

D  Brown,  Daniel  Rollins. 

D  Brown,  Edward  Manning. 

D  Brown,  Edward  Wells. 

A  Brown,  Edwin  Coleman. 

A  Brown,  Electa  Ann. 

B  Brown,  Eugene  Merchants. 

A  Brown,  Francis  Henry. 

A  Brown,  Fran|:  Byron. 

A  Brown,  Frederick  Augustus. 

D  Brown,  Earry  Albextos. 

A  Brown,  Henry  Bienai. 

D  Brown,  Henry  Bolt. 
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A 

Brown,  Henry  Wilson. 

A 

B 

Brown,  Jacob  Walea. 

D 

A 

Brown,  John  Peaslee. 

C 

A 

Brown,  Marshall  Lebanon. 

A 

Brown,  Martin  Millard. 

A 

D 

Brown,  Melvin  James. 

D 

A 

Brown,  Milton  Doaglas. 

D 

A 

Brown,  Orestes  Morton. 

C 

A 

Brown,  Orland  Jonas. 

A 

Brown,  Plumb,  Jr. 

E 

A 

Brown,  Roscoe  Ellsworth. 

A 

A 

Brown,  Wallace  Bverett. 

B 

A 

Brown,  Wilfred  Gardner. 

D 

B 

Brown,  William  Edward. 

A 

B 

Brown,  William  Francis. 

D 

B 

Brown,  William  Ronald. 

A 

A 

Brown,  William  Symington. 

D 

A 

Brown,  Windsor  Aldrlch. 

A 

A 

Browne,  Percy  Gilbert. 

D 

A 

Browne,  Proctor  Kinsman. 

A 

A 

Browne,  Will  Warpool. 

A 

A 

Brownell,  De  Ette. 

D 

A 

Brownell,  William  Ellery. 

D 

D 

Brownrigg,  Albert  Edward. 

A 

A 

Brownrigg,  John  Sylvester. 

A 

D 

Bruce,  Charles  Wesley. 

A 

A 

Bruce,  Daniel  Angus. 

A 

A 

Bruce,  Emily  Allen. 

D 

A 

Bruce,  Frank  Colverd. 

D 

A 

Bruce,  John  Angus. 

A 

D 

Brunelle,  Pierre. 

A 

D 

Brush,  Frederic  Louis. 

D 

A 

Bryant,  Alice  Gertrude. 

D 

A 

Bryant,  Anna  Mary  Dorr. 

A 

A 

Bryant,  Edward  Gilman. 

D 

A 

Bryant,  Giles  Waite. 

D 

A 

Bryant,  John. 

A 

A 

Bryant,  Lewis  Lincoln. 

A 

A 

Bryant,  Virginia  Frances. 

A 

A 

Bryant,  William  Sohler. 

A 

A 

Bryson,  Adelbert  Allen. 

D 

A 

Buck,  Augustus  Walter. 

D 

A 

Buck,  Charles  John. 

A 

D 

Buck,  Edward  Terry. 

A 

C 

Buck,  Howard  Mendenhall. 

A 

D 

Buck,  Maurice  A  lion. 

D 

A 

Buckingham,  Edward  Marshall. 

A 

A 

Buckley,  John  Francis. 

D 

A 

Buckley,  Philip  Townsend. 

A 

D 

Buehler,  George  Van  Busklrk. 

C 

D 

Buffum,  Herbert  Edwin. 

A 

D 

Bugbee,  Marlon  Louise. 

D 

D 

Buhrman,  Ettle  Ray. 

B 

A 

Bulilnch,  George  Greenleaf. 

E 

A 

Bullard,  George  BU. 

D 

A 

Bnllard,  Herbert  Cutler. 

D 

C 

Bullard,  John  Thornton. 

A 

A 

Bnllard,  William  Norton. 

D 

C 

Bullook,  Sdwln  Warren. 

A 

Bullock,  George  Dexter. 
Bnmp,  Lewis  Nye. 
Bumpstead,  Serano  Edwards 

Dwight. 
Bundy,  Frank  Eastman . 
Bunker,  Frederic  Story. 
Bunn,  Frank  Caulkins. 
Bur(dimoro,  Charles  Francis 

Preston. 
Burden,  Ernest  Druecilla. 
Bnrge,  William  Prentice. 
Burgess,  Albert  Lindsey. 
Burgess,  Charles  James. 
Burgess,  Oliver  Graham. 
Burke,  Ernest  Gisbome. 
Burke,  James  Joseph. 
Burke,  Michael  Francis. 
Burke,  William  George. 
Burke,  William  Henry. 
Burleigh,  Charles. 
Burleigh,  Frederick  Wing. 
Burleigh,  Robert  Fletcher. 
Bumell,  Charles  Willard. 
Burnett,  Frank  George. 
Burnett,  Frank  Hollis. 
Burnett,  Fred  Nelson. 
Burnett,  Theodore  Cr%t^. 
Burnett,  William  Walton. 
Bumette,  John  Everett. 
Bnmham,  Charies  Abraham. 
Bumham,  Elmond  Arthur. 
Bumham,  Frederick  Gray. 
Bums,  Frederick  Stanford. 
Bums,  Hiram  Hutrhlns. 
Burpee,  Carroll  Colby. 
Burque,  Joseph  George. 
Burr,  Charles  Henry. 
Burrage,  Walter  Lincoln. 
Burrell,  Benjamin  Henry. 
Burrell,  Herbert  Leslie. 
Burroughs,  Amelia. 
Burt,  Charles  Kellogg. 
Burt,  Frank  Leslie. 
Burtch,  Harry  Merceln. 
Burton,  Charles  William. 
Burton,  James. 
Burton,  Stephen  Caspar. 
Bush,  Charles  William. 
Bush,  John  Standish  Foster. 
Bushee,  James  Anson. 
Bushnell,  Homer. 
Buswell,  Albert  Currier. 
Buswell,  Arthur  True. 
Butler,  Charles  Shorey. 
Butler,  David  Presbury,  Jr. 
Butler,  George  Edward. 
Butler,  John  Edward. 
Butler,  Rodman. 
BuUer,  Winthrop. 
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D 

Botler,  William  Hodnett. 

D 

Capelle,  Charles  Stanislaus. 

D 

Buttler»  Charles  Voorbeea. 

A 

Capen,  Samuel  Roes. 

B 

Bntman,  William  Aaron. 

A 

Capen,  Thomas  AUyn. 

A 

Butterfield,  George  Wash- 

D 

Capps,  Joseph  Almarin. 

ington. 

;     D 

Carbone,  Giovanni. 

C 

Bntterworth.  Mary  Prances. 

A 

Card,  Frank  Edwin. 

A 

Buzzeli,  Daniel  Thompson. 

'          D 

Card,  Horatio  Smith. 

A 

Bychower,  Victor. 

E 

Cardcn,  Charles  James. 

D 

Byers,  DaTld  Walter. 

I> 

Carl,  Bertha  Frederloa. 

D 

Byrne,  Charles  Armstrong. 

D 

Carl,  Isaac  Daniel. 

A 

Cabana,  Loals  Victor. 

C 

Carleton,  Dudley. 

A 

Cabot,  Arthur  Tracy. 

A 

Carleton,  Francis  Boyd. 

D 

Cabot,  Hugh. 

A 

Carleton,  Ralph. 

A 

Cabot,  Richard  Clark. 

A 

Carleton,  Charles  Greenleaf. 

D 

Cadigan,  John  Joseph. 

A 

Carleton,  Charles  Horace. 

A 

Cahlll,  Charles  Samner. 

A 

Carleton,  Elizabeth  Abbott. 

A 

CahlU,  Eliza  Backroan. 

A 

Carlton,  Charles  Augustus. 

A 

Cahlll,  George  Stephen. 

C 

Carlton,  Mary  Elizabeth. 

E 

Cahlll,  John  Thomas. 

A 

Garmichael,  John  Hosea. 

A 

Caiger,  Albert  Edward. 

E 

Carmody,  William  Francis. 

C 

Cain,  Henry  Walter. 

A 

Carolln,  William  Terence. 

E 

Cain,  Maude  Florence. 

A 

Carpenter,  Charles  Ormando. 

A 

Cain,  Willie  George. 

A 

Carpenter,  Edward  Annon. 

E 

Calsse,  George  Emlle. 

B 

Carpenter,  George  ClUton. 

D 

Caithness,  George  Eager. 

A 

Carpenter,  Helen  Braddock. 

A 

Calder,  James  Squair. 

B 

Carpenter,  Julia  May. 

A 

Calderwood,  Samuel  Herbert. 

B 

Carpenter,  Mary  Adelaide. 

D 

Caldwell,  Albert  Francis,  Jr. 

B 

Carpenter,  Sylvester  Stiles. 

C 

Caldwell,  George  Peters. 

A 

Carpenter,  William  Henry. 

A 

CaUdns,  Barry  Howes. 

D 

Carr,  Bernard  Joseph. 

A 

Calkins,  Cheney  Hosmer. 

A 

Carr,  Frank  Fleteher. 

D 

Calkins,  Irving  Bomaro. 

D 

Carr,  GieorKC  Byron. 

A 

Calkins,  Marshall. 

A 

Carr,  Lucy  Steams. 

A 

Call,  Emma  Louisa. 

A 

Carr,  Walter  Sherman. 

A 

Callanan,  Sampson  Aloyslus. 

B 

Carroll,  ElUabeth  Minnette. 

A 

Callender,  Charles  Harlow. 

A 

Carroll,  Francis  Edward. 

D 

Calnane,  John  Andrew. 

A 

Carroll,  John  Aloyslus. 

D 

Cameron,  Charles  Ernest. 

D 

Carroll,  John  Philip. 

A 

Cameron,  Ewan. 

A 

Carroll,  Thomas  Francis. 

C 

Camflll,  Robert  Emmet. 

D 

Carroll,  Thomas  liYancis. 

A 

Camp,  Charles  Welford. 

A 

Carroll,  William  Edward. 

A 

Camp,  Mary  Augusta. 

A 

Camith,  Sidney  Stetson. 

A 

Camp,  Samuel. 

A 

Carson,  Paul. 

D 

Campbell,  Annie  Butterfleld. 

B 

Carter,  Curtis  Sumner. 

C 

CampbeU,  Benjamin  Franklin. 

A 

Carter,  Frank  Henry. 

A 

Campbell,  Fidelia  Green. 

A 

Carter,  Mills  Olcott. 

B 

Campbell,  Henry  French. 

A 

Carter,  Robert  Ldndsey. 

B 

Campbell,  James  Parker. 

C 

Carter,  Theron  Harlow. 

D 

Campbell,  Matthew  PlilUp. 

B 

Carver,  Ichabod. 

A 

Campbell,  Patrick  Henry. 

A 

Carvlll,  Alphonzo  Holland. 

D 

Cane,  Francis  Edward. 

D 

Cary,  Foster  Harrington. 

A 

Canedy,  Francis  Joel. 

D 

Casgrain,  Charles  Arthur. 

A 

Canedy,  Fred  Snow. 

D 

Casselbury,  Clarence   Marma. 

D 

Canedy,  Ransford  De  Los. 

duke. 

P 

Canfeld,  Ralph  Metcalf. 

1) 

Castillo,  Frank  Martin  deL 

A 

Canglano,  Marco  Antonio. 

D 

Castle,  Edward  Beardslee. 

D 

Canney,  Ellen  Rose. 

A 

Castle,  James. 

B 

Canning,  John  Francis. 

D 

Cate,  Frederick  Symon. 

A 

Cannon,  David  Howland. 

A 

Cate,  George  Riley. 

1900.] 


PUBLIC  DOCUMENT  — No.  56. 


31 


Official  List  of  Practitumers  of  Medicine  —  Continued. 


F  Gate,  Shadrack  Mellen. 

D  Canlfleld,  George  Beresford. 

C  Cavanagh,  Charles  RtiBsell. 

A  Cavanagh,  Walter  James. 

D  Cavanaugh,  Loretta  Katherlne. 

D  Cayanaiigh,  Mortimer  Thomas. 

D  Caverly,  Charles  Frank,  Jr. 

A  Celce,  Frank  Frederick. 

A  Celce,  Jean  Henrlctte. 

D  Chace,  Ann  IT. 

A  Chadbourne,  Arthur  Patterson. 

A  Chadbourne,  Francis  Watts. 

C  Chadwlck,  Henry  Dexter. 

A  Chadwlck,  James  Read. 

D  Chaflfers,  Joseph. 

A  Chagrnon,  Charles  Emlle. 

A  Chagnon,  Joseph  Samuel. 

A  Chagnon,  Wlnceslas  John  Bap. 
tlstc. 

A  Chalifaux,    Joseph    Herm6n6- 
gilde. 

A  Chalmers,  Robert. 

A  Chamberlain,  George  Felton. 

D  Chamberlain,  George  Elliott. 

A  Chamberlain,  George  Washing- 
ton. 

A  Chaml)erlain,  Myron  Leon. 

A  Chaml>erlalu,  William  Eugene. 

A  Chamberlin,  Edward  Henry. 

B  Chamberlin,  James  Frescott. 

D  Chamberlin,  Theodore. 

A  Champlln,  Martha  Godfrey. 

A  Chandler,  Henry  Bockles. 

B  Chandler,  Ira. 

A  Chandler,  Lather  Graves. 

A  Chandler,  Norman  Fitch. 

A  Channing,  Walter. 

D  Chapin,  Alvn  Le  Roy. 

D  Chaptn,  Clifford  Samuel. 

A  Chapin,  Delia  Lucretia. 

A  Chapin,  Frederic  Wilcox. 

A  Chapin,  Walter  Henry. 

A  Chapman,  Charles  Ratchford. 

D  Chapman,  Howard  Jones. 

D  Chapman,  William  Louis. 

D  Chaput,  Henry  Ernest. 

A  Charbonneau,  Joseph. 

D  Charbonneau,  Koe  Napoleon. 

A  Charbonneau,  Oliver. 

A  Charles,  Orlando  Warrington. 

D  Charron,  Joseph  Rosarlo. 

D  Charterls,  Mary  Alena. 

A  Chase,  Arthur  Brown. 

A  Chase,  Augustus  Lucius. 

A  Chase,  Charles  Edmund. 

C  Chase,  Charles  Tristram. 

D  Chase,  Daniel  Emery,  Jr. 

A  Chase,  DeForest  Woodruff. 

D  Chase,  Edwin  Llewellyn. 


A  Chase,  Ell  Ayer. 

D  Chase,  Frank  Hills. 

A  Chase,  Henry  Melville. 

A  Chase,  Heman  Lincoln. 

A  Chase,  Herbert  Augustus. 

A  Chase,  Hiram  Luce. 

A  Chase,  Horace. 

A  Chase,  Irah  Eaton. 

A  Chase,  John  Winslow. 

A  Chase,  Joseph,  Jr. 

A  Chase,  Richard  Fitch. 

A  Chase,  William  Bradley. 

A  Cheever,  Clarence  Alonzo. 

A  Cheever,  David  Williams. 

A  Chenery,  Ellsha. 

A  Chenery,  William  Elisha. 

A  Cheney,  Frederick  Edward. 

A  Cheney,  Oscar  Dustin. 

B  Cherrington,  LeRoy  Jones. 

B  Cherry,  James  B. 

D  Chesnutt,  Arthur  Allan. 

B  Chick,  William  Harrison. 

C  Chicoine,  Isidore  Hermanigllde. 

A  Child,  Edward  Moses. 

A  Chllds,  Helen  Slmonds. 

A  Chlpman,  Anna  Mary. 

A  Chlpman,  William  Reginald. 

A  Chlrurg,  Michael. 

A  Chisholm,  William  James. 

A  Chisholm,  William  Parmer. 

A  Choate,  David. 

D  Choate,  Horace  Henry. 

£  Choquette,  Joseph  Henry. 

D  Chorltan,  Klrkor  Hovhannes. 

A  Chubbuck,  Lurana  Abbie. 

A  Church,  Adallne  Barnard. 

A  Church,  Benjamin  Taylor. 

D  Church,  Charles  Albert. 

A  Church,  Herl)ert  Ashley. 

D  Chureh,  Mary  Violet. 

E  Churchill,  Donald. 

C  Chute,  Arthur  Lambert. 

A  Cilley,  Daniel  Plumer. 

A  Cilley,  Orran  George. 

B  Claflln,  Anna  Frances. 

A  Clancy,  William  Henry. 

E  Clapp,  Edmund  Wright. 

A  Clapp,  Frank  Horace. 

A  Clapp,  Herbert  Codman. 

A  Clapp,  James  Wilkinson. 

B  Clarendon,  James  Campl>ell. 

D  Clark,  Albert  Ulysses  Franklin. 

A  Clark,  Caleb  Wakefield. 

A  Clark,  Clinton  Dewey. 

A  Clark,  David. 

D  Clark,  Ezra  W. 

C  Clark,  Frederick  Lincoln. 

D  Clark,  Frederick  Timothy. 

D  Clark,  Genevieve. 
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A  Clark,  George  Henry. 

A  Clark,  George  StUlman. 

A  Clark,  Homer. 

A  Clark,  Henry  Frederick. 

A  Clark,  James  Colby  Dorr. 

A  Clark,  Jamea  Samuel. 

A  Clark,  John  Marther. 

A  Clark,  Joseph  Eddy. 

A  Clark,  Joseph  Leonidas. 

A  Clark,  Julius  Stimpson. 

A  Clark,  Leonard  Brown. 

A  Clark,  May  Chadboum. 

A  Clark,  Seth  Corbln. 

A  Clark,  Sidney  Ayery. 

A  Clark,  Stephen  Wilson. 

A  Clark,  Theodore  Wright. 

D  Clark,  Walter  Almon. 

A  Clark,  Walter  Thomas. 

D  Clark,  William  Goodwin  Chad- 

bonme. 

A  Clark,  William  Henry. 

A  Clarke,  Angnstns  Peck. 

A  Clarke,  Edith  Leayitt. 

A  Clarke,  Edwin  Angnstns. 

A  Clarke,  George  Clarendon. 

A  Clarke,  George  Salisbury. 

A  Clarke,  Henry  Little. 

A  Clarke,  Israel  James. 

B  Clarke,  John  Henry. 

A  Clarke,  Joseph  Payson. 

A  Clarke,  Louis  Henry. 

A  Clarke,  Maurice  Dwighi. 

A  Clarke,  Mortimer  Hall. 

A  Clarke,  William  Crocker. 

C  Clarke,  William  Johnson. 

E  Clarkson,  Thomas  Carbarns. 

D  Cleaveland,  Daniel  Atheam. 

E  Cleaves,  Ezra  Eames. 

D  Cleaves,  Frederick  Henry. 

A  Cleaves,  James  Edwin. 

D  Cleghom,  Allen  MaoKenzle. 

D  Clement,  Allen  Bell. 

A  Clement,  George  Colbum. 

A  Clement,  George  Wilmot. 

A  Clement,  Lydia  Ramsdell. 

E  Cleveland,  Heber  Howe. 

D  Cleveland,  Theodore  Parkman. 

D  Clifr,  Alfred  Addington. 

A  Cliff,  Leander  Albert. 

C  Cllft,  Joseph  Wales. 

A  Clock,  Frank  Benson. 

B  Clongh,  Charles  William. 

E  Clough,  Frank  Herbert. 

A  Cloutier,  Felix  Joseph. 

A  Coady,  Patrick  Francis. 

A  Cobb,  Albert  Crocker. 

A  Cobb,  CaiDluB  Melville. 

A  Cobb,  Charles  Henry. 

A  Cobb,  Farrar  Crane. 


A  Cobb,  Frederic  Codman. 

A  Cobb,  Harriet  Hodges. 

D  Cobb,  Oliver  Warren. 

A  Cobum,  Henry  Harrison. 

A  Cobum,  William  Franklin. 

A  Cochran,  George  Buck. 

A  Cochran,  Williun  Jamea. 

A  Cocke,  James  Richard. 

A  Codding,  Edwin  Hayden. 

C  Codman,  Ernest  Amory. 

A  Cody,  Edmond  Francis. 

D  Coffey,  Leonard  James. 

A  Collin,  Arthur  Baylies. 

A  Coffin,  John  Lambert. 

A  Coffin,  Juliet  Evelyn. 

D  Coffin,  Rockwell  Augnslus. 

D  Coflrey,  William  Frands. 

A  Cogan,  Joseph  Ambrose. 

C  Coggeshall,  Frederic. 

A  Coggln,  David. 

A  Coghlan,  John  Nicholas. 

A  Cogswell,  Charles  Frederick. 

A  Cogswell,  Charles  Hale. 

A  Cogswell,  Edward  Russell. 

A  Cogswell,  George  Proctor. 

A  Cogswell,  William,  Jr. 

D  Cohlll,  David  Young. 

E  Cohn,  Richard. 

D  Colbum,  Frederick  WUklnson. 

D  Colbum,  Harry  Hayford. 

A  Colby,  Edward  Porter. 

A  Colby,  Edwin  Alonso. 

D  Colby,  Fred  Bennett. 

D  Colby,  Gllman. 

B  Colby,  Sarah  Ann. 

D  Colby,  William  MorriU. 

A  Coloord,  Daniel  Webster. 

A  Cole,  Charles  Hlgglns. 

A  Cole,  David  Smalley. 

D  Cole,  Lorenzo  Walte. 

A  Cole,  Ralph  Marcus. 

B  Cole,  Stiltman  Asbury. 

A  Cole,  William  Ezra. 

A  Coleman,  Ellen  wood  Bunker. 

A  CoUamore,  Francis. 

A  Collet,  Peter  Aohllle  Anaolet. 

A  Collier,  Lawrence  Henry  Gk>od. 

win. 

A  Collins,  David  Aloyslus. 

A  Collins,  Edgar  Clarence. 

D  Collins,  John  James. 

A  Collins,  OrviUe  William. 

D  Collins,  Wallace  Jason. 

A  Collins,  William  Drolen. 

D  Collins,  William  James. 

A  Colt,  Henry. 

A  Colton,  John  Jay. 

B  Colvin,  William  Henry. 

A  Combs,  Leander  Warren. 
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A  Comey,  Perley  Pierce. 

D  Comlnfl,  James  Brooks. 

A  Comtols,  OdUon  Joseph. 

A  Conant,  Thomas. 

A  Ck)nant,  William  M errltt. 

A  Cone,  Dwight  Eleazer. 

A  Congdon,  Lennler. 

£  Congreve,  James  MandeviUe. 

D  Conkey,  Caroline  Root. 

D  Conklin,  Jay  Bobert. 

A  Conlan,  Thomas. 

D  Conlin,  Joseph  Michael. 

A  Conlon,  Andrew  Aloysins. 

A  Conn,  Henry  Leon. 

A  Connell,  Arttrnr  Irving. 

A  Connell,  Charles  Walter. 

£  Connolly,  John  Matthew. 

D  Connor,  Chandos  Barton. 

B  Connihan,  Edward  Joseph. 

D  Connor,  Charles  Frank. 

A  Connors,  Willett  Spnrgeon. 

D  Conroy,  Bdward  Comeiins. 

A  Conroy,  Peter  John. 

A  Constans,  Frank  Elmore. 

B  Contr^,  Paciflqae. 

A  Conway,  James  Henry. 

A  Cook,  Charles  Henry. 

A  Cook,  George  Andrews. 

A  Cook,  MabeU  Melissa. 

D  Cooke,  Henry  Arnold. 

A  Cooke,  Snow  Parker  Freeman. 

D  Cooley,  Abbott  Lathrop. 

A  Coolldge,  Algernon,  Jr. 

A  Coolldge,  Dayid  Qoldthwait. 

A  Coolldge,  John  Nelson. 

D  Coon,  George  Bailey. 

A  Coon,  Marlon. 

A  Cooper,  Almon. 

A  Cooper,  Hermon. 

A  Gopeland,  Charles  Ward. 

A  Copeland,  Elmer  Humphrey. 

A  Copeland,  Horatio  Franklin. 

A  Gopeland,  William  Henry. 

A  Copp,  Owen. 

A  Corcoran,  Lnke. 

A  Corey,  Francis  Edwin. 

A  Corliss,  Oscar  Luseme. 

B  Cornbloom,  Charles. 

A  Cornish,  Aaron. 

A  Cornish,  Theodore  Osgood. 

D  Comwell,  Edwin  Sylvester. 

D  Corr,  Francis  Xavier. 

A  Corrigan,  John  Patrick. 

D  Costello,  John  Henry. 

A  Cote,  Camllle. 

D  Cote,  Honore  Joseph. 

A  Cotterell,  Samuel  Parker. 

D  Cottle,  Louis  Albert. 

A  Cotton,  Frederic  Jay. 


A  Couch,  John  Francis. 

D  Couch,  Oscar  Boberts. 

A  Couch,  William  Anthony. 

C  Coues,  William  Pearcc. 

A  Coughlin,  John  William. 

A  Couillard,  Pierre  Leonard. 

A  Councilman,  William  Thomas. 

A  Courtney,  Joseph  William. 

E  Courtney,  Samuel  Edward. 

A  Couseas,  Nicholas  William. 

A  Couture,  Michael  Horatlns. 

A  Cowden,  J.  Morrow. 

C  Cowdrey,  Arthur  Harris. 

A  Cowles,  Edward. 

A  Cowles,  Frank  Augustus. 

A  Cowles,  Fred  Waterman. 

A  Cowles,  Sigoumey  Trask. 

A  Cowles,  William  Norman. 

D  Cox,  Gardner. 

D  Cox,  Thomas. 

A  Coy,  Seth  WlUard. 

D  Coyle,  Walter  Edward. 

D  Coyne,  James  Augustine. 

A  Crabtree,  Addison  Darre. 

A  Cragin,  Francis  Milton. 

A  Craig,  Daniel  Hiram. 

A  Craigln,  George  Arthur. 

A  Cram,  John  Wesley. 

D  Cramm,  William  Edward. 

D  Crandeil,  Arthur  Richmond. 

D  Crandon,  Le  Roi  Goddard. 

D  Crane,  Carl  Custer. 

A  Crane,  George  Walker. 

A  Crawford,  Charles  Henry. 

D  Crawford,  Francis  Xavier. 

A  Crawford,  John  William. 

A  Crawford,  Sarah  Marcy. 

D  Crease,  Henry  George. 

A  Crisand,  Carl. 

D  Crispo,  Peter  Timothy. 

D  Crittenden,  Harrison  Murray. 

D  Crittenden,  Rufus  Asaph. 

A  Croacher,  Anna  Wood. 

A  Crocker,  Benton  Pulslfer. 

A  Crocker,  John  Myrick. 

A  Crocker,  Susan  Elizabeth. 

A  Crocker,  Wlllard  Crafts. 

A  Crockett,  Eugene  Anthony. 

B  Crockett,  Fred. 

A  Crockett,  Frederick  Eugene. 

D  Croft,  Benjamin  Pomeroy. 

I>  Crofts,  Nicholas  Matthew. 

A  Cronln,  Henry  William. 

D  Cronln,  Jeremiah  Augustus. 

D  Cronln,  Joseph  John. 

D  Cronln,  Michael  John. 

D  Cronln,  Thomas  Joseph. 

D  Crooker,  Hiram  Henry. 

D  Crosby,  Frederic  Chandler. 
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A  CroBB,  Grace  Ella. 

A  Crosa,  Hiram  Bliss. 

D  Gross,  Louis  Kent. 

D  Cross,  William  Patrick. 

A  CroBsmaD,  FranlL  Albert. 

A  Croston,  John  Francis. 

D  Grotty,  Thomas  Henry. 

G  Growell,  Hannah  Hall. 

A  Growell,  Samuel. 

A  Growell,  Willis  £. 

D  Growley,  Ambrose. 

A  Crowley,  Jeremiah  Francis. 

D  Growley,  John  Michael. 

B  Crownlnshield,  Phoebe. 

A  Grozier,  Thomas. 

C  Cruikshank,  Herbert  Wycbe. 

A  Culbert,  Robert  Ronayne. 

A  Calbertson,  Emma  Valeria  P.  B. 

A  Culver,  Jane  Kendrlck. 

D  Cummin,  John  White. 

A  Cummings,  Charles  Stearns. 

A  Cummings,  Ed^in  Francis. 

D  Cummings,  Frederick  Bussell. 

A  Cummings,  Irving  Oscar. 

D  Cummings,  John  Joseph. 

A  Cummings,  Maria  Louisa. 

A  Cummings,  Michael  A  loysiuB. 

A  Cummings,  Mott  Alvah. 

B  Cummings,  WlUard  Corydon. 

A  Gumston,  Charles  Greene. 

A  Gundall,  Charles  Carol. 

B  Cuneo,  Augustus. 

A  Cunningham,  Benjamin  Frazier. 

A  Cunningham,  Joseph  Henry. 

A  Cunningham,  Thonuis  Edward. 

D  Curley,  Clarence  Proctor. 

D  Curley,  George  Frederick. 

A  Gurran,  Charles  Henry. 

A  Gurran,  Charles  James. 

A  Currie,  John  Zebulon. 

A  Currier,  Mary  Barnard. 

A  Currier,  May  Carrie. 

D  Currier,  William  Eugene. 

A  Currier,  WilUam  Hale. 

D  Curry,  Edward  Farnham. 

D  Curry,  Joseph  James. 

£  Curtis,  Belle  Dora. 

A  Curtis,  Francis  Greorge. 

A  Curtis,  Hall. 

A  Curtis,  Henry  Fuller. 

A  CnrtiB,  Lucian  Willis. 

B  Curtis,  Thomas  Mitchell. 

D  Curtis,  William  Goodwin. 

A  Gushing,  Alvln  Mathew. 

A  Gushing,  Ernest  Watson. 

A  Gushing,  Eugene  Bonapart. 

A  Gushing,  Hayward  Warren. 

A  Gushing,  Henry  Joseph. 

A  GuBhing,  Ira  Barrows. 


A  Gushing,  Oliver  Femald. 

A  Gnshman,  Andrew  Bernard. 

A  Gnshman,  George  Thomas. 

D  Cushman,  Mary  Floyd. 

D  Gusick,  Thomas  Francis. 

A  Cutler,  Cecil  Stevens. 

A  Cutler,  Charlea  Lewis,  Jr. 

£  Cutler,  Charles  Newton. 

A  Cutler,  Edward  Roland. 

A  Cutler,  Elbrldge  Gerry. 

B  Cutler,  George. 

A  Cutler,  James  Tucker. 

A  Cutier,  William  Bullard. 

A  Gutter,  Charles  Kimball. 

A  Cutter,  Edward  Jones. 

A  Cutter,  Ephraim. 

A  Cutter,  John  Ashburton. 

A  Gutter,  John  Clarence. 

A  Cutts,  Harry  Madison. 

A  Dalgneault,  Joseph  Arthur. 

D  Dalley,  Richard  Gonnell. 

A  Daily,  John  Wesley. 

A  Dake,  Dumont  Charles. 

A  Dakin,  Edward  Arthur. 

A  Dakin,  Mary  Anna  Dorgan. 

A  Dale,  John  Lombard. 

A  Daley,  Robert  Nicholas. 

D  Dalrymple,  Addle  Blanche. 

D  Dalrymple,  A  Ifred  Tomblinson . 

D  Dalton,  John  Edward. 

D  Dalton,  Martin  JameB. 

D  Dalton,  Michael  Henry. 

A  Daly,  Bernard  Thomas. 

A  Daly,  James. 

A  Daly,  Richard  Francis. 

D  Daly,  Timothy  Joseph. 

G  Daly,  William  Joseph. 

A  Dam,  Alvah  Morton. 

D  Dame,  Fred  Russell. 

A  Damon,  Arthur  Lewylenn. 

A  Damon,  Newoomb  Lincoln. 

A  Dane,  John. 

D  Daniel,  Vivian. 

A  Daniels,  Edward  William. 

A  Daniels,  Edwin  Alfred. 

E  Daniels,  Boy  Adelbert. 

D  Darby,  Edward  Arthur. 

D  Darby,  Margaret  Oumey. 

D  Darling,  Cassius  Harriot. 

A  Darling,  Charles  Balfour. 

A  DarUng,  Eugene  Abraham. 

A  Darrah,  Rufus  Elmer. 

D  Daudelln,  8im6on  Alphonse. 

A  Davenport,  Bennett  Franklin. 

A  Davenport,  Charles  AlberL 

A  Davenport,  Francis  Henry. 

D  Davenport,  Frank  Douglass. 

A  Davidson,  Kallman  Meyer. 

A  Davie,  Charles  Herbert. 
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A 

Davis,  Andrew  Jackson. 

A 

D 

Dayis,  Anna  Belle. 

A 

A 

DaTlSy  Bessie  Delano. 

A 

D 

Davis,  Charles  Henry. 

A 

A 

Davis,  Edward  Parker. 

.      A 

A 

Davis,  Ella  Maxfleld. 

A 

D 

Davis,  Francis  Alvorde. 

A 

E 

Davis,  Frank  Albert. 

A 

D 

Davis,  Frank  Albin. 

A 

A 

Davis,  Frank  Stewart. 

A 

Davis,  Franklin  Jerome. 

A 

A 

Davis,  Frederick  Augnstus. 

A 

A 

Davis,  Frederick  Augnstus. 

A 

D 

Davis,  George  Healy. 

A 

D 

Davis,  Lincoln. 

D 

D 

Davis,  Myron,  Jr. 

A 

C 

Davis,  Myron  Henry. 

A 

A 

Davis,  Nathan  Johnson. 

D 

D 

Davis,  Percy  Gay. 

D 

A 

Davis,  Roland  Aogustus. 

D 

A 

Davis,  Samuel  Alonzo. 

A 

A 

Davis,  Samuel  Thomas. 

A 

D 

Davis,  Stephen  Rich. 

A 

A 

Davis,  Wesley. 

C 

B 

Davis,  William  Everett. 

D 

E 

Davis,  William  Horace. 

C 

B 

Davis,  William  Philip. 

A 

D 

Davis,  WlnnifredPulfer. 

A 

C 

Davison,  Archibald  Thompson. 

B 

A 

Dawes,  William  Greenleaf . 

A 

A 

Day,  Clarence  Currier. 

A 

B 

Day,  Henry  Bailey. 

A 

D 

Day,  James  Arnold. 

B 

D 

Day,  Josiah  Fisher. 

A 

A 

Deal,  Edward  Edwin. 

E 

A 

Deal,  George  Francis. 

A 

A 

De  Amezaga,  Gualtlero. 

D 

D 

Dean,  Charles  Henry. 

D 

D 

Dean,  Ralph  Dennlston. 

A 

A 

Deane,  Asahel  Sumner. 

A 

A 

Deane,  Ebenezer  Alexander. 

D 

A 

Deane,  Henry  Augustus. 

A 

A 

Deane,  James  Robinson. 

D 

A 

Deane,  Wallace  Harlow. 

D 

A 

Deans,  Herbert  Clair. 

A 

A 

Dearborn,  Alvah  Burton. 

A 

A 

Dearborn,  John  George. 

A 

A 

Dearborn,  John  Henry. 

E 

A 

Dearborn,  Reuben  Fletcher. 

A 

A 

Dearing,  Henry  Lincoln. 

A 

A 

Dearlng,  Howard  Summer. 

A 

A 

Dearing,  Thomas  Haven. 

D 

A 

DeBeer,   Johannes    Benedic 

A 

David. 

A 

A 

De  Blols,  Thomas  Amory. 

D 

E 

Decker,  William  Nelson. 

A 

A 

Dedrlck,  Albert  Clinton. 

A 

A       Deehan,  Peter  Eugene. 
A       Defrley,  William  Peabody. 


De  Grandpr6,  Louis  Phlllippe. 
Dehn,  Edward  William. 
De  la  Granja,  Edward. 
Delahanty,  William  Joseph. 
Deland,  Charles  Airroet. 
De  Langle,  Charles  Petit. 
Delano,  Marcus  F. 
Delano,  Samuel. 
De  Laval-Thyemay,  Melville 

Endore  Forbln. 
De  Llguorl,  Giovanbattista. 
Dellsle,  Joseph  Damase. 
De  Lue,  Frederick  Spauldlng. 
Dembo,  Fanny. 
De  Merritt,  Charles  Law. 
Denig,  Blanche  Alpine. 
Denkinger,  Joseph  Anton. 
Dennet,  Charles  Augustus. 
Dennett,  Alonzo  Gustin. 
Dennett,  Daniel  Clement. 
Dennett,  George  William. 
Dennett,  John,  Jr. 
Dennis,  James  Henry. 
Dennis,  Jane  Louise. 
Dennison,  Archibald  Sayre. 
Denny,  Francis  Parkman. 
Denny,  Harry  Ernest. 
De  Normandle,  Myra. 
Derby,  Emma  Angelinc. 
Derby,  Hasket. 
Derby,  William  Parsons. 
Deroin,  Francis  Xavier. 
Desmarais,  Joseph. 
Desmarlo,  Joseph  Henry. 
Desmond,  Clarence  Francis. 
Desnoyers,  Dontagne. 
Desrochers,  Alfred. 
DesRosiers,  D£sir6. 
Desrosiers,  Louis  Amedie. 
D^y,  Gustave. 
Devenny,  Joseph  Henry. 
Dever,  Charles  Edward. 
Devere,  Arthur  Clarence. 
Devere,  Fred  Hewitt. 
Devereaux,  Jane  Smith. 
Devlne,  William  Henry. 
Dewey,  Charles  Gipson. 
Dewey,  Melvln  Morris. 
Dewln,  Peter  John. 
Dewls,  John  William. 
Dewolf,  Edward  Gardner. 
Dews,  Frederic  Gilford. 
Dexter,  Ella  Louisa. 
Dexter,  Franklin. 
Dezell,  Frederick  Burr. 
Dickerman,  Silas  Barnet. 
Dickins,  Job  Byron  Marcus 
Dickinson,  Charles  Henry. 
Dickinson,  Harvey  Middleton. 


A 
A 
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D 

DtekBon,  Bldiard  Knrign. 

D 

Doten,  Artimr  Chapman. 

D 

Dleiiiar»  Lena  Hms. 

A 

Donglas,  Charles  Joseph. 

C 

Dike,  John. 

A 

Douglass,  John  Abbott. 

A 

Dillon,  ThonuM  Joseph   Ben- 

D 

Dow,  Darid  Crooker. 

nett. 

A 

Dow,  Edmund  Scott. 

B 

Dillon,  Bichanl  Haattngs. 

D 

Dow,  George  Farwell. 

A 

Dhnock,  Daniel  Wri^t. 

A 

Dow,  George  WUUam. 

A 

A 

Dow,  James  Arthur. 

A 

Dion,  Thomas  Joseph. 

D 

Dowd,  Edward  Francis. 

B 

DIonne,  I^ools. 

C 

Dowling,  John  Joseph. 

B 

DIonne,  Louis  Edward. 

A 

Downey,  Charles  John. 

D 

Dlsbrow,  John  Bobert. 

D 

Downey,  Fred  Clifton. 

A 

Dlsbrow,  Robert. 

D 

Downey,  Henry  Arthur. 

A 

Disney,  Frank  Arondel  Ellas. 

D 

Downey,  William  Henry. 

A 

Dixon,  Joseph  Henry. 

E 

Downing,  Bertha  Carol. 

A 

Dixon,  Lewis  Searer. 

D 

Downing,  Franklin  Cbaee. 

A 

Dixon,  Bobert  Brewer. 

F 

A 

Dlxwell,  John. 

A 

Downs,  Harry  Ashton. 

A 

Doane,  George  Washinicton. 

A 

Doy,  WUberforoe  Clarkaon. 

D 

Doane,  Harriet  M. 

A 

Doyle.  Daniel  Patrick. 

A 

Doble,  Ernest  Edgar. 

A 

Drake,  Aratbena  Bianca. 

D 

Dodd,  Isaac  Spencer  Flnnej. 

E 

Drake,  Arthur  KnowKon. 

D 

Dodge,  Arthnr  Malcolm. 

A 

Drake,  Korman  Lneca. 

A 

Dodge,  Fred  Wilder. 

D 

Drake,  Olin  Milton. 

C 

Dodge,  George  Smith. 

A 

Drake,  William  AbnuBiL 

A 

Dodge,  William  Wooldredge. 

D 

Dranga,  Amelia  Augenia. 

A 

Doggett,  Frederick  Fobes. 

D 

Draper,  Alexis  Lumb. 

A 

Dohertj,  Charles. 

D 

Draper.  Charles  Bansom. 

D 

Doherty,  Helen  Isabel. 

A 

Draper,  Frank  Eugene. 

A 

Dolan,  William  Andrew. 

A 

Draper,  Frank  Wintfarop. 

E 

Dole,  Charles  Frederick. 

A 

Draper,  Joseph  Butter. 

A 

Dole,  Mary  Phylinda. 

A 

Dresser,  George. 

A 

DoUoif,  Albert  Simeon. 

D 

Drew,  Charles  Aaron. 

A 

Doloff,  Engene  Malcolm. 

B 

Drew,  Frances  Harrfec 

A 

Donahne,  Hngh. 

A 

Drew,  Frank  Haynes. 

D 

Donahue,  William  Francis. 

A 

Drew,  Frederick. 

D 

Donlan,  Charles  Edwin. 

D 

Drew,  Frederick  PrescotL 

D 

Donlan,  John  Malachi. 

A 

Drew,  Maria  Emma. 

D 

Donneli,  Bafns  Edwin. 

A 

DrisooU,  Thomas  Daniel. 

D 

Donnelly,  James  Harrey. 

A 

Drirer,  Stephen  William. 

A 

Donnelly,  John  Bernard. 

E 

Drohan,  James  Henry. 

E 

Donner,  John  Albert. 

A 

Drown,  Edward  Payson. 

D 

Donoghne,  Daniel  Francis. 

A 

Dmmmey,  Nicholas  Daniel. 

A 

Donoghne,  Francis  Dennis. 

E 

Dmmmond,  Edward  Augustine. 

D 

Dottoghne,  James  Crowley. 

A 

Drummond,  Juan  Femandei 

E 

Donohne,  George. 

Bennett. 

A 

Donoran,  Benedict. 

D 

Duckering,  William  West. 

C 

Donoran,  Michael  Bicard. 

C 

Dudley,  Augustus  William. 

D 

Donoran,  Sylvester  Edward. 

E 

Dudley,  Charles. 

A 

Doroey,  James  Edmund. 

A 

Dudley,  Henry  Watson. 

D 

Dorgan,  Joseph  Aloysius. 

A 

Dndley-Clapp,  Susan  Ida. 

D 

Dorion,  Jean    Bapttste  Tbeo- 

A 

Duff,  John. 

phile. 

A 

Doggan,  John  Joseph. 

A 

Dorion,  Louis  Philippe  A d^Iard. 

A 

C 

Dorman,  Albert  Barnes. 

D 

Duhalme,  Gandlose  Lemaltre. 

A 

Dorman,  Daniel  Webster. 

A 

Dtthamel,  OUra  Gilbert. 

A 

Dorr,  Charles  Alonso. 

B 

Du  Mont,  Henry. 

E 

Dort,  Elisabeth. 

A 

Dunbar,  Frank  Collins. 

A 

Donral  TancrMe  Cesaire. 

A 

Dunbar,  Franklin  Asaph. 
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B 

Duncan,  Florence  Josephine. 

A 

D 

Dunham,  Frank  Lee. 

C 

A 

Dunham,  George  Perry. 

A 

A 

Dunham,  Henry  Bristol. 

A 

D 

Dunham,  Wliitefleld  Otis. 

A 

A 

Dunlap,  Charles  Bates. 

D 

C 

Dunn,  Charles  Stein. 

A 

A 

Dunn,  Jennie  Sophia. 

A 

D 

Dunn,  Stephen  Joseph. 

A 

C 

Dunn,  William  Aloysins. 

D 

A 

Dunn,  William  Ambrose. 

D 

A 

Dunne,  Alexander  John. 

D 

A 

Dunning,  William  Meddangh. 

A 

B 

Dnnphy,  John. 

A 

A 

Dupont,  Flayien. 

D 

B 

Duquet,  PhUorome. 

C 

A 

Durant,  Charles  Edwin. 

B 

A 

Durell,  Thomas  Moulton. 

D 

A 

Durgin,  Samuel  Holmes. 

C 

D 

Duming,  Charles  Francis. 

A 

A 

Dutton,  Charles. 

D 

A 

Dutton,  George. 

A 

C 

Dutton,  Samuel  Lane. 

A 

'A 

Dutra,  Emmanuel  Christian. 

D 

C 

Dutra,  Joseph. 

B 

D 

Dutrizac,  Joseph  Ovid. 

B 

D 

Duyal,  Joslas  Louis. 

A 

A 

Duxbury,  Joseph  Edward. 

A 

A 

D welly,  Jerome. 

D 

A 

Dwight,  Edwin  Weller. 

A 

D 

Dwight,  Henry  Leonard. 

D 

A 

Dwight,  Thomas. 

A 

A 

Dwinell,  Byron  Lee. 

E 

A 

Dwyer,  John  Edward. 

D 

D 

Dyer,  Charles  Lathrope. 

A 

D 

Dyer,  Ebenezer  Alden. 

A 

D 

Dyer,  Florence  May. 

A 

B 

Dyer,  Frank  Pierce. 

A 

B 

Dyer,  Wlllard  Knowlton. 

A 

D 

Dyer,  William  Henry. 

A 

A 

Eames,  George  Franklin. 

£ 

A 

Earl,  George  Henry. 

D 

A 

Earle,  William  Alva. 

A 

D 

Early,  William  Wallace. 

D 

A 

Eastman,  Charles  Albert. 

A 

A 

Eastman,  Charles  Albert. 

D 

A 

Eastman-Schenck,  Ellen. 

D 

B 

Eastman,  Mary  Roena. 

A 

D 

Easton,  Elwood  Tracy. 

D 

A 

Eaton,  John  Marshall. 

A 

A 

Eaton,  LiUey. 

A 

D 

Eaton,  Richard  Gardner. 

D 

A 

Eaton,  Samuel  T^wis. 

A 

A 

Eaton,  William  Winslow. 

A 

A 

Eaton,  WylUs  Gilbert. 

A 

A 

Ebann,  Charles  Deleting. 

D 

B 

Eckstein,  Caroline  Katlierine. 

D 

A 

Eddy,  George  Stetson. 

A 

A 

Eddy,  Hiram  McCrery. 

A 

Eddy,  Richard  Henry. 
Edes,  Richard  Edward. 
Edes,  Robert  Thaxter. 
Edgar,  William  Ladell. 
Edgerly,  Jonathan  Frank. 
Edmands,  Idelle  Lydia. 
Edmonds,  Louis. 
Edson,  Carroll  Everett. 
Edson,  Ptolomy  O'Meara. 
Edwards,  Arthur  Frank. 
Edwards,  Franklin  Wallace. 
Edwards,  Merton  John. 
Edwards,  Thomas  Alvln. 
Edwards,  William  Lothrop. 
Egan,  Edward  Winfleld. 
Egan,  John  Joseph. 
Egan,  Sebra  Temple. 
Egbert,  Jay  Hobart. 
Egland,  Christopher. 
Ehrlich,  Henry. 
Eidam,  Carl  Hermann. 
Ela,  Paul  Francis. 
Ela,  Walter. 
Elcock,  Harry  Alfred. 
Elderen,  John  Van. 
Eldridge,  Benjamin  Davis. 
Eldrldge,  David  Gorham. 
Eldridge,  Jerrie  Allen. 
Eliot,  Henry  Whitney. 
Elliot,  John  Wheelock. 
Elliot,  Sidney  Barrington. 
Elliott,  James  Prescott. 
Elliott,  James  William. 
Elliott,  Richard  Andrew. 
Elliott,  Russell  Dunson. 
Ellis,  Charles  Curtis. 
Ellis,  Dean  Samuel. 
Ellis,  Edward  Harvey. 
Ellis,  Frederick  Warren. 
Ellis,  George  Livingston. 
Ellis,  Sidney  Allan. 
Ellis,  William  Raymond. 
Ellison,  George  Washington. 
Ellsworth,  Samuel  Walker. 
Ellsworth,  Victor  Albert. 
Elmere,  John  A  Ifred. 
Ely,  Richard  Skinner. 
Emerson,  Charles  Sumner. 
Emerson,  Ernest  Benjamin. 
Emerson,  Francis  Patten. 
Emerson,  Frederick  Lincoln. 
Emerson,  George  Short. 
Emerson,  George  Washington. 
Emerson,  Herbert  Clark. 
Emerson,  Nathaniel  Waldo. 
Emery,  George  Edwin. 
Emery,  Harry  Smith. 
Emery,  William  Henry. 
Emery,  Winfrcd  Newell. 
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D  EnebuBke,  ClaSs  JaliiiB. 

D  Engelman,  George  JqIIub. 

A  Ensworth,  William  Howard. 

A  EntlD,  Gllel. 

C  Erb,  Theodore  Charles. 

E  Erickson,  Anna  Maria. 

A  Ermentroat,  Sallle  Jostinia. 

A  Ernst,  Harold  Clarence. 

D  Estabrook,  Charles  Taylor. 

D  Estes,  Florella. 

D  Bttenne,  Arthur  Octave,  Jr. 

B  Evans,  David. 

E  Evans,  Bueben  Osgood. 

A  Eveleth,  Edward  Smith. 

A  Eveleth,  Philemon. 

B  Everett,  Eugene  Ellsworth. 

A  Everett,  Horace  Stanwood. 

A  Everett,  James  Bradley. 

A  Everett,  Oliver  Austin. 

A  Everett,  Oliver  Hurd. 

A  Everett,  Wlllard  Shepanl. 

C  Ewald,  Carl  Adolph. 

D  Ewing,  Edward  Hilts. 

D  Fagan,  George  Augustas 

A  Fagnant,  Benjamin. 

A  Fahey,  James  Charles. 

E  Fair,  John  Francis. 

A  Fairbanks,  Arthur  Wlllard. 

A  Falrchlld,  Courtland  de   Nor- 

mandie. 

D  Fairhurst,  O'ConnelL 

D  Fales,  Alonzo  Cartland. 

D  Falkenbury,  Arthur  Ezra. 

A  Fallon,  Michael  Francis. 

A  Farley,  William  Chase. 

A  Farlow,  John  Woodford. 

D  Farmer,  Frank  Emerson. 

A  Famham,  Charles  Chittenden. 

A  Famham,  Edwin. 

A  Famham,  Mary  Eudora. 

C  Famham,  John  Marshall  Wll- 

loughby. 

B  Famsworth,  Sarah  Elizabeth. 

D  Farquhar,  William  Abercromby 

Gordon. 

A  Farr,. Edwin  Lawson. 

D  Farrell,  George  Louis. 

C  Farrington,  Annie  Louise. 

A  Farrington,  Leander  Morton. 

A  Farwell,  Charles  Luther. 

A  Farwell,  George  Davis. 

A  Faulkner,  Henry  Clay. 

A  Faunce,  Robert  Harris. 

A  Faxon,  Eudora  Meade. 

C  Faxon,  William  Lyman. 

A  Faxon,  WiUlam  Otis. 

D  Fay,  Cliarlotte  Hooker. 

A  Fay,  Frank  Gleason. 

A  Fay,  James  Monroe. 


D  Fay,  Joseph  Henry. 

A  Fay,  William  Eastman. 

D  Fearl,  Fred  Henry. 

D  Fecteau,  Adelard. 

D  Feindel,  Joseph  Creighton. 

B  Fellows,  George  Robert. 

A  Fenwick,  Joseph  Benson. 

A  Ferguson,  Arthur  Bixby. 

A  Feriguson,  Charles  John. 

E  Ferguson,  Edward  Hugh. 

A  Ferguson,  Hugh. 

D  Ferguson,  Robert  Henry. 

A  Ferland,  Joseph  Severln  Ernest. 

A  Femald,  Alberto  Francis. 

A  Femald,  Charles  Augustus. 

C  Femald,  Herbert  Elwood. 

A  Femald,  Otis. 

A  Femald,  Walter  Elmore. 

A  Ferrari,  Francesco  Edoardo. 

A  Ferry,  James  Francis. 

A  Fester,  Frank  Jov. 

A  Fessenden,  Charles  Hill. 

A  Fessenden,  George  Russell. 

A  Fessenden,  Joseph  Palmer. 

A  Fewell,  Samuel  Jackson. 

A  Pick,  Hermann  Andrew. 

D  Fickett,  Jerome  Perley. 

A  Field,  Charles  Elmer. 

D  Field,  Harvey  Adams. 

A  Field,  James  Brainerd. 

A  Field,  PhinehasPeck. 

A  Field,  Susan  Hammond. 

A  Fillebrown,  Charles  Dalton. 

A  Fillebrown,  Thomas. 

D  Finch,  Kdward  Bronson. 

D  Finch,  George  Hardy. 

A  Finn,  Edward  William. 

A  Finn,  James  Anthony. 

A  FInnigan,  Patrick  Joseph. 

D  Fish,  Ernest  Clifford. 

D  Fish,  Louis. 

A  Fish,  Ralph  Charles. 

A  Fisher,  Edgar  Alexander. 

D  Fisher,  James  Tucker. 

A  Fisher,  Theodore  Willis. 

A  Fisher,  Preston. 

A  Fisk,  Charles  Lee,  Jr. 

A  Fisk,  William  Wlllard. 

A  Flske,  Eustace  Lincoln. 

D  Flske,  Harlo  Adoniram. 

A  Fitch,  Edward  DoolitUe. 

D  Fltts,  Alston. 

A  Fitz,  George  Wells. 

A  Fitz,  Reginald  Heber. 

p  Fitzgerald,  Charles  Francis. 

D  Fitzgerald,  Clara  Pauline. 

A  Fitzgerald,  James  Bernard. 

D  Fitzgerald,  Maurice  Edward,  Jr. 

D  Fitzgerald,  Thomas  Patrick. 
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D  Fitzgerald,  Vance  Lee. 

A  Fltz-Hugh,  John  Aleunder. 

A  Fltzslmmons,  Philip  Mansfield. 

A  Flagg,  Alpheus  Dexter  Smith. 

D  Flagg,  Cora  Hosmer. 

A  Flagg,  Edwin  Barber. 

C  Flagg,  Franklin  Parkinson. 

A  Flagg,  Herbert  Horatio. 

B  Flagg,  Jonathan. 

A  Flagg,  Payson  Jonathan. 

D  Flanagan,  Peter  Joseph. 

D  Flanders,  Alton  Leroy. 

A  Flanders,  Frank  Byron. 

D  Flanders,  Walter  Hubert. 

A  Fleet,  William  Earnest. 

A  Fletcher,  Robert  Whitney. 

A  Fletcher,  Rosa. 

A  Fletcher,  Samuel  Ernest. 

A  Fletcher,  Samuel  William. 

A  Fletcher,  William  Kelly. 

D  Fleming,  Margaret  Amanda. 

D  Flemming,  Anthony. 

A  Flewelling,  Douglas  Scovil 

A  Fllnn,  Matthew  Bonner. 

A  Flint,  Charles  Cookeman. 

A  Flint,  Omar  Alpha. 

A  Flood,  Everett. 

A  Flower,  Alfred  Hollis. 

A  Flower,  Blchard  Charles. 

E  Flynn,  John  Edward  Leo. 

A  Flynn,  John  Joseph. 

D  Flynn,  John  Joseph. 

A  Fogerty,  Williams  Clemmons. 

A  Fogg,  Irving  Sylreeter. 

D  Fogg,  Walter  Augustus. 

A  Foley,  Timothy  John. 

A  Foley,  Walter  James  Paul. 

A  Follett,  Ammi  Ward. 

A  Follet,  John  Atwood. 

A  Folsom,  Charles  FoUen. 

A  Folsom,  Norton. 

A  Fontaine,  Marc. 

C  Fontaine,  Henri  Tfaeophile. 

A  Forbes,  Charles  Holt. 

E  Forbes,  Edwin  Bannister. 

A  Forbes,  George  Foster. 


E  Fobs,  Percy  Harold. 

A  Foss,  Warren  Sartwell. 

A  Foster,  Charles  Chauncy. 

D  Foster,  Clarendon  Atwood. 

A  Foster,  Edwin  Scott« 

A  Foster,  Frank  Albert. 

E  Foster,  Frank  Brooks. 

A  Foster,  George  Emory. 

A  Foster,  Horace  Kendall. 

A  Foster,  James  Milton. 

A  Foster,  James  Richards. 

D  Foster,  Louis  Everett. 

D  Foster,  Matthias  Lanckton. 

D  Foster,  Winifred  Smith. 

A  Fountaine,  Felix  Dydime. 

C  Fourtin,  Edmund    Randolph 

Peaslee. 

A  Fox,  William  Yale. 

A  Foye,  Charles  Frederick. 

A  Frame,  Joseph. 

C  Francis,  Adeline  Eliza. 

A  Francis,  Carleton  Shnrtleflf. 

A  Francis,  George  Ebenezer. 

A  Francis,  George  Hills. 

A  Francis,  Tappan  Eostis. 

A  Francois,  Edward  Albert  rx>uis. 

A  Franftiglia,  GabrlAe. 

D  Frankel,  Charles  Louis. 

B  Franks,  Baron. 

A  Franz,  Adolph. 

A  Fraser,  Donald  Allan. 

A  Fraser,  John  Chisholm. 

D  Fraser,  Roderick. 

D  Fraser,  William  Leslie. 

E  Frasier,  Joseph  Anthony. 

B  Frechette,  Clement. 

A  Freeman,  Franklin  WiUard. 

A  Freeman,  Frederick  Augustus. 

D  Freeman,  George  Franklin. 

A  Freeman,  Russell  Ballon. 

A  Freeman,  Simon  Augustus. 

A  French,  Alfred  Joseph. 

A  French,  Charles  Austin. 

A  French,  Charles  Ephraim. 

A  French,  Charles  Henry. 

A  French,  Charles  Lindol. 


A 

Forbes,  Henry  Gordon. 

A 

French,  Charles  Peaslee. 

A 

Forbttsh,  Albert  Waldo. 

D 

French,  Edward  Henry. 

B 

Ford,  Daniel  Frink. 

B 

French,  Elizabeth  J. 

A 

Ford,  John  Francis. 

A 

French,  George  Henry. 

D 

Ford,  Michael  Angelo. 

A 

French,  George  Morrill. 

B 

Forrest,  Josephine  Winifred. 

D 

French,  John  Junes. 

D 

Forrest,  Robert  Francis. 

A 

French,  John  Marshall. 

A 

Fortin,  Julian  Elzfor. 

S 

French,  Towneley  Thomdlke. 

D 

Fosgate,  Elmer  Gilman. 

A 

French,  Wlnslow  Burrell. 

D 

Foskett,  Eben. 

£ 

Frietas,  Jos6  Carlos  de. 

A 

Foskett,  George  Mason. 

B 

Frink,  Charles  Tatman. 

A 

Foss,  David. 

D 

Frink,  Lewis  James. 

A 

Foss,  John  William. 

A 

Frlsbie,  Jesse  Franklin. 
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A  rriMell,  Edward  Merle. 

A  Frtzzeil,  .Seraph. 

B  Ftms,  Charles  Chaonrj. 

A  Froet,  Edward  Clajton. 

n  Froet,  Flora  Era. 

D  Fraet,  Horace  Bird. 

I>  Froet,  Samuel  Kapp. 

A  Froet,  Woodbnry  Geor;^. 

II  FrotUngham,  Charlcit  Benja- 
min. 

A  FroChingtaam,  James  Edward. 

D  Fmmflon,  Lazama. 

A  Fry,  Charles  Wilson. 

A  Frjre,  Charles  Mamhall. 

A  Frje,  Edmnnd  Bailey. 

A  Frjrer,  Winson  Farnnm. 

B  Fuller,  Amos  Warren. 

A  Fuller,  Charles  Metnalf . 

A  Fnller,  Daniel  Hnnt. 

D  Fuller,  Elmer  Ellsworth. 

D  Fnller,  Ernest  Pa^e. 

D  Fnller,  Etheridge  Ide. 

D  Fnller,  Frank  Bontelle. 

A  Fnller,  Frederick  Henry. 

B  Fnller,  George  Albion. 

A  Fnller,  George  Ephralm. 

A  Fnller,  James  Robert. 

D  Fuller,  Solomon  Carter. 

B  Fnller,  Waller  Tracy. 

D  Follerton,  Walter  Wilson. 

D  FnrniM,  Mand  Granger. 

A  Fyfe,  Thomas  Tass. 

A  Gaertner,  Alexander. 

A  Gaifney,  John  Patrick. 

A  Gallney,  Henry  Joseph. 

A  Gage,  Edward  Franklin. 

A  Gage,  Homer. 

A  Gage,  James  Arthur. 

A  Gage,  Thomas  Hovey. 

A  GaggioU,  Girolamo. 

A  Gagnon,  Joseph  Alfred. 

A  Gahan,  Edward  William. 

D  Gahan,  Myles  Joseph. 

D  Gahan,  Patrick  Francis. 

D  Gaideakyan,  Oban. 

B  Galbenewetx,  Benjamin  Goth. 

D  CUilbonry,  Henri  Tancrede. 

A  Gale,  George  Washington. 

A  Gale- Warren,  Mary  Kendall. 

B  Gallagher,  James  Thomas. 

D  Gallagher,  Thomas  Morton. 

D  Gallagher,  William  Howard. 

A  Qalligan,  Edward  Francis. 

D  Galligan,  Edward  Joseph. 

C  Galtigan,  Eugene  Thomas. 

A  Gallison,  Ambrose  John. 

A  Gallison,  Henry  Hammond. 

A  Gallison,  Jefferson  Cnshing. 

A  GalllYan,  William  Joseph. 


A 
A 
A 
E 
A 
A 
E 
A 
A 
B 
D 
A 
A 
A 
A 
A 
A 
D 
A 
A 
B 
A 
A 
D 
A 
A 
A 
A 
A 
A 

D 
A 
A 

D 
A 
D 
B 
A 
A 
E 
A 
A 
A 
A 
D 
A 
B 
A 
E 
A 
E 
A 
A 
A 
A 
A 
A 
A 


GalkMipe, 
Galkwpe, 
GaUoope,  Joseph 
Galrin^  George 
GalTln*  WUttam. 


Cterles  WUUam. 


Gannett,  WUUam  Whicwoith. 
Gannon*  Annie  Margaret. 
Gannon,  Anna  Maria. 
Garabrant,  Tillllan 
Gareeau,  Edgar. 
Gardiner,  Ferley  Forest. 
Gardner,  Clareaee  Bfaodolphns. 
Gardner,  Edward  Ererati. 
Gardner,  Frank  Augustine. 
Gardner,  George  Henry. 
Gardner,  Harry  Milton. 
Gardner,  William  Wallace. 
Crarey,  Charles  Wendell. 
Gariield,  John. 
Garlepy,  Joseph  Camllle. 
Garhuid,  Albeit  Stone. 
Garland,  Geoige  Franklin. 
Garland,  George  MInoi. 
Garland,  6ny  W. 
Garland,  Joseph. 
Garland,  Joseph  ETerett. 
Gannon,  John  Oscar. 
Garneau,  Joseph   Pierre   Al- 

phonse. 
Garrett,  Frank  Steele. 
Garrigan,  Thomas  James. 
Gary,  Clara  Emerette. 
Gates,  Ernest  A. 
Gates,  Goor^  Wellesley. 
Gates,  James  Moseley. 
Gauthler,  FraskUn. 
Gavin,  George  Freebern. 
GaTln,  John  Harrison. 
Gavin,  Joseph  Leo. 
Gavin,  Michael  Freebern. 
Gavin,  Patrick  Freebern. 
Gay,  Almon  De  Bois. 
Gay,  Arthur  Park. 
Gay,  Clarence  Bertram. 
Gay,  George  Washington. 
Gay,  Mary  Cochran. 
Gay,  Warren  Fisher. 
Gay,  William  Fi«derick. 
Gayiord,  John  Flavel. 
Gaylord,  William  Avery. 
Geddes,  Peter  Spearoe  Walker. 
Gelineau,  Charles  William. 
Gellneau,  Ovila  Clement. 
Crendron,  Joseph  Alexander. 
Gendron,  Joseph  Etienne. 
Genereux,  Joseph  Alb^rie. 
Genereux,  Joseph  Ollrer. 
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D 

George,  Arthur  Phillips. 

A 

Gleason,  Mardis  Edward. 

A 

George,  Oscar  Fowler. 

D 

Gleason,  Willis  Webster. 

D 

GtermaiD,  Harry  Homer. 

A 

Glendenning,  Robert  Thomp- 

A 

Gerould,  Joseph  Bowditch. 

son. 

A 

Gerry,  £dwln  Peahody. 

A 

Glennon,  Michael. 

D 

Gerstein,  Morris. 

B 

Glidden,  Howard  Kenneth. 

D 

Gerin.LaJole,  Mederlc  Thomas. 

A 

Gobron,  Louis  Constant. 

B 

Gertz,  William  Henry. 

D 

Goddard,  Abigail  Elma. 

A 

G^ervais,  £mery. 

D 

Goddard,  Henry  Edward. 

A 

Getchell,  Albert  Colby. 

A 

Gtoddard,  Josiah  Hamilton. 

C 

Getchell,  Stlllman  Perry. 

A 

Gtodfrey,  Joseph  Witter. 

D 

Gibbons,  Lister. 

D 

Godfrey,  Thomas  Francis. 

£ 

Gibbons,  Sherwln. 

A 

Godin,  Joseph. 

A 

Gibbs,  Howard  Angustine. 

£ 

Golden,  Lazarus. 

A 

Glbbs,  Linnaeus  Victor. 

A 

Golden,  Michael  Charles. 

A 

Gibbs,  Lncero  Jackson. 

A 

Goldthwait,  Joel  Ernest. 

A 

Gibbs,  Samnel  Whelpley. 

A 

Goldthwaite,  Seth  Vale. 

D 

Gibbs,  Snsan  Bnrley  Harris. 

B 

Good,  Jacob  Adam. 

A 

Glbby,  Isabel  Parker. 

A 

Goodale,  Qeorge  Lincoln. 

A 

Giblin,  Frank  Joseph. 

A 

Goodale,  Joseph  Lincoln. 

A 

Gibson,  Arthur  Allen. 

D 

Goodall,  Ellis  Leon. 

B 

Gibson,  Elwyn  Deloss. 

D 

Goodall,  Henry  Skinner. 

D 

Giddlngs,  Theodore. 

A 

Goodell,  George  Zina. 

A 

Gidman,  Bramwell  Carvosso.    • 

C 

Goodell,  Jonathan  Woodard. 

A 

Gifford,  Benjamin  Dods. 

D 

Goodenow,  Daniel. 

A 

Gifford,  Fred  Hooker. 

A 

Gooding  Emma  Jeanette. 

A 

Gifford,  John  Henry. 

A 

Goodman,  Nathan  Mark. 

F 

Gifford,  Silas  Swift. 

A 

Goodman,  Samuel. 

A 

Giguere,  Joseph. 

A 

Goodspeed,  Helen  Amanda. 

A 

Gilbert,  Aurella  £liza. 

A 

Goodwin,  Charles  Otis. 

A 

Gilbert,  Daniel  Dudley. 

D 

Goodwin,  Edward  Everett. 

D 

Gilbert,  Frank  Leslie. 

D 

Goodwin,  Elmer  Ellsworth. 

A 

Gilbert,  John. 

A 

Goodwin,  George  Erving. 

D 

Gilbert,  Louis  Whitmore. 

A 

Goodwin,  James  Joseph. 

£ 

Gilchrist,  Charles  Robert. 

A 

Goodwin,   Richard    James 

A 

Giidee,  James  Bennett. 

Plumer. 

A 

Gile,  John  Martin. 

A 

Goodwin,  Tlrzah  Eveline. 

B 

Gllfether,  Frank  £mmei. 

A 

Goodwin,  Wilford  Watson. 

C 

Gilflllan,  Thomas. 

A 

Gk>ray,  James  Philip. 

D 

GiUard,  Arthur  £mest. 

A 

Gordon,  John  Alexander. 

A 

Gillespie,  John. 

A 

Gordon,  Miles  Remond. 

D 

Gillette,  Claudius  Wesley. 

C 

Gordon,  Stephen  Masury. 

D 

Gillingham,  Horace  Porter. 

A 

Gtorham,  Frederic  Croswell. 

A 

Gilman,  £ugene  Albert. 

A 

Gorshel,  Richard. 

D 

Gilman,  Frank  Madison. 

A 

Goss,  Arthur  Vincent. 

A 

Gilman,  Warren  Randall.  « 

A 

Gtoss,  Francis  Webster. 

D 

Gilmartin,  Albert  Edward. 

A 

Gottschalk,  William  von. 

0 

Ginn,  David  Richards. 

D 

Groll,  Maximilian  Charles  von. 

D 

Girdner,  John  H. 

A 

Gould,  Charles  Asahel. 

A 

Gironard,  Simeon  Joseph. 

A 

Gould,  Clarke  Storer. 

D 

Girouard,  Joseph  Arthur. 

D 

Gould,  Chester  Harlow. 

D 

Giroux,  Charles. 

B 

Gould,  Forrest  Burton. 

A 

Giroux,  Joseph  Raymond. 

A 

Gould,  Frank  Moriah. 

A 

Glanoy,  Charles  Augustine. 

F 

Gould,  Joshua  Bayley. 

B 

Glancy,  William  Carte  Minnette. 

D 

Gould,  Lawrence  Merwin. 

A 

Glazier,  Frederick  Prentiss. 

D 

Gouldlng,  Timothy  Francis. 

A 

Gleason,  Charles  Sherman. 

D 

Grace,  Ralph. 

D 

Gleason,  Edward  Francis. 

B 

Grady,  John  William. 

A 

Gleason,  Edwin  Putnam. 

A 

Grady,  Joseph  William. 
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D 

Grady,  Patrick  Anthony  Sal. 

A 

Grinfleld-Coxwell,    John    Ed- 

mon. 

ward. 

A 

Graham,  Douglas. 

B 

Grise,  Herman  Pierre. 

1> 

Graham,  Maria  Louise. 

D 

Griswold,  Merton  Lyman. 

A 

Grainger,  William  Henry. 

A 

Groll,  Edward  Wright. 

A 

Granger,  Frank  Clark. 

D 

Gross,  Hermann  Williams. 

I> 

Granger,  Karle  Henry. 

A 

Grouard,  John  Shackford. 

A 

Grant,  James  Henry. 

D 

Grovesteln,  William  Pride. 

A 

Grant,  James  Henry. 

A 

Grow,  Timothy  Rose. 

A 

Grant,  William  Herbert. 

A 

Gruver,  Samuel  James. 

I) 

Graves,  Benjamin  Augustus. 

A 

Guertin,  Auguste. 

A 

Graves,  Frank  Walker. 

A 

Guild,  Edgar  Hunt. 

E 

Graves,  Frederick  Clinton. 

A 

Guild,  Edward  Frank. 

K 

Graves,  Walter  John. 

D 

Guild,  Thomas  £zra. 

A 

Gray,  Charles  Henry. 

D 

Guiler,  Robert  Workman. 

D 

Gray,  Elizabeth  Taylor. 

D 

Gulmond,  Omer. 

A 

Gray,  George  Henry. 

D 

Gullck,  Luther  Halsey. 

E 

Gray,  Hugh  Barr. 

A 

Gunning,  Thomas  Francis. 

A 

Gray,  Robert  Williams. 

A 

Gunter,  Adolphus  Bymm. 

E 

Greaves,  John  George. 

A 

Gunter,  Fred  Berkeley. 

A 

Greeley,  WUUam  Henry. 

A 

Guptill,  Ira  Clark. 

A 

Green,  Charles  MontravlUe. 

A 

Guptlll,  Lucian  Hayden. 

A 

Green,  Jacob. 

D 

Gurley,  Revere  Randolph. 

A 

Green,  John  Ome. 

.       D 

Guy,  Walter  Bryant. 

A 

Green,  MUbrey. 

D 

Gwln,  Robert  Campbell. 

A 

Green,  Thomas  William. 

D 

Hach4,  Henry  Clement. 

I) 

Greenaugh,  Robert  Battey. 

A 

Haddock,  Charles  Whitney. 

£ 

Greene,  Daniel  Crosby,  Jr. 

A 

Hagoplan,  Sarkis  Morklr. 

A 

Greene,  Edward  Miller. 

A 

Hahn,  Amml  Rahamah. 

A 

Greene,  Frank  Alonzo. 

D 

Haines,  Ignatius. 

A 

Greene,  Frank  Eugene. 

A 

Hale,  Edward  Preston. 

A 

Greene,  Harrie  William. 

A 

Hale,  Edwin  Emery. 

A 

Greene,  James  Sumner. 

B 

Hale,  George  Carleton. 

A 

Greene,  Jered  Alonzo. 

A 

Hale,  Josiah  Little. 

A 

Greene,  Nathaniel. 

D 

Hale,  William. 

A 

Greene,  Ray  Woodvlllo. 

B 

Hale,  WUUam  Alonzo. 

A 

Greene,  Reuben. 

C 

Hall,  Charles  Brackett. 

A 

Greene,  Robert  Anderson. 

D 

Hall,  Charles  Francis  Adams. 

A 

Greene,  Thomas  Francis. 

A 

Hall,  Charles  Henry. 

D 

Greene,  William  Addison. 

A 

Hall,  George  Clifton. 

D 

Greene,  William  Henry. 

D 

Hall,  Herbert  James. 

A 

Greenleaf,  George  Walter. 

D 

Hall,  Harry  Porter. 

A 

Greenleaf,  John  Ruggles. 

£ 

Hall,  James  Frank. 

A 

Greenleaf,  Richard  Cranch. 

D 

Hall,  James  Sanberg. 

A 

Greenleaf,  Robert  WUIard. 

A 

Hall,  Mahlon  Freeborn. 

D 

Greenough,  Clara  Mary. 

A 

Hall,  Milton  Wilder. 

A 

Greenwood,  Allen. 

A 

Hall,  Newbert  Jackson. 

A 

Greenwood,  Sewell  Elliott. 

D 

Hall,  Rufns  Hacker. 

A 

Gregg,  John  Argelo. 

D 

Hall,  Walter  Davis. 

B 

Gregolre,  Albert. 

A 

Hall,  Walter  Langdon. 

A 

Grieumard,  George  Augustus. 

D 

Hall,  WUUam. 

B 

Griffin,  Alva  James. 

A 

Hall,  WiUiam  Dudley. 

A 

Griffin,  Arthur  George. 

A 

Hallett,  Edward  Bangs. 

D 

Griffin,  Frederic  Stanley. 

A 

Hallett,  Walter  Lewis. 

A 

Griffin,  Louise  Amanda. 

A 

Halloran,  Michael  Joseph. 

A 

Griffith,  John  Auckland. 

£ 

HaUoran,  Timothy  Joseph. 

1> 

Griffith,  Thomas  Richards. 

A 

Hallowell,  Clement  Howard. 

£ 

Grimes,  James  Henry. 

A 

Hallowell,  Henry  Carleton. 

D 

Grimes,  Warren  Parker. 

C 

Halpln,  Andrew  James. 
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D 

Halsted,  Alfred  Thompson. 

A 

Harrington,  Charles. 

A 

Halsey,  Frederick  WadBwortb. 

D 

Harrington,  Charles  Woodbury. 

D 

Hamblen,  Edward  Everett. 

A 

Harrington,  Francis  Bishop. 

D 

Hamilton,  Annie  Lee. 

A 

Harrington,  Francis  Michael. 

£ 

Hamilton,  Edward  SylveBter. 

A 

Harrington,  Harriet  Louisa. 

A 

Hamilton,  Ereklne  Erasmus. 

A 

Harrington,  Thomas  Francis. 

A 

Hamilton,  Theodore  Ersklne. 

D 

Harris,  Arthur  Eugene. 

E 

Hamilton,  Walter. 

D 

Harris,  Charles  Edward. 

D 

Hamlin,  Charles  Franklin. 

A 

Harris,  Emanuel. 

D 

Hamlin,  William  Edward. 

A 

Harris,  Francis  Augustine. 

A 

Hammersley,  Jonathan  Bead- 

A 

Harris,  Georgianna  Warren. 

more. 

E 

Harris,  Samuel  Jacob. 

A 

Hammond,  Allen  Dexter. 

B 

Harris,  Sophia  Roper. 

A 

Hammond,  Lemuel  Hodges. 

D 

Harris,  William  Landow. 

A 

Hammond,  Philip. 

A 

narrower,  David,  Jr. 

A 

Hammond,  Roland. 

B 

Hart,  Charles  Oliver. 

D 

Hammond,  William  John. 

E 

Hart,  Francis  Joseph. 

A 

Hammond,  William  Penn. 

A 

Hart,  George  Fred. 

A 

Hands,  Anna  Canrille. 

D 

Hart,  Henry  Brown. 

A 

Hands,  Herbert  Abraham. 

E 

Hart,  Joseph  Storer. 

A 

Handy,  Benjamin  Jones. 

B 

Hart,  Mary  Schoonmaker. 

A 

Handy,  Harrle  Delmar. 

D 

Hart,  Michael  Joseph. 

D 

Handy,  Harry  Tucker. 

A 

Harte,  Richard  Hickman. 

A 

Hanley,  Francis  Joseph. 

A 

Hartley,  Henry  Alescander  Sat- 

A 

Hanley,  John  Joseph. 

umise. 

A 

Hanlon,  Daniel  James. 

D 

Hartley,  Rebecca  Agnes. 

A 

Hanna,  Edmund  Steelman. 

D 

Hartnett,  Edward  Daniel. 

A 

Hannum,  James  Wilson. 

D 

Hartshorn,  Edward. 

D 

Hanscom,  Walter  Vose. 

D 

Hartnng,  Harry  Hall. 

A 

Hanscom,  Sanford. 

B 

Harvey,  Alvah. 

A 

Hanson,   Frederick   Augustus 

A 

Harvey,  Edwin  Bayard. 

Tafte. 

B 

Harvey,  Elvira  Adelaide. 

A 

Hanson,  William  Oreen. 

E 

Harvey,  Frank. 

D 

Harding,  Ambrose  Hastings. 

A 

Harvey,  Frank  T. 

A 

Harding,  Edward  Mitchell. 

A 

Harvey,  Henry  Sydney. 

A 

Harding,  George  Franklin. 

A 

Harvey,  John  Franklin. 

D 

Harding,  Walter  Allen. 

A 

Harvey,  Walter  Emerson. 

A 

Harding,  Wilbur  Fisk. 

E 

Harvey,  WllUam  Wirt. 

A 

Hardy,  Charles  Silenus. 

D 

Hartwell,  Arthur  Spear. 

D 

Hare,  Andrew  Jackson. 

A 

Hartwell,  Benjamin  Hall. 

A 

Hare,  Charles  Henry. 

A 

Hartwell,  Edward  Mussey. 

D 

Hare,  William  Andrew. 

D 

Hartwell,  Harry  Fairbanks. 

B 

Hargrove,  Alfred. 

A 

Harwood,  Charles  Hamant. 

B 

Hargrove,  Frances  Flora. 

D 

Hasbrock,  Ira  Daniel. 

B 

Hargrove,  Sidney  Bulwer. 

A 

Haskell,  Henry  Hill. 

E 

Harkins,  Cornelius  Patrick,  Jr. 

D 

Haskell,  Lyman  George. 

A 

Harklns,  Daniel  Stanislaus. 

A 

Haskell,  Nelson  Cary. 

A 

Harlow,  Corydon  Webster. 

D 

Hasklns,  Frank  Henry. 

A 

Harlow,  George  Arthur. 

A 

Haskins,  Solomon  Foot. 

A 

Harlow,  Granville  Albert. 

A 

Haslam,  Frank  Alden. 

A 

Harlow,  Harriet  Susan. 

A 

Hassett,  John  Joseph. 

A 

Harlow,  John  Martyn. 

A 

Hastings,  Benjamin  Franklin. 

D 

Harman,  Austin  Roy. 

A 

Hastings,  Caroline  Eliza. 

A 

Harmon,  Byron  Richmond. 

B 

Hastings,  Frank  Joslah. 

A 

Harmon,  Melville  Alphonzo. 

D 

Hastings,  John  Mason. 

A 

Harrlman,  Charles  Henry. 

A 

Hastings,  Judson  Worthington. 

A 

Harriman,  James  Lang. 

A 

Hastings,  Robert  Worthington. 

A 

Harrlman,  Samuel  Knight. 

A 

Hastings,  William  Henry  Howe. 

A 

Harrington,  Arthur  Hudson. 

A 

Hatch,  Anselm  Dlmmic. 
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D 

Hatch,  Edward  Sparhawk. 

A 

Henderson,  Charles  BosselL 

D 

Hatch,  George  Stephen. 

A 

Henderson,  Pinckney  Marlon. 

D 

Hatch,  Leonard  Francis. 

A 

Hendrlckson,  Charles  Damarin 

A 

Hatchett,  William  Joflephns. 

D 

Henin,  Chaim  Chalmor. 

E 

Hatfield,  Hugh  Kerr. 

A 

Henion,  John  Briggs. 

A 

Hathaway,  Clarence  Lockwood. 

B 

Henotto,  Constant. 

D 

Hathaway,  John  Gael. 

A 

Henry,  John  Goodrich. 

B 

Hathaway,  MarcuB  Norton. 

A 

Henshaw,  George  Bridges. 

A 

Hathaway,  Sarah  Lewis. 

A 

Herrick,  Edward  Barton. 

A 

Hathaway,  William  Fales. 

A 

Herrlck,  Joseph  Thomas. 

A 

Haub,  Augnstlne  Catherine. 

B 

Herrick,  Timothy  Gtoorge. 

A 

Haven,  George. 

D 

Herrick,  Van  Bnren. 

D 

Haylland,    Nathaniel    Clark 

A 

Hersey,  Freeman  Clark. 

Bacon. 

A 

Hetherlngton,  Gilbert  Edwin. 

A 

Hawes,  Edward  Everett. 

C 

Hewes,  Henry  Fox. 

A 

Hawes,  Joseph  Qulnnum. 

A 

Hewins,  Parke  Woodbury. 

B 

Hawkins,  Horatio  Gates. 

D 

Hewitt^  Clarence  Elbert. 

A 

Hawks,  Alfred  Joseph. 

D 

Hews,  India  Cochel. 

A 

Hawks,  Esther  Hill. 

A 

Hlchbom,  Herman  Granville. 

A 

Hay,  Gustaras. 

A 

Hifkey,  Garrett  Joseph. 

D 

Hayden,  Lewls^Brooks. 

D 

Hlckey,  John  Aloysius. 

A 

Hayden,  William  Blchardson. 

D 

Hickey,  Lawrence  Joseph. 

A 

Hayes,  Albert  Hamilton. 

D 

Hicks,  Charles  Andrew. 

J> 

Hayes,  Frederick  Legro. 

D 

Hicks,  Ellas  Peter. 

A 

Hayes,  Irving  Benjamin. 

A 

Hicks,  Joseph. 

B 

Hayes,  John  Joseph. 

A 

Hidden,  Charles  Walter. 

A 

Hayes,  Justin  Gideon. 

A 

Hlgbee,  Edwin  Wilbur. 

A 

Hayes,  Stephen  William. 

A 

Higgins,  Frank  Albert 

D 

Hayford,  Herbert  Scott. 

D 

Htggins,  Harry  Eugene. 

A 

Haynes,  Charles  Frederick. 

A 

Higgins,  Henry  Rich. 

D 

Hayward,  Abner. 

A 

Hij^ns,  James  Hayden. 

A 

Hay  ward,  Joseph  Warren. 

B 

Higgins,  John  Henry. 

A 

Hayward,  Levi  Thomas. 

B 

Higginson,  Ella  Aorllla. 

D 

Hayward,  Walter  Barrows. 

A 

Hildreth,  John  Lewis. 

D 

Hayward,  William  Frank. 

A 

Hildreth,  William  Haitwell. 

C 

Haywood,  George  Griswold. 

A 

Hill.  Almon  Ward. 

A 

Haywood,  Gtoorge  William. 

B 

HIU,  Calvin  Augustus. 

A 

Haywood,  Isabel  Pridham. 

D 

HIU,  Edgar  Dwlght. 

A 

Hazard,  George  Stevens. 

D 

Hill,  Eugene  Woodbury. 

A 

Hazelton,  Isaac  HlUs. 

C 

Hill,  George  HlUard. 

D 

Heald,  Charles  Gerry. 

D 

Hill,  George  Sumner. 

A 

Heald,  Joseph  Berthelet. 

D 

Hill.  Ira  Clark. 

A 

Heald,  William  Frederick. 

A 

Hill,  Ira  Joseph. 

D 

Healy,  Daniel  Laurence. 

A 

Hill,  Lucy  Chaloner. 

A 

Healy,  James  Joseph. 

B 

Hill,  Mary  Jenerson. 

D 

Healy,  John  Aloysius. 

A 

Hill,  Noble  Hind. 

D 

Healy,  Thomas  Raymond. 

A 

Hills,  Frederick  Lyman. 

A 

Heard,  John  Theodore. 

A 

Hills,  William  Barker. 

B 

Heath,  Abble  Knowlton  Mar- 

A 

mils,  William  Henry. 

den. 

A 

Hilton,  George  Whltelleld. 

A 

Heath,  Joseph  Webster. 

D 

Hilton,  John  Daniel. 

A 

Hebbard,  EUery  Cola. 

B 

Hlltpold,  Jacob. 

A 

Hebbert,  Charles  Alfred. 

D 

HlnohcUffe,  Harry  Palmer. 

D 

Hubert,  Georges. 

D 

Hinchey,  Richard. 

A 

Hedenberg,  James. 

D 

Hinckley,  Daniel  Rose. 

A 

HeiFem,  Patrick  William. 

D 

Hinckley,  James  William. 

A 

Helgham,  Jabez  William. 

A 

Hlncks,  William  Sylvanos. 

B 

Hemeon,  Frederick  Chipman. 

A 

Hines,  Archelaus  Don. 

D 

Hendee,  Leslie  Horatio. 

A 

Hlnes,  Francis  Edward. 
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A 

Hlnes,  Isaac  Bright. 

D 

Holmes,  Harry  Clinton. 

A 

HlpkisB,  George. 

A 

Holmes,  Horace  Marshall. 

D 

HlDSOD,  Jacob  Miller. 

C 

Holmes,  John  Parker. 

A 

Hitchcock,  Alfred  Owen. 

B 

Holmes,  Lydla  Maria. 

A 

Hitchcock,  Bdward  Blgelow. 

D 

Holmes,  May  Salona. 

A 

Hitchcock,  George  Goodwin. 

A 

Holmes,  William  Dennison. 

A 

Hitchcock,  Henry  Raseell. 

D 

Holmes,  William  Franklin. 

A 

Hitchcock,  John  Sawyer. 

A 

Holmqulst,  Gustavus. 

A 

Hitchcock,    Walter    Samuel 

D 

Holohan,  Patrick  Athanasius. 

Deane. 

A 

Holt,  Bdward  Brown. 

D 

Hitchcock,  William  A  Ivan,  Jr. 

D 

Holton,  Charles  Edward. 

E 

Hixon,  Bdwln  Colfax. 

A 

Holyoke,  Frank. 

A 

Hoadley,  Alfred  Henry. 

D 

Holzman,  Joseph. 

D 

Hobart,  Austin  Walter. 

£ 

Homan,  John  Mliion. 

A 

Hobart,  Mary  Forrester. 

A 

Homans,  John. 

D 

Hobble,  John  Remington. 

A 

Homans,  John,  2d. 

A 

Hobbs,  Ezra  Allen. 

A 

Homer,  John. 

D 

Hoch,  Charles  Angnst. 

D 

Hood,  Mary  Gould. 

A 

Hodgdon,  Andrew  Hall. 

A 

Hooker,  Charles  Parker. 

D 

Hodgdon,  Frank  Amasa. 

A 

Hooker,  Edward  Dwlght. 

D 

Hodgdon,  Luther  Albion. 

A 

Hooper,  Everett  Dennison. 

B 

Hodge,  Dwlght  Munson. 

A 

Hooper,  Frederick  Hubbard. 

A 

Hodges,  Alroon  Danforth. 

A 

Hooper,  Harriett  Pervler. 

A 

Hodgson,  Mary  Cobb. 

D 

Hopkins,  Bertrand  Hiram. 

A 

Hodgson,  Richard. 

D 

Hopkins,  Frederick  Eugene. 

A 

Hodgson,  Thomas  Smlthson. 

A 

Hopkins,  Samuel  Augustus. 

A 

Hodskins,  Bdward  Bryant. 

A 

Hopkins,  Stephen  Worcester. 

A 

Hoifman,  Gustavus  Adolphus. 

A 

Hopkins,  William  Thorpe. 

D 

Hoifses,  Granville  Ernest. 

A 

Horgan,  John  Augustus. 

A 

Hogan,  Fremont  Lincoln. 

F 

Home,  James  Metcalfe. 

D 

Hogan,  Joseph  Ambrose. 

A 

Homly,  Mary  Stamper. 

A 

Hogner,  Per  Gustaf  Richard. 

A 

Horr,  Albert  Winslow. 

A 

Holtt,  Eugene  Gorham. 

D 

HoBklns,  Bertha  Ladd. 

D 

Holbrook,  Bradbury. 

A 

Hosmer,  Charles  Edward. 

A 

Holbrook,  George. 

A 

Hough,  Gan*y  do  Keuvllle. 

A 

Holbrook,  Guy. 

A 

Houghton,  Henry  Lincoln. 

B 

Holbrook,  Joseph  Edgar. 

A 

Houghton,  Niedhord  Hahne- 

A 

Holbrook,  Levi  Bradford. 

mann. 

A 

Holbrook,  Silas  Pinckney. 

A 

Houghton,  Silas  Arnold. 

B 

Holbrook,  Solomon  Harding. 

A 

Houghton,  Simon  Willard. 

A 

Holbrook,  William. 

A 

Houle,  Ansclme  Ephrem. 

A 

Holbrook,  William  Edward. 

A 

Houle,  Joseph. 

A 

Holcombe,  Charles  Clliford. 

A 

Houston,  James. 

A 

Holden,  Austin. 

A 

Houston,  John  Alexander. 

A 

Holden,  Charles  Sumner. 

D 

Hovey,  Robert  Ferry. 

D 

Holden,  Clarence  Pamell. 

C 

Howard,  Alonzo  Gale. 

A 

Holden,  Eugene  Martin. 

A 

Howard,  Amasa. 

D 

Holden,  George  Walter. 

A 

Howard,  Arthur  Chadwick. 

A 

Holden,  Leonard  Preston. 

D 

Howard,  Charles  James. 

A 

Holden,  William  Daniel. 

D 

Howard,  Charles  Tilden. 

B 

Holland,  Allen  Joseph. 

D 

Howard,  Eugene  Henry. 

D 

Holland,  Hubert  Thomas. 

A 

Howard,  George  Canning. 

A 

Holland,  James  William. 

A 

Howard,  Herbert  Burr. 

D 

Holland,  William  Timothy. 

D 

Howard,  Joseph  Francis. 

A 

Holmes,  Alvln  Dennett. 

D 

Howard,  William  Francis. 

D 

Holmes,  Benjamin  Henry. 

A 

Howe,  Elsie  Brewster. 

D 

Holmes,  Daniel  Henry. 

A 

Howe,  Francis  Augustine. 

£ 

Holmes,  Edgar  Miller. 

A 

Howe,  George  Joseph. 

A 

Holmes,  Harry  Bigelow. 

D 

Howe,  Harry  Newell. 
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A 

Howe,  James  SdIUtui* 

A 

D 

Howe,  Joeeph  Dimock. 

A 

Huntoon,  Hazen  Presoott. 

A 

Howe,  OctoTlaa  Thomdlke. 

F 

Huntoon,  James  W. 

A 

Howe,  Oliver  Hont. 

A 

Huntress,  Leonard. 

D 

Howe,  Walter  Clarke. 

!          D 

Hard,  Albert  Gordon. 

£ 

Howe,  Wlnfred  LewlB. 

A 

Hard,  Alonzo  L. 

B 

Howeli,  £Ua  Vlrspiiiia. 

A 

Hard,  George  Piatt. 

D 

Howell,  Hany  Warileld. 

D 

Hard,  Randolph  Campbell. 

D 

Howell,  Tbomaa. 

A 

Hurd,  William  Weymouth. 

A 

Howes,  Clarence  Linden. 

C 

Hurley,  Daniel  Bartholomew. 

A 

Howes,  Pitta  Edwin. 

A 

Hurley,  Daniel  Madison. 

A 

Howland,  Barker  Cnshman. 

A 

Hurtublse,  Loois  Francis  Ath- 

D 

Howland,  Claienee  Eugene. 

1 

agnase. 

D 

Howland,  Edgar  Joseph. 

C 

Huse,  George  Wood. 

D 

Howland,  Joeeph  Brlggs. 

!      i> 

Huaiey,  Charles  Bumps. 

D 

Howlett,  Thomas. 

A 

Husted,  Louise  Akerly. 

D 

Hoyt,  Dixie  George. 

B 

Hutchings,  Charles  WllUam. 

A 

Hoyt,  Edward  Makom. 

A 

Hatchings,  Joseph  Henry. 

A 

Hoyt,  Walter  Scott. 

A 

Hutchings,  George  Henry. 

D 

A 

Hutchinson,  Charles  Martin. 

A 

Habtmrd,  Chaiies  Thacher. 

1          A 

Hutchinson,  Chessman  Palmer. 

A 

Hubbard,  Frank  Allen. 

1          A 

Hutchinson,  Claribel  Merzill. 

A 

Hubbard,  George  WiUlam. 

A 

Hutchinson,  Edwin  Darius. 

D 

Hnbbard,  Joshua  Clapp. 

A 

Hutchinson,    Ellen    Angelina 

A 

Hubbard,  Josiah  Claris. 

Kidder. 

A 

Hubbard,  Osmon  Hnntley. 

A 

Hotchinson,  MareeDo. 

A 

Hubbard,  Bafns  Peabody. 

B 

Hutchinson,  Tielson  Tinal. 

A 

Hubbard,  Simeon  Pease. 

D 

Hyatt,  Harry  William. 

A 

Hubbard,  William  Allen. 

D 

Hyde,  Frederick  Tanqfuary. 

A 

Hubben,  Adelbert  Merton. 

A 

Hyde,  George  Smith. 

A 

Hodnut,  Frank  Parker. 

A 

Hyde,  Seneca  Tobias. 

D 

Hudnnt,  Paul  Albert. 

D 

Ide,  Henry  Clay,  Sd. 

£ 

Hudson,  Arthur  Stanton. 

D 

Ide,  Philip  Sheridan. 

D 

Hoehne,  Jnlios. 

A 

Xlaley,  Frederick  Boscoe. 

C 

Hughes,  Laura  Ann  Qeophas. 

A 

Inches,  Charies  Edward. 

A 

Hull,  Ernest  Liverus. 

A 

Ingalls,  George  Hancock. 

A 

Hull,  Jobn  Byron. 

A 

Ingalls,  William. 

A 

Hull,  William  Henry. 

D 

Ingham,  Lucius  Thomas. 

A 

Hulme,  Laura  Payne. 

E 

Ingoldsby,  Joseph  EmmanueL 

B 

Hulse,  Lester  Addison. 

A 

Ingraham,  Lena  Vaughn. 

B 

Humes,  Albert  Henry. 

A 

Ingram,  Mary  Petronella  de 

A 

Humphrey,  Daniel. 

BoolJ. 

A 

Hunking,  Charles  Dustin. 

A 

Irish,  John  Carroll. 

D 

Hunt,  Alice  Elizabeth  Palmer. 

A 

Irrlne,  William  Herbert. 

A 

Hunt,  AUston  Frost. 

D 

Irwin,  Vincent  Joseph. 

A 

Hunt,  Charles  Richard. 

A 

Jack,  Edwin  Everett. 

A 

Hunt,  Daniel  Lawrence. 

A 

Jack,  Ernest  Sanf ord. 

A 

Hunt,  David. 

A 

Jack,  Frederick  Lafayette. 

A 

Hunt,  George. 

A 

Jack,  Robert. 

A 

Hunt,  George  Eddy. 

D 

Jackson,  Alexander  Washing- 

A 

Hont,  Israel  Thomdlke. 

ton. 

A 

Hunt,  John  Abram. 

C 

Jackflon,  Alton  Atwell. 

A 

Hunt,  Lemuel  Judson. 

A 

Jackson,  Amos  Messer. 

C 

Hunt,  Ods  Eugene. 

A 

Jackson.  Charles  WUIiam. 

F 

Hunt,  Simeon. 

A 

Jackson,  Cornelias  Sampson. 

A 

Hunt,  WUtiaro  Eustis. 

A 

Jackson,  Fred  William. 

D 

Hunt,  William  West. 

£ 

Jackson,  Gertrnde  Pearson. 

A 

Hunt,  WllUam  Otis. 

A 

Jackson,  Henry. 

D 

Hunter,  Henry  John. 

A 

Jackson,  James  Marsh. 
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A 

JackBon,  John  Henry. 

A 

Johnson,  Frederick  William. 

D 

Jackson,  Oliver  Howard. 

D 

Johnson,  George  Anson. 

D 

Jackson,  Osceola  E. 

D 

Johnson,  Grahame  Dove. 

A 

Jackson,  Ralph  Wentworth. 

E 

Johnson,  GranvlUe  Roswell. 

A 

Jackson,  Samael  Hahnemann. 

D 

Johnson,  Harold  Abbott. 

D 

Jackson,  William  Andrew,  Jr. 

D 

Johnson,  Herbert  Shattuck. 

A 

Jackson,  William  Benjamin. 

A 

Johnson,  John  Gore. 

A 

Jackson,  William  Leavltt. 

A 

Johnson,  John  Waldo. 

D 

Jacqnes,  Lonls  Desire  Onesl- 

A 

Johnson,  OrviUe  Edson. 

phore. 

A 

Johnson,  Otis  Henry. 

A 

Jacqnes,  Mapoleon. 

A 

Johnson,  Sara. 

A 

Jaffe,  James  Arthur. 

A 

Johnson,  Stephen  Joseph. 

A 

James,  Frances  Cellda. 

A 

Johnson,  William  Augustus. 

D 

James,  Howard. 

A 

Johnson,  William  Louis. 

D 

James,  Joseph  Francis. 

D 

Johnston,  William. 

D 

James,  Lucille  Amanda. 

A 

Johnstone,  William  Joseph. 

B 

James,  Woodbury  Dyer. 

D 

Jones,  Arthur  Wilis. 

B 

Jameson,  Robert  Edwin. 

A 

Jones,  Charles  David. 

A 

Janes,  George  Herbert. 

A 

Jones,  Claude  Perry. 

A 

Jan8on.La-Palme,    Rodolphe 

D 

Jones,  Daniel  Fiske. 

Gaspard. 

A 

Jones,  Daniel  Wayland. 

A 

Jaques,  Henry  Percy. 

A 

Jones,  Elbert  Archer. 

A 

Jarvis,  William  Fumess. 

A 

Jones,  Elgin  Wilbur. 

D 

Jeffers,  Edward. 

A 

Jones,  Ellis  Preston. 

A 

Jelferson,  Herbert  Perry. 

D 

Jones,  Everett. 

D 

Jefferson,  Willis  Grover. 

D 

Jones,  Frederick  Ellis. 

A 

Jeffries,  Benjamin  Joy. 

D 

Jones,  Frederick  Elmer. 

D 

Jelalian,  Hairabed  S. 

A 

Jones,  George  Howard. 

B 

Jelen,  Henry. 

A 

Jones,  George  Warren. 

A 

Jelenklewlcz,  Jacob. 

A 

Jones,  Gilbert  Xorris. 

A 

Jelly,  Arthur  Carlton. 

A 

Jones,  Henry  Newell. 

A 

Jelly,  George  Frederick. 

A 

Jones,  John  Clark. 

A 

Jenckes,  Joseph  Franklin. 

B 

Jones,  John  Paul. 

B 

Jenkins,  Charles  Dnnsford. 

A 

Jones,  Joseph. 

A 

Jenkins,  Charles  Edwin. 

A 

Jones,  Lombard  Carter. 

A 

Jenkins,  George  Oscar. 

A 

Jones,  Lyman  Asa. 

E 

Jenkins,  Gladstone  Lawson. 

A 

Jones,  Mary  Elizabeth. 

A 

Jenkins,  Thomas  Lincoln. 

D 

Jones,  Mary  Scott. 

A 

Jenks,  Harrison  Darling. 

A 

Jones,  Sophia  Carlton. 

D 

Jenness,  Bart  Franklin. 

A 

Jones,  William  Marks. 

A 

Jenness,  Sarah  Abble. 

A 

Jordan,  Charles. 

A 

Jenney,  Arthur  Barker. 

A 

Jordan,  Charles  Harold. 

D 

Jennings,  Robert. 

A 

Jordan,  George  Albert. 

A 

Jemegan,  Holmes  Mayhew. 

A 

Jordan,  Henry  Jacob. 

D 

Jemegan,  Walter  Stewart. 

C 

JosUn,  Elliott  Proctor. 

A 

Jewett,  Fred  Bryce. 

D 

Joslin,  Perry  Edward. 

A 

Jewett,  Frederick  Aagnstus. 

A 

Josselyn,  Eli  Edwards. 

A 

JeweU,  Howard  Clifton. 

A 

Joyce,  Charles  Pitt  Fid. 

A 

Jewett,  Natlianiel. 

A 

Joyce,  Thomas  Francis. 

C 

Jewett,  Walter  Kendall. 

A 

Judah,  Luclan  Alexander. 

A 

Jlllson,  Franklin  Campbell. 

A 

Judd,  David  Hiram. 

A 

Johnson,  Charles  Frederic. 

£ 

Judge,  Albert  Augustine. 

D 

Johnson,  Charles  Kimball. 

B 

Judge,  James  Daniel. 

B 

Johnson,  Charles  Lemuel. 

D 

Judkins,  Anna  Gertrude. 

D 

Johnson,  David  Joseph. 

A 

Judklns,  Frank  Luvelle. 

A 

Johnson,  Edward  Stearns. 

A 

Kaan,  George  Warton. 

C 

Johnson,  Elmore  Reuben. 

A 

Kahn,  Alexander. 

A 

Johnson,  Francis  Emerson. 

D 

Kahn,  Paul. 

C 

Johnson,  Frank  Mackie. 

D 

Kahn,  Wulf. 
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D 

KakRudlan,  Nazareth  M  anoog. 

A 

A 

Kane,  John  Heniy . 

D 

Kenney.  Hattie  Elixa. 

A 

Kamer,  Edwin  Belden. 

D 

Kennon,  Charles  Edward  de 

D 

Kazanjlam,  Hampar  BagfaoM. 

Ven. 

A 

Kean,  Ijoolse   Janett   Dam- 

B 

Kent,  Daniel  Huriey. 

staedt. 

A 

Kenyon,  Henry  Jesse. 

C 

Keanj,  Frands  Joseph. 

A 

KeowB,  James  Archibald. 

E 

Kearney,  John  Henry. 

D 

Kepler,  Charies  Ober. 

E 

Keate,  Walter. 

D 

Keman,  William  Eyeretfe. 

A 

Keating,  James  Edward. 

A 

Kielty,  John  Daniel. 

D 

Keay,  Harry  Chester. 

A 

Kier,  Erskine  Johnston. 

D 

Keck,  Charles  Erhard. 

A 

Kilbnm,  Henry  Whitman. 

A 

Keefo,  Daniel  Edward. 

D 

Kirby,  Francis  Joseph. 

A 

Keefe,  Patrick  Henry. 

A 

Kilby,  Henry  Sherman. 

A 

Keegan,  Charles  Andrew. 

A 

KSley,  Edward  Stephen. 

A 

Keegan,  Vincent  Elijah. 

F 

Kilgore,  George  Liberty. 

A 

Keenan,  Herbert  John. 

A 

Kilroy,  Philip. 

A 

Keep,  Charles  Manning. 

D 

Kimball,  James  Henry. 

A 

Kelfe,  Carolyn  Ignasce. 

A 

Kimball,  Joseph  Edwin. 

A 

Keith,  Ellen  Lonisa. 

A 

Kimball,  Leonard  Morong. 

A 

Keith,  Frederick  Scott. 

A 

Kimball,  Levi  Houghton. 

A 

Keith,  George  Wallace. 

A 

Kimball,  Samuel  Ayer. 

D 

Keith,  Halbert  Lynn. 

A 

Kimball,  WllHam  George. 

A 

Keith,  Wallace  Cnshing. 

A 

Kimpton,  Edwin  SewelL 

A 

Keleher,  Francis  Joseph. 

A 

King,  CalTin  Bryant. 

A 

Keleher,  William  Henry. 

B 

King,  Charles  Duncan. 

D 

Kelleher,  Patrick  Francis. 

C 

King,  Frederick  Augustine. 

A 

Keller,  Elizabeth  Catherine. 

D 

King,  George. 

A 

Kelley,  Horatio  Spragoe,  Jr. 

D 

King,  Howard  Frost. 

A 

Kelley,  Joseph  Henry. 

D 

King,  Jesse. 

A 

Kelley,  Michael  Joseph. 

D 

King,  Myron  Louis. 

A 

KeUey,  Seth  Wight. 

A 

sang,  Nathaniel  Clark. 

D 

Kelliher,  MayvUIe  Sumpter. 

C 

King,  William  Bnfus. 

A 

Kelllher,  Michael  Williara. 

A 

Kingman,  James  Henry. 

A 

Kellogg,  Edward  Brinley. 

A 

Kingman,  Bnfus  Anderson. 

A 

Kellogg,  Frederic  Leroy. 

A 

Kingsbury,  Albert  Dexter. 

D 

Kelly,  Jane  Downes. 

A 

Eangsbury,  Charles  Franklin. 

A 

Kelly,  Michael. 

£ 

Kingsbury,  Charles  Henry. 

A 

Kelly,  Samnel  James. 

A 

Kingsbury,  Joseph  Byron. 

D 

Kelly,  Thomas  Francis. 

A 

Kingsbury,  Charles  Langdon. 

A 

KeUy,  WiUIam  P. 

A 

Kingsley,  Charles. 

B 

Kelsay,  Brookens  Campbell. 

D 

Kingsley,  Patrick  Joseph. 

A 

Kelsey,  Otis  Hiland. 

A 

Kinne,  George  Lyman. 

A 

Kemp,  Edwin  Augustine. 

A 

Kinney,  Eunice  Draper. 

C 

Kennard,  Harry  Delano. 

A 

Kinney,  John  Edgar. 

A 

Kennealy,  John  Henry. 

D 

Kinney,  WUllam  D'Arcy. 

A 

Kennedy,  Alexander  Edward. 

A 

Kinnier,  Denis  Francis. 

D 

Kennedy,  Alexander  6. 

B 

Kinsley,  Cephas  I2aniel. 

A 

Kennedy,  Alonzo  Lewis. 

D 

Kinsman,  Henry  Frauds. 

A 

Kennedy,  Catherine  Moloney. 

D 

Kirby,  Frank  Alonzo. 

A 

Kennedy,    Charles    Francis 

D 

Kirby,  Nathaniel  Harris. 

Joseph. 

A 

Kirby,  Thomas  Ed¥rard. 

D 

Kennedy,  Eugene  Augustine. 

A 

Kirk,  Lucy  Anne. 

A 

Kennedy,  Frederick  William. 

D 

Kite,  Walter  Chester. 

A 

Kennedy,  George  Golding. 

A 

Kittanedge,  Joseph. 

B 

Kennedy,  Harris. 

A 

Kittredge,  Thomas. 

A 

Kennedy,  James  Simon. 

A 

Klein,  August  Andreas. 

D 

Kennedy,  Michael  Colville. 

A 

B 

Kennedy,  Thomas  Patrick. 

A 

Klemmer,  Wilhelm  Nickolans. 
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D 

Klopp,  Henry  Irwin. 

A 

Landis,  Simon  Mohler. 

A 

Kladjian,  Asaadonr  Hagot. 

A 

Landry,  Napoleon. 

A 

Knapp,  Philip  Coombs,  Jr. 

A 

Lane,  Albert  Clarence. 

A 

Knight,  Augnetus  Smith. 

A 

Lane,  Charles  Franklin. 

D 

Knight,  Charles  Eugene. 

A 

Lane,  Edward  Binney. 

D 

Knight,  Charles  Storer. 

A 

Lane,  Francis  Augustus. 

A 

Knight,  Charles  Sumner. 

D 

Lane,  Frank  Ellsworth. 

D 

Knight,  Edwin  Augustus. 

B 

Lane,  Ida  Ella  Hale. 

A 

Knight,  Frederick  Irving. 

A 

Lane,  John  Gtoodwln. 

A 

Knight,  Granville. 

A 

Lane,  OrvlUe  Wilbur. 

A 

Knight,  Henry  Sargent. 

A 

Lane,  Robert  Low. 

D 

Knight,  Howard  Webster. 

B 

Lane,  William  Colton. 

A 

Knight,  Joseph  Noble. 

D 

Langan,  John  Thomas. 

A 

Knight,  Marcus  Whitney. 

A 

Langevln,  Joseph  Alphonse. 

B 

Knight,  William  Henry  Ander. 

A 

Langlois,  Joseph  Augustin. 

son. 

D 

Langlois,  William  Edward. 

A 

Knowles,  James  Harris. 

A 

Langmaid,  Samuel  Wood. 

A 

Knowles,  William  Fletcher. 

B 

Lanman,  Charles  Henry. 

A 

Knowles,  William  Kelley. 

A 

Lanoie,  Joseph  Eusibe  Eugene. 

A 

Knowlton,  Charles  Davison. 

A 

Large,  Alfred. 

A 

Knowlton,  Herbert  Eugene. 

B 

Larkeque,    Garret   Bancroft 

A 

Knowlton,  Wallace  Mills. 

Brecklnbridge. 

D 

Knowlton,  William  Thomas. 

A 

Larose,  Paul  Herbert. 

D 

Koch,  James  Lafayette. 

D 

Larrabee,  Ralph  Clinton. 

B 

Kohan,  Alexander. 

A 

Lartie,  Joseph  Charles  Hor. 

A 

Konlkow,  Moses  Joseph. 

misdas. 

A 

Krauss,  James. 

B 

Latham,  Benoni  Mowry. 

A 

Krebs,  Franz  Hugo. 

A 

Latham,  Caroline  Augusta. 

B 

Kronberger,  Israel  Baruch. 

A 

Lathe,  Leonora  Fletcher. 

D 

Krum,  Frank  Wilson. 

A 

Lathrop,  William  Henry. 

D 

La  Belle,  Martin  James. 

A 

Latter,  Leonard. 

D 

Labelle,  Urgele. 

D 

Lattemer,  Frederick  Henry. 

E 

Ladd,  Fred  Eugene. 

B 

Laurence,  David. 

D 

Ladd,  Maynard. 

D 

Laurln,  Theophilus. 

D 

Lafontaine,  Qustave. 

D 

Laurion,  Adelard. 

A 

Laforce,  Edward  Dontial. 

D 

Lavelioe,  George  Omer. 

B 

L* African,  Eugene. 

D 

La  Vigne,  Alfred  Willis. 

A 

Laldley,  John  Baine. 

D 

Lavoie,  Joseph  Paradis. 

D 

Laighton,  Florence  Marlon. 

A 

Lawler,  Thomas  Joseph. 

A 

Lajoie,  Louis  Zotlque. 

A 

liawler,  William  Patrick. 

A 

Lake,  Hiram. 

D 

Lawlor,  John  Joseph. 

D 

Lake,  John,  Jr. 

D 

Lawlor,  Richard  Henry. 

C 

Lakeman,  Mary  Ropes. 

E 

Lawrence,  Arthur  Abbott. 

D 

Lamarche,  George  TancrMc. 

D 

Lawrence,  James  Chrisby  Hurd. 

A 

La  Marche,  Walter  Joseph. 

D 

Lawrence,  James  Wilmot. 

A 

Lamb,  Colby. 

A 

Lawrence,  Joseph  Henry. 

A 

Lamb,  Frances  Gertrude. 

D 

Lawrence,  Nellie  Louise. 

D 

Lamb,  William  Dan. 

A 

Lawrence,  Rhoda  Ashley. 

D 

Lambert,  John  Henry. 

D 

Lawrence,  William  Ethan. 

D 

La  Motte,  Xavler  Alexander. 

A 

Lawson,  Frederick  Bartlett. 

A 

Lamoureaux,  Joseph  Elztor. 

D 

Lazarus,  Benjamin. 

D 

Lanphear,  Charles  Howard. 

A 

Leach,  Albert  Clinton. 

A 

Lamson,  John  Augustus. 

A 

Leach,  Clara  Celestia  Austin. 

A 

Lancaster,  Sherman  Russell. 

A 

Leach,  Edward  Morton. 

A 

Lancaster,  Walter  Brackett. 

A 

Leach,  Horace  Morton. 

B 

Lande,  Abraham  Joseph. 

A 

Leach,  William. 

D 

Landers,  Garrett  John. 

A 

Leahey,  George  Henry  Aloy- 

D 

Landers,  Maurice  Joseph. 

sins. 

B 

Landis,  Lillian  Etta. 

A 

Leahy,  Thomas  Joseph. 

50 


REGISTRATION  IN  MEDICINE. 


[Jan. 


OfflettU  Liat  of  PractUioners  of  Medieine — Continoed. 


A 

Leard,  John  Samuel  Hick. 

D 

Libby,  Mary  Gordon. 

B 

Learned,  Noyes  Newton. 

D 

Libbj,  Mildred  Augusta. 

A 

Liearned,  John  Barr. 

A 

Llebmann,  Gustavus. 

A 

Learned,  William  Turell. 

A 

Ligtathlll,  August  Ponham. 

A 

Learoyd,  Charles  Berr>'. 

B 

LlUey,  WilUam. 

A 

Leary,  James  Edward. 

£ 

Lilly,  Thomas  Eugene. 

A 

Leary,  John  Henry. 

A 

Lincoln,  Guy  Alvan  Thomdlke 

A 

Leary,  Patrick  Frank. 

A 

Lincoln,  Jacob  Bead. 

C 

Leary,  Timothy. 

C 

Lincoln,  John  Clifford. 

D 

Leary,  William  Charles. 

D 

Lindsay,  Joseph  Ira. 

D 

I.«ary.  William  CorneUus. 

D 

Llndaey,  John  Hathaway. 

A 

Leavitt,  Dudley. 

A 

LindBey,  Joseph  Ferdinand,  Jr. 

D 

Leavitt,  Edwin  Alden. 

A 

Lindstrom,  Alfred  Herman* 

D 

Leavitt,  Frank  Clyde. 

A 

T.fn field,  Edwin  Porter. 

A 

Leavitt.  William  Whipple. 

A 

Lltch,  John  Goodrich. 

D 

Le  Bel,  Timothte. 

C 

Litchileld,  William  Harvey. 

A 

LebUne,  Aim4  No«l. 

A 

LltteU,  Alice. 

D 

Le  Blanc,  Clement  Oliver. 

D 

Little,  Abby  Noyes. 

A 

Lc  Boeuf,  Joseph  Sylva. 

D 

Little,  Charles  Sherman. 

D 

Lecompte,  Walter  Augustus. 

A 

Little,  Harry  James. 

A 

Lee,  Frank  Herbert. 

A 

LitUe,  William  Brimbleoom. 

A 

Lee,  Lather  Milo. 

D 

Lltaefleld,  Anna  Maria. 

D 

Lee,  Wesley  Terence. 

D 

Littlefleld.  George  Curtis. 

A 

Leeds,  Charles. 

D 

Ltttlelleld,  George  Henry. 

A 

Lehmann,  Anthony. 

A 

LiiUefleld,  Samuel  Horace. 

A 

Leib,  Thomas  Nuttoll. 

B 

Liverpool,  Joshua  Henry. 

B 

Lelghton,  Harry  Burbank. 

D 

Livingston,  Ernest  George. 

A 

Leitch,  John  Alvin. 

A 

Livingston*  Joseph  Alexander. 

A 

Le  Lacheur,  Bills  Sweetlove. 

A 

Lloyd,  Charles. 

A 

Leland,  Clarence  Henry. 

B 

Lloyd,  Setb  Louis. 

A 

Leland,  George  Adams. 

D 

Lockary,  Joseph  Logue. 

A 

Le  Maitre,  Joseph  Michel. 

A 

Locke,  Horace  Mann. 

D 

Lemieux,  Thfodule  Alfred. 

A 

Lockhart,  Joseph  Smith. 

D 

Leonard,  Edwin,  Jr. 

D 

Lockwood,  Charles  Edwin. 

D 

Leonard,  Henry  Fiske. 

D 

Lockwood,  George  Bertrand. 

A 

Leonard,  Henry  Patrick. 

D 

Logan,  Frank  Parker  Tays. 

E 

Leonard,  Isaac  Edward. 

A 

Lombard,  John  Patrick. 

A 

Leonard,  Milton  Hall. 

C 

Lombard,  Julia  Mary. 

D 

Leonard,  William  Joseph. 

A 

Lonergan,  Thomas  Daniel. 

A 

Lescadre,  Henry. 

B 

Lon«rf  ellow.  Melvlna  Frances. 

A 

Leslie,  Freeland  David. 

A 

Longley,  Mary  Theresa. 

£ 

Leslie,  Herbert  Granville. 

A 

Loomls,  Charles  CHls. 

A 

Leslie,  Horace  Granville. 

D 

I^oomis,  Jnllns  SterUng. 

D 

Levasseur,  Augustus  Joseph 

A 

LK>on)1fl,  William  Wellington. 

Hugo. 

D 

r.ord,  Herbert. 

B 

LevensoD,  Sophia. 

A 

LK>rd,  Sidney  Archer. 

A 

Levey,  George. 

D 

tx^rln^,  Benjamin  Tappan. 

B 

Lewis,  Andrew  Valentine. 

A 

ILioring^,  Harriet  Augusta. 

A 

Lewis,  Arthur  Cuthbert. 

D 

X^rlni^,  Robert  Gardiner. 

C 

Lewis,  George  Fred. 

A 

Lorinir.  EobcrtPearmaln. 

A 

Lewis,  John  Taylor. 

A 

Lothrop,  Charles  Arthur. 

C 

Lewis,  Marion  Hall. 

A 

Lotim>p,  Geonge  Sdgu". 

B 

Lewis,  MiUard  Edrte. 

A 

Lothrop,  Harriet  Eleanor. 

B 

Lewis,  William  Edmnnd. 

A 

Lothrop,  Howard  AagtutOB* 

D 

Libbey,  Charles  Emerson. 

B 

Loucks,  John  Steams. 

B 

Libbey,  Hosea  Walte. 

D 

Lougee,  Arthur  Jewett. 

A 

Llbby,  Charles  Adelbert. 

A 

Longee,  Frank  Taylor. 

D 

Libby,  Edward  Norton. 

A 

Longee,  May  Wlllinmlna. 

A 

Libby,  Jesse  Herbert. 

D 

Loogee,  William  Wheeler. 
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B 

Lougeat,  CharleB  Albert. 

D 

MacKay,  George  Finlay. 

D 

Longhran,  James  Francis. 

A 

Mackeen,  Alfred  Atwater. 

A 

Louis,  Isaac. 

A 

MacKenzie,  Freeman  Alexan- 

D 

Love,  James. 

der. 

D 

Love,  William  Lathrop. 

A 

Mackle,  George. 

A 

Lovejoy,  Charles  AverlU. 

A 

Mackle,  Laura  Viola  Gnstin. 

D 

Lovejoy,  Fred  Wendell. 

A 

Mackie,  WUUam  Basilio. 
Mackle,  William  Charles. 

A 

Loveland,  Charles  Harrison. 

D 

A 

Lovell,  Charles  Dixon  Smith. 

C 

Maokin,  Charles. 

A 

Lovell,  Charles  Edward. 

D 

Mackintosh,  Ernest  Robert. 

A 

Lovell,  David  Blgelow. 

D 

Macleod,  Harry  Found. 

B 

Lovell,  Gideon. 

D 

McMahon,  John  Joseph. 

D 

Lovell,  Martha  Eleanor. 

D 

MacMillan,  Andrew  Louis. 

A 

Levering,  Anna  Temple. 

D 

Macomber,  Nathaniel  Gifford. 

A 

Lovctt,  Robert  Williamson. 

C 

Macpherson,    George    Sturte- 

C 

Lowe,  Fred  Messenger. 

vant. 

D 

Lowell,  Alveme  Percy. 

A 

Macpherson,   Frederick    Wil- 

D 

Lowenstein,  Frederick  Philip. 

liam. 

A 

Lnbin,  Leon  Thtophile  Jules. 

B 

MacRae,  Duncan. 

A 

Luchslnger,  Harry  Warner. 

D 

MacSweeny,  Edmund  George. 

D 

Luck,  Emil  Paul  Max. 

D 

Mac  Whin  nie,  Arthur  Morgan. 

A 

Lndden,  Emerson  Augustus. 

D 

Macy,  Fred  Stevens. 

B 

Lull,  Henry  Cushman. 

E 

Madden,  John  Joseph. 

A 

Lund,  Fred  Bates. 

C 

Madden,  William  Daniel. 

A 

Luscomb,  Job  Everett. 

A 

Magee,  Edward  .Toseph. 

A 

Lussier,  Charles  Arthur. 

A 

Mageo,  John  Augustine. 

A 

LuBsier,  Cyrille  Francois. 

D 

Magrath,  George  Burgess. 

D 

Lynch,  Charles  Francis. 

D 

Maguire,  Charles  Francis. 

A 

Lynch,  Michael  Henry. 

C 

Magulre,  John  Edward. 

F 

Lynn,  Charles  William. 

C 

Magurn,  Francis  Thomas  Louis. 

A 

Lyon,  Annie  Isabel ic. 

D 

Mahady,  Joseph  John. 

A 

Lyon,  Arthur  Vinai. 

D 

Mahon,  James  Arthur. 

D 

Lyon,  Frederick  Dow. 

D 

Mahoney,  Edward  Joseph. 

A 

Lyons,  Christopher  Philip. 

D 

Mahoney,  George  Clifton. 

A 

Lyons,  Herbert  Henry. 

A 

Mahoney,  John  Bernard. 

A 

Lyons.  Joseph  Benedict. 

A 

Mahoney,  John  Francis. 

A 

Mac  Arthur,  George  Elden. 

E 

Mahoney,  John  Lewis. 

D 

MacCal)e,  Arthur. 

A 

Mahoney,  .John  Stephen. 

D 

Macdonald,    Alexander    Am- 

A 

Mahoney,  Stephen  Andrew. 

brose. 

A 

Maine,  Frank  Duane. 

A 

Macdonald,  Angus. 

D 

Mains,  Charles  Frederick. 

A 

MacDonald,  Archibald  Elexcis. 

A 

Makechine,  Horace  Perkins. 

A 

Macdonald,  Colin  William. 

C 

Mallory,  Frank  Burr. 

A 

Macdonald,  Donald  Fran<-is. 

A 

Manahan,  Herl>ert  Wellington. 

D 

Macdonald,  Donald  William. 

A 

Manchester,  Delos  Burd. 

D 

Mac  Donald,  Elmar  Joseph. 

A 

Mangan,  John  Joseph. 

.       A 

Macdonald,  James. 

D 

Manix,  Edward  Tuck. 

D 

Macdonald,  James  Stevens. 

D 

Mann,  Arthur  Teall. 

A 

MacDonald,  Rufus  Cyreno. 

F 

Mann,  Augustine  Alvan. 

I) 

MacDonald,  William  Campbell. 

A 

Mann,  Martha  Elizabeth. 

D 

Macdonald,  William  Clifford. 

A 

Mann,  Mary  Ella. 

A 

Macdonald,  William  Gregory. 

A 

Mann,  Mary  Frances. 

A 

Macdonald,  William  Lewis. 

A 

Mann,  William  Orris. 

A 

MacDonnell,  John. 

B 

Manseur,  Mary  Merrill. 

A 

Macdougall,  Duncan. 

A 

Manstleld,  Charles. 

A 

Mace,  Herbert  Eugene. 

A 

Mansfield,  Henry  Tucker. 

D 

Macgowan,  Joseph  Johnston. 

D 

Manslleld,  James  Albert. 

C 

Mack,  Charles  David  Gibson. 

A 

Mansfield,  John  Bobbins. 

C 

Mack,  Helen  Georginia  Flagler. 

A 

Mansfield,  Robert  Joseph. 
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D 

Mansnr,  Leon  Wallace. 

D 

Maxwell,  George  Bannerman. 

A 

ManBiir,  Bichard  Harrlsbn. 

A 

Maxwell,  Warren  Brown. 

A 

Mara,  Frank  Timothy. 

E 

May,  Charles  Emerson. 

A 

Marble*  John  Oliver. 

A 

May,  Greorge  Elisha. 

D 

Mardey,  Walter  John. 

D 

May,  John  Sbepard. 

D 

Maroon,  Lonis  Benjlman. 

D 

May,  William  Ropes. 

A 

Marcy.  Henry  Orlando. 

C 

Mayberry,  Charles  Bradford. 

D 

Marcy,  Henry  Orlando,  Jr. 

A 

Mayberry,  Edwin  Nelson. 

D 

Marden,  Milmot  Lelgfaton. 

D 

Mayberry,  Frank  Eugene. 

A 

Marin,  Joseph  Panl  Aster. 

A 

Maynard,  Louis  Alme. 

A 

Marion,  Horace  Eugene. 

D 

McAdams,  James  Philip. 

A 

Marion,  Otis  Humphrey. 

D 

McAdame,  Peter  Stevens. 

D 

Markham,  Erwin  Walter. 

D 

McAllister,  Frederick  Danfortfa. 

D 

Marr,  Myron  Lawrence. 

D 

McAllister,  John  Gllman. 

A 

Marsh,  Albert. 

D 

McArdle,  John  Joseph. 

C 

Marsh,  Arthur  White. 

£ 

McAusIan,  James  Lewis. 

A 

Marsh,  Charles  Dayid. 

A 

McAvlnnne,  Frank. 

D 

Marsh,  Frank  Fllmore. 

D 

McAvoy,  John  Joseph. 

A 

Marsh,  James  Elmer. 

D 

McCabe,  Denis  John. 

A 

Marshall,  Carey  Penton. 

A 

McCabe,  John  Joseph. 

A 

Marshall,  Foster  Leroy. 

A 

McCann,  Alfred  Ernest  Arthur. 

A 

Marshall,  Julia  Ann. 

D 

HeCarthy,  Charles  Ambrose. 

D 

Marshall,  Perry. 

A 

McCarthy,  Charles  Daniel. 

D 

Marstln,  Chauncey  Macaulley. 

A 

McCarthy,  Charles  Florence. 

D 

Marston,  Albert  Jeremiah. 

A 

McCarthy,  Eugene  Allen. 

D 

Marston,  Daniel  William. 

E 

McCarthy,  Frederick. 

A 

Marston,  Edward  Brooks. 

A 

McCarthy,  John  Coakley. 

B 

Marston,  George  Dexter. 

D 

McCarthy,  TimoUiy  Francis. 

E 

Marston,  Joseph  Norris. 

D 

McCarthy,  Thomas  Francis. 

A 

Marston,  Luther  Monlton. 

A 

McCarthy,  Tliomas  Horatio. 

D 

Martel,  Stanislas. 

A 

McCarthy,  WiUUm  Henry. 

D 

Martin,  Archibald  Herbert. 

A 

McCarty,  James  Joseph. 

A 

Martin,  Francis  Coffin. 

E 

McCauley,  Albert  Anthony. 

A 

Martin,  George  Albert. 

A 

McClean,  Alexander  Spear. 

A 

Martin,  George  Forrest. 

A 

McCfean,  George  Chesley. 

A 

Martin,  Gregory  Arvlde. 

A 

McCleam,  Charies  William. 

D 

Martin,  Harry  Charles. 

D 

McCluskey,  Henry  Lincoln. 

E 

Martin,  John  Brayton. 

A 

McCoUester,     John     Qnlncy 

D 

Martin,  John  Joseph. 

Adams. 

D 

Martin,  John  Macleod. 

A 

McCoUom,  John  Hlldreth. 

A 

Martin,  Luther  Ortn. 

A 

McConnell,  Hugh  Beemer. 

A 

Martin,  MUes. 

A 

McCormack,  Alexander  Tj<wlle. 

A 

Martin,  Pearl. 

A 

McCormack,  Reynold  James. 

D 

Martin,  William  John. 

D 

McCormick,  Alfred  Hugh. 

A 

Marvin,  Grace. 

A 

McCormlck,  Cornelius  Joseph. 

B 

Marvin,  Ora  Elisha. 

E 

MoCormlck,  John. 

D 

Marvin,  Syilney  Robertson. 

D 

McCormick,  Thomas  Henry. 

A 

Maryott,  Erastus  Edgar. 

E 

McCoy,  Hugh  Alexander. 

D 

Maskell,  Leonard  Joseph. 

D 

McCoy,  John  Cresap. 

B 

Mason,  Almond  Waldo. 

D 

McCurdy,  James  Huff. 

A 

Blason,  Amos  Lawrence. 

A 

McCrea,  Albert  James. 

A 

Mason,  Atherton  Perry. 

D 

MoDermott,  Bernard  Francis. 

D 

Mason,  Gilbert  McCleUan. 

D 

McDermott,  Joseph  Edward. 

E 

Massa,  Gaetano. 

D 

McDermott,  William  Vlnoent. 

D 

Masten,  Charles  Howard. 

A 

McDevitt,  James  John. 

D 

Matheson,  James  Benwick. 

A 

McDonald,  James  Athanasins. 

A 

Mather,  Edward  Ellas. 

A 

McDonald,  John  Henry. 

D 

Mathews,  George  William. 

A 

McDonald,  William  Alexander, 

A 

Bf  atte,  Joseph  HnbcTt  Ambrose. 

D 

McDonald,  William  Joseph. 

• 
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A 

MoDongall,  Samuel  Jay. 

D 

McNamara,  Eugene  Thomas. 

A 

McDonough,  Lawrence  John. 

D 

McNeil,  Archibald. 

B 

McDonough,  Thomas  Patrick. 

£ 

McNeish,  Alexander. 

E 

McEvoy,  George  Albert. 

D 

McNlff,  William  Joseph. 

D 

M cETOy,  Thomas  Edward. 

A 

McOwen,  Timothy  Edward. 

D 

McFee^  William  David. 

A 

McOwen,  William  Henry. 

D 

McGann,  John  Henry 

A 

McPherson,  William  Ellsworth. 

A 

McGannon,  Thomas  Gerald. 

D 

McQuaid,  Thomas  Bernard. 

D 

McGauran,  George  Daniel. 

A 

McQueeney,  Francis  Joseph. 

B 

McGauran,  George  Francis. 

D 

Mc Williams,  John  Leslie. 

A 

McGauran,  Michael  Sheridan. 

D 

Mead,  Frederick  Am  ml. 

D 

McGee,  Fannie  Maria. 

A 

Mead,    George   Nathaniel 

D 

McGillicnddy,    Cornelius 

Plumer. 

Joseph. 

A 

Mead,  Julian  Augustus. 

A 

McGillicuddy,  John  Tlmotliy. 

A 

Mead,  William  Frederick. 

D 

McGIrr,  Felix  Francis. 

A 

Meader,  Charles  Eugene. 

D 

McGourty,  James  Eugene. 

A 

Meagher,  Michael  John. 

D 

McGoyem,  Catherine  Elizabeth. 

A 

Means,  Andrew  Fuller. 

D 

McGrath,  Bernard  Francis. 

E 

Means,  Philip  Corydon. 

A 

McGrath,  John  Edward. 

D 

Meara,  Frank  Sherman. 

D 

McGrath,  William  Fennelly. 

A 

Mecuen,  George  Edward. 

A 

McGuigan,  John  Joseph. 

D 

Meek,  Edith  Ruth  Eliza. 

A 

Mclntire,  David. 

A 

Meeker,  George. 

A 

Mcintosh,  Donald  M. 

A 

Mohegan,  Daniel  Joseph. 

D 

Mcintosh,  Elizabeth  Ellard. 

A 

Mchronlender,  Albert  Nochlm. 

A 

Mcintosh,  Frederic  Lemont. 

A 

Meigs,  Joe  Vincent,  Jr. 

D 

Mcintosh,  Herbert. 

C 

Meigs,  Jonathan  Harding. 

D 

Mcintosh,  John  David. 

A 

Meigs,  Return  Jonathan. 

A 

Mcintosh,  William  Page. 

D 

Melkle,  Robert  Howard. 

A 

Mclntyre,  Herbert  Bruce. 

D 

Mellfant,  George  Francis. 

D 

McKeen,  Byron  Wesley. 

A 

Mellen,   William  Michael  Ed- 

D 

McKeen,  Sylvester  Forshay. 

ward. 

A 

McKenna,  Frank  A. 

D 

Mello,  Antonio  Amor  de. 

A 

McKenna,  Francis  Patrick. 

E 

Melius,  Edward. 

E 

McKcnna,  James  Charles. 

A 

Melius,  Edward  Lindon. 

A 

McKenty,   Jonathan  Thomas 

A 

Menard,  Anthyme  Sylvestre. 

Edmund. 

D 

Meramble,  Clarence  Eugene. 

A 

McKenzie,  John  Robert. 

D 

Merrier,  Joseph  Euclide. 

B 

McKlnstry,  John  Alexander. 

A 

Mercer,  William  James. 

D 

McKnight,  Adam  Stephenson. 

A 

Mercer,  William  Marcelllne. 

A 

McKoan,  John  William. 

D 

Merchant,  Harry  Alvln. 

D 

McLaren,  Alexander  Lome. 

A 

Merrlam,  Frances  Adelaide. 

A 

McLaughlin,  James  Stephen. 

£ 

Merrlam,  Franklin  Henry. 

A 

McLaughlin,  Henry  Valentine. 

A 

Merrick,  Robert  Michael. 

A 

McLaughlin,  Joseph  Ignatius. 

D 

Merrick,  Sara  Newcomb. 

A 

McLaughry,  Elizabeth. 

A 

Merrill,  Arthur  Ellsworth. 

A 

Mclean,  Charles. 

D 

Merrill,  Qulncy  Heald. 

D 

AIcLeau,  James  Clifford. 

D 

Merrill,  Theodore  Clarkson. 

D 

McLellan,  Archibald  Colin. 

D 

Merrill,  Tristram  Hurd. 

A 

McT^Uan,  Edward  Augustus. 

A 

Merrill,  William  Howe. 

A 

McLennan,  Roderick. 

A 

Merrltt,  Louis  Arthur. 

A 

McLeod,  Peny  DeMllle. 

A 

Merrltt,  Salome. 

D 

McLeod,  William  McKenzlc. 

A 

Merrltt,  Silas  Virgil. 

A 

McMlchael,  Wlllifl  Brooks. 

D 

Merrltt,  Victor  Sulvlro. 

A 

McMillan,  Isaac  Murray. 

A 

Merry,  William  Henry. 

D 

McMillan.  Kate. 

A 

Mcsser,  Charles  Carson. 

D 

McMurray,  Francis  Michael. 

A 

MetcAlf,  Ben  Hicks. 

P 

McNair,  Robert  Hamilton. 

B 

Metcalfe,    Stephen    Michael 

A 

McNally,  William  Joseph. 

Ryves. 
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D 

Meteger,  Butler. 

A 

D 

Meyer,  Adolf. 

A 

D 

Meyer,  Edward  James. 

A 

D 

Heylan,  Georj^e  Lonla  Jalien. 

D 

A 

Mlgnault,  Armand. 

A 

A 

lff|piaii]t»  ArUinr. 

A 

D 

Mlgnault,    Lonis  Joseph 

D 

Adolpbe. 

B 

A 

Migzianlt,  Rodriqae. 

D 

A 

Mlgnaultp  Victor. 

n 

A 

Milan,  Michael  Bernard. 

A 

A 

Miles,  Charles  Edwin. 

A 

A 

Miles,  George  Albert. 

A 

A 

Millard,  Henry  James. 

A 

A 

MlUer,  Albert  Eber. 

D 

A 

Miller,  Albert 'Monroe. 

D 

A 

Miller,  Charles  Hermann. 

D 

D 

Miller,  Edward  Alexander. 

A 

A 

Miller,  Edward  Boscoe. 

D 

D 

Miller,  Elmer  Man  ton. 

D 

A 

Miller,  Ernest  Parker. 

A 

B 

Miller,  Frances  Jane. 

E 

D 

Miller,  James,  Jr. 

A 

E 

Miller,  Lester  Col  well. 

D 

A 

Miller,  Llzbeth  Dora. 

A 

A 

Miller,  Norman  Rogers. 

A 

D 

Miller,  Samael  Osgood. 

D 

A 

Miller,  Vesta  Delphlnc. 

A 

A 

Bliller,  Webster. 

A 

A 

MiUerlck,  Daniel  Edwanl. 

D 

A 

Millet,  Wilfred  Antonio. 

D 

A 

Mlllett,  Charles  Sumner. 

D 

D 

MlUiken,  Charles  Warren. 

A 

D 

Mllliken,  Boscoe  Qreen. 

A 

A 

MilUken,  William  Hardy. 

A 

E 

Mills,  Augustus  Webster. 

A 

A 

Mills,  George  Westgate. 

A 

A 

Milot,  Alphonse  Francois. 

B 

D 

Minard,  Balph  Waldo. 

B 

D 

Miner,  Jennie  Theodate. 

A 

A 

Miner,  Worthington  Warner. 

A 

A 

Minot,  James  Jackson. 

A 

A 

Minot,  John  Francis. 

A 

D 

Minahall,  Arthur  Gladstone. 

A 

A 

Mintz,  Fishel  Tonchel  Zelmaro- 

A 

wich. 

D 

A 

Mitchell,  Arthur. 

D 

A 

Mitchell,  Charles  Henry. 

D 

D 

Mitchell,  Harry  Walter. 

A 

B 

Mitchell,  John  Singleton. 

A 

I> 

Mitchell,  William. 

A 

A 

Mltrhie,  James  Carey. 

A 

A 

Mixter,  Orlando. 

D 

A 

Mixter,  Samuel  Jason. 

A 

A 

Moffatt,  George  Tufton. 

A 

A 

Moflltt,  Carl  Walmer. 

A 

A 

Moflitt,  Herbert  Charles. 

A 

D 

Moir,  Archit>ald  Campbell  Mil. 

D 

ton. 

A 

MoUn,  Isaac. 
Moll,  Louis  Arthur. 
MoUeur,  Lonla  Francois. 
Moomjtan,  Sarkis  K. 
Mongan,  Charles  Edward. 
Monks,  George  Howard. 
Monroe,  John  Eugene. 
Monroe,  Thomas  Wilson. 
Montague,  Charles  Elbert. 
Montgomery,  Mary  Louise. 
Monteiro,  Manuel  Garcia. 
Mooers,  Charles  Albert. 
Mooers,  Emma  Wilson.   . 
Mooney,  Philip. 
Moore,  Elmer  Ellsworth. 
Moore,  Frederick  Fiske. 
Moore,  Harry. 
Moore,  James  Herbert. 
Moore,  James  Spencer. 
Moore,  John  Henry. 
Moore,  John  Patrick. 
Moore,  PhiUp  Patrick. 
Moran,  Horace  Sheridan. 
Moran,  James  Joseph. 
Moran,  John  Brennan. 
Moran,  Martin  WUllam. 
Morey,  Mary. 
Morgan,  .John. 
Morgan,  Lewis  Edwin. 
Morgan,  William  Edward. 
Moriarty,  James  LIgnori. 
Morin,  Jacob  Maurltz. 
Moroney,  William  Joseph. 
Morong,  Arthur  Bennett. 
Morrill,  Charles  Plummer. 
Morrill,  Ferdinand  Gordon. 
MorrllU  Frank  Armlngton. 
Morrill,  Frederick. 
Morrill,  George  Albert,  Jr. 
Morrill,  Henry  Brown. 
Morris,  Frances  Morris. 
Morris,  George  Patrick. 
Morris,  James  Stewart. 
Morris,  John  Qalvin. 
Morris,  Michael  Augustine. 
Morris,  Richard  Holt. 
Morris,  Robert. 
Morrison,  Charles  Carr. 
Morrison,  James. 
Morrison,  Robert  Edgar. 
Morrison,  William  Alexander. 
Morrow,  Charles  Harrey. 
Morrow,  William  Robert. 
Morse,  Abby  Swan. 
Morse,  Almon  Gardner. 
Morse,  Charles  Ellsworth. 
Morse,  Charles  Franda. 
Morse,  Charles  Frederick. 
ATorse,  Clisrlea  Wheeler. 
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A 

Morse,  Edwiird  Gllead. 

C 

Naah,  George  William. 

A 

Morse,  Frank  Adalbert. 

A 

Nash,  Horace  Milton. 

A 

Morse,  Frank  Leander. 

A 

Nason,  Arthur  Clark. 

A 

Morse,  Fred  Harris. 

A 

Nason,  Lanrentlus  Melancthon 

A 

Morse,  George. 

A 

Nason,  Osmon  Cleander  Baker. 

B 

Morse,  George  Franklin. 

A 

Neal,  Charles  Arthur. 

A 

Morse,  George  Mason. 

D 

Neale,  Lillian  Belle. 

C 

Morse,  Henry  Lee. 

A 

Neefus,  Robert  Henry. 

A 

Morse,  John  Aline  William. 

C 

Nellson,  William. 

A 

Morse,  John  Lovett. 

D 

Nelson,  John  William. 

A 

Morse,  Martin  Van  Buren. 

A 

Nelson,  Lois  Leverett. 

A 

Morse,  Natlian  Ranson. 

D 

Nesbltt,  Thomas. 

A 

Morse,  Robie  Sidney. 

B 

NeuviUe,  Josephine  Mltlvicr 

D 

Morse,  Seth  Bradford. 

dela. 

A 

Morton,  Helen. 

A 

Newcorab,  Elizabeth. 

D 

Mosher,  Frank  Orson. 

B 

Newcomb,  G^eorge  Lewis. 

D 

Mosber,  Harris  Peyton. 

A 

Newcomb,  Luther. 

A 

Mosher,  Marshall  James. 

D 

Newcomb,  Marietta  Eaton. 

A 

Mosber,  Mary  Edna. 

D 

Newcomb,  Scott  Campbell. 

D 

Mossman,  Alvaro  £. 

B 

Newell,  Charles  Martin. 

A 

Mott,  Albert. 

A 

Newell,  Frank  Samuel. 

A 

Mott,  Joseph  Yamnm. 

D 

Newell,  Franklin  Spllman. 

A 

Mott,  Walter. 

D 

Newell,  Fred  Amasa. 

A 

Moalton,  Albert  Roscoe. 

D 

Newell,  Henry  Edward. 

A 

Moulton,  Benjamin  Francis. 

A 

Newell,  Otis  Kimball. 

A 

Monlton,  Charles  Fred. 

A 

Ncwhall,  Edward. 

A 

Mowe,  Frank  Henry. 

A 

Newhall,  Herbert  William. 

D 

Mowry,  Classen. 

A 

Newhall,  Lawrence  Thompson. 

A 

Mudge,  Kate  Gertrude. 

D 

Newman,  Elizabeth  Benham. 

A 

Malcahy,  Joseph  Francis. 

E 

Newsome,  Edgar  Thomas. 

A 

Malligan,  James. 

D 

Newton,  Aaron  Lewis. 

D 

Mulllner,  Mary  Rees. 

A 

Newton,  Ablcl  Wood  Kennedy. 

A 

Mulllns,  Engrene  Norton. 

B 

Newton,  A  din  Hubbard. 

A 

Mumford,  James  Gregory. 

I) 

Newton,  Carrie  E. 

A 

Mnnhall,  Katharine  Stanlslans. 

A 

Newton,  Edward  Cazneau. 

C 

Munro,  John  Cnmmings. 

D 

Newton,  Edward  Rosweil. 

B 

Murphy,  Edward  Vincent. 

A 

Newton,  Eleanor  Frost. 

C 

Munsell,  George  Nelson. 

A 

Newton,  Frank  Loomis  Sabin. 

A 

Munson,  Virgil  Hitchcock. 

D 

Newton,  Leroy  Allan. 

A  Murdock,  Edward  Artliur. 

D  Murdock,  Frederick  William. 

A  Murphy,  Daniel  David. 

C  Murphy,  Daniel  Francis. 

A  Murphy,  Emily  Frances. 

A  Murphy,  Francis  Charles. 

D  Murphy,  Jeremiah  Edwanl. 

A  Murphy,  John  Henry. 

A  Murphy,  .John  McKonkey. 

A  Murphy,  Joseph  Briggs. 

C  Mur)>hy,  Joseph  Patrick. 

E  Murphy,  .Stephen  Nicholas. 

A  Murphy,  Timothy  Joseph. 

D  Murray,  Charles  Albert. 

A  Murray,  Edward  Francis. 

D  Musgrave,  Percy. 

D  Musso,  George  Henry. 

A  Mnttart,  George  Morley. 

D  Nalchajian,  Dikran  Davis. 

D  Narey,  William  Joseph. 


A  Newton,  Sarah  Fenno. 

D  Newton,  William  Curtis. 

A  Nichols,  Arthur  Howard. 

B  Nichols,  Charles  Edward. 

A  Nichols,  Charles  Fessonden. 

A  Nichols,  Charles  Lemuel. 

A  Nichols,  Edward  Hall. 

D  Nichols,  George  Hay  ward. 

B  Nichols,  Helen  Luclnda  Clift. 

A  Nichols,  John  Holyoke. 

A  Nichols,  John  Taylor  Gilman. 

A  Nickerson,  Asa  Harden. 

A  Nickerson,  Franklin. 

A  Nickerson,  George  Wheaton. 

A  Nickerson,  William  Jabez. 

D  Nicola,  Charles  Chesterfield. 

D  Nicola,  Mary  Bylngton. 

D  Nlelson,  Edwin  BJSme. 

E  Nightingale,  James. 

A  Nlles,  Edward  Harry. 
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D 

NilssoD,  Peter. 

D 

O'Connor,  John  Btenry. 

A 

NiinB,  Edward  Beecher. 

A 

O'Connor,  John  James. 

A 

Nlqaette,  Loais  Bariholomew. 

A 

O'Connor,  Thomas  Hugh. 

D 

Niyer,  Emmett. 

A 

O'Connor,  Watkina  Boberta. 

A 

KixoD,  Alfred  John. 

A 

Odiin,  Charles  Cushlng. 

A  NobUe,  Angelo. 

A  Noble,  Alfred  Ira. 

D  Noble,  Ann^nette  Fowler. 

B  Noka,  Benjamin  Gardner. 

1>  Nolan,  Frank  Wesley. 

£  Nolan,  William  Francis. 

A  Noonan,  Michael  Charles. 

A  Norcross,  Ernest  Freeman. 

A  Nordstrom,  Cynthia  Maria. 

D  Normand,  Jean  Napolton. 

D  Normandin,  Alpbonse. 

A  Normandin,  Louis  Zephirin. 

A  Norris,  Albert  Lane. 

A  Norris,  Sarah  Frances. 

D  Northrop,  Clarence  Clark. 

A  Norton,  Eben  Carver. 

A  Norton,  Eliza  Bogart  Lawrence. 

D  Norton,  George  Edward. 

D  Norton,  George  Paul. 

D  Norton,  Herbert  Rozelle. 

A  Norton,  James  Saiford. 

A  Norwood,  Ephriam  Wood. 

A  Nott,  Albert. 

A  Nottage,  Herbert  Percy. 

D  Nowland,  George  Dann. 

A  Noyes,  Ernest  Henry. 

D  Noyes,  Henry  Allen. 

A  Noyes,  Nathaniel  Klngsbnry. 

A  Noyes,  Bufus  King. 

A  Noyes,  William. 

D  Nute,  Marion. 

D  Nutt,  Walter  Elwyn. 

A  Nutter,  William  Dennett. 

D  Nutting,  Frederick  Harrison. 

A  Nutting,  William  Walaoe. 

A  Nutting,  Will  Wallace. 

D  Cakes,  Fltz  Albert. 

A  O'Brien,  Denis  Aloysins. 

D  O'Brien,  John  Charles. 

A  O'Brien,  John  Francis. 

B  O'Brien,  Michael  John. 

A  O'Brien,  Owen  St.  Clare. 

A  O'Brien,  Philip  Thomas. 

D  O'Brien,  Thomas  James. 

D  O'Brien,  Walter  John  Leo. 

A  O'Callaghan,  Denis  Francis. 

A  O'Callaghan,  Mary  Vincent. 

A  O'Callaghan,  Thomas  Albert. 

D  O'Connell,  Delia  Maria. 

A  O'Connell,  John  David. 

A  O'Connor,  James  Bernard. 

D  O'Connor,  Charles. 

D  O'Connor,  John  Edward. 

D  O'Connor,  John  FruiclB. 


D  O'Doherty,  John  Dominaca. 

D  O'Donnell,  Edmund  Kmmet. 

A  O'Donnell,  Francis  Michael. 

E  O'Donnell,  George  Thomas. 

D  O'Donnell,  James  Coughlln. 

A  O'Donnell,  Louis  Patrick. 

B  O'Donnell,  William. 

D  Ogden,  Charles  Ludlow. 

A  Ogden,  Jay  Bergen. 

D  Ogilvie,  James. 

A  O'Heam,  William  Henry. 

D  Ohnesorg,  Karl. 

A  O'Keefe,  Michael  Wallace. 

A  O'Keeffe,  Daniel  Thomas. 

A  O'Kie,  Howard. 

A  Oldfi,  Frank  Williams. 

A  O'Leary,  Helen  Bartlett. 

A  O'Leary,  Joseph  Augustus. 

A  Olin,  Francis  Heniy. 

B  Olive,  Eben. 

A  Oliver,  Charles  Augustus. 

A  Oliver,  James. 

A  Oliver,  Joseph  Pearson. 

A  Olmstead,  Charles  Edward. 

A  Olmstead,  William  Adams. 

A  O'Meara,  Michael  John. 

£  O'Nell,  Richard  Frothlngham. 

A  Oppe,  Samuel. 

D  Ordway,  Charles  Anthony. 

A  Ordway,  George  Albert. 

B  O'Began,  John. 

A  O'Bellly,  William  Joseph. 

D  Orr,  Samuel  Sanford. 

A  Osborne,  Aaron  Sylvanus. 

D  Osborne,  Caroline  Amelia. 

A  Osborne,  George  Sterne. 

B  Osoeonneo,  Charles  Edwin. 

A  Osgood,  George  Cowles. 

C  Osgood,  George  Edward. 

A  Osgood,  Gilman. 

A  Osgood,  Hamilton. 

A  Osgood,  James  Henry. 

E  O'Shea,  Daniel  Joseph. 

C  O'Shea,  Edward  Flavin. 

D  O'Shea,  Joseph  Francis. 

A  Osman,  Charles  Frank. 

A  O'SulHvan,  Daniel  Joseph. 

D  O'SulHvan,  John  Joseph. 

A  Otis,  Edward  Osgood. 

A  Otis,  Walter  Joseph. 

A  O'Toole,  James  Henry. 

D  OToole,  Thomas  Heniy. 

A  Ott,  George  John. 

A  Otteraon,  WllUam  David. 
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D 

Oathoase,  John  Stanley. 

A 

Parker,  Frank  Howard. 

D 

Orerlock,  Melyin  George. 

A 

Parker,  Harriet  Eliza. 

A 

Oviatt,  George  Alexander. 

C 

Parker,  Henry  Ward. 

B 

Owen,  James  Williamson. 

D 

Parker,  John  Howard. 

D 

Owen,  Mary  Angell. 

A 

Parker,  Moses  Greeley. 

A 

Owen,  Varlllas  Linus. 

D 

Parker,  Balph  Walter. 

A 

Packard,  Edward  Albert. 

A 

Parker,  Ruf  us  Stanly. 

D 

Packard,  George  Henry. 

A 

Parker,  Rupert  William. 

A 

Packard,  Horace. 

D 

Parker,  Walter  Henry. 

A 

Packer,  Edmnnd  Hllllard. 

A 

Parker,  Wallace  Asahel. 

D 

Packer,  Henry  Ernest. 

A 

Parker,  William  Edward. 

A 

Paddock,  FrankUn  KUtrldge. 

A 

Parker,  William  Thornton. 

A 

Paddock,  William  Leroy. 

A 

Parkhurst,  Luman  Boyden. 

A 

Padula,  Thomas  Francis. 

A 

Parks,  Edward  Luther. 

A 

Page,  Albert  Kidder. 

A 

Parks,  John  Wilson. 

0 

Page,  Calvin  Gates. 

A 

Parks,  Silas  Henry. 

B 

Page,  Charles  Edward. 

A 

Parmatee,  William  Josiah. 

A 

Page,  Charles  Whitney. 

D 

Parmenter,  Kenneth  Raymond. 

A 

Page,  Charlotte  Evans. 

D 

Parodi,  Teofllo. 

A 

Page,  Edward. 

B 

Parrls,  John  Bowers. 

A 

Page,  Frank  Wilfred. 

D 

Parry,  Eleanor. 

D 

Page,  Frederick  Carroll. 

D 

Parsons,  Clarice  Johnston. 

D 

Page,  George  Thornton. 

D 

Parsons,  Frank  Sears. 

A 

Page,  Harstein  Wendell. 

A 

Parsons,  Harry  Snow. 

D 

Page,  Joseph  Gregory  Ellas. 

A 

Parsons,  John  Eleazer. 

B 

Page,  Margaret  Bealah. 

B 

Parsons,  Vienna  Amelia. 

D 

Page,  Pelrson  Sterling. 

D 

Partreo,  Homer  Tomllnson. 

A 

Pagelsen.Howard,    Margaret 

A 

Partridge,  Charles  Catlin. 

Emily. 

A 

Partridge,  Frank  Joseph. 

A 

Paige,  Nomas. 

A 

Partridge,  Thomas  Jeiferson. 

A 

Paine,  Amasa  Elliot. 

D 

Pascoe,  James  Botterell. 

F 

Paine,  Ara  Marshall. 

A 

Pascoe,  William  Whelan. 

A 

Paine,  Nathaniel  Emmons. 

A 

Passoff,  Edward  Jacob. 

D 

Paine,  Snmner. 

D 

Patch,  Ann  Sophia  Kenney. 

D 

Painter,  Charles  Fairbank. 

A 

Patch,  Frank  Wallace. 

A 

PaUrdy,  Joseph  Hector. 

A 

Patch,  WllUam  Thurston. 

D 

Palecek,  Albina  Marie. 

A 

Patenaude,  Samuel. 

A 

Palmer,  Charles. 

B 

Patrick,  Joseph  Edward. 

A 

Palmer,  Ezra. 

A 

Patrick,  Thomas  WUliam. 

A 

Palmer,  George  Monroe. 

D 

Pattee,  Asa  Lee. 

D 

Palmer,  Harris  Orlendo. 

A 

Patten,  Anthony  Dimock. 

A 

Palmer,  Lewis  Merritt. 

A 

Patten,  Frank  Williams. 

A 

Palmer,  Sarah  Ellen. 

A 

Patten,  Julia  Maria. 

B 

Paplnean,  Louis  Joseph. 

D 

Patten,  Stephen  Kerr. 

D 

Paquin,  Elzear. 

A 

Patterson,  Alice  Maria. 

A 

Pansher,  George  Clarence. 

D 

Patterson,  Alice  Zelia. 

A 

Park,  Francis  Edwin,  Jr. 

B 

Patterson,  Belle  French. 

A 

Park,  Isaac  Park. 

D 

Patterson,  Charles  Frederick. 

A 

Park,  James  Timothy. 

A 

Patterson,  David  Nelson. 

A 

Park,  John  Gray. 

C 

Patterson,  William  Francis. 

E 

Park,  Osmond  Franklin. 

D 

Patton,  Lawrence  Finney. 

S 

Parker,  Arthur  Holmes. 

A 

Pato<ll,  Francis. 

A 

Parker,  Charles  Edwin. 

A 

Paul,  Walter  Everard. 

A 

Parker,  Charles  Frederick 

D 

Paul,  Wlllard  Augustus. 

D 

Parker,  Edward  Grahame. 

A 

Paalhns,  Ovlde  Maxime. 

D 

Parker,  Edward  Oliver. 

A 

Paullg,  Frederick  August. 

A 

Parker,  Edwin  Monroe. 

D 

Paulsen,  Mary. 

B 

Parker,  Ernest  Kent. 

A 

Paun,  Amos  Boswortfa. 

A 

Parker,  Francis  Fullam. 

D 

Pavlides,  Demosthenes. 
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A 

Pajne,  Frednlck  Wnttam. 

D 

Perry,  Charles  Freeman. 

A 

Pa  jne,  George  Harfciieas. 

A 

Perry,  Charles  Hoaaer. 

A 

Pa  jne,  Jamca  Heniy. 

A 

Perry,  Eben  Greeley. 

A 

Paj-ne,  Jamea  Heurj,  Jr. 

D 

Perry,  Edgar. 

A 

Pa  jne,  John  Howard. 

D 

Perry,  Edward  Franklin. 

A 

Peabodf,  Chaxlea  Angnatiia. 

A 

Perry,  Edward  William. 

D 

Peabody,  Sophia  Reed. 

A 

D 

Pesree,  Marj  Alice. 

A 

A 

Peaive,  Bicbard  MlUa. 

D 

Perry,  Henry  Joseph. 

D 

Pearl,  Frederick  Warren. 

A 

Perry,  Herbert  Braincrd. 

D 

Peareon,  Charles  Lnabj. 

C 

A 

Pearaon,  John  WUIbun. 

A 

A 

Pearson,  Mary  M orey. 

D 

Petersen,  Alfred  Charles  Sldi. 

A 

Pearson,  If  Aorice  Wellesley. 

otes. 

D 

Pease,  Charles  Wood. 

A 

Petersen,  Henrlk  Georg. 

A 

Pease,  Edward  Allen. 

A 

Peterson,  Charles  Augustas 

D 

Pease,  Ella  Gertmde. 

Burton. 

A 

Pease,  Herbert  Orrin. 

A 

Petit,  Alphonae  Hubert. 

A 

Pease,  James  Milton. 

D 

Pettee.  John  Harrla. 

A 

Peasley,  Emma  Janet. 

A 

Pfaff,  Fnau  Ladwig  FHedrteh 

A 

Peck,  Albert  Fred. 

Ernst. 

D 

Pecic,  Eugene  Chase. 

D 

Pfarre,  Edward  Robert. 

D 

Peck,  Loke  Baker. 

B 

Pfefferkom,  Charles  Hermann. 

A 

A 

Pfefferkom,  Ferdinand  Carl 

A 

Ludwig. 

D 

Peckham,  WiUUm  David. 

B 

C 

Pedrlck,  Stephen  Aognatiis. 

B 

Phelps,  James  Richardson. 

D 

Peebles,  Thomas  Chalmers. 

A* 

Phelps,  John  SamveL 

A 

A 

Phelps,  OIney  Windsor. 

A 

Peirce.  Charles  John. 

B 

A 

P^roe,  Edward. 

A 

Phillips,  Chnries  Hiram. 

A 

Peirce,  Elihn  Proctor. 

A 

PhiUips,  Eugenie  Marion. 

S 

Pelroe,  Frederic  Joseph. 

B 

Phillips,  Freeman  Allen. 

D 

A 

PhiUips,  Leslie  Almond 

A 

Pelroe,  James. 

D 

PhilUps.  Wilson  Frmnk. 

A 

Pelrson,  Edward  Lawrence. 

A 

Phlppen,  Hardy. 

D 

Pender,  Georige  Edward. 

A 

Phlpps,  Walter  Andros. 

D 

Penny,  Herbert  Thomas. 

A 

Pick,  Albert. 

D 

Percy,  David  Thomas. 

D 

Pkskard,  laalab  LotcII. 

A 

Percy,  Frederick  Bosworth. 

A 

Pidgin,  Lucy  Stuiterant. 

A 

Percy,  George  Emery. 

A 

Pierce,  Andrew  Martin. 

D 

Perkins,  Anne  Elbeabeth. 

C 

Pierce.  Appleton  Howe.      . 

A 

Perkins,  Archie  Ehner. 

E 

Pierce,  Charles  Willard. 

A 

Perkins,  Charles  Edwin. 

A 

Pierce,  Frank  BenneTille. 

D 

Perkins,  Eben  Meade 

A 

Pierce,  Gardner  Carpenter. 

A 

Perkins,  Edward  Angnstns. 

D 

Pierce,  George  Buxgeas. 

A 

Perkins,  Henry  Phelps,  Jr. 

B 

Pierce,  George  Jacob. 

S 

Perkins,  Herbert  Crawford. 

A 

Pierce,  Helen  Frances. 

A 

Perkins,  Nathaniel  Boyal. 

A 

Pierce,  Matthew  Vasaar. 

A 

Perkins,  Stella  Manning. 

A 

Pierce,  WUIard  Henry. 

A 

Perkins,  Thomas  Lyman. 

A 

Pierson,  Henry  Walter. 

D 

Perkins,  Thomas  Tonnge. 

A 

Pigeon,  James  Cogswell  Duma- 

A 

Perkins,  Wesley  Bennor. 

resque. 

A 

Pero,  Joseph  Thomas. 

D 

Pike,  Forrest  Fay. 

A 

Perrins,  John. 

A 

Pike,  Forrest  WUey. 

A 

Perrins,  William  Arthur. 

A 

Pike,  Lucy  Johnson. 

D 

Perley,  Boaeoe  Damon. 

D 

Pilgrim,  Maurice  Fisohor. 

A 

Perry,  Arthur  Pedro. 

D 

Pilling,  Simeon  Orison. 

D 

Perry,  Arthur  Reed. 

B 

PUlsbury,  Boyden  Harlln. 
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D 

PUIsbury,  Ernest  Dean. 

A 

Potter.  William  Gage. 

S 

Pillsbury,  Frederick  Ainsworth. 

A 

Potts,  Joseph  Henry. 

A 

Pillsbury,  George  Harlln. 

A 

PouUn,  Damase  Mark. 

D 

Plllsbury.  Warren  WUbnr. 

D 

Pound,  John  C. 

D 

Plnanlt,  Joseph  Josu^. 

D 

Powell,  Jonathan  Blder,  Jr. 

B 

Pinkham,  Arthur  Clarance. 

D 

Powell,  Lefferts  Morrell. 

A 

Pinkham,  George  Edwin. 

A 

Powers,  Abner  Howard. 

A 

Plnkham,  Joseph  Gamey. 

A 

Powers,  Edward  Joseph. 

A 

Piper,  Frank. 

A 

Pratt,  Calvin. 

D 

Piper,  Fred  Smith. 

A 

Pratt,  Charles  Albert. 

A 

Plrlot,  JuUns  Adrlen. 

A 

Pratt,  Charles  Augastos. 

A 

Pitcher*  Herbert  Frank. 

A 

Pratt,  Charles  Sumner. 

A 

Pitcher,  Samuel. 

B 

Pratt,  Edwin  Alton. 

A 

Pitkin,  Leonard  Fox. 

D 

Pratt,  John  Edward. 

A 

Pitman,  Benjamin  Fosdick. 

A 

Pratt,  John  Frank. 

A 

Pitt,  Thomas  Smith. 

A 

Pratt,  John  Washburn. 

D 

Pitta,  Joao  Carlos  da  SUya. 

A 

Pratt,  Joseph  Chester. 

A 

Pixley,  Elbrldge  Simpson. 

D 

Prutt,  Joseph  Hersey. 

A 

Piatt,  Belle  Joanna. 

B 

Pratt,  Samuel  Barker. 

A 

Plimpton,  Lewis  Henry. 

B 

Pratt,  Thomas  Choate. 

A 

Plammer,  Edward  Marwlck. 

A 

Preble,  Wallace. 

C 

Plummer,  Frank  Wentworth. 

D 

Pr^fontalne,  Louis  Aur^le. 

D 

Plummer,  Frederic  Howard. 

A 

Prentiss,  Harold  Townsend. 

D 

Plammer,  Francis  Joseph. 

A 

PrentiftB,  Henry  Conant. 

C 

Plammer,  Henry  Lincoln. 

A 

Presbrey,  Silas  Dean. 

A 

Plammer,  Julia  Morton. 

A 

Prescott,  Charles  Dudley. 

D 

Plummer,  Paul. 

D 

Prescott,  Royal  Blood. 

A  Plunkett,  Francis  Charles. 

A  Plunkett,  John  Lawrence. 

D  Poirier,  Alfred. 

A  Poirier,  Emlle. 

B  Poltras,  Joseph  Francois  Xayler. 

A  Pollock,  Lewis  Lawrence. 

A  Pomerat,  Charles  Marius. 

A  Pomeroy,  Hiram  Sterling. 

A  Pomeroy,  Stephen  Franklin. 

A  Pomeroy,  William  Henry. 

D  Pond,  Eleanor  Dorcas. 

A  Pool,  Charles  Bret. 

A  Poole,  George  Fred. 

A  Pope,  Frank  Fletcher. 

A  Pope,  Irvine  Clarendon. 

A  Porter,  Charles  Allen. 

A  Porter,  Charles  Bumham. 

C  Porter,  Charles  Ilsley. 

A  Porter,  Francena  Elizabeth. 

A  Porter,  Francis  Edward. 

D  Porter,  Fred  Knight. 

D  Porter,  Herbert  Kent. 

D  Porter,  Margaret  Cochran  De- 
war. 

A  Porter,  Omer  Plllsbury. 

D  Porter,  William  James. 

A  Post,  Abner. 

B  Pote,  Leonard  Holden. 

A  Pothler,  Joseph  Charles. 

D  Potter,  Frances  Wason. 

A  Potter,  La  Forrest. 

D  Potter,  Lester  Forest. 


A  Prescott,  William  Herbert. 

D  Preston,  James  Louis. 

D  Prevaux,  John  Jacob. 

D  Price,  Walter  Herbert. 

A  Prlmeau,  Nardsse  Arthur. 

D  Prince,  Calvin  Oliver. 

A  Prince,  Morton  Henry. 

A  Prindle,  Charles  Henry. 

A  Prior,  Charles  Edwin. 

D  Prior,  James  Edward. 

D  PriHCO,  Nicola. 

B  Pritchard,  William  Percival. 

A  Procter,  Percy  Clement. 

A  Procter,  Thomas  Walter. 

A  Proctor,  Francis  IngersoU. 

B  Proctor,  Hannah  Maria. 

D  Proctor,  John  Donald. 

E  Proctor,  Joseph  Whipple. 

A  Proulx,  Jean  Thomas  Philias. 

A  Prouty,  Albert  Henry. 

C  Pro  van,  Robert. 

D  Provandie,  Paul  Hector. 

D  Pulslfer,  Thomas  Benton. 

A  Purcell,  Thomas  Aquinas. 

D  Purdy,  Frank  Le  Boy. 

D  Purvis,  Alice  Hatheway. 

A  Putnam,  Charles  Pickering. 

D  Putnam,  Charles  Russell  Lowell. 

C  Putnam,  Charles  Willis. 

A  Putnam,  James  Jackson. 

A  Putnam,  Joseph  Morrill. 

D  Putnam,  Marlon  Zachariab. 
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A 

Putnam,  Mary  Parka. 

D 

Beid,  Eustace  Palmer. 

A 

PntnaiDy  Thomaa  Joy. 

E 

Beid,  Francis  Walsh. 

A 

Patnam,  Willard  Abram. 

A 

Beid,  Bobert  Alexander. 

A 

Qua,  Lester  Robert. 

D 

Bellly,  James  Aloyslus. 

A 

Qaackenboss,  Alexander. 

D 

Remlllard,  Joseph  Laury. 

A 

Qnimby,  Samuel  Foster. 

A 

Bemington,  John  Alfred. 

A 

Qalmby,  Snmner  Ferdinand. 

E 

Bencurrel,  Manuel  Emlle. 

A 

Qnlnby,  Hosea  Mason. 

A 

Reynolds,  Edward. 

D 

Qnlnlan,  Henry  Francis. 

A 

Reynolds,  Henry  Vose. 

A 

Quint,  Norman  Perkins. 

B 

Beynolds,  Hiram  Creamer. 

A 

Babethge,  Charles  Armand. 

C 

Beynolds,  John  Phillips. 

A 

BablnoTlch,  Helen. 

D 

Rhodes,  Frank  Edson. 

A 

Bace,  Qorton  Herbert. 

A 

Bhoads,  George. 

D 

Radne,  Smest  Bns^be. 

A 

Bice,  Albert  James. 

A 

Baddln,  Frank  Stocker. 

A 

Bioe,  Albert  Raymond. 

D 

BadcUff,  Sue. 

D 

Bice,  Alger  William. 

A 

Band,  John  Prentioe. 

B 

Bioe,  Austin  Bradford. 

A 

Band,  John  William. 

A 

Bice,  Charles  Henry. 

A 

Band,  Nehemiah  Wheeler. 

A 

Bice,  Frederick  Winslow. 

A 

Band,  Bicbard  Baxter. 

A 

Rice,  George. 

D 

Bandall,  Arthur  Theodore. 

A 

Bioe,  George  Bnudtett. 

B 

Bandall,  Charles  H. 

A 

Bice,  QeoTge  Le  Roy. 

A 

Bandall,  Charles  Lawrence. 

A 

Rice,  Harry  Edwin. 

D 

Bandall,  Clifford  Waleott. 

A 

Rice,  Joseph  Marcos. 

A 

Bandall,  Francis  Drew. 

D 

Rice,  Thomas. 

D 

Bandall,  George  Merrill. 

D 

Rice,  Walter  Henry. 

A 

Bandell,  Leo. 

A 

Rich,  Frank  Urbanus. 

B 

Bandell,  Otis  Gray. 

• 

D 

Rich,  Herbert  I<owell. 

A 

Bankin,  Thomas  Dayld. 

D 

Richard,  Alfred  Sdouard. 

D 

Banks,  Walter  Hildreth. 

A 

Richard,  Marcel. 

A 

Banney,  Archibald. 

A 

Richards,  Caroline  Maria. 

C 

Banaom,  Kathaniel  Morton. 

A 

Richards,  Qeonge  Edwards. 

B 

Bappoport,  Abraham. 

A 

Richards,  Geoi^  Lyman. 

A 

BawBon,  Charles. 

D 

Richards,  James  Forsaith. 

A 

Bawson,  George  Wallace. 

A 

Richards,  William. 

C 

Bay,  John  Edward. 

A 

Richardson,  Anna  Gove. 

D 

Baymond,  Charles  Neyler. 

A 

Richardson,  Benjamin  Franklia. 

A 

Baymond,  Bichard  Michael. 

D 

Bichardson,  Dana  Putnam. 

1 

Baynes,  Myrton  Berry. 

A 

Blchardson,  Edward  Blake. 

A 

Bead,  Bobert  McLellan. 

A 

Bichardson,  Emily  Metcalf  . 

D 

Bead,  Willard  Fulton. 

E 

Bichardson,  Frauds  Allen. 

D 

Beagh,  Arthur  Lincoln. 

A 

Bichardson,  Frank  Chase. 

D 

Bearden,  Thomas  Francis. 

A 

Bichardson,  Mark  Wyman. 

D 

Beardon,  Timothy  Joseph. 

A 

Bichardson,  Manrloe  Howe. 

D 

Beoord,  Wellington. 

A 

Bichardson,  William  Lambert. 

D 

Beddy,  Joseph  Warren. 

A 

Bichardson,  William  Shedd. 

A 

Bedltem,  Joseph. 

A 

Bichmond,  Ernest  Dalton. 

A 

Bedmond,  James  William. 

D 

Bichmond,  Lanriston  Amaalah. 

D 

Bedmond,  Thomas  Henry. 

B 

Bichmond,  Mary  Lorejoy. 

A 

Beed,  Albert  Church. 

D 

Bichmond,  Simon. 

A 

Beed,  Andrew  Fairlleld. 

A 

Bicketson,  Arthur. 

C 

B^ed,  Asa  Plngree. 

D 

Bideout,  Herman  Leslie. 

A 

Beed,  Clara  Deborah  Whitman. 

D 

Biley,  Elisabeth  Angela. 

A 

Beed,  Thomas  Greenhal^. 

A 

Blley,  John  Henry. 

A 

Beed,  Bobert  Gates. 

A 

Biley,  Thomas. 

D 

Beed,  Victor  Augustas. 

E 

Biley,  WllUam  Norton. 

A 

Beed,  William  GUman. 

A 

Blng,  Allen  Mott. 

B 

Boeder,  Albert. 

D 

Blng,  Arthur  Hallam. 

A 

Beeres,  Harriet  Blmlra. 

D 

Blng,  Barbara  Taylor. 
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B 

Rlopelle,  Alexander  Joseph. 

A 

Rogers,  Albert  Edward. 

A 

Ripley,  Frederick  Jerome. 

A 

Rogers,  Charles  Ruf  us. 

A 

Ripley,  William  King. 

A 

Rogers,  Frank  AMn. 

D 

Rltter,  Henry. 

D 

Rogers,  Gorham  Davis. 

C 

Rix,  Frank  Reader. 

A 

Rogers,  Orvllle  Forrest. 

D 

Roach,  George  Ernest. 

B 

Rogers,  Triton  Raphel. 

D 

Robb,  William  MatthewB. 

A 

Rohrer,  Sofier  Rudolf. 

A 

Robbine,  Elliott  Daniel. 

A 

Rolfe,  William  Alfred. 

D 

Robblns,  Elmer  Elaworth. 

A 

Rollins,  Charlotte  Abbie. 

A 

Robbina,  Fred  Gibson. 

A 

Rollins,  William  Herbert. 

D 

Robblna,  Fred  McAnslan. 

D 

Romel,  Troiano. 

D 

Robblna,  Frederick  Carver. 

D 

Rood,  Luther  Colby. 

A 

Robblne,  James  Henry. 

B 

Root,  Alice  Lucinda. 

B 

Robert,  Albert  Napoleon. 

B 

Root,  John  Reynolds. 

B 

Robert,  George  Clovis. 

A 

Root,  Richmond  Barbour. 

A 

Roberts,  Dolphin  Fernanders. 

D 

Rosa,  Henry  Antonio. 

D 

Roberts,  Frederick  Alpha. 

B 

Roscoe,  Tom. 

A 

Roberts,  George  Kerr. 

B 

Rose,  Alwyn. 

A 

Roberts,  Henry  Ambrose. 

A 

Rose,  Daniel  Campbell. 

A 

Roberts,  Isaac  Lincoln. 

A 

Roseman,  Milton  Joseph. 

A 

Roberts,  Linnens  Alton. 

D 

Rosensteln,  Isidore  Eugene. 

D 

Roberts,  Oscar  Brown. 

D 

Ross,  Ellsworth  Frank. 

A 

Roberts,  Oscar  Samnel. 

D 

Ross,  Frank  Augustus. 

A 

Roberts,  Oscar  Waldo. 

A 

Ross,  George  Ivison. 

A 

Roberts,  Osmon  Osmore. 

D 

Ross,  Lydla. 

D 

Roberts,  Stephen  Martindale. 

D 

Ross,  Robert  Oswald. 

A 

Robertson,  James  Doaglas. 

D 

Ross,  Walter  Howard. 

C 

Robey,  William  Henry,  Jr. 

B 

Rosson,  Emma. 

A 

Robie,  Walter  Franklin. 

A 

Rotch,  Thomas  Morgan. 

A 

Robinson,  Albert  Brown. 

A 

Roth,  Edward. 

A 

Robinson,  Alexander  Lincoln. 

D 

Rotheram,  Marie  Cecelia. 

D 

Robinson,  Arthur  Thayer. 

D 

Rothfuchs,  Charles  Christian. 

D 

Robinson,  Ernest  Franklin. 

D 

RothwelU  Charles  Robert. 

A 

Robinson,  Ernest  Frederick. 

A 

Rouller,  Jacobum  Philllppe. 

A 

Robinson,  Florence  Nightingale. 

A 

Round,  Arthur  Morey. 

D 

Robinson,  Francis  Arnold. 

D 

Rounds,  Daniel  Willis. 

D 

Robinson,  Fred  Hilyard. 

D 

Rounds,  George  Herbert. 

D 

Robinson,  Fred  Israel. 

A 

Rourke,  Joseph  Edward. 

A 

Robinson,  Gilman  Parker. 

A 

Routhler,  Michael  Omer. 

A 

Robinson,  Jonathan  Henry. 

A 

Rovinsky,  Alexander. 

D 

Robinson,  Joseph. 

A 

Rowe,  Alice  Eliza. 

A 

Robinson,  Joseph  Henry. 

A 

Rowe,  George  Howard  Malcolm. 

A 

Robinson,  Lucy  Morton. 

0 

Rowen,  Henry  Stanislaus. 

D 

Robinson,  Mary  Emma  Bliss. 

A 

Rowley,  William. 

B 

Robinson,  Millard  Lyman. 

A 

Roy,  James  McDonald. 

A 

Robinson,  Thomas  Johns. 

D 

Roy,  Joseph  Ferdinand  Elsear. 

A 

Robinson,  Wilhelmus  Bogart. 

A 

Roy,  Joseph  Hormldas. 

A 

Robinson,  William  Henry. 

D 

Roy,  Joseph  Napoleon. 

D 

Robinson,  William  Perry. 

•    A 

Roy,  Louis  Joseph. 

A 

Roche,  Thomas  Francis. 

A 

Roy,  Pramath  Nath. 

D 

Roche,  Thomas  Francis. 

A 

Royal,  Hert>ert  Benjamin. 

A 

Rochette,  Louis  Victor. 

A 

Ruddlck,  William  Henderson. 

D 

Rockafellow,  John  Chester. 

A 

Ruggles,  WiUard  Osman. 

B 

Rockwell,  Alfred  EUJah  Per. 

A 

Runnells,  A  ndrew  Jackson. 

kins 

A 

Ruppel,  Emil  Carl  Fraser. 

D 

Rockwell,  Herbert  George. 

A 

Ruppel,  Myra  Daniel  Allen. 

A 

Rockwell,  John  Arnold. 

C 

Russegue,  Henry  Elmore. 

D 

Rockwell,  John  Arnold,  Jr. 

D 

Rupsell,  Edward  Ervin. 

B 

Roff,  Moses. 

A 

Russell,  Flora  Smith. 

/ 
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D 

RoBBell,  Frederick  James. 

A 

Saunders,  Ambrose  Courtis. 

A 

RasaeU,  Frederick  William. 

D 

Saunders,  Edward  Louis. 

A 

Bussell,  John  Henry. 

F 

Saunders,  Leyi. 

B 

Russell,  John  Perkins. 

D 

Savage,  Ross  Eliot. 

C 

Russell,  Julia  Ann  Bray. 

A 

Savard,  Alfre«l  Henry. 

C 

Russell,  Simon  James. 

A 

Savignac,  Arthur. 

A 

Russell,  Trneman  Everett. 

C 

Sayille,  Sumner  Carruth. ' 

D 

Russell,  Walter  Aloysius. 

A 

Sawin,  Charles  Dexter. 

A 

Russell,  William  Henry. 

A 

Sawin,  Robert  Valentine. 

D 

Russell,  Willis  Adams. 

A 

Sawtelle,  Benjamin  Albert. 

B 

Bust,  Charles  Manning. 

A 

Sawtelle,  George  Bassatt. 

D 

Rust,  Frank  Lee  Drummond. 

A 

Sawtelle,  Henry  Winchester. 

D 

Rntter,  Clara  Hannah  Rogers. 

D 

Sawyer,  Alfi-ed  Stanford. 

D 

Ryan,  Dennis  Matthew. 

A 

Sawyer,  Alzaman. 

D 

Ryan,  John  Francis. 

A 

Sawyer,  Benjamin  Addison. 

A 

Ryan,  John  Lawrence. 

D 

Sawyer,  Carleton. 

A 

Ryan,  Philip  Marcellus. 

A 

Sawyer,  Charles  Milton. 

A 

Ryan,  William  John. 

D 

Sawyer,  Edward  Allen. 

D 

Ryder,  Charles  Edward. 

E 

Sawyer,  Edward  Keyes. 

D 

Ryder,  George  Hale. 

A 

Sawyer,  Elihu  LeRoy. 

A 

Ryder,  Godfrey. 

B 

Sawyer,  Emily  Harriet. 

D 

Ryder,  James  William. 

A 

Sawyer,  Frank  Wade. 

A 

Sabine,  Greorge  Krans. 

A 

Sawyer,  Herbert  Houston. 

A 

Sackett,  Harry  Robert 

B 

Sawyer,  Katie  Sarah. 

A 

Salford,  Moses  Victor. 

A 

Sawyer,  Walter  Fairbanks. 

D 

Safford,  Wilber  Pray. 

A 

Sawyer,  Wesley. 

A 

Saltmarsh,  Seth. 

A 

Sawyer,  Willis  Herbert. 

A 

Sampson,  Lottie  Emma. 

I> 

Sayles,  Joseph  Borland. 

B 

Sampson,  Nellie. 

D 

Say  wnrd,  William  Henry,  Jr. 

A 

Sanborn,  Edwin  Aaron. 

A 

Scales,  Edward  Payson. 

A 

Sanborn,  Emma  Mary  Eastman. 

I> 

Scalefl,  Rubert  Bass. 

E 

Sanborn,  Fletcher  Greene. 

A 

Scannell,  Micliael  Edward. 

A 

Sanborn,  Frederick  James. 

A 

Schi^er,  Louis  Rdouard. 

C 

Sanborn,  John  Eastman. 

B 

Schmidt,  Frederick  Sextua. 

D 

Sanborn,  John  Wesley. 

A 

Schneider,  Jacob  Philip. 

A 

Sanborn,  Joseph  Lander. 

D 

Scbofleld,  Benjamin  Franklin. 

A 

Sanborn,  Kate. 

D 

Schofield,  Otho  Lester 

A 

Sanborn,  Nathan  Willard. 

D 

Schoonmaker,  Arthur  Twing. 

A 

Sanborn,  Perley  Lewis. 

D 

Schorer,  Cornelia  Bemhardlne 

D 

Sanders,  Charles  Barton. 

Johanna. 

B 

Sanders,  Edwin  Melvln. 

D 

Schnbmehl,  Frank  Edward. 

B 

Sanders,  James  Samuel. 

D 

Schultz,  Simon  Robert 

A 

Sanders,  Orren  Bumham. 

C 

Scoboria,  Arthur  Gilmore. 

A 

Sanders,  William  Bemhard. 

A 

Scofleld,  Walter. 

A 

Sanderson,  James  Henry. 

B 

Scott,  Charles  Winfleld. 

D 

Sanderson,  Mary. 

A 

Scott,  Chester  Walter. 

A 

Sanford,  Edward. 

A 

Soott,  Cyrus  Wallace. 

D 

Sanford,  Frank  Burton. 

A 

Scott,  Gavin  Steel. 

D 

Sanford,  Margaret  McPhee.   • 

B 

ScottI,  Pederico. 

D 

Sanford,  Walter  Howard. 

A 

Scribner,  Ernest  Varlan. 

A 

Sanft,  Frank. 

A 

Scui liter,  Charles  Locke. 

D 

Santosuosso,  Joseph. 

A 

Seaman,  William. 

D 

Sargent,  Albert  Alonzo. 

A 

Searle,  George  James. 

A 

Sargent,  Ara  Nathaniel. 

A 

Sears,  RIoIm  Augusta. 

A 

Sargent,  Charles  Samuel. 

A 

Sears,  George  Gray. 

C 

Sargent,  George  Amory. 

D 

Sears,  Harry  Edward. 

A 

Sargent,  George  Bancroft. 

C 

Sears,  Henry  Francis. 

A 

Sargent,  Lorenzo  Dow. 

A 

Sears.  Henry  Thatcher. 

A 

Sargent,  Orln  Shaw. 

D 

Sears,  Stephen  HulL 
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A 

Seelye,  Hiram  Henry. 

A 

Sheehan,  William  Joseph. 

A 

Seelye,  Ralph  Holland. 

A 

Sheehy,  William  Clinton. 

S 

Seelye,  Walter  Clark. 

A 

Sheldon,  Chauncey  Cooley. 

B 

Segool,  Hyman. 

B 

Shepardson,  Oscar  Jerome. 

A 

Segur,  WiUard  BloBuom. 

C 

Shepherd,  Hovey  Learned. 

A 

Seip«  Charlea  Lewis. 

A 

Shepherd,  Susan  Symonds. 

A 

Selee,  Annie  Maud. 

B 

Sherburne,  Frederick  William. 

A 

Sellew,  Philip  Hamilton. 

A 

Sheridan,  Oliver  Michael. 

A 

Selling,  Leo  Milton. 

A 

Sherman,  Charles  Francis. 

A 

Selva,  Jnlins. 

A 

Sherman,  Frank  Morton. 

0 

Senay,  Joseph. 

B 

Sherman,  James  Henry. 

B 

Senter,  George  Eldredge. 

A 

Sherman,  James  Turner. 

A 

Serijanian,  Tatios  Kasbar. 

A 

Sherman,  John. 

A 

Severance,  William  Lyman. 

A 

Sherman,  John  Howard. 

A 

SeTerance,  William  Sidney. 

A 

Sherman,  Mary  Hastings. 

A 

Sewall,  John  Jasper. 

A 

Sherman,  Sarah  Eva. 

D 

Sewny,  Kar6keen  Hekimian. 

A 

Sherman,  William  Sprague. 

D 

Sexton,  Frank  Joseph. 

D 

Sherskefsky,  CeciliA  Lande. 

D 

Sexton,  James  Henry,  Jr. 

A 

Sherwin,  Aurelius  Calvin. 

A 

Seymour,  Christopher. 

B 

Sherwood,  Walter. 

A 

Seymour,  James  Dwight. 

D 

Sherwood-Dunn,  Berkeley. 

A 

Seymour,  Susan  Pheland. 

A 

Shirley,  Allen  Lincoln.. 

A 

Shackford,  Charles  Harrison. 

D 

Shisler,  William  Henry. 

D 

Shanahan,  Edward  Joseph. 

A 

Shores,  Harvey  Towle. 

A 

Shanahan,  John. 

A 

Shreve,  Octavius  Barrell. 

D 

Shanahan,  Thomas  Joseph. 

D 

Shultis,  Frederick  Charlea. 

A 

Shannon,  Nat  Vaughn. 

C 

Shurtleif,  Augustine. 

A 

Shapira,  Israel  Jarius  Elihaf. 

A 

Shurtleii,  Eugene. 

A 

Shapleigh,  Alfred  Lindsay. 

A 

Shurtleif,  Frank  Atwood. 

D 

Sharp,  Leedom. 

A 

Shurtleff,  Fred  Cazeanx. 

A 

Sharp,  Walter  Neyin. 

A 

Shurtleff,  George  Frederick. 

D 

Shatswell,  James  Arthur. 

A 

Shurtleff,  Henry  Austin. 

D 

Shattuck,  Albert  Milo. 

D 

Shurtleff,  James  Frederick. 

A 

Shattuck,  Charles  Harvey. 

D 

Shurtleff,  Walter  Davis. 

D 

Shattuck,  Edwin  Chase. 

A 

Sibley,  Hartwell  Augustus. 

A 

Shattuck,  Frederick  Cheever. 

A 

Sidney,  Austin  Wilbur. 

A 

Shattuck,  George  Brune. 

A 

Siggins,  John  Jacob. 

A 

Shaw,  Albert  Joel. 

D 

Silbert,  Joseph  Jacob. 

A 

Shaw,  Arthur  John. 

B 

Sill,  John  Wellesley. 

B 

Shaw,  Charles  Albert 

A 

Sllva,  Francis  Pierce. 

D 

Shaw,  Francis. 

A 

Simmons,  Clara  Congdon. 

A 

Shaw,  Henry  Lyman. 

A 

Simmons,  William  Edmund. 

A 

Shaw,  James  Stott. 

A 

Simonds  (n«e  Nutter),  Marilla 

A 

Shaw,  John  Cook. 

Beed. 

A 

Shaw,  John  Holbrook. 

A 

Simpson,  Charles  Edward. 

A 

Shaw,  John  Joseph. 

A 

Simpson,  Edmund  S. 

D 

Shaw,  John  Fort. 

A 

Simpson,  George  Foster. 

A 

Shaw,  Sarah  Jane  Hutehinson. 

A 

Simpson,  .James  Edwin. 

D 

Shaw,  Thomas  Bond. 

B 

Simpson,  John  Thomas  Lionel. 

A 

Shaw,  Thomas  Pierpont. 

A 

Simpson,  William  Langdon. 

D 

Shaw,  William  Hubbard. 

B 

Sims,  Charles  Hawkins. 

A 

Shay,  Thomas  McGnire. 

A 

Sinclair,  Alexander  Doull. 

D 

Shea,  John  Francis. 

A 

Sinclair,  WillUm  Albert. 

D 

Shea,  John  Joseph. 

A 

Siskind,  Alexander  Louis. 

A 

Shea,  Thomas  Bernard. 

A 

Sisson,  Edward  Botoh. 

D 

Shea,  Peler  Owen. 

D 

Skelton,  Grace  Evelyn. 

E 

Sheahan,  Joseph  Maurice. 

A 

Skinner,  Edward  Manning. 

D 

Sheedy,  John  Francis. 

A 

Skinner,  John. 

E 

Sheehan.  Martin  David. 

D 

Skolfleld,  Ezra  Byington. 
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D 

Slack,  Francis  Hervey. 

D 

D 

Slagle,  Sarah  Elizabeth. 

D 

B 

Slate,  Amea  Wllsworth. 

D 

A 

Slattery,  John  Richard. 

A 

A 

Slayter,  John  Theodore  Hard- 

A 

ing. 

A 

A 

Slayton.  William  Taft. 

D 

A 

Sleeper,  Walter  Julian. 

C 

D 

Slettengren,  Oscar. 

A 

0 

Slocomb,  George  Albert. 

A 

S 

Small,  Guy  Darwin. 

C 

A 

Small,  Herbert  Elwyn. 

A 

A 

Small,  John  Wesley. 

D 

D 

Small,  Richard  Dresser. 

.         A 

A 

Small,  Whltmell  Pugh. 

E 

D 

Smalley,  Fred  Lyman. 

D 

D 

Smart,  Frank  Eyerard. 

A 

£ 

Smith,  Alfred  Charles. 

D 

A 

Smith,  Arthur  Vincent. 

B 

A 

Smith,  Asa  Dennis. 

B 

A 

Smith,  Charles  John  James. 

B 

A 

Smith,  Charles  Morton. 

A 

A 

Smith,  Charles  Sherman. 

A 

D 

Smith,  Chiron  WaterviUe. 

A 

D 

Smith,  Conrad. 

0 

A 

Smith,  Daniel  Patrick. 

D 

B 

Smith,  David  Wiley. 

B 

D 

Smith,  Edward  Shepard. 

A 

A 

Smith,  Ella  Gertrude. 

D 

A 

Smith,  Ezra  Algernon. 

D 

Smith,  Frank  Herbert. 

A 

D 

Smith,  Frank  Llewellyn. 

B 

A 

Smith,  Frank  Simpson. 

A 

A 

Smith,  Franklin  Benjamin. 

A 

C 

Smith,  Fred  Steyens. 

D 

A 

Smith,  Frederick  Glazier. 

D 

A 

Smith,  Geoige  Herbert 

D 

A 

Smith,  George  La  Breche. 

A 

D 

Smith,  Harry  Atherton. 

D 

A 

Smith,  Henry  Marcellua. 

D 

A 

Smith,  Herbert  Llewellyn. 

A 

A 

Smith,  Hermon  Joseph. 

B 

A 

Smith,  Hiram  Fred  Markley. 

A 

A 

Smith,  Homer  Aivan. 

E 

D 

Smith,  James  Gardner. 

A 

D 

Smith,  James  Jay. 

D 

P 

Smith,  Jeremiah  Ranlet. 

D 

J> 

Smith,  John  Hall. 

D 

A 

Smith,  Jonathan  Jason. 

F 

D 

Smltli.  Joseph  Arthur. 

A 

Smith,  Joseph  Ueber. 

A 

B 

Smith,  Julia  Ann  Crafts. 

C 

A 

Smith,  Lawrence  Sumner. 

B 

B 

Smith,  Leyl  Jasper. 

A 

D 

Smith,  Lewis  Albert. 

C 

D 

Smith,  Marshall  Eyans. 

A 

A 

Smith,  Mary  Almira. 

A 

Smith,  Murdock  Campbell. 

A 

D 

Smith,  Ota  Maftry. 

Smith,  Peter  Matthew. 
Smith,  Samuel  Breeae. 
Smith,  Samuel  Finlay. 
Smith,  Sumner  Phinney. 
Smith,  Thomas  Burke. 
Smith,  Walter  Anfton. 
Smith,  William  Henry. 
Smith,  William  Lord. 
Smith,  Wlnfleld  Scott. 
Smithwlck,  John. 
Smithwick,  Marsena  Parker. 
Smyth,  Herbert  Edmund. 
Smyser,  Charies  James. 
Snow,  Asa  Vernon. 
Snow,  Frederick  Stedman. 
Snow,  Henry  Curtis  Butler. 
Snyder,  Charles  Wight. 
Solomon,  Florence  Augusta. 
Solomon,  James  Madison. 
Solomon,  Sarah  Augusta. 
Solomon,  William  Burr. 
Somers,  John  Edward. 
Soper,  Lyman  White. 
Sopher,  Curtis  Leyl. 
Sosnoski,  Philip. 
Sonle,  Horace  John. 
Soule,  John  Albion. 
Soules,  Silas  George. 
Souaa,  Jayme  Ernesto  Salaxar 

D'Esa  e. 
Souther,  William  Towle. 
Southgate,  George  Alonzo. 
Southgate,  Robert  William. 
Southwlok,  George  Rinaldo. 
South  worth,  Thomas  Shepard. 
Soutter,  Robert. 
Spaid,  Charles  Jacob. 
Spalding,  Charles  Franklin. 
Spalding,  Fred  Maurice. 
Spalding,  Harry  Osgood. 
Spalding,  Henry  Edwin. 
Spalding,  Jacob  Franklin. 
Spalding,  Samuel  Hopkins. 
Spalter,  Charles  Marsh. 
Sparhawk,  Clement  Willis. 
Sparks,  Clarence  Inrlng. 
Sparling,  John  Henry. 
Spaalding,  Charles  Lester. 
Spauldlng,  Ebeneser  Farrtng. 

ton. 
Spear,  Edmund  Doe. 
Spears,  George  William. 
Spencer,  Emily  .Tone. 
Spencer,  Esek  Edwin. 
Spencer,  George  Albert. 
Spencer,  George  Frederick 

Allen. 
Spencer,  William  WaireaCo- 

nant. 


1900.] 


PUBLIC  DOCUMENT— No.  56. 


65 


Official  List  of  Praotilionen  of  Medicine — Contioned. 


A 

Spooner,  George  Robert. 

B 

Stephenson,  Milton  Elmer. 

£ 

Spooner,  Henry  Garrettson. 

A 

Stephenson,  Nellls  Witter. 

A 

Spoon er,  John  Winthrop. 

B 

Stepp,  Jacob,  Jr. 

A 

Sprague,  George  Percy. 

A 

Stetson,  Clarence  Augustus. 

A 

Sprague,  Pbebe  Ann. 

D 

Stetson,  Frank  Eliot. 

A 

Bprague,  Ruf  us  William. 

D 

Stetson,  Frederick  Wlnslow. 

D 

Spratling,  Edgar  Johnson. 

D 

Stetson,  Halbert  Greenleaf . 

A 

Spring,  Clarence  Walter. 

A 

Stevens,  Andrew  Jackson. 

A 

Springer,  Nathan  Ayer. 

B 

Stevens,  Charles  Albert. 

A 

Sqnler,  Angelo  Orin. 

A 

Stevens,  Charles  Benjamin. 

E 

Stack,  Charles  Francis. 

A 

Stevens,  Charles  Wistar. 

A 

St.  Clair,  Austin  Emery. 

A 

Stevens,  Edmund  Horace. 

A 

St.  Dennis,  Joseph  Nelson. 

A 

Stevens,  George  Beckwith. 

D 

St.  George,  Archibald. 

A 

Stevens,  Harry  Laurence. 

A 

St.  George,  Norman. 

A 

Stevens,  Henry  Burt. 

A 

St.  Georges,  Wilfred  Mark. 

A 

Stevens,  James  Herbert. 

A 

St.  Germain,  Joseph  Pierre. 

D 

'  Stevens,  Oscar  Howard. 

A 

St.  Germain,  Valmore. 

D 

Stevens,  Ralph  Emerson. 

A 

St  Jacques,  Joseph  Robert. 

D 

Stevens,  Ruey  Bartlett. 

D 

St.  Marie,  Philippe. 

D 

Stevens,  Sara  Elmlna. 

A 

Stackpole,  George  Edmund. 

A 

Stevens,  Seriah. 

A 

Stacy,  Charles  Franklin. 

A 

Stevens,  William  Caldwell. 

A 

Stafford,  Frank  Dalmon. 

A 

Stevens,  William  SUnford. 

B 

Stahl,  Alfred  Franz. 

D 

Stevenson,  Arthur  William. 

A 

StandUh,  Myles. 

D 

Stewart,  Abraham  Lincoln. 

A 

Stanley,  Charles  Snlllyan. 

A 

Stewart,  Anne  Clark. 

A 

Stanley,  George  Henry. 

A 

Stewart,  .Tames. 

A 

Stanley,  Josiah  Marsh. 

A 

Stewart,  James  Hope. 

D 

Stanley,  Leonard  Gove. 

C 

Stewart,  Lincoln  A. 

D 

Stanley,  Mark  Page. 

A 

Stickney,  Alonzo  f^wrence. 

A 

Stauton,  Jere  Edmund. 

A 

Stick  ney,  Clifford  Webster. 

C 

Stanton,  Thomas  Leo. 

A 

Stickney,  Edwin  Pangman. 

A 

Stapleton,  Richard  Henry. 

A 

Stickney,  George  Augustus. 

A 

Starblrd,  Edward  Perley. 

A 

StileR,  Charles  Wallace. 

A 

Starblrd,  Isaac  Warren. 

A 

Stiles,  Fred  Merrltt. 

D 

Starbnck,  Joseph  Clinton. 

C 

Stiles,  Herbert  Kendall. 

D 

Stark,  Maurice  Albert. 

A 

Still,  James  Thomas. 

D 

Starkweather,  Cbarles  Robert. 

D 

Stilwell,  Benjamin  Watson. 

B 

Starr,  Christopher  Hamlin. 

A 

Stllson,  W 11  lard  Charles. 

A 

Steadman,  John  Abraham. 

A 

SUnson,  John  Woodbury. 

A 

Steams,  Charles  A. 

F 

Stock er,  Alfred  Augustus. 

A 

Stearns.  Charles  Goddard. 

D 

Stockwell,  Edgar  Washburn. 

C 

Stearns,  Daniel  Waldo. 

D 

StockwcU,  George  Norman. 

A 

Steams,  George  Washington. 

D 

Stockwell,  Herbert  Emmona. 

A 

Steams,  Isaac  Holden. 

A 

Stoddard,  Henry  Bradlsh. 

A 

Stebblns,  George  Stanford. 

D 

Stoddard,  Mortimer  Joseph. 

B 

Stebbins,  Marlon  Rowena  Hay- 

D 

Stodder,  Charles  William. 

ward. 

A 

Stokes,  William  Royal. 

A 

Stedman,  Charles  Ellery. 

A 

Stone,  Arthur  Kingsbury. 

A 

Stedman,  George. 

D 

Stone,  Ai'thnr  Llle. 

A 

Stedman,  Henry  Rust. 

A 

Stone,  Byron. 

A 

Stedman,  James  Parker. 

A 

Stone,  Charles  Sinclair. 

A 

Stedman,  Joseph  Cyrus. 

A 

Stone,  Ella  Gertrade. 

B 

Steele,  Harry  Leon. 

A 

Stone,  Frank  Ellsworth. 

A 

Steele,  John  McClary. 

c 

Stone,  George  Arthur. 

A 

Stcere,  David  Roscoe. 

A 

Stone,  Jiimes  Savage. 

B 

Steinberg,  Joseph. 

A 

Stone,  Lincoln  Ripley. 

A 

Stephens,  Edward  Buckmlnster. 

D 

Stone,  Moses  Cornelius. 

A 

Stephenson,  Benjamin  Swift. 

A 

Stone,  Waldo  Hodges. 
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D 

Stone,  Warren  Bnxton. 

A 

Swan,  Charle«  Walter. 

B 

Stone,  Wolf. 

A 

Swan,  Henry  Storer. 

A 

Storer,  John. 

A 

Swan,  Jesse  Johnson. 

A 

Btorer,  Halciilni. 

A 

Swan,  RotfToe  Wesley. 

C 

Story,  A  Win  Francla. 

A 

Swan.  Will  Howard. 

D 

Story,  Helen  Louise. 

A 

Swan.  William  Dounlson. 

X 

Stowe,  Irving  Elmer. 

A 

Swan,  William  EUeryChannlnff. 

A 

Stowe,  Wlllard  Hanley. 

A 

Swasey,  £<lward. 

A 

Stowell,  Edmund  Channlng. 

A 

A 

Stowell,  Joalj,  Jr. 

A 

Sweeney,  Hilary  Tucker. 

C 

Stowell,  Maud  Evelyn. 

A 

Sweet,  Charles  Frederick. 

A 

Stowell,  Sarah  Rusisell. 

A 

Sweet,  Clara  Maria. 

D 

Straw,  O'Nell  Watm>n  Robinson. 

B 

Sweet,  KlUha  Wilbnr. 

D 

Strayer,  Edgar. 

D 

Sweet,  Frederick  BenonL 

A 

Street,  CharleH  Carroll. 

B 

Sweet,  Job. 

A 

Street,  Jerome  Cliarles. 

E 

Sweet,  John  Henry.  Jr. 

D 

Street,  Lionel  Alexander  Bur- 

B 

Sweet,  Orrin  Preston. 

net. 

D 

Sweet.  Wlllard  Hamilton. 

D 

Streeter,  Howard  Alyertos. 

A 

Sweetser,  Frederic  Kllswoitli. 

D 

Strickland.  Samuel  Perley. 

A 

Sweetitir,  Charies  LesUe. 

D 

Strong,  Charles  Howard. 

A 

Swett,  George  William. 

E 

Strong,  Frederick  Finch. 

A 

Swett,  I'ercy  Walter. 

D 

Strong,  James  Henry. 

D 

Swift,  Frederic  Norman. 

D 

Strong.  Lawrence  Watson. 

A 

Bwiit,  John  Baker 

A 

Strong,  Thomas  Morris. 

A 

Swift.  I^wrence  Chew. 

A 

Stoart,  Frederick  WiUlam. 

A 

Swift.  Robert 

A 

Stuart,  Jamet  Henry. 

A 

Swift,  WiUlam  Nye. 

D 

Stubbe,  Frank  Raymond. 

D 

Swope.  Dalya  Hamit. 

D 

Sturgis,  Benjamin  Franklin,  Jr. 

B 

Sy  Wester,  Charles  i'orter. 

D 

Sturgls,  Walter  HoraUo  Wake- 

A 

Sylye;*ter,  Stephen  Alden. 

man. 

A 

SyWester,  William  UUlmaii. 

A 

Starterant,  Charles. 

A 

SyWia,  Manuel  Victorlno. 

A 

Stutson,  William  Peckham. 

E 

Symonds,  AUce  Gertrude. 

D 

Styles,  Myron  Francis. 

A 

Symond>«,  llenjamln  Ropea. 

A 

Saffa,  George  Alson. 

A 

Synan,  William  Edward. 

D 

bnghrue,  Dennis  Francis. 

D 

Syrett,  Edgar  Cha*  les. 

B 

SnlUvan,  Daniel  Aloyslns. 

D 

Taft.  Albert  Atherton. 

A 

Sulliyan,  Daniel  Henry. 

A 

Taft,  Mary  Florence. 

D 

Sullivan,  Daniel  Thomas. 

A 

Talttot,  George  Henry. 

D 

SulUyan,  Francis  Augustus. 

A 

Talliot.  Winthrop  Tlsdale. 

A 

Snlllyan,  James  Francis. 

A 

Tallman,  Augustus  LlUlefl«Id. 

A 

SnlUyan,  James  Francis. 

B 

Tallmsn.  WllUam  Cyprian. 

A 

Snlllyan,  James  Stephen. 

D 

Taminosian,  Timotbeus. 

A 

SnlUyan,  James  Stephen. 

A 

Tanner.  John  Alexander. 

B 

Snlllyan,  John  Frands. 

A 

Tarbell,  George  Grosyenor. 

A 

SnlUyan,  John  Henry. 

A 

Tasker,  Frank  Edwin. 

A 

Snlllyan,  John  Langdon. 

A 

Tassi,  .loseph  Chrysanthe  Ed. 

A 

Snlllyan,  John  Thomas. 

wanl. 

D 

SnlUyan,  John  Thomas,  Jr. 

A 

Tatum.  Riyes. 

B 

SulUyan,  Joseph  luiwrence. 

A 

Taylor-Cole,  Anna  Bessie. 

A 

Snlllyan.  Michael  Francis. 

A 

Taylor,  Charles  Warren. 

A 

SnlUyan,  WilUam  Joseph. 

A 

Tftylor,  Edward  Wyllys. 

A 

Sumner,  Allen  Melancthon. 

A 

Taylor,  Esther  Woodman. 

A 

Snter,  WUUam  Norwood. 

A 

Taylor,  Frederic  Weston, 

A 

Sutherland,  John  Preston. 

A 

Taylor.  George  Lyman. 

D 

Swain,  Howard  Townsend. 

B 

Taylor,  Henry. 

A 

Swain,  Mary  Lissle. 

B 

Tayli»r,  John  Danforth. 

D 

Swain,  OUyer  Alden  Tlnkham. 

A 

Taylor.  Jubal  George. 

A 

Swan,  Charles  Louis. 

D 

Taylor.  Stella  Mary. 
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A 

Temple,  Franklin  Stuart. 

A 

Thomdlke,  Auirnstus. 

A 

Temple,  Hiram. 

A 

Thorndlke,  Paul. 

A 

Temple,  William  Franklin. 

D 

Thorning,  William  Burton. 

A 

Ten  Broeck,  Stanton  Jacob. 

A 

Thornton,  James  Brown. 

A 

Tenney,  Benjamin. 

B 

Thornton,  William. 

D 

Tenney,  Elmer  Setb. 

B 

Thorpe,  Benjamin  Franklin. 

A 

Tenney,  John  Artbnr. 

A 

Thorpe,  Edward  Elephalet. 

C 

Tenney,  William  Northend. 

B 

Thumin,  Samuel. 

D 

TesBler,  Cbarlea. 

A 

Thuot,  John  Vincent. 

D 

Titreau,  Thomas. 

A 

Thurber,  Madison  Templeton. 

D 

Thatcher,  Haines  C. 

B 

Thurlow,  Edgar  Theodore. 

B 

Thayer,  Charles  Nathaniel. 

A 

Thurlow,  John  Howard. 

A 

Thayer,  Charles  Paine. 

A 

Thurston,  Rufus  Leander. 

A 

Thayer,  Daniel  Ellsworth. 

A 

Tibbetts,  James  Thomas. 

A 

Thayer,  Eugene. 

A 

Tiemey,  Edward  Howran. 

A 

Thayer,  Fred  Lyman. 

A 

Tierney,  Martin  Henry. 

A 

Thayer,  Oeorf^e  Dickinson. 

A 

Tlgh,  Frederick. 

A 

Thayer,  Henri  Rledelle. 

A 

Tllden,  Frank  Elmer. 

A 

Thayer,  Samuel  Chase. 

E 

Til  den,  Irving  NUes. 

A 

Thayer,  Bamael  Ezra. 

D 

Tlleston,  Wilder. 

B 

Thayer,  Washington  Irving. 

A 

Tilton,  Edward  James. 

D 

Thayer,  William  Uewlns. 

A 

Tllton,  Frank  Herbert. 

A 

Thayer,  William  Sydney. 

A 

Tilton,  Josiah  Odin. 

A 

Therrien,  Edward  Joseph. 

A 

Tllton,  Letltla  Marie. 

E 

Therrien,  John. 

A 

Tlmmlns,  Patrick  Joseph. 

A 

Thlssell,  Joseph  Abbott. 

F 

Tlngley,  Benjamin  Wilson. 

B 

Thomas,  Adellda  Annabel. 

A 

Tinker,  Martin  Buel. 

A 

Thomas,  Caroline  Louise. 

A 

Tlnkham,  Granville  Wilson. 

A 

Thomas,  Charles  Holt. 

A 

Tlrrell,  Vinson  Meader. 

A 

Thomas,  Flayel  Shurtleff. 

A 

Titcomb,  George  Eugene. 

A 

Thomas,  George  Francis. 

D 

Tobey,  Carter  McVine. 

C 

Thomas,  George  Henry. 

A 

Tobey,  George  Lorlng. 

A 

Thomas,  John  Jenks. 

A 

Tobey,  Walter  Henry. 

E 

Thomas,  John  WUlard. 

A 

Tobin,  James  Henry. 

D 

Thomaason,  Aaron  Hood,  Jr. 

E 

Tobin,  .John  Henry. 

D 

Thomes,  John  Blanchard. 

A 

Tolman,  Julia. 

D 

Thompson,  Arthur  PerclTal. 

A 

Tompkins,  Albert  Henry. 

D 

Thompson,  Charles  Arthur. 

A 

Toomey,  John  Peter. 

A 

Thompson,  Charles  Marsh. 

A 

Toomey,  Thomas  Patrick. 

A 

Thompson,  Charles  Oscar. 

D 

Toothaker,  Horace  Edward. 

A 

Thompflon,  Eben. 

D 

Torrey,  John  Paine. 

A 

Thompson,  Edward  Charles. 

A 

Torrey,  Noah. 

D 

Thompson,  Edward  Henry. 

A 

Torrey,  Samuel  William. 

A 

Thompson,  Frederick  Henry. 

A 

Tower,  Charles  Bates. 

A 

Thompson,  George  Eben. 

A 

Tower,  Frederick  Russell. 

C 

Thompson,  Harry  John. 

A 

Tower,  George  Augustus. 

A 

Thompson,  James  Gillespie. 

D 

Towle,  Benjamin  Newell. 

D 

Thompson,  John  Budd. 

D 

Towle,  Charles  Edward. 

B 

Thompson,  John  Buxton. 

A 

Towle,  Fred  Scates. 

A 

Thompson,  John  Henry. 

A 

Towle,  Harvey  Parker. 

A 

Thompson,  John  Joseph. 

A 

Towle,  Henry  Charles. 

A 

Tbompsim,  John  McQuald. 

B 

Towne,  Charles  Jefferson. 

D 

Thompson,  John  Stephen. 

B 

Towne,  William  Alexander. 

B 

Thompson,  Marshall  Elery. 

A 

Townsend,  Charles  Wendell. 

D 

Thompson,  Peter  Hunter. 

C 

Townseud,  Willis  Merrick. 

D 

Thompson,  Richard  Henry. 

B 

Tracy,  Christopher  Columbus. 

A 

Thompson,  Richard  Joseph. 

A 

Tracy,  Edward  Aloysius. 

A 

Thomson,  George  Francis. 

A 

Tracy^  Thomas  Henry. 

D 

Thorn,  Edwin  Cyrus. 

D 

Tracey,  John  Matthew. 
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A 

Trafton,  Alonzo  Gardiner. 

A 

Valentine,  Henry  Charlea. 

D 

Tralnor,  John  Brett. 

D 

Valentine,  John  Forrest. 

D 

Traver,  Alrah  Harry. 

A 

Van  Allen,  Harvey  Ward. 

A 

Traver,  Edward  Clarence. 

B 

Van  Alstyne,  Seymour  March. 

C 

Treanor,  John  Peter. 

D 

Van  Deursen,  George  Llveaey. 

A 

Trecartln,  Dayid  Mnnson. 

B 

Van  Magness.  Benjamin. 

D 

TretiiUan,  Florence  Harvey. 

D 

Van  Marter,  Le  Boy  John, 

D 

Tripp,  George  Alston. 

A 

Van  Pelt,  Gertrade  Wyckoff. 

A 

Trow,  Comelins  GUman. 

D 

Van  Bensselaer,  Henry  Bens- 

A 

Trow,  WUliam  Marshall. 

selaer. 

A 

Trowbridge,  Edward  Henry. 

D 

Van  Winkle,  Peter. 

D 

Tmdeaa,  Marc  Anrele. 

D 

Vance,  Michael  E. 

A 

Tmdean,  Wilfrid. 

A 

Vander  Burgh,  DaTid  W  llliams. 

A 

Tmdel,  Jaeqnes  Joseph. 

A 

Vamey,  Rdlth  Charles. 

A 

True,  Herl>ert  Osgood. 

A 

Vamey,  Fred  Klbiidge. 

D 

True,  Blchard  Smith. 

A 

Vanghan,  Charlea  Ererett. 

A 

Trueman,  Harmon  Silas. 

A 

Vaughan,  Jonas  Hobart. 

A 

Tmeworih  V.  Edwin  Weston. 

A 

VermUye,  Oscar  Eugene. 

D 

Tmslow,  Walter. 

A 

Vemer,  Ismael. 

B 

Tnck,  Lncy  Wadsworth. 

A 

Vickery,  Herman  Prank. 

A 

Tncker,  Edward  Tobey. 

.     A 

Vlckery,  Lncla  Florence. 

A 

Tncker,  Samael  Chase. 

A 

Victor,  Agnes  CaecUia. 

A 

Tneker,  William  Emerson. 

D 

Vigeant,  Joaepb  Edward. 

A 

Tncker,  Willis  Leroy. 

D 

Viger,  Joseph  Edmund  AvUa. 

A 

Tnlly,  Edward  Joseph. 

A 

VUes,  Clarence  Albertus. 

E 

Tupper,  Arthur  Gordon. 

A 

Vinal,  Fiank  Thomas 

A 

Tnpper,  A  ugustns  Maclaachlan. 

E 

Vlnal,  Harry  Gardner. 

C 

Tnpper,  John  Darrow. 

D 

Vinal,  Waltesr  Henry. 

A 

Tamer,  Augnstos  Walter. 

A 

Vincent,  PhiUp. 

D 

Tomer,  Charles  Harerly. 

B 

Vlney,  William  Henry. 

D 

Tomer,  Charles  Humphrey. 

A 

Viivlnf  Franklin  Pierce. 

A 

Turner,  Maurice  Worcester. 

A 

Vose,  Albert  ChurchiU. 

D 

Tostin,  Hoth. 

D 

Vose,  Robert  Heory. 

A 

Tuttle,  Albert  Henry. 

D 

Voss,  John  Willlsm. 

A 

Tuttle,  Frances  Caroline. 

B 

Wade,  George  Waahington. 

A 

Tuttle,  George  Herman. 

A 

Wadsworth,  Oliver  Fairflekt. 

A 

A 

Wadsworth,  Peleg. 

A 

Tuttle,  Karl  Rand. 

B 

Wagner,  Darid. 

A 

Twltchell,  Edward  Thayer. 

D 

Walt,  Sheridan  Paul. 

A 

Twitchell,  George  Pierce. 

A 

Walte,  Clarence  Howard. 

A 

Twombley,  Edward  Lambert. 

A 

Walte,  Edwin  Everett. 

A 

Tygesson,  Alfred. 

A 

Walte,  Lorenzo. 

A 

Tyler,  Albert  Mason. 

A 

Wakefield,  Albert  Tolman. 

A 

Tyler,  John  Bennett. 

B 

Wakefield.  Joslah  Jndson. 

A 

Tyler,  Waldo  Henry. 

D 

Walcott,  Henry  Joel,  Jr. 

A 

Underhlll.  Charles  Dudley. 

A 

Wakott,  Henry  Pickering. 

B 

Underhlll,  George  Herliert. 

B 

Wales,  Edward  Clarpuce. 

A 

Underwood,  David  Qleason. 

E 

Wales,  Ernest  de  WoUe. 

D 

Underwood,  Francis  Andrew. 

A 

Walker,  Alexander  Taylor. 

A 

Underwood,  George  Baker. 

A 

Walker,  Augustus  Chapman. 

A 

Underwoo<l.  George  Latham. 

A 

Walker,  Frank  Clifford. 

D 

Upham,  Emily  Clark. 

B 

Walker,  Gustayns  Freedom. 

D 

Upton,  Charles  Louis. 

A 

Walker,  James  Taylor. 

A 

Urich,  John  Henry. 

A 

Walker,  James  William. 

C 

Urie,  John  Francis. 

D 

Walker,  Lewis  Marshall. 

A 

Urquhart,  John  Edwin. 

A 

Walker,  Thomas  Jackson. 

A 

Utley,  Edward  BoswelL 

A 

Walker,  William. 

A 

Uticy,  James. 

D 

Walker.  William  Pomp. 

A 

Utley,  Maurice  HoweU. 

C 

Walkley.  WUliam  Samuel. 
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A 

Wallace,  Frank  Huron. 

A 

D 

Wallace,  Gtoorge  Loney. 

D 

A 

Waller,  Thomas  Gilmore. 

A 

D 

Walsh,  Charles  Francis  Adams. 

A 

A 

Walsh,  Charles  Joseph. 

D 

A 

Walsh,  Frank  Win  field. 

A 

D 

Walsh,  John  Edward. 

A 

A 

Walsh,  Peter  Daggan. 

A 

A 

Walton,  George  Lincoln. 

0 

D 

Walton,  William  Joseph. 

A 

D 

Ward,  Frederick  Spalding. 

D 

A 

Ward,  George  Otis. 

A 

D 

Ward,  Parker  Myles. 

A 

A 

Ward,  Rollln  CUyton. 

A 

E 

Ward,  William  Greenleaf. 

A 

E 

Warden,  Ralph  Alexander. 

A 

A 

Wardwell,  Perclval  Goodwin. 

A 

A 

Wares,  A.bel. 

D 

A 

Warner,  Carmlllns  Tnrten. 

A 

D 

Warner,  Charles  Norton. 

A 

A 

Warner,  Emerson. 

D 

A 

Warner,  Frederick  AngustoB. 

D 

A 

Warner,  Henry. 

A 

B 

Warner,  Thomas  Jefferson. 

A 

D 

Warren,  Arthur  Fay. 

A 

B 

Warren,  Edwin  Smith. 

D 

A 

Warren,  Ernest  Leighton. 

A 

A 

Warren,  Frank  Randall. 

A 

D 

Warren,  Franklin  Lafayette. 

A 

A 

Warren,  Herbert. 

A 

A 

Warren,  Hobart  Bndloott. 

F 

A 

Warren,  John  Collins. 

D 

A 

Warren,  John  Kelso. 

D 

A 

Warren,  Orin. 

D 

D 

Warren,  William  Barnard. 

B 

B 

Warren,  William  Marvin. 

A 

A 

Warren,  William  Thomas. 

A 

A 

Warwick,  James. 

D 

A 

Washburn,  Elliott. 

E 

E 

Washbam,  Frank  Hall. 

A 

D 

Washbam,  Frederic  Augnstos. 

C 

A 

Washburn,  George  Hamlin. 

D 

D 

Waterman,  George  Arthur. 

B 

A 

Waterman,  Thomas. 

A 

B 

Waters,  Samuel  William. 

D 

D 

Watkeys,  Frederick  William. 

A 

B 

Watkins,  Charles  Edward. 

D 

A 

Watkins,  Robert  Lincoln. 

D 

D 

Watkins,  Royal  PhiUp. 

A 

C 

Watson,  Francis  Sedgewick. 

A 

D 

Watson,  Frank  Gilman. 

A 

B 

Watson,  Fred  William. 

D 

A 

Watson,  George  Henry. 

B 

A 

Watson,  James  Maurice. 

A 

D 

Watson,  Walter  Linwood. 

A 

A 

Watson,  William  Purkls. 

A 

A 

Watters,  William. 

%     A 

A 

Wattles-Faunoe,  Mary  Ann. 

0 

D 

Watts,  Harry  Adelbert. 

Watts,  Henry  Fowler  Ransford. 
Weaver,  Greorge  Albert. 
Webb,  Mary  Elizabeth. 
Webb,  Melville  Emerson. 
Webb,  Walter  James. 
Webber,  Alonzo  Carter. 
Webber,  Amos  Paterson. 
Webber,  Frank  Orland. 
Webber,  Frederick  Ward. 
Webber,  George  Franklin. 
Webber,  Henry  Allen. 
Webber,  Horace  Green. 
Webber,  Samuel  Gilbert. 
Webster,  George  Arthur. 
Webster,  Helen  Baker  Worthing. 
Webster,  Jonathan  Edwards. 
Webster,  Joseph  Rowe. 
Weed,  George  Franklin. 
Weeks,  Charles  Tapper.    . 
Weeks,  Joshua  Franklin. 
Weeks,  William  Joshua. 
Weldner,  Calvin. 
Welnerovltch,  Xochine. 
Weinsteln,  Isaac. 
Weir,  Frank  Le  Sienr. 
Weis,  Joseph  Deutsch. 
Weiser,  Walter  Rupert. 
Welch,  Edward  John. 
Welch,  John  Frederick. 
Weller,  Francis  Joseph. 
Wellington,  James  Lloyd. 
Welles,  Delbert  Arthur. 
Wells,  Abner  Toothaker. 
Wells,  David  Washburn. 
Wells,  Edward  Frederic. 
Wells,  Frank. 
Wells,  James  Lee. 
Wells,  John  Milton. 
Wennerberg,  Francis  Joseph. 
Wentworth,  Arthur  Howard. 
Wentworth,  Caroline  Young. 
Wentworth,  Harry  Wilder. 
Wentworth,  Horace. 
Wentworth,  Jacob  Brackett. 
Wentworth,  Lowell  Franklin. 
Wentworth,  Walter  Henry. 
Wentworth,  William  Ezeklel. 
Wentworth,  William  Parish. 
Wentworth,  William  Warren. 
Werner,  Anders  Christen. 
Werner,  Julius  Domlnlok. 
Wescott,  William  Henry. 
Wesley,  Charles  Main. 
Wesley,  John  Lyman. 
Wesley,  Sarah  Jane. 
Wesselhoeft,  Conrad. 
Wesselhoef  t,  Walter. 
Wesselhoeft,  William  Fessen. 
den. 
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c 

Wesselhoeft,  William  Palmer. 

D 

Whitehead,  WlUett  WilUam. 

A 

West,  Benjamlo  HiiBsey. 

A 

Whitehill,  George  Edward. 

D 

West,  Bertha  Helen. 

D 

Whiteside,  George  S5huttuck. 

A 

Weat,  Edward  Graeif. 

A 

Whltford,  Andrew  Foster. 

A 

West,  George  Leon. 

A 

WhiUng,  George  Washington 

B 

Weet,  Pliny  Hume. 

Whitney. 

D 

Weetall,  John. 

A 

Whiting,  Lewis. 

A 

WcBtergren,  Frances  Clarke. 

A 

WhiUng,  Walter  Booth. 

A 

Weston,  George  Dake. 

B 

Whitman,  Edson  Fobes. 

A 

Weston,  Isabel  Gray. 

C 

Whitmarsh,  WUlard  Francis. 

D 

Wescwood,  Mabel  Inez. 

A 

Whitmore,  Albion  Stineon. 

A 

Wether  bee,  Angellne  Giles. 

A 

Whitney,  Charles  Alvano. 

A 

Wetherbee,  Boswell. 

A 

Whitney,  Charles  Melville. 

A 

Wetherbee,  Sarah  LncreCia. 

D 

Whitney,  Chester  Field  Smith. 

A 

Wetherell,  Arthur  Bryant. 

A 

Whitney,  Edward  Melville. 

A 

Whalley,  Thompson. 

A 

Whitney,  William  FUke. 

A 

Wheatley,  Frank  Gtoorge. 

A 

Whitney,  William  Herbert. 

D 

Wheaton,  James  Lucas,  Jf . 

B 

Whlttaker,  William  Austin. 

A 

Wheeler,  Alfred  Augustus. 

A 

Whlttemore,  D wight  Stanley. 

A 

Wheeler,  Charles  Augustus. 

A 

Whltten.  George  Edwin. 

A 

Wheeler,  Charles  Douglas. 

D 

Whittier,  Cordelia  Melvina. 

A 

Wheeler,  Kdward  Beed. 

A 

Whittier,  Daniel  Bralnard. 

D 

Wheeler,  £mma  Hammond. 

A 

Whittier,  Edward  Newton. 

E 

Wheeler,  George  Day. 

A 

Whittier,  Francis  Fremont. 

E 

Wheeler,  GUman  Avery. 

B 

WhilUer,  Helen  Adelaide. 

A 

Wheeler,  Harry  Deyeranx. 

D 

W  horiskey,  John  Joseph. 

D 

Wheeler,  James  Hudson. 

A 

Wight,  Daniel  Webster. 

E 

Wheeler.  Jenness  Day. 

A 

Wight,  Geoi^  Dewltt. 

A 

Wheeler,  Leonard. 

C 

Wilbur,  Alliston  Chester. 

D 

Wheeler,  Lucia  Anna. 

B 

Wilbur,  Ezra  Richmond. 

A 

Wheeler,  Murris  Plumer. 

A 

WUbur,  Hubert  Granville. 

D 

Wheelock,  Albert  Andrews. 

A 

Wilbur,  Sarah  Mann. 

C 

Whipple,  Albert  Lawrence. 

A 

Wilcox,  Dorvll  Miller. 

A 

Whipple,  Parrlngton  Hasham. 

A 

Wild,  George  Warren. 

C 

Whipple,  Prank  Lewis. 

A 

Wilder,  Raymond  Saxgent. 

A 

Whi8lon,  Edward  Andem. 

A 

Wilder,  Sarah  Elizabeth. 

A 

Whitaker,  Clarence  Wilder. 

A 

Wildes,  AdeUne  Wilklns. 

A 

Whitcombe,  Charles  Reed. 

D 

Wiley,  Alfred  Soule. 

C 

White,  Charles  James. 

B 

Willnsky,  Adolph. 

A 

White,  Charles  Warren. 

A 

Wilkin,  Anna  Maria. 

A 

White,  Edvrard  Forest. 

D 

Wilklns,  George  Clarence. 

C 

White,  Emory  Lincoln. 

A 

Wilklns,  George  Henry. 

0 

White,  Everett. 

B 

Willard,  Mary  Antoinette. 

D 

White,  Franklin  Warren. 

D 

Williams,  Abram  Case. 

A 

White,  George  Edwin. 

A 

Williams,  Augustus  Gilbert. 

D 

White,  Henry  George. 

B 

Williams,  Benjamin  Barney. 

A 

White,  Herbert  Warren. 

•     A 

Williams,  Charles  Crosby. 

A 

White,  Horace  Carr. 

C 

Williams,  Charles  Herbert. 

A 

White,  James  Clarke. 

A 

Williams,  Christopher  Earto. 

D 

White,  Jonathan  Hutnhlngs. 

B 

Williams,  Clara  AngusU. 

A 

White,  I.«on  Edward. 

C 

Williams.  Edward  Denison. 

A 

White,  Leonard  Darling. 

A 

Williams,  Edward  RusseU. 

A 

White,  Levi. 

A 

Williams,  Edward  Tufts. 

D 

White,  Michael  William. 

A 

Williams,  Frances  Elizabeth* 

A 

White,  Robert. 

A 

Williams,  Francis  Henry. 

A 

White,  Walter  Henry. 

C 

Williams,  Frank  Percival. 

A 

White,  WUiiam  Allen. 

D 

Williams,  Frederic  Alien. 

D 

Whitehead,  Eugenia. 

A 

WlUlams,  Harold. 

D 

Whitehead,  Mary  Charlotte. 

A 

Williams,  Harry  Augoatas. 

